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PREFACE 


The Title List of Documents Made Publicly Avcdlable is a 
monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear 
Regulatory Commission (NRC). This information 
includes (1) docketed material associated with civilian 
nuclear power plants and other uses of radioactive ma- 
terials and (2) nondocketed material received and gen- 
erated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court 
dockets; it refers to the system by which NRC maintains 
its regulatory records. This series of documents is in- 
dexed by a Personal Author Index, a Corporate Source 
Index, and a Report Number Index. 

The docketed information contained in the Title List in- 
cludes the information formerly issued through the De- 
partment of Energy publication Power Reactor Docket 
Information, last published in January 1979. NRC docu- 
ments that are publicly available may be examined with- 
out charge at the NRC Public Document Room (PDR). 


Duplicate copies may be obtained for a fee. Standing or- 
ders for certain categories of documents are also avail- 
able. Clients may search for and order desired titles 
through the PDR computerized Bibliographic Retrieval 
System, which is accessible both at the PDR and re- 
motely. The PDR is staffed by professional technical li- 
brarians, who provide reference assistance to users. See 
NOTES at the end of the preface for information about 
reaching the PDR. Microfiche of the docketed informa- 
tion listed in the Title List is available for sale on a sub- 
scription basis from the National Technical Information 
Service (NITS). See NOTES at the end of the Preface 
for the complete NTIS address. 

We encourage your comments, criticisms, and sugges- 
tions. In particular, if there are title descriptions that are 
not meaningful, please let us know so that we can cor- 
rect the data base. Insofar as possible, we would like this 
document to be a valuable part of your reference 
material. 


DOCKETED ITEMS 


The listings vrithin Docket 50 are divided into the cate- 
gories used for filing and searching in the NRC Public 

Document Room. Those categories are 

A. Application/construction stage documents and 
correspondence 

B. Utility Preliminary Safety Analysis Reports 
(PSAR), amendments 

C. Utility Enviromnental Reports (ER), amend- 
ments, and correspondence 

D. NRC Draft and Final Environmental (Impact) 
Statements (DES and FES), supplements and cor- 
respondence 

E. NRC Safety Evaluation Reports (SER), supple- 
ments and correspondence 

F. Security, medical, emergency, and fire-protection 
plans 

G. Legal and adjudicatory correspondence 


H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Reports (FSAR) and 
amendments 

L. Limited work authorizations (LWA) and related 
correspondence 

M. Antitrust reviews and antitrust correspondence 

N. Antitrust hearing transcripts, testimony, and brief- 
ings 

O. Advisory Committee on Reactor Safeguards 
(ACRS) reports and correspondence 

P. Operating license stage documents and correspon- 
dence 

Q. Inspection reports, IE Bulletins, Circulars and In- 
formation Notices, civil penalties, and related cor- 
respondence 
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DOCKETED ITEMS (cont.) 


R- Periodic operating reports and related correspon- 
dence 

S. Reportable occurrences, PNOs, PNSs, and related 
correspondence 

T. Transcripts, testimony, and briefings on non- 
antitrust matters 

Appendix A sets forth those categories and describes 
the materials available in each. Omission of a category in 
the listing for a docket indicates that no documents in 


U. Congressional/executive correspondence 

V. Licensing of operators and related correspondence 

W. Decommissioning stage documents and correspon- 
dence 

X. Onsite storage of low-level waste 

Y. Independent spent fuel storage installations 

that category were filed in the time period of the report. 
The principal elements of the entries in the list are 


(T) P, Operating license stage documents & correspondence 

® @ 

8907070172 Commends util fqr exemplary hospitality extended to visiting Soviet technical 
working group on 890608. 


® ® ® 

DENTON, H.R. Office of Governmental & Public Affairs (Post 870413). 89/06/27 



CLARK, P.R. General Public Utilities Corp.— GPU Service Corp. 2 pp. 50442:181-50442:182 


1 . NRC/PDR Document category (see Appendix A). 

2. NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

3. Description of information contained in the docu- 
ment. 

4. Personal author(s). An asterisk in this position in- 
dicates that there is no personal author. 

5. Author affiliation (NRC, corporate, agency, or 
nonindividual source). 

6. Date of document described. 

7. Recipient of the document. 

8. Recipient affiliation (NRC or corporate). 

9. Pages in this document. 

10. This five-digit number is the NRC 48X microfiche 
designation. 


1 1. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

12. This five-digit number is the microfiche on which 
this document ends. 

13. The three-digit portion of this entry is the number 
of the frame on which this document ends. 


The Docketed Items list is arranged sequentially by 
Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are 
items that were submitted as enclosures to principal 
items. In general, indented items are not in accession 
number sequence. If the docketed docunient has a con- 
tract (FIN) number of a formal report number, it will ap- 
pear in the last line of the item following entry 5. 
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NONDOCKETED ITEMS 


The nondocketed items are divided into the categories 
used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCFR— Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safe- 
guards 

ADVCM— NRC Advisory Committees 
COMMISSION— NRC Cdmmissioners 
CONTRACT— NRC Contracts and Modifications 

FOIA— Freedom of Information Act Requests 
and Releases 

GEN TECH IS— Generic Technical Issues 

IE — Inspectiori and Enforcement Issuances 

MISC— Public Document Room Miscellaneous 

NUREG— NRC-Issued Formal Reports and Re- 
lated Correspondence 

ORG— Organizational File 

PR— Proposed Rules 

PRM— Petitions for Rulemaking 

PROJ— Projects 

PT21— 10 CFR Part 21 Deficiency Reports 


QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— Research Review Groups 
RM— Rulemakings 

SECY —Staff Position Papers Before the Commis- 
sion 

STATE PROG— State Programs 

TOPREP— Vendor Topical Reports and Corre- 
spondence 

WASH— AEC-Issued Formal Reports and Corre- 
spondence 

WM— Waste Management Documents 

WMRES— Waste Management Contract Docu- 
ments 

XPORTLJC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the 
material available in each. Omission of a category in the 
listing for a docket indicates that no documents in that 
category were filed in the time period of the report. 

The principal elements of the nondocketed items are 


(T) NUREG— NRC-Issued Formal Reports and Related Correspondence 

(DO @ 

8910100307 NUREG/CR-5340 DATA SUMMARY REPORT FOR FISSION PRODUCT RELEASE 

TEST VI-2 

© ® 

OSBORNE, M.F., COLLINS, J.L., LORENZ, R.A. Oak Ridge National Laboratory. 

© ® ® ® ® 

FIN B-0127. ORNL/TM-11105. 89/09/30. Division of Systems Research (Post 880717). 69 pp. 

® ® @ ® 

51409:065-51409:134. 

1. Nondocket category. 2. NRC/PDR Accession Number (year, month, day, 

and sequence number of item). 
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NONDOCKETED ITEMS (cont.) 


3. NRC Report Number. 

4. Title and description of information contained in 
the document. 

5. Personal author(s). An asterisk in this position in- 
dicates that there is no personal author. 

6. Corporate, agency, or other nonindividual source. 

7. Contract of financial identification number (FIN), 
if any. 

8. Secondary report number, if any. 

9. Date of document described. 

10. NRC organizational recipient (or sponsor). 


1 1. Pages in this document. 

12. This five-digit number is the NRC 48X microfiche 
designation. 

13. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

14. This five-digit number is the microfiche on which 
this document ends. 

15. The three-digit portion of this entry is the number 
of the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by 

Accession Nmnber within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 


3. The location of the PDR is 


1. The address for GPO is 

Superintendent of Documents 
U.S. Government Printing Office 
P.O. Box 37082 
Washington, DC 20013-7082 


To place orders, send check or money order payable to 
the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calUng 
202-512-2249. 


2120 L Street, NW. 

Washington, DC 20555 

The mailing address is 

U.S. Nuclear Regulatory Commission 
Public Document Room 
Mail Stop LL-6 
Washington, DC 20555 

Telefacsimile 


2. The address for NTIS is 


202/634-3343 


National Technical Information Service Telephone 

5285 Port Royal Road 

Springfield, Virginia 22161 202/634-3273 


To place orders for or to obtain price information about 
NRC publications at NTIS, either write to NTIS or call 
the Sales Desk at (703) 487-4650. Specify the NRC re- 
port number and title when you place your order. Publi- 
cations can be charged to American Express, Visa, or 
Mastercard credit cards; supply the charge card number 
when placing your order. 


To place orders for documents or to arrange for training 
on the computer system, write, fax, or phone. When or- 
dering documents listed in this publication, please iden- 
tify the Document Accession Number for each dtation. 
Reproduction charges and method of payment, based on 
the current reproduction contract, are obtainable from 
the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Mame Page 

Low Level Radwaste Disposal Sites - Docket 
27 

27-047 COLUMBIA, SC, CHEM-NUCLEAR 1 

SYSTEMS. INC. 

27-048 LOUISVILLE. KY, U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 
Docket 40 

40-0501 ALUMINUM CO. OF AMERICA, ALCOA 1 

CENTER, PA 

40-1341 TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA, TN 

40-1478 KERR-MCGEE OIL INDUSTRIES, INC., 1 

OKLAHOMA CITY, OK 

40-2061 KERR-MCGEE CHEMICAL CORP., 3 

OKLAHOMA CITY, OK 

40-21 36 SPENCER CHEMICAL CO., KANSAS 3 

CITY, MO 

40-2253 ARMY, DEPT. OF, WATERTOWN, MA 3 

40-3392 ALLIED-SIGNAL, INC., METROPOLIS, IL 4 

40-6622 PATHFINDER MINES CORP., SHIRLEY 4 

BASIN, WY 

40-681 1 CONTEMPORARY METALS CORP., 4 

HAZLEWOOD, MO 

40-6940 CABOT CORP., BOYERTOWN, PA 4 

40-7102 SHIELDALLOY METALLURGICAL CORP., 4 

NEWFIELD, NJ 

40-7308 KERR-MCGEE CORP., OKLAHOMA CITY, 4 

OK 

40-7455 WHITTAKER CORP., LOS ANGELES, CA 4 

40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 4 

40-7603 COMMERCIAL DISCOUNT CORP. 4 

40-7604 BP CHEMICALS AMERICA, INC., LIMA, 5 

OH 

40-8027 SEQUOYAH FUELS CORP., GORE. OK 5 

40-8035 COTTER CORP., ROSWELL, NM 7 

40-8081 MOSE COHEN & SONS, INC., 8 

CINCINNATI, OH 

40-8135 MINNESOTA MINING & 8 

MANUFACTURING CO., ST. PAUL, MN 

40-8406 PESSES CO., SOLON, OH 8 

40-8681 UMETCO MINERALS CORP., BLANDING, 8 

UT 

40-8724 CHEMETRON CORP., PROVIDENCE. Rl 8 

40-8778 MOLYCORP, INC., LOS ANGELES, CA 9 

40-8794 MOLYCORP. INC., LOS ANGELES. CA 9 

40-8820 AMAX, INC., GOLDEN. CO 9 

40-8868 ll-VI INC., SAXONBURG, PA 9 

40-8904 SOHIO WESTERN MINING CO., SALT 9 

LAKE CITY, UT 


Docket l^ame Page 

40-8905 QUIVIRA MINING CO., GRANTS, NM 9 

40-8943 FERRET EXPLORATION CO. OF 9 

NEBRASKA, DENVER, CO 

40-8948 SHIELDALLOY CORP., NEWFIELD. NJ 9 

40-8981 PATHFINDER MINES CORP., MILLS, WY 9 

40-8989 ENVIROCARE OF UTAH, INC., SALT 9 

LAKE CITY, UT 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 10 

50-3 INDIAN POINT STATION. UNIT 1 10 

50-5 PENNSYLVANIA STATE UNIV. 10 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 10 

UNIT 1 

50-16 ENRICO FERMI ATOMIC POWER PLANT, 11 

UNIT1 

50-20 MASSACHUSETTS INSTITUTE OF 11 

TECHNOLOGY RESEARCH REACTOR 

50-27 WASHINGTON STATE UNIV. RESEARCH 11 

REACTOR (TRIGA) 

50-29 YANKEE-ROWE NUCLEAR POWER 12 

STATION 

50-30 PLUM BROOK RESEARCH REACTOR 13 

FACILITY 

50-47 ARMY MATERIALS RESEARCH 13 

REACTOR 

50-54 CINTICHEM 13 

50-59 TEXAS A&M UNIV. RESEARCH 13 

REACTOR 

50-62 UNIV. OF VIRGINIA RESEARCH 13 

REACTOR 

50-70 GENERAL ELECTRIC NUCLEAR TEST 13 

REACTOR 

50-73 GENERAL ELECTRIC NUCLEAR TEST 13 

REACTOR 

50-89 GENERAL ATOMICS 13 

50-97 CORNELL UNIV. ZERO POWER 13 

REACTOR 

50-1 1 6 IOWA STATE UNIV. RESEARCH 13 

REACTOR 

50-123 UNIV. OF MISSOURI RESEARCH 14 

REACTOR-ROLLA 

50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 14 

50-146 SAXTON NUCLEAR EXPERIMENTAL 14 

FACILITY 

50-151 UNIV. OF ILLINOIS RESEARCH 14 

REACTOR 

50-155 BIG ROCK POINT NUCLEAR PLANT 14 

50-1 57 CORNELL UNIV. RESEARCH REACTOR 1 5 


IX 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 

15 

50-271 

VERMONT YANKEE NUCLEAR POWER 

48 


RESEARCH REACTOR 



STATION 


50-163 

GENERAL ATOMICS 

15 

50-272 

SALEM NUCLEAR GENERATING 

50 





STATION, UNIT 1 


50-171 

PEACH BOTTOM ATOMIC POWER 

15 





STATION, UNIT 1 


50-274 

U.S. GEOLOGICAL SURVEY RESEARCH 

51 





REACTOR 


50-182 

PURDUE UNIV. RESEARCH REACTOR 

16 







50-275 

DIABLO CANYON NUCLEAR POWER 

51 

50-186 

UNIV. OF MISSOURI RESEARCH 

16 


PLANT, UNIT 1 



REACTOR-COLUMBIA 








50-277 

PEACH BOTTOM ATOMIC POWER 

53 

50-193 

RHODE ISLAND & PROVIDENCE 

16 


STATION, UNIT 2 



PLANTATIONS AEC 








50-278 

PEACH BOTTOM ATOMIC POWER 

54 

50-201 

WEST VALLEY REPROCESSING PLANT 

16 


STATION, UNIT 3 


50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

16 

50-280 

SURRY POWER STATION, UNIT 1 

56 


1 


50-281 

SURRY POWER STATION, UNIT 2 

57 

50-213 

HADDAM NECK PLANT 

18 







50-282 

PRAIRIE ISLAND NUCLEAR STATION, 

58 

50-219 

OYSTER CREEK NUCLEAR POWER 

19 


UNIT 1 



PLANT 








50-285 

FORT CALHOUN STATION, UNIT 1 

59 

50-220 

NINE MILE POINT NUCLEAR STATION, 

21 





UNIT 1 


50-286 

INDIAN POINT STATION, UNIT 3 

61 

50-223 

UNIV. OF LOWELL RESEARCH 

22 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

62 


REACTOR 


50-288 

REED COLLEGE RESEARCH REACTOR 

64 

50-228 

AEROTEST RADIOGRAPHY & 

22 





RESEARCH REACTOR 


50-289 

THREE MILE ISLAND NUCLEAR 

64 





STATION, UNIT 1 


50-237 

DRESDEN NUCLEAR POWER STATION. 
UNIT 2 

23 

50-293 

PILGRIM NUCLEAR POWER STATION, 

65 





UNIT 1 


50-241 

MISSISSIPPI STATE UNIV. RESEARCH 

25 





REACTOR 


50-295 

ZION NUCLEAR POWER STATION, UNIT 

“I 

67 

50-244 

ROBERT EMMET GINNA NUCLEAR 

25 





PLANT, UNIT 1 


50-296 

BROWNS FERRY NUCLEAR POWER 

68 





STATION. UNIT 3 


50-245 

MILLSTONE NUCLEAR POWER 

26 





STATION, UNIT 1 


50-297 

NORTH CAROLINA STATE UNIV. 

70 





PULSTAR REACTOR 


50-247 

INDIAN POINT STATION, UNIT 2 

27 







50-298 

COOPER NUCLEAR STATION 

70 

50-249 

DRESDEN NUCLEAR POWER STATION, 

28 





UNIT 3 


50-301 

POINT BEACH NUCLEAR PUNT. UNIT 2 


50-250 

TURKEY POINT PLANT, UNIT 3 

30 

50-302 

CRYSTAL RIVER NUCLEAR PUNT, UNIT 

3 

72 

50-251 

TURKEY POINT PLANT, UNIT 4 

31 







50-304 

ZION NUCLEAR POWER STATION, UNIT 

74 

50-254 

QUAD-CITIES STATION, UNIT 1 

32 


2 


50-255 

PALISADES NUCLEAR PLANT 

34 

50-305 

KEWAUNEE NUCLEAR POWER PUNT 

76 

50-259 

BROWNS FERRY NUCLEAR POWER 

36 

50-306 

PRAIRIE ISLAND NUCLEAR STATION, 

77 


STATION, UNIT 1 



UNIT 2 


50-260 

BROWNS FERRY NUCLEAR POWER 

38 

50-309 

MAINE YANKEE ATOMIC POWER PUNT 

78 


STATION. UNIT 2 


50-31 1 

SALEM NUCLEAR GENERATING 

79 

50-261 

H.B. ROBINSON PLANT, UNIT 2 

39 


STATION, UNIT 2 


50-262 

BRIGHAM YOUNG UNIV. RESEARCH 

40 

50-312 

RANCHO SECO NUCLEAR GENERATING 

80 


REACTOR 



STATION 


50-263 

MONTICELLO NUCLEAR GENERATING 

40 

50-313 

ARKANSAS NUCLEAR ONE, UNIT 1 

81 


PLANT 


50-315 

DONALD C. COOK NUCLEAR POWER 

83 

50-265 

QUAD-CITIES STATION, UNIT 2 

41 


PUNT. UNIT 1 


50-266 

POINT BEACH NUCLEAR PUNT, UNIT 1 

43 

50-316 

DONALD C. COOK NUCLEAR POWER 

84 





PLANT, UNIT 2 


50-267 

FORT ST. VRAIN NUCLEAR 

44 





GENERATING STATION 


50-317 

CALVERT CLIFFS NUCLEAR POWER 

85 





PUNT, UNIT 1 


50-269 

OCONEE NUCLEAR STATION, UNIT 1 

45 







50-318 

CALVERT CLIFFS NUCLEAR POWER 

87 

50-270 

OCONEE NUCLEAR STATION, UNIT 2 

47 


PUNT. UNIT P 



X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-320 

THREE MILE ISLAND NUCLEAR 

88 

50-370 

WILLIAM B. MCGUIRE NUCLEAR 

123 


STATION, UNIT 2 



STATION, UNIT 2 


50-321 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

1 

89 

50-373 

LASALLE COUNTY STATION, UNIT 1 

124 



50-374 

LASALLE COUNTY STATION. UNIT 2 

125 

50-322 

SHOREHAM NUCLEAR POWER STATION 

90 


50-323 

DIABLO CANYON NUCLEAR POWER 


50-382 

WATERFORD GENERATING STATION, 

126 

91 

UNIT 3 



PLANT, UNIT 2 




50-324 

BRUNSWICK STEAM ELECTRIC PLANT. 


50-387 

SUSQUEHANNA STEAM ELECTRIC 

127 

92 

STATION, UNIT 1 



UNIT 2 




50-325 

BRUNSWICK STEAM ELECTRIC PLANT. 


50-388 

SUSQUEHANNA STEAM ELECTRIC 

129 

93 

STATION, UNIT 2 

130 

50-326 

UNIT 1 

UNIV. OF CALIFORNIA AT IRVINE 

50-389 

ST. LUCIE PLANT, UNIT 2 

95 


RESEARCH REACTOR 


50-390 

WATTS BAR NUCLEAR PLANT, UNIT 1 

131 

50-327 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

95 

50-391 

WATTS BAR NUCLEAR PLANT, UNIT 2 

132 

50-328 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

96 

50-395 

VIRGIL C. SUMMER NUCLEAR STATION, 

133 

50-329 

MIDLAND PLANT, UNIT 1 

97 


UNIT 1 


50-330 

MIDLAND PLANT, UNIT 2 

98 

50-396 

UNIV. OF VIRGINIA CAVALIER REACTOR 

134 

50-331 

DUANE ARNOLD ENERGY CENTER 

98 

50-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

135 

50-333 

JAMES A. FITZPATRICK NUCLEAR 

POWER PLANT 

100 

50-400 

SHEARON HARRIS NUCLEAR POWER 
PLANT. UNIT 1 

136 

50-334 

BEAVER VALLEY POWER STATION, 

101 

50-407 

UNIV. OF UTAH RESEARCH REACTOR 

138 


UNIT 1 


50-409 

LA CROSSE BOILING WATER REACTOR 

138 

50-335 

ST. LUCIE PLANT. UNIT 1 

102 

50-410 

NINE MILE POINT NUCLEAR STATION. 

138 

50-336 

MILLSTONE NUCLEAR POWER 

103 


UNIT 2 



STATION, UNIT 2 


50-412 

BEAVER VALLEY POWER STATION, 

139 

50-338 

NORTH ANNA POWER STATION, UNIT 1 

105 


UNIT 2 


50-339 

NORTH ANNA POWER STATION, UNIT 2 

106 

50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

140 

50-341 

ENRICO FERMI ATOMIC POWER PLANT, 

107 

50-414 

CATAWBA NUCLEAR STATION. UNIT 2 

141 


UNIT 2 


50-416 

GRAND GULF NUCLEAR STATION, UNIT 

143 

50-344 

TROJAN NUCLEAR PLANT 

108 


1 


50-346 

DAVIS-BESSE NUCLEAR POWER 

109 

50-423 

MILLSTONE NUCLEAR POWER 

144 


STATION, UNIT 1 



STATION, UNIT 3 


50-348 

JOSEPH M. FARLEY NUCLEAR PLANT, 

111 

50-424 

ALVIN W. VOGTLE NUCLEAR PLANT, 

145 


UNIT 1 



UNIT1 


50-352 

LIMERICK GENERATING STATION, UNIT 

112 

50-425 

ALVIN W. VOGTLE NUCLEAR PLANT, 

147 


1 



UNIT 2 


50-353 

LIMERICK GENERATING STATION, UNIT 

114 

STN-50- 

FLOATING NUCLEAR PLANT 

148 


2 


437 



50-354 

HOPE CREEK NUCLEAR STATION. UNIT 

1 

115 

50-438 

BELLEFONTE NUCLEAR PLANT, UNIT 1 

148 



50-439 

BELLEFONTE NUCLEAR PLANT, UNIT 2 

148 

50-356 

UNIV. OF ILLINOIS RESEARCH 

116 


PERRY NUCLEAR POWER PLANT, UNIT 

1 

149 

REACTOR 


50-440 

50-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

116 




2 


50-441 

PERRY NUCLEAR POWER PLANT, UNIT 

o 

150 

50-362 

SAN ONOFRE NUCLEAR STATION. UNIT 

117 


c. 



3 


50-443 

SEABROOK NUCLEAR STATION, UNIT 1 

151 

50-364 

JOSEPH M. FARLEY NUCLEAR PLANT, 

118 

50-444 

SEABROOK NUCLEAR STATION, UNIT 2 

152 


UNIT 2 


50-445 

COMANCHE PEAK STEAM ELECTRIC 

153 

50-366 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

119 


STATION, UNIT 1 



2 


50-446 

COMANCHE PEAK STEAM ELECTRIC 

155 

50-368 

ARKANSAS NUCLEAR ONE. UNIT 2 

120 


STATION, UNIT 2 


50-369 

WILLIAM B. MCGUIRE NUCLEAR 

121 

STN-50- 

BYRON STATION. UNIT 1 

156 


STATION. UNIT 1 
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Page 

STN-50- 

455 

BYRON STATION, UNIT 2 

158 

STN-50- 

456 

BRAIDWOOD STATION, UNIT 1 

159 

STN-50- 

457 

BRAIDWOOD STATION, UNIT 2 

160 

50-458 

RIVER BEND STATION, UNIT 1 

162 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

163 

50-461 

CLINTON POWER STATION, UNIT 1 

163 

STN-50- 

482 

WOLF CREEK GENERATING STATION 

165 

STN-50- 

483 

CALLAWAY PLANT, UNIT 1 

166 

STN-50- 

498 

SOUTH TEXAS PROJECT, UNIT 1 

167 

STN-50- 

499 

SOUTH TEXAS PROJECT, UNIT 2 

168 

STN-50- 

508 

WPPSS NUCLEAR PROJECT, UNIT 3 

170 

STN-50- 

528 

PALO VERDE NUCLEAR STATION, UNIT 

1 

170 

STN-50- 

529 

PALO VERDE NUCLEAR STATION, UNIT 

2 

171 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

172 

52-001 

GE ADVANCED BWR DESIGN, GENERAL 
ELECTRIC CO. 

174 

52-002 

SYSTEM 80+ STANDARDIZED 

NUCLEAR POWER PLANT DES., 

175 

Domestic Licensing of Special Nuclear 

Material - Docket 70 


70-0008 

BATTELLE COLUMBUS DIV. (BATTELLE 
MEMORIAL INSTITUTE), 

175 

70-0027 

BABCOCK & WILCOX CO., LYNCHBURG. 
VA 

175 

70-0028 

BABCOCK & WILCOX CO., ALLIANCE, 

OH 

176 

70-0033 

TEXAS INSTRUMENTS, INC., 

ATTLEBORO, MA 

176 

70-0036 

COMBUSTION ENGINEERING. INC., 
HEMATITE. MO 

176 

70-0135 

BABCOCK & WILCOX CO., APOLLO, PA 

176 

70-0140 

AMERICAN-STANDARD, MOUNTAIN 

VIEW, CA 

176 

70-0143 

NUCLEAR FUEL SERVICES. INC., 

ERWIN, TN 

177 

70-0146 

SPENCER CHEMICAL CO., KANSAS 

CITY. MO 

177 

70-0152 

PURDUE UNIV., WEST LAFAYETTE, IN 

180 

70-0201 

MISSOURI, UNIV. OF, COLUMBIA, MO 

180 

70-0248 

MALLINCKRODT CHEMICAL WORKS, ST. 
LOUIS, MO 

180 

70-0340 

SPENCER CHEMICAL CO., KANSAS 

CITY, MO 

180 


Docket 

Name 

Page 

70-0364 

BABCOCK & WILCOX CO., APOLLO, PA 

181 

70-0371 

UNC, INC., UNCASVILLE, CT 

181 

70-0398 

COMMERCE, DEPT. OF, NATIONAL 
INSTITUTE OF STANDARDS & 

181 

70-0687 

CINTICHEM, INC., TUXEDO, NY 

181 

70-0698 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

181 

70-0712 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY, OK 

181 

70-0734 

GENERAL ATOMICS, SAN DIEGO, CA 

182 

70-0754 

GENERAL ELECTRIC CO., PLEASANTON, 
CA 

183 

70-0820 

UNC RECOVERY SYSTEMS (UNITED 
NUCLEAR CORP.), WOOD RIVER 

183 

70-0824 

BABCOCK & WILCOX CO., LYNCHBURG, 
VA 

183 

70-0920 

RENSSELAER POLYTECHNIC 

INSTITUTE. TROY, NY 

183 

70-0925 

CIMARRON CORP., OKLAHOMA CITY, 

OK 

183 

70-0938 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY, CAMBRIDGE, MA 

183 

70-1100 

COMBUSTION ENGINEERING. INC., 
WINDSOR. CT 

183 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON, 
NC 

184 

70-1143 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

184 

70-1151 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

184 

70-1193 

CIMARRON CORP., OKLAHOMA CITY, 

OK 

184 

70-1201 

B&W FUEL CO.. LYNCHBURG, VA 

184 

70-1257 

SIEMENS NUCLEAR POWER CORP., 
RICHLAND. WA 

185 

70-1374 

IDAHO STATE UNIV., POCATELLO. ID 

185 

70-1996 

MALDEN HOSP., MALDEN. MA 

185 

70-3070 

LOUISIANA ENERGY SERVICES. 
WASHINGTON, DC 

185 

70-3072 

GRACE HOSP., DETROIT, Ml 

186 

70-3073 

KERR-MCGEE CORP., OKLAHOMA CITY. 
OK 

186 

Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 


71-0062 

INDUSTRIAL NUCLEAR CO. 

186 

71-0115 

B&W FUEL CO. 

187 

71-0249 

NUCLEAR FUEL SERVICES, INC. 

187 

71-0346 

PUBLIC SERVICE CO. OF COLORADO 

187 

71-0354 

ADVANCED MEDICAL SYSTEMS. INC. 

187 

71-0390 

COMMERCE. DEPT. OF 

187 

71-0460 

UNIV. OF VIRGINIA 

187 
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Docket Name Page 

71-0471 PENNSYLVANIA POWER & LIGHT 187 

71-0482 UNIV. OF MASSACHUSETTS 187 

71-0524 RADIATION STERILIZERS, INC. 187 

71-0557 NDE SERVICES, INC. 187 

71-0595 AKRON INDUSTRIAL SERVICES, INC. 187 

71 -0632 QUALITY ENERGY SERVICES & TESTS 1 87 

CORP. 

71-0633 PRINCETON GAMMA-TECH, INC. 187 

71-0715 QUALITEST, INC. 187 

71-0721 QUALITY SYSTEMS NDE, LTD. 187 

71-0736 MAGNA CHEK, INC. 187 

71-0737 SERGENT, HAUSKINS & BECKWITH 187 

71-0740 MIDLAND INSPECTION & ENGINEERING, 187 
INC. 

71-0741 BIX TESTING LABORATORIES 187 

71-0742 SOUTHERN INDUSTRIAL TESTING, INC. 187 

71-0743 AMERICAN ASSOCIATED TESTING, INC. 188 

71-0744 X-RAY CO., INC. 188 

71 -301 4 MODEL: TN-1 2/2, TRANSPORTATION, 1 88 

DEPT. OF 

71 -4909 MODEL: GE-21 PF-1 & W-21 PF-1 . 1 88 

GENERAL ELECTRIC CO. 

71-5740 MODEL: ORNL TRU CALIF., ENERGY, 188 

DEPT. OF 

71-5796 MODEL: 181375, 181361, ADVANCED 188 

MEDICAL SYSTEMS, INC. 

71-5797 MODEL: INNER & OUTER HFIR UN, 188 

ENERGY, DEPT. OF 

71-5800 MODEL: ORNL TRITIUM TARGET 188 

CONTAINER 

71 -5939 MODEL: 1 500, GENERAL ELECTRIC CO. 1 88 

71-5950 MODEL: BCL-4, BATTELLE COLUMBUS 188 

LABORATORY 

71-5957 MODEL: BMI-1, CINTICHEM, INC. 188 

71-6058 MODEL: B-3, CINTICHEM, INC. 188 

71-6144 MODEL: B-2, U.S. ECOLOGY, INC. 188 

71-6294 MODEL: UNC-2901. COMBUSTION 188 

ENGINEERING, INC. 

71 -6346 MODEL: FSV-1 , PUBLIC SERVICE CO. OF 1 88 

COLORADO 

71 -6386 MODEL: 235R001 , ENERGY, DEPT. OF 1 88 

71-6717 MODEL: 671 Z-B, AMERSHAM CORP. 188 

71-9006 MODEL: Al 500 SU, AMERSHAM CORP. 188 

71-9007 MODEL: Al 520, AMERSHAM CORP. 189 

71 -901 0 MODEL: NLI-1 /2, NUCLEAR ASSURANCE 1 89 

CORP. 

71 -901 9 MODEL: BU-7, GENERAL ELECTRIC CO. 1 89 

71 -9021 MODEL: 750, AMERSHAM CORP. 1 89 

71-9032 MODEL: 650, AMERSHAM CORP. 189 


Docket Name Page 

71-9033 MODEL: 660, 660A, 660AE, 660B, 660BE, 189 

660E, AMERSHAM 

71-9034 MODEL: TRlGA-1, GENERAL ATOMICS 189 

71-9035 MODEL: 680 & 680E, AMERSHAM CORP. 189 

71-9036 MODEL: C-1, SOURCE PRODUCTION & 189 

EQUIPMENT CO., INC. 

71-9037 MODEL: TRIGA-2, GENERAL ATOMICS 189 

71-9056 MODEL: SPEC 2-T, SOURCE 189 

PRODUCTION & EQUIPMENT CO.. 

71-9071 MODEL: AP-101, ANEFCO, INC. 189 

71 -9098 MODEL: CI-20WC-2 & CI-20WC-2A, 1 89 

CINTICHEM, INC. 

71-9107 MODEL: 771 , AMERSHAM CORP. 1 89 

71-9127 MODEL: 100, 100A, 200 & 200A. 189 

AMERSHAM CORP. 

71 -91 35 MODEL: CENTURY S & SA, CENTURY 1 89 

UNIVERSAL S & SA, 

71-9137 MODEL: 820, AMERSHAM CORP. 1 90 

71 -91 51 MODEL: HN-1 00 SERIES 3, ET AL, 1 90 

SCIENTIFIC ECOLOGY 

71-9156 MODEL: IR-50. INDUSTRIAL NUCLEAR 190 

CO. 

71 -91 57 MODEL: IR-1 00, INDUSTRIAL NUCLEAR 1 90 

CO. 

71 -91 65 MODEL: 855, AMERSHAM CORP. 1 90 

71-9176 MODEL: NUPAC 14/21 OH & L, ET AL. 190 

NUPAC SERVICES, INC. 

71-9185 MODEL: OP-1 00, INDUSTRIAL NUCLEAR 190 

CO. 

71 -921 6 MODEL: CNS 1 -1 3G, CHEM-NUCLEAR 1 90 

SYSTEMS, INC. 

71-9233 MODEL: TN-RAM, TRANSNUCLEAR, INC. 190 

71-9239 MODEL: MCC-3, WESTINGHOUSE 190 

ELECTRIC CORP. 

71-9247 MODEL: 1 1 0G-A, NUCLEAR FUEL 1 90 

SERVICES, INC. 

71- 9249 MODEL: CNS 14-170, SERIES IM, CHEM- 190 

NUCLEAR SYSTEMS. 

Licensing of Independent Spent Fuel Storage 
- Docket 72 

72- 0004 DUKE POWER CO.. 50-269, 50-270 & 50- 190 

287 

72-0006 CAROLINA POWER & LIGHT CO.. 50-324 1 91 

& 50-325 

72-0008 BALTIMORE GAS & ELECTRIC CO., 50- 1 91 

317 & 50-318 

72-0009 PUBLIC SERVICE CO. OF COLORADO. 1 91 

50-267 

72-001 0 NORTHERN STATES POWER CO., 50- 1 91 

282 & 50-306 

72-1 000 MODEL: CASTOR V/21 , GENERAL 1 91 

NUCLEAR SYSTEMS. INC. 

72-1004 MODEL: NUHOMS-24P, PACIFIC 191 

NUCLEAR FUEL SERVICES, INC. 
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72-1005 

MODEL: TN-24, TRANSNUCLEAR, INC. 

191 

72-1007 

MODEL: VSC-24, PACIFIC SIERRA 
NUCLEAR ASSOCIATES 

191 
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Name Docket Page 

Low Level Radwaste Disposal Sites - 
Docket 27 

COLUMBIA. SC. CHEM-NUCLEAR SYSTEMS, 27-047 1 

INC. 

LOUISVILLE, KY, U.S. ECOLOGY, INC. 27-048 1 

Domestic Licensing of Source Material - 
Docket 40 

ALLIED-SIGNAL, INC., METROPOLIS, IL 40-3392 4 

ALUMINUM CO. OF AMERICA, ALCOA 40-0501 1 

CENTER, PA 

AMAX, INC., GOLDEN, CO 40-8820 9 

ARMY, DEPT. OF, WATERTOWN, MA 40-2253 3 

BP CHEMICALS AMERICA, INC., LIMA, OH 40-7604 5 

CABOT CORP., BOYERTOWN, PA 40-6940 4 

CHEMETRON CORP., PROVIDENCE, Rl 40-8724 8 

COMMERCIAL DISCOUNT CORP. 40-7603 4 

CONTEMPORARY METALS CORP., 40-681 1 4 

HAZLEWOOD, MO 

COTTER CORP., ROSWELL. NM 40-8035 7 

ENVIROCARE OF UTAH, INC., SALT LAKE 40-8989 9 

CITY, UT 

FANSTEEL, INC., NORTH CHICAGO. IL 40-7580 4 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8943 9 

DENVER. CO 

ll-VI INC, SAXONBURG, PA 40-8868 9 

KERR-MCGEE CHEMICAL CORP., 40-2061 3 

OKLAHOMA CITY, OK 

KERR-MCGEE CORP., OKLAHOMA CITY, OK 40-7308 4 

KERR-MCGEE OIL INDUSTRIES. INC., 40-1478 1 

OKLAHOMA CITY, OK 

MINNESOTA MINING & MANUFACTURING 40-8135 8 

CO., ST. PAUL, MN 

MOLYCORP, INC., LOS ANGELES, CA 40-8794 9 

MOLYCORP, INC., LOS ANGELES. CA 40-8778 9 

MOSE COHEN & SONS. INC., CINCINNATI, 40-8081 8 

OH 

PATHFINDER MINES CORP., MILLS, WY 40-8981 9 

PATHFINDER MINES CORP., SHIRLEY 40-6622 4 

BASIN. WY 

PESSES CO.. SOLON. OH 40-8406 8 

QUIVIRA MINING CO.. GRANTS, NM 40-8905 9 

SEQUOYAH FUELS CORP., GORE. OK 40-8027 5 

SHIELDALLOY CORP., NEWFIELD, NJ 40-8948 9 

SHIELDALLOY METALLURGICAL CORP., 40-7102 4 

NEWFIELD, NJ 

SOHIO WESTERN MINING CO., SALT LAKE 40-8904 9 

CITY, UT 


Name Docket Page 


SPENCER CHEMICAL CO., KANSAS CITY, 40-2136 3 

MO 

TENNESSEE VALLEY AUTHORITY. 40-1 341 1 

CHATTANOOGA, TN 

UMETCO MINERALS CORP., BLANDING. UT 40-8681 8 

WHITTAKER CORP., LOS ANGELES, CA 40-7455 4 

Domestic Licensing of Production and 
Utilization Facilities - Docket 50 

AEROTEST RADIOGRAPHY & RESEARCH 50-228 22 

REACTOR 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 50-424 145 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 2 50-425 147 

ARKANSAS NUCLEAR ONE. UNIT 1 50-313 81 

ARKANSAS NUCLEAR ONE, UNIT 2 50-368 120 

ARMY MATERIALS RESEARCH REACTOR 50-47 13 

BEAVER VALLEY POWER STATION, UNIT 1 50-334 101 

BEAVER VALLEY POWER STATION, UNIT 2 50-412 139 

BELLEFONTE NUCLEAR PLANT, UNIT 1 50-438 148 

BELLEFONTE NUCLEAR PLANT, UNIT 2 50-439 148 

BIG ROCK POINT NUCLEAR PLANT 50-155 14 

BRAIDWOOD STATION. UNIT 1 STN-50-456 159 

BRAIDWOOD STATION, UNIT 2 STN-50-457 160 

BRIGHAM YOUNG UNIV. RESEARCH 50-262 40 

REACTOR 

BROWNS FERRY NUCLEAR POWER 50-259 36 

STATION, UNIT 1 

BROWNS FERRY NUCLEAR POWER 50-260 38 

STATION. UNIT 2 

BROWNS FERRY NUCLEAR POWER 50-296 68 

STATION, UNIT 3 

BRUNSWICK STEAM ELECTRIC PLANT, 50-325 93 

UNIT 1 

BRUNSWICK STEAM ELECTRIC PLANT. 50-324 92 

UNIT 2 

BYRON STATION, UNIT 1 STN-50-454 156 

BYRON STATION, UNIT 2 STN-50-456 158 

CALLAWAY PLANT. UNIT 1 STN-50-483 166 

CALVERT CLIFFS NUCLEAR POWER PUNT, 50-317 85 

UNIT 1 

CALVERT CLIFFS NUCLEAR POWER PUNT, 50-31 8 87 

UNIT 2 

CATAWBA NUCLEAR STATION, UNIT 1 50-413 140 

CATAWBA NUCLEAR STATION, UNIT 2 50-414 141 

CINTICHEM 50-54 13 

CLINTON POWER STATION. UNIT 1 50-461 163 

COMANCHE PEAK STEAM ELECTRIC 50-445 153 

STATION, UNIT 1 
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Docket 

Page 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

50-446 

155 

COOPER NUCLEAR STATION 

50-298 

70 

CORNELL UNIV. RESEARCH REACTOR 

50-157 

15 

CORNELL UNIV. ZERO POWER REACTOR 

50-97 

13 

CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 

50-302 

72 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT1 

50-346 

109 

DIABLO CANYON NUCLEAR POWER PLANT. 
UNIT 1 

50-275 

51 

DIABLO CANYON NUCLEAR POWER PLANT. 
UNIT 2 

50-323 

91 

DONALD C. COOK NUCLEAR POWER 

PLANT. UNIT 1 

50-315 

83 

DONALD C. COOK NUCLEAR POWER 

PLANT. UNIT 2 

50-316 

84 

DRESDEN NUCLEAR POWER STATION, 

UNIT 1 

50-10 

10 

DRESDEN NUCLEAR POWER STATION, 

UNIT 2 

50-237 

23 

DRESDEN NUCLEAR POWER STATION, 

UNITS 

50-249 

28 

DUANE ARNOLD ENERGY CENTER 

50-331 

98 

EDWIN 1. HATCH NUCLEAR PLANT. UNIT 1 

50-321 

89 

EDWIN 1. HATCH NUCLEAR PLANT. UNIT 2 

50-366 

119 

ENRICO FERMI ATOMIC POWER PLANT. 
UNIT1 

50-16 

11 

ENRICO FERMI ATOMIC POWER PLANT. 

UNIT 2 

50-341 

107 

FLOATING NUCLEAR PLANT STN-50-437 

148 

FORD NUCLEAR REACTOR 

50-2 

10 

FORT CALHOUN STATION, UNIT 1 

50-285 

59 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

44 

GENERAL ATOMICS 

50-89 

13 

GENERAL ATOMICS 

50-163 

15 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-73 

13 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-70 

13 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

15 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

143 

H.B. ROBINSON PLANT, UNIT 2 

50-261 

39 

HADDAM NECK PLANT 

50-213 

18 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

115 

HUMBOLDT BAY POWER PUNT, UNIT 3 

50-133 

14 

INDIAN POINT STATION. UNIT 1 

50-3 

10 

INDIAN POINT STATION, UNIT 2 

50-247 

27 

INDIAN POINT STATION. UNIT 3 

50-286 

61 

IOWA STATE UNIV. RESEARCH REACTOR 

50-116 

13 


Name 

Docket 

Page 

JAMES A. FITZPATRICK NUCLEAR POWER 
PUNT 

50-333 

100 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

1 

50-348 

111 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

2 

50-364 

118 

KEWAUNEE NUCLEAR POWER PLANT 

50-305 

76 

LA CROSSE BOILING WATER REACTOR 

50-409 

138 

LASALLE COUNTY STATION, UNIT 1 

50-373 

124 

LASALLE COUNTY STATION, UNIT 2 

50-374 

125 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

112 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

114 

MAINE YANKEE ATOMIC POWER PLANT 

50-309 

78 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

50-20 

11 

MIDLAND PUNT, UNIT 1 

50-329 

97 

MIDUND PUNT, UNIT 2 

50-330 

98 

MILLSTONE NUCLEAR POWER STATION, 
UNIT1 

50-245 

26 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 2 

50-336 

103 

MILLSTONE NUCLEAR POWER STATION, 
UNITS 

50-423 

144 

MISSISSIPPI STATE UNIV. RESEARCH 
REACTOR 

50-241 

25 

MONTICELLO NUCLEAR GENERATING 

PUNT 

50-263 

40 

NINE MILE POINT NUCLEAR STATION, UNIT 

1 

50-220 

21 

NINE MILE POINT NUCLEAR STATION, UNIT 

2 

50-410 

138 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

105 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

106 

NORTH CAROLINA STATE UNIV. PULSTAR 
REACTOR 

50-297 

70 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 

45 

OCONEE NUCLEAR STATION. UNIT 2 

50-270 

47 

OCONEE NUCLEAR STATION. UNIT 3 

50-287 

62 

OYSTER CREEK NUCLEAR POWER PUNT 

50-219 

19 

PALISADES NUCLEAR PUNT 

50-255 

34 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

170 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

171 

PALO VERDE NUCLEAR STATION. UNIT 3 STN-50-530 

172 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT1 

50-171 

15 

PEACH BOTTOM ATOMIC POWER STATION. 
UNIT 2 

50-277 

53 

PEACH BOTTOM ATOMIC POWER STATION. 
UNIT 3 

50-278 

54 

PENNSYLVANIA STATE UNIV. RESEARCH 

50-5 

10 


REACTOR 
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Docket 

Page 

PERRY NUCLEAR POWER PLANT, UNIT 1 

50-440 

149 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

150 

PILGRIM NUCLEAR POWER STATION. UNIT 
1 

50-293 

65 

PLUM BROOK RESEARCH REACTOR 
FACILITY 

50-30 

13 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

43 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

71 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

58 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 
2 

50-306 

77 

PURDUE UNIV. RESEARCH REACTOR 

50-182 

16 

QUAD-CITIES STATION. UNIT 1 

50-254 

32 

QUAD-CITIES STATION, UNIT 2 

50-265 

41 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

80 

REED COLLEGE RESEARCH REACTOR 

50-288 

64 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

50-193 

16 

RIVER BEND STATION, UNIT 1 

50-458 

162 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

25 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

50 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

79 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

16 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

116 

SAN ONOFRE NUCLEAR STATION. UNIT 3 

50-362 

117 

SAXTON NUCLEAR EXPERIMENTAL 
FACILITY 

50-146 

14 

SEABROOK NUCLEAR STATION. UNIT 1 

50-443 

151 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

152 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

95 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

96 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

50-400 

136 

SHOREHAM NUCLEAR POWER STATION 

50-322 

90 

SOUTH TEXAS PROJECT. UNIT 1 

STN-50-498 

167 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

168 

ST. LUCIE PLANT. UNIT 1 

50-335 

102 

ST. LUCIE PLANT. UNIT 2 

50-389 

130 

SURRY POWER STATION, UNIT 1 

50-280 

56 

SURRY POWER STATION, UNIT 2 

50-281 

57 

SUSQUEHANNA STEAM ELECTRIC 
STATION. UNIT 1 

50-387 

127 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

129 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-69 

13 


Name 

Docket 

Page 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

50-289 

64 

THREE MILE ISLAND NUCLEAR STATION. 
UNIT 2 

50-320 

88 

TROJAN NUCLEAR PLANT 

50-344 

108 

TURKEY POINT PLANT. UNIT 3 

50-250 

30 

TURKEY POINT PLANT, UNIT 4 

50-251 

31 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

51 

UNIV. OF CALIFORNIA AT IRVINE 

RESEARCH REACTOR 

50-326 

95 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-151 

14 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-356 

116 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

22 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

16 

UNIV. OF MISSOURI RESEARCH REACTOR- 
ROLLA 

50-123 

14 

UNIV. OF UTAH RESEARCH REACTOR 

50-407 

138 

UNIV. OF VIRGINIA CAVALIER REACTOR 

50-396 

134 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

13 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

48 

VIRGIL C. SUMMER NUCLEAR STATION, 

UNIT 1 

50-395 

133 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

11 

WATERFORD GENERATING STATION, UNIT 

3 

50-382 

126 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

131 

WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

132 

WEST VALLEY REPROCESSING PLANT 

50-201 

16 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

121 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

123 

WOLF CREEK GENERATING STATION STN-50-482 

165 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

163 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

135 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

170 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

12 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

67 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

74 

GE ADVANCED BWR DESIGN. GENERAL 
ELECTRIC CO. 

52-001 

174 

SYSTEM 80+ STANDARDIZED NUCLEAR 
POWER PLANT DES., 

52-002 

175 

Domestic Licensing of Special Nuclear 
Material - Docket 70 



AMERICAN-STANDARD. MOUNTAIN VIEW, 

70-0140 

176 


CA 
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B&W FUEL CO., LYNCHBURG. VA 

70-1201 

184 

BABCOCK & WILCOX CO.. ALLIANCE, OH 

70-0028 

176 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0135 

176 

BABCOCK & WILCOX CO., APOLLO. PA 

70-0364 

181 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0824 

183 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0027 

175 

BATTELLE COLUMBUS DIV. (BATTELLE 
MEMORIAL INSTITUTE), 

70-0008 

175 

CIMARRON CORP., OKLAHOMA CITY, OK 

70-0925 

183 

CIMARRON CORP., OKLAHOMA CITY, OK 

70-1193 

184 

CINTICHEM, INC., TUXEDO, NY 

70-0687 

181 

COMBUSTION ENGINEERING, INC., 
HEMATITE. MO 

70-0036 

176 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

70-1100 

183 

COMMERCE, DEPT. OF, NATIONAL 

INSTITUTE OF STANDARDS & 

70-0398 

181 

GENERAL ATOMICS, SAN DIEGO, CA 

70-0734 

182 

GENERAL ELECTRIC CO., PLEASANTON, CA 

70-0754 

183 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70-1113 

184 

GRACE HOSP., DETROIT, Ml 

70-3072 

186 

IDAHO STATE UNIV., POCATELLO, ID 

70-1374 

185 

KERR-MCGEE CORP., OKLAHOMA CITY, OK 

70-3073 

186 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-0712 

181 

LOUISIANA ENERGY SERVICES, 
WASHINGTON. DC 

70-3070 

185 

MALDEN HOSP., MALDEN, MA 

70-1996 

185 

MALLINCKRODT CHEMICAL WORKS, ST. 
LOUIS, MO 

70-0248 

180 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY, CAMBRIDGE, MA 

70-0938 

183 

MISSOURI, UNIV. OF. COLUMBIA, MO 

70-0201 

180 

NUCLEAR FUEL SERVICES. INC., ERWIN, TN 

70-0143 

177 

PURDUE UNIV., WEST LAFAYETTE, IN 

70-0152 

180 

RENSSEUER POLYTECHNIC INSTITUTE, 
TROY, NY 

70-0920 

183 

SIEMENS NUCLEAR POWER CORP., 
RICHLAND, WA 

70-1257 

185 

SPENCER CHEMICAL CO., KANSAS CITY, 

MO 

70-0340 

180 

SPENCER CHEMICAL CO., KANSAS CITY. 

MO 

70-0146 

177 

TEXAS INSTRUMENTS, INC., ATTLEBORO, 

MA 

70-0033 

176 

UNC RECOVERY SYSTEMS (UNITED 
NUCLEAR CORP.), WOOD RIVER 

70-0820 

183 

UNC, INC., UNCASVILLE, CT 

70-0371 

181 

WESTINGHOUSE ELECTRIC CORP., 

70-0698 

181 


PITTSBURGH, PA 


Name 

Docket 

Page 

WESTINGHOUSE ELECTRIC CORP., 

70-1143 

184 

PITTSBURGH, PA 



WESTINGHOUSE ELECTRIC CORP., 

70-1151 

184 


PITTSBURGH, PA 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions - Docket 71 


ADVANCED MEDICAL SYSTEMS, INC. 

71-0354 

187 

AKRON INDUSTRIAL SERVICES, INC. 

71-0595 

187 

AMERICAN ASSOCIATED TESTING. INC. 

71-0743 

188 

B&W FUEL CO. 

71-0115 

187 

BIX TESTING LABORATORIES 

71-0741 

187 

COMMERCE, DEPT. OF 

71-0390 

187 

INDUSTRIAL NUCLEAR CO. 

71-0062 

186 

MAGNA CHEK, INC. 

71-0736 

187 

MIDLAND INSPECTION & ENGINEERING, 

INC. 

71-0740 

187 

MODEL: 100, 100A, 200 & 200A, AMERSHAM 
CORP. 

71-9127 

189 

MODEL: IIOG-A, NUCLEAR FUEL 

SERVICES, INC. 

71-9247 

190 

MODEL: 1500, GENERAL ELECTRIC CO. 

71-5939 

188 

MODEL: 181375, 181361, ADVANCED 

MEDICAL SYSTEMS, INC. 

71-5796 

188 

MODEL: 235R001, ENERGY, DEPT. OF 

71-6386 

188 

MODEL: 650, AMERSHAM CORP. 

71-9032 

189 

MODEL: 660, 660A, 660AE. 660B. 660BE, 

660E, AMERSHAM 

71-9033 

189 

MODEL: 671 7-B, AMERSHAM CORP. 

71-6717 

188 

MODEL: 680 & 680E, AMERSHAM CORP. 

71-9035 

189 

MODEL: 750, AMERSHAM CORP. 

71-9021 

189 

MODEL: 771, AMERSHAM CORP. 

71-9107 

189 

MODEL: 820, AMERSHAM CORP. 

71-9137 

190 

MODEL: 855, AMERSHAM CORP. 

71-9165 

190 

MODEL: Al 500 SU, AMERSHAM CORP. 

71-9006 

188 

MODEL: Al 520, AMERSHAM CORP. 

71-9007 

189 

MODEL: AP-101, ANEFCO, INC. 

71-9071 

189 

MODEL: B-2, U.S. ECOLOGY. INC. 

71-6144 

188 

MODEL: B-3, CINTICHEM, INC. 

71-6058 

188 

MODEL: BCL-4, BATTELLE COLUMBUS 
LABORATORY 

71-5950 

188 

MODEL: BMI-1, CINTICHEM, INC. 

71-5957 

188 

MODEL: BU-7, GENERAL ELECTRIC CO. 

71-9019 

189 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

189 

MODEL: CENTURY S & SA, CENTURY 
UNIVERSAL S & SA. 

71-9135 

189 

MODEL: CI-20WC-2 & CI-20WC-2A, 

71-9098 

189 


CINTICHEM. INC. 
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MODEL: CNS 1-1 3G, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9216 

190 

MODEL: CNS 14-170, SERIES 111, CHEM- 
NUCLEAR SYSTEMS, 

71-9249 

190 

MODEL: FSV-I, PUBLIC SERVICE CO. OF 
COLORADO 

71-6346 

188 

MODEL: GE-21PF-1 & W-21PF-1, GENERAL 
ELECTRIC CO. 

71-4909 

188 

MODEL: HN-100 SERIES 3. ET AL, 

SCIENTIFIC ECOLOGY 

71-9151 

190 

MODEL: INNER & OUTER HFIR UN. 

ENERGY, DEPT. OF 

71-5797 

188 

MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 

71-9157 

190 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

71-9156 

190 

MODEL: MCC-3, WESTINGHOUSE ELECTRIC 
CORP. 

71-9239 

190 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

189 

MODEL: NUPAC 14/21 OH & L. ET AL, NUPAC 
SERVICES, INC. 

71-9176 

190 

MODEL: OP-1 00, INDUSTRIAL NUCLEAR CO. 

71-9185 

190 

MODEL: ORNL TRITIUM TARGET 

CONTAINER 

71-5800 

188 

MODEL: ORNL TRU CALIF., ENERGY. DEPT. 
OF 

71-5740 

188 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO., 

71-9056 

189 

MODEL: TN-12/2. TRANSPORTATION, DEPT. 
OF 

71-3014 

188 

MODEL: TN-RAM, TRANSNUCLEAR, INC. 

71-9233 

190 

MODEL: TRIGA-1, GENERAL ATOMICS 

71-9034 

189 

MODEL: TRlGA-2. GENERAL ATOMICS 

71-9037 

189 

MODEL: UNC-2901, COMBUSTION 
ENGINEERING. INC. 

71-6294 

188 

NDE SERVICES, INC. 

71-0557 

187 


Name 

Docket 

Page 

NUCLEAR FUEL SERVICES. INC. 

71-0249 

187 

PENNSYLVANIA POWER & LIGHT 

71-0471 

187 

PRINCETON GAMMA-TECH, INC. 

71-0633 

187 

PUBLIC SERVICE CO. OF COLORADO 

71-0346 

187 

QUALITEST, INC. 

71-0715 

187 

QUALITY ENERGY SERVICES & TESTS 

CORP. 

71-0632 

187 

QUALITY SYSTEMS NDE, LTD. 

71-0721 

187 

RADIATION STERILIZERS, INC. 

71-0524 

187 

SERGENT, HAUSKINS & BECKWITH 

71-0737 

187 

SOUTHERN INDUSTRIAL TESTING, INC. 

71-0742 

187 

UNIV. OF MASSACHUSETTS 

71-0482 

187 

UNIV. OF VIRGINIA 

71-0460 

187 

X-RAY CO., INC. 

71-0744 

188 

Licensing of independent Spent Fuei 

Storage - Docket 72 



BALTIMORE GAS & ELECTRIC CO., 50-317 & 
50-318 

72-0008 

191 

CAROLINA POWER & LIGHT CO., 50-324 & 
50-325 

72-0006 

191 

DUKE POWER CO.. 50-269, 50-270 & 50-287 

72-0004 

190 

MODEL: CASTOR V/21, GENERAL NUCLEAR 
SYSTEMS. INC. 

72-1000 

191 

MODEL: NUHOMS-24P, PACIFIC NUCLEAR 
FUEL SERVICES, INC. 

72-1004 

191 

MODEL: TN-24, TRANSNUCLEAR, INC. 

72-1005 

191 

MODEL: VSC-24, PACIFIC SIERRA NUCLEAR 
ASSOCIATES 

72-1007 

191 

NORTHERN STATES POWER CO., 50-282 & 
50-306 

72-0010 

191 

PUBLIC SERVICE CO. OF COLORADO. 50- 

72-0009 

191 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-047 COLUMBIA, SC, CHEM-NUCLEAR SYSTEMS, INC. 

9207080122 Provides info on cost of Barnwell Site Monitoring Program. Estimate in- 
cludes matis & iatx}r to collect & analyze essentially same number & type of samples 
as current monitoring program. 

HOUSE, W.B. Chem-Nuclear Systems, Inc. 92/06/29. ROSS.R. Low-Level Waste Man- 
agement Branch (Post 901230). Ip. 62277:353-62277:353. 


DOCKET 27-04® LOUISVILLE, KY, U.S. ECOLOGY, INC. 


9207150092 Partial response to FOIA request for documents. App C records are already 
available in PDR.Records in app D end & being made available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/07. FACAROS.N. Affiliation Not Assigned. 79pp. 62381:143- 
62382:019. 

-8901090278 Submits comments on proposed approach for classifying double shell 
slurry feed waste at Hanford facility presented at 880922 meeting.DisregardIng of indi- 
vidual waste streams only when stream constitutes minimal fraction recommended. 
BELUM.J. Regulatory Branch (870413-901229). 88/11/29. GERTON.R.E. Energy, 
Dept of. 3pp. 62381 :309-62381 :31 1 . 

-9207150121 Notification of 910521 meeting w/recipients to discuss public comments 
to ptition,NRC legal authority over Hanford tank waste & possible need for NRG 
action.Public comments from FR notice of petition end. 

ALTOMARE.P. NRG - No Detailed Affiliation Given. 91/05/21. YOUNGBLOOD, J.. 
LINEMAN, J., HOLONICH,J. NRG - No Detailed Affiliation Given. Ip. 62381:312- 
62381:312. 

-9207150128 Fonvards public comments responding to FR notice of Hanford waste 
rulemaking petition. 

ALTOMARE,P. NRG - No Detailed Affiliation Given. 91/05/21. BERNERO.R., 
BANGART,R., CUNNINGHAM, R. NRG - No Detailed Affiliation Given. 52pp. 
62381:313-62382:003. 

-9207150134 Notifies of 910925-26 meeting in Washington DG to review planned DOE 
Disposal of Radwaste in single-shell tanks at Hanford. 

ANDREWS, R.S. National Research Council. 91/09/04. GLENN, C. NRG - No Detailed 
Affiliation Given. 2pp. 62382:004-62382:005. 

9207060052 Rev 0 to Richland Operational Procedure ROP 1 5, "Corrective Actions for 
Environ Monitoring Results Greater Than Action Levels." 

BOOKER,S.R. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 92/04/23. 11pp. 
62250:052-62250:062. 

9207080341 Submits 1 991 fadlity utilization rept for review,per Amend 9 to Condition 32 
of License 1 6-1 9204-01 . 

SAUER, R.E. U.S. Ecology. Inc. (formerly Nuclear Engineering, Inc.). 92/06/30. 
LOHAUS.P.H. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 24pp. 62305:022-62305:045. 

9207090016 Forwards proposed rev to Richland Operatino Procedure ROP 34, "Cask 
Insps.” Changes address deficiencies identified during NRG insp of transportation QA 
program. 

PALMER,A.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 92/07/01. 
HOGG.R. NRG - No Detailed Affiliation Given. 11pp. 62307:325-62307:335. 

9207270013 Provides estimates of costs associated w/conducting environ monitoring at 
low level waste sites,per 920623 request during staff briefing.Richland.WA low level 
waste site compliance summary from annual enwon rept for 1991 end. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/07/17. DE PLANQUE 
Commissioners (Post 7501 1 9). 3pp. 6251 7:280-6251 7:290. 

-9207270014 Compliance summary from "Annual Environ Monitoring Rept for CY91,US 
Ecology Richland, WA Low Level Radwaste Disposal Facility.” 

PALMER, A.J., NEWMAN,H.J. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 
91/12/31. 8pp. 62517:283-62517:290. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0501 ALUMINUM CO. OF AMERICA, ALCOA CENTER, PA 


9207090021 Informs that demolition of abandoned Permanent Mold Bldg facility sched- 
uled during s^xmd half of 1992.Request8 assistance in obtaining needed funds for 
NRG contractor to complete scoping survey of subj facility. 

RYAN,D.J. Aluminum c5o. of America. 92/07/02. HUFFERT.A.M. NRC - No Detailed 
Affiliation Given. 1p. 62307:344-62307:344. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY. CHATTANOOGA, TN 


9207210045 Forwards insp rept 40-1341/92-01 on 92071 4.No violations noted. 
HALL.R.E. Uranium Recovery Field Ofc, R4. 92/07/17. Tennessee Valley Authority. 
2pp. 62419:294-62419:298. 

-9207210051 Insp rept 40-1341/92-01 on 92071 5.No vtolations noted.Major areas 
inspected:ln8p of taiiinas stability monitoring programs to be implemented at Edge- 
mont disposal location including radioactive waste mgt. 

KONWINSKLG.R., HALL,R.E. Uranium Recovery Field Ofc. R4. 92/07/17. 2pp. 
62419:297-62419:298. 


DOCKET 40-1478 KERR-MCQEE OIL INDUSTRIES, INC., OKLAHOMA CITY, OK 

9207090143 FOIA request for documents & matis in possession of NRG re Kerr McGee 
facility in Cushing,OK. 

GORDELUF.T. Huckaby, Fleming, Frailey, Ghaffin & Darrah. 91/04/29. GRIMSLEY,D. 
Division of Freedom of Information & Publications Services (Post 890205). Ip. 
62460:001-62460:001. 

9207090216 Final response to FOIA request for documents.Forwards app A documents 
which are being made available in PDR.App B documents being withheld in their en- 
tirety (ref FOIA Exemption 6). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/08. GORDELL,F.T. Huckaby. Fleming, Frailey. Chaffin & Darrah. 
18pp. 62460:002-62462:271. 

-9207090289 Application for amend to license G-3571 .renewing license. 

LANDRUM,L.H. Spencer Chemical Co. 57/08/16. PRICE, H.L. Atomic Energy Commis- 
sion (Pre 750119). Ip. 62460:026-62460:026. 

-9207090295 License C-3571 for Spencer Chemical Co,authorizing possession of & title 
to U magnesium fluoride scrap for pilot scale investigations of scrap recovery. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 57/08/23. LANDRUN.LH. 
Spencer Chemical Co. Ip. 62460:027-62460:032. 

-9207090333 Provides authorization to procure from Commission 200 lbs of UF6 con- 
taining normal U for use under license C-3571 prior to 580701. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/01/17. LANDRUM,L.M. 
Spencer Chemical Co. Ip. 62460:035-62460:035. 

—9207100008 Application for amend to license C-3571 covering source & depleted matl 
to be revised to permit 5,000 rather than 500 of inventory. 

LANDRUM.LH. Atomic Energy Commission (Pre 750119). 58/02/19. JOHNSON.L. 
Spencer Chemical Co. Ip. 62460:036-62460:036. 

-9207100018 License C-3571, authorizing purchase of 1,000 tbs of UF6 containing U 
deleted in U-235 isotope. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 58/02/28. YOUNG.D.A. 
Spencer Chemical Co. Ip. 62460:038-62460:038. 

-9207100021 License C-3571 , authorizing purchase of 454 kg of normal U as UF6. 
DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/03/12. LANDRUM.LH. 
Spencer Chemical Co. Ip. 62460:039-62460:039. 

-9207100025 Application for amend to license C-3571, authorizing purchase of 500 lbs 
of natural U hexafluoride to be used as food stock in further processing to U oxide. 
YOUNG,D.A. Spencer Chemical Co. 58/09/03. DELANEY, J.H. Atomic Energy Com- 
mission (Pre 7501 1 9). 1 p. 62460:040-62460:040. 

—9207100030 Forwards files on Spencer Chemical Co covering licenses R-218,C3571 
&SNM-154. 

DUBINSKI.L. Atomic Energy Commission (Pre 750119). 58/09/03. HAYCOCK, T.J. 
Atomic Energy Commission (Pro 750119). Ip. 62460:041-62460:041. 

-9207100039 License C-3571, authorizing purchase of 227 kg of normal U as UF6 for 
use under license. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 58/09/08. YOUNG, D.A. 
Atomic Energy Commission (Pro 750119). Ip. 62460:042-62460:044. 

-9207100071 Application for amend to license C4352,authorizing possession of & title 
to refined source matl at Jayhawk Works for chemical & physics processing. 
LAMBERTUS.H. Spencer Chemical Co. 59/07/16. DELANEY,J.C. Atomic Energy 
Commission (Pre 7601 1 9). 1 p. 62460:045-62460:045. 

-9207100079 Application for amend to license C-4352.to read as listed. 

LAMBERTUS,H. Spencer Chemical Co. 59/07/23. DELANEY,J.C. Atomic Energy 
Commission (Pre 750119). 1p. 62460:046-62460:046, 

-9207100085 Amend 1 to license C-4352,authorizing possession of & titie to refined 
source mat! for experimental wo^^k. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 59/07/22. Spencer Chemi- 
cal Co. Ip. 62460:047-62460:047, 

-9207100098 Undated amend 2 to license C-4362 authorizing possession of & title to 
refined source matl for production processing. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 91/10/08. LAMBERTUS,H. 
Spencer Chemical Co. Ip. 62460:048-62460:048. 

—9207100105 Undated amend 3 to license C-4352 authorizing possession of & title to 
refined source matl for production processing. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 91/10/08. LAMBERTUS.H. 
Spencer Chemical CO. 1 p. 62460:049-62460:049. 

-9207100108 Undated license C-4352 for Spencer Chemical Co.authorizing possession 
of & title to refined source matl for experimental work. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 91/10/08. UMBERTUS.H. 
Spencer Chemical Co. Ip. 62460:050-62460:050. 

-9207100130 Undated license C-4352 for Spencer Chemical Co authorizing use of 
listed licensed matl. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 91/10/08. Spencer Chemi- 
cal Co. 2pp. 62460:051-62460:052. 

-9207100138 License C-4352 for Spencer Chemical CO authorizing purchase of 300 kg 
of normal U as UF6 for use under license. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 59/10/12, LEADERS.W. 
Spencer Chemical CO. Ip. 62460:053-62460:053. 

—9207100144 FCHwards 591020 Itr from DK Welty re ass^nment of Spencer Chemical 
CO licenses 

DUBINSKI.L Atomic Energy Commission (Pre 750119). 59/10/26. VESPE.V.C. Atomic 
Energy Commission (Pre 750119). 2pp. 62460:054-62460:055. 
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DOCKETED ITEMS 


"9207100153 License for Spencer Chemical Co to import 50 lbs of refined source mat! 
from Canada. 

DEUNEY.J.C. Atomic Energy Commission (Rre 750119). 60/01/27. LAMBERTUS.H. 
Spencer Chemical Co. Ip. 62460:056-62460:056. 

"9207100177 Application for amend to license C-4352 to read as listed. 

LAMBERTUS.H. Spencer Chemical Co. 60/04/15. DEUNEY.J.C. Atomic Energy 
Commission (Pre 750119). Ip. 62460:057-62460:057. 

-9207100179 Discusses 600712 Itr to HR Dinges concerning license R-218. Informs 
that license will not be renewed due to handling of source matl under license C-4352. 
LAMBERTUS.H. Spencer Chemical Co. 60/07/19. VESPE.V.C. Atomic Energy Com- 
mission (Pre 750119). 1p. 62460:058-62460:058. 

"9207100189 Application for amend to license C-4352, renewing license for period of 5 
yrs. 

GREENLEE, H. Spencer Chemical Co. 60/09/13. DELANEY, J.C. Atomic Energy Com- 
mission (Pre 750119). 3pp. 62460:059-62460:061. 

-92071CKJ194 Amend to license C-4352 renewing license for period not exceeding 1 yr. 
DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/10/12. GREENLEE, N.A. 
Spencer Chemical Co. Ip. 62460:062-62460:062. 

—9207100197 Forwards files on listed licenses issued to Spencer Chemical Co, Kansas 
City, MO. 

DUBINSKI.L Atomic Ener^ Commission (Pre 750119). 59/11/09. VESPE.V.C. Atomic 
Energy Commission (Pre 750119). Ip. 62460:063-62460:063. 

— 92071 (K)20S Application for amend to license C-4352 renewing license for period of 5 
^s. 

GREENLEE.M.A. Spencer Chemical Co. 61/08/24. NUSSBAUMER.D. Atomic Energy 
Commission (Pre 7501 1 9). 2pp. 62460:064-62460:065. 

-9207100242 Informs that addi info needed re 610824 application for renewal of license 
C-4352. 

NUSSBAUMER.D. Atomic Energy Commission (Pre 750119). 61/09/11. 

GREENLEE, H. Spencer Chemical Co. Ip. 62460:066-62460:066. 

-9207100247 Application for renewal of license C-4352 authorizing use of listed li- 
censed matl. 

* Spencer Chemical Co. 61/10/13. 6pp. 62460:067-62460:072. 

-9207100248 Provides addI info & clarifies points in 611016 application for renewal of 
license C-4352. 

GREENLEE,N.A. Spencer Chemical Co. 61/12/12. NUSSBAUMER,D. Atomic Energy 
Commission (Pre 750119). 2pp. 62460:073-62460:074. 


-9207150230 Application for amend to licenses SNM-664 & SNM-695,granting exemp- 
tion from specific requirements of 10CFR20.203. 

LAMBERTUS,H. Kerr-McGee Corp. 65/02/01. NUSSBAUMER,D.A, Atomic Energy 
Commission (Pre 750119). Ip. 62460:312-62460:312. 

-9207150249 Forwards rept & transmittal memo of insp conducted of facility on 
650126-27,for appropriate enforcement action. 

DUBINSKI.L Atomic Energy Commission (Pre 750119). 65/03/02. PRICE,E.R. Atomic 
Energy Commission (Pre 750119). 2pp. 62460:340-62460:341. 

-9207150254 Amends 3 & 4 to licenses SNM-664 & SNM-695, authorizing use of listed 
licensed matl. 

NUSSBAUMER.H. Atomic Energy Commission (Pre 750119). 65/03/17. 

LAMBERTUS.H. Kerr-McGee Corp. Ip. 62460:342-62460:351. 

-9207150259 Discusses telcon w/Dubinski concerning insp of licenses SNM-664 & 
SNM-695. 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 65/04/12. Atomic Energy 
Commission (Pre 7501 1 9). 2pp. 62460:352-62460:357. 

-9207150266 Submits compliance inquiry memo re Region IV being notified on 650412 
of possible incident at Kerr-McGee Oil Industries plant at Cushing, Oklahoma. 
SANDEL.P.S. Atomic Energy Commission (Pre 750119). 65/04/14. Atomic Energy 
Commission (Pre 750119). 2pp. 62460:358-62461:002. 

-9207150271 Submits info on equipment ventilation & health-safety evaluations for 
processing thorium matl at licensed facility in Cushinc, Oklahoma. 

LAMBERTUS,H. Kerr-McGee Corp. 65/04/21. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 750119). 2pp. 62461:003-62461:005. 

-9207150281 Fonvards TWX from Region IV reporting explosion involving natural thori- 
um at licensee facility.for info. 

ROEDER,J.R. Atomic Energy Commission (Pre 750119). 65/06/25. PAGE.R.G. 
Atomic Energy Commission (Pre 750119). Ip. 62461:023-62461:023. 

-9207150284 Amend 4 to license SNM-664, to include date of 650421 & to delete items 
10 & 12 . 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 65/06/29. 

LAMBERTUS.H. Kerr-McGee Corp. Ip. 62461:024-62461:024. 

-9207150288 Forwards investigation rept of fire & rapid oxidation at licensee facility in 
Cushing,Oklahoma facility. 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 65/07/09. DUBINSKI.L 
Atomic Energy Commission (Pre 750119). 3pp. 62461:025-62461:046. 


-9207100250 Responds to 620220 Itr re application for renewal of license C-4352.0p- 
erations to be considered potential sources of airborne radioactivity listed. 
GREENLEE.N.A. Spencer Chemical Co. 62/02/26. NUSSBAUMER.D. Atomic Energy 
Commission (Pre 750119). 3pp. 62460:075-62460:077. 


-9207150299 Forwards drawing MPU-208 submitted w/650421 Itr & determined unnec- 
essary for review. 

HARMON, D.F. Atomic Energy Commission (Pre 750119). 65/07/15. LAMBERTUS.H. 
Ker-McGee Corp. Ip. 62461:047-62461:049. 


—9207100254 Forwards application for license in name of Kerr-McGee Oil Industries to 
cover operation of facility & transfer, possession & sale of source matl. 

COBB.G.H. Kerr-McGee Corp. 92/07/03. Atomic Energy Commission (Pre 750119). 
Ip. 62460:078-62460:086. 


-9207150310 Expresses apology for being In meeting during recipient visitRequests 
meeting on 65091 0. 

LAMBERTUS.H. Kerr-McGee Corp. 65/09/01. WALKER. D. Atomic Energy Commis- 
sion (Pre 7501 1 9). 1 p. 62461 :050-62461 :051 . 


—9207100258 Informs that addi info needed concerning 620703 application for source 
matl license. 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 62/08/21. COBB.G.H. 
Kerr-McGee Corp. 2pp. 62460:087-62460:127. 


—9207160116 Discusses 650412 memo & telcon w/J Boeder concerning State of Okla- 
homa personnel participation in next insp of licenses SNM-664 & SNM-695. 
WALKER.D.I. Atomic Energy Commission (Pre 750119). 65/09/03. Atomic Eneroy 
Commission (Pre 750119). Tp. 62461:056-62461:063. 


—9207140193 Discusses U Brady of Region IV 630329 Itr concerning status of license 
SM8-471 .Informs that Itr forwarded to LR Spencer re radiation levels at facility cov- 
ered by license. 

DUBINSKI.L Region 4 (Post 820201). 63/04/10. WALKER.D.I. Region 4 (Post 
820201). Ip. 62460:167-62460:167. 

—9207140196 Requests info re status of license SMB-471 which expires on 650331. 
BRADY.U.L. Region 4 (Post 820201). 63/03/29. CAVANAUGH.R. Region 4 (Post 
820201). Ip. 62460:168-62460:169. 

-9207140225 Application for amend to license SMB-664, authorizing use of listed li- 
censed matl. 

LAMBERTUS.H. Kerr-McGee Corp. 63/09/09. NUSSBAUMER.D. Atomic Energy Com- 
misston (Pre 7501 1 9), 2pp. 62460:1 80-62460:1 81 . 

-9207140238 Amend 1 to license SMB-064 for Kerr-McGee Oil Industries, Inc.addino 
Items 11 & 12 to read as listed. ^ 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 63/09/23. Id. 
62460:182-62460:182. 


-9207140282 Application for amend to license SMB-664 to Include possession of up tc 
Kerr-Gee bldg in Oklahoma City for display purposes. 
^MBERTUS.H. Ken-McGee Corp. 64/01/27, NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 7501 1 9). 2pp. 62460:1 99-62460:200. 

-9207150031 Amend 2 to license SMB-664 for Kerr-McGee Oil Industries. Inc.addinc 
listed conditions. 

6^^^0^ 62460’^1 Energy Commission (Pre 750119). 64/02/06. Ip, 

— 920715(M)36 Forwards notice of violation for Kerr-McGee Industries.Inc, for concur- 
rence, 

PAGE,R.G. Atomic Energy Commission (Pre 750119). 64/05/07. BOEDER, J.R. 
Atomic Energy Commission (Pro 750119). Ip. 62460:232-62460:232. 


-9207160132 Provides info re 650908 insp at licensee facilities in 
Cu8hing,Oklahoma.Licens6e believes that past fast reaction problems In process were 
due to thorium-oxygen reaction.. 

CROCKER.H.W. Region 3 (Post 820201). 65/10/01. CHITWOOD, R.B. Atomic Energy 
Commission (Pre 7501 1 9). 2pp. 62461 :074-62461 :075. 

-9207160138 Compliance insp rept on 650908-1 0.Noncompliance noted: surveys made 
during & following fire & explosion on 650623 were inadequate to determine that indi- 
viduals were not exposed to excess concentrations. 

SANDEL,P.S., WOOLSEY.R.T. Atomic Energy Commission (Pre 750119). 65/09/30. 
1 3pp. 62461 :076-62461 :088. 

-9207160153 Informs that license SMB-664 expires on 651130.Applicatlon for renewal 
requested If licensee desires to continue program using source matl. 
NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 65/10/08. 

LAMBERTUS,H. Kerr-McGee Corp. Ip. 62461:096-62461:098. 

-9207160168 Forwards reinspection rept for licenses SMB-664 & SNM-695, for appro- 
priate enforcement action. 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 65/10/22. DUBINSKI.L 
Atomic Energy Commission (Pre 750119). 5pp. 62461:100-62461:107. 

-9207160198 Application for renewal of license SMB-664 for facility at 
Cushingpklahoma. 

LAMBB^TUS.H. Kerr-McGee Corp. 65/10/22. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 7501 1 9). 1 p. 62461 :1 08-62461 :1 1 2. 

—9207160206 Discusses 651022 NOV forwarded to licensee citing company for non- 
compliance W/10CFR20.201 for failure to determine adequately extent of employee 
exposure to concentration of thorium. 

DUBINSKI.L. Atomic Energy Commission (Pre 750119). 66/11/22. PAGE, R.Q. Atomic 
Energy Commission (Pre 750119). 3pp. 62461:113-62461:115. 


640122-24 o( acUvIties authorized under 
‘^“BERTUS.H. Ker 

™ O' loop eooducta 

I. PRICE Atomic Energy Commission (Pi 


Hesponas to 640605 Itr & forwa,, ....^ 

? AifScS?!?! u ^ covered under licenses. 

LAMBERTUS,H. Kerr-McGee Corp, 64/06/23 f 
750119). 4pp. 62460:240-62460:243. 


-9207160209 Discusses 651022 application for renewal of license SMB-664. 
HARMON.D.F. Atomic Energy Commission (Pre 750119). 65/11/24. LAMBERTUS.H. 
Kerr-McGee Corp. Ip. 62461:116-62461:117. 

-9207160247 Investigation rept re explosion in fatality that occurred during dissolving of 
thorium scrap matl w/ nitric acid. Caused by evolution & ignition of hydrogen gas.No 
radioactive matl released outside plant. 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 66/02/07, 4pp, 62461:141- 
62461:144. 


640623 Itr in resp< 
PRICE,ER. Atomic Energy Commission (P 
Kerr-McGee Corp. Ip, 624^:250-62460:260. 


onse to NRC 640605. 

re 750119). 64/07/14. LAMBERTUS.H. 


-9207160252 Investigation rept re explosion resulting in fatality at facllity.Cause of ex- 
plosion believed to be from evolution & ignition of hydrogen gas. 

• Atomic Energy Commission (Pre 750119). 66/02/07. 2pp. 62461:145-62461:149. 
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-9207160263 Forwards data from measurements made in Y-12 In Vivo facility on 
660204 re Kerr-McGee employees. 

KELLER, C.A. Atomic Energy Commission (Pre 750119). 66/03/08. LAMBERTUSH 
Kerr-McGee Corp. 1p. 62461:249-62461:249. ’ ’ 

-9207160^6 Forwards investigation rept re recent explosion at licensee facility In 
Cushing, Oklahoma. 


9207200191 FOIA request for documents re matls in possession of NRC, including but 
not limited to its various employees, divisions & departments re Spencer Chemical Co. 
MARBLE, J.D. Huckaby, Fleming, Frailey. Chaffin & Darrah. 91/08/07. GRIMSLEY.D. 
Division of Freedom of Information & Publications Services (Post 890205) Id 
62749:001-62749:001. 


RQEDER.J.R. Atomic Energy Commission (Pra 750119). 66/03/09. PAGE.R.G. DOCKET 40-2061 KERR-ycGEF CHFMirAi rono niri amama f'lTv aik' 

Atomic Energy Commission (Pre 750119). Ip. 62461:250-62461:250. m:hh hhcqee CHERIICAL CORP., OKLAHORIA CITY, OK 


-9207160^9 Forwards investigation rept concerning explosion at licensee facility In 
Cushing, Oklahoma. ' 

ROEDtR,J.R. Atomic Energy Commission (Pre 750119). 66/03/10. JOHNSON L 
Atomic Energy Commission (Pre 750119). ip. 62461:251-62461:251. 

“IW07160^9 Ack receipt of 660303 Itr informing NRC of explosion which occurred in 
CushinaOklahoma plant on 660207. 

PRICE, E. Atomic Energy Commission (Pre 750119). 66/03/10. WULLER.G.E. Kerr- 
McGee Corp. Ip. 62461:252-62461:253. 

-9207160287 Forwards investigation rept dtd 660307 re explosion that occurred at li- 
censee facility In Cushing.Oklahoma. 

ROEDER,J.R. Atomic Energy Commission (Pre 750119). 66/03/10. KLEY.G. Atomic 
Energy Commission (Pre 750119). Ip. 62461:254-62461:254. 

-9207160289 Forwards addendum to investigation rept re Kerr-McGee facility in Okla- 
homa City,Oklahoma. 

WALKER, D.l. Atomic Energy Commission (Pre 750119). 66/03/11. DUBINSKI L 
Atomic Energy Commission (Pre 750119). Ip. 62461:255-62461:255. 

—9207160292 Informs that NRC will not correspond w/Kerr-McGee concerning 
investigation. Believes that no enforcement action appears appropriate. 

HANDLER, E. Atomic Energy Commission (Pre 750119). 66/03/14. Atomic Energy 
Commission (Pre 7501 1 9). Ip. 62461 :256-62461 :256. 

-9207160293 Expresses appreciation for excellent cooperation In promptly providing re- 
quested Kerr-McGee samples. “ 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 66/03/18. SILLCW Atomic 
Energy Commission (Pre 750119). Ip. 62461:257-62461:258. 

-9207160295 Forwards results of analyses performed on samples obtained in connec- 
tion w/dissolver explosion. 

BROWN, G.D. Atomic Energy Commission (Pre 750119). 66/04/29. WULLERG 
Atomic Energy Commission (Pre 7501 1 9). 3pp. 62461 :259-62461 :261 . 

-9207160298 Partially deleted memo re 660524 Itr concerning possible loss of bottle of 
partially pocessed enriched U scrap matl at Kerr-McGee Corp.Cimarron 
facility, Guthne,OK. 

GEORGE, D.E. Atomic Energy Commission (Pre 750119). 66/05/26. HOLLINGS- 
WORTH Atomic Energy Commission (Pre 750119). 3pp. 62461:262-62461:273. 

-9207160^3 Forwards addendum to 660307 investigation rept concerning explosion at 
Kerr-McGee facility in Oklahoma City.OK. 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 66/06/24. DUBINSKI.L 
Atomic Energy Commission (Pre 750119). 30pp. 62461:274-62461:335. 

—9207160310 Discusses licensee 660908 shipment of special nuclear matl from Oak 
Ridge. 

CHnrwOOD,R.B. Atomic Energy Commission (Pre 750119 ). ( 

Commission (Pre 750119). Ip. 62461:336-62461:336. 

-9M7160313 Discusses review of 660207 investigation rept concerning explosion at 
Keir-McGee. 

NUSSBAUMER.D. Atomic Energy Commission (Pro 750119). 66/10/03. DUBINSKI.L 
Atomic Energy Commission (Pro 750119). 2pp. 62461:338-62461:339. 

-92071 M3 18 Requests detailed or later info re cause of hydrogen explosion that oc- 
curred 660207 in thorium processing area of Kerr-McGee plant at Cushing.OK. 

G®heral Electric Co. M/10/10. Atomic Energy Commission (Pro 
7501 1 9). 1 p. 62461 :340-62461 :340. 


. 66/09/10. Atomic Energy 


9207200067 Joint motion to continue to hold proceeding in abeyance.* Licensee, state & 
city jointly request NRC continue to hold proceeding In abeyance for addi 60-dav 
period. W/Certificate of Svc. ^ 

KARAGANIS.J.V. West Chicago, IL KARAGANIS.J.V. Karaganis & White. Ltd. #392 
13103. 92/07/09. Commissioners (Post 750119). 5pp. 62404:192-62404:196. 

DOCKET 40-2136 SPENCER CHEMICAL CO., KANSAS CITY, MO 

9207200208 Partial response to FOIA request for documents.Documents listed in App A 
& B end & being made available for PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/31. MARBLE, J.P. Huckaby, Fleming, Frailey, Chaffin & Darrah. 17pp. 
62749:002-62750:088. 

— 9M7230284 License R-218 for Spencer Chemical Co, authorizing possession of 10 
kilograms normal thorium oxide U oxide mixture for use in process research. 
DELANEY, J.C. Atomic Energy Commission (Pro 750119). 58/01/20 

WOODWARD, H.F. Spencer Chemical Co. 2pp. 62749:301-62749:302. 

-9207230285 Application for renewal of License R-218, 

LANDRUM.LH. Spencer Chemical Co. 59/01/22. DELANEY.J.C. Atomic Energy Com- 
mission (Pre 7501 1 9). 2pp. 62749:303-62749:304. 

—9207230288 License R-218 for Spencer Chemical CO, authorizing to recieve posses- 
sion of & title to 10 kg of normal thorium oxide U oxide mixture for use in process 
research. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 59/01/29. LANDRUM.LH. 
Spencer Chemical Co. 2pp. 62749:305-62749:306. 

-9207230291 Application for amend to license R-218 to recieve possession of & title to 
1 0 to of normal thorium oxide-U oxide mixture. 

DINGES.H.R. Spencer Chemical Co. 59/03/03. DELANEY.J.C. Atomic Energy Com- 
mission (Pre 7501 1 9). 1 p, 62749:307-62749:307. 

-9207230294 Advises that Amend 1 to license issued to authorize transfer & deliver 
possession of refined source matl to individuals licensed by AEC. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 59/03/02. DINGES.H R 
Spencer Chemical Co. 2pp. 62749:308-62749:309. 

-9207230298 Insp on 590120.No noncompliance noted.Major areas inspected: adminis- 
trative personnel & plant operations. 

DUBINSKI.L. Atomic Energy (Commission (Pre 750119). 59/03/19. 12pp. 62749:310- 
62749:326. 

-9M7230301 Discusses insp on 600330-0401 of licenses C-4352, R-218, SNM-154 & 
SNM-329.Ubeling deficiencies were brought to attention by inspector & corrective 
action will be taken by licensee. 

JOHNSON.L Atomic Energy (Commission (Pre 750119), 60/10/12. LAMBERTUS.H. 
Spencer Chemical Co. 1p. 62749:327-62749:327. 

-S|M72m25 Forwards 820604 Itr transmitting results of survey conducted by Gulf Oil 
Chemicals during Aug 1981 & found to be free of contamination. 

CROW.W.T. Uranium Fuel Licensing Branch. 82/09/19. Uranium Fuel Licensing 
Branch. 2pp. 62749:328-62749:329. 

-9207240031 Forwards insp rept 26-B1 34-01 on 820616. 

CROW.W.T. Uranium Fuel Licensing Branch. 82/09/19. Uranium Fuel Licensing 
Branch. 2pp. 62749:338-62749:339. 


—9207160320 Discusses telcon w/RT Zitting of Kerr-McGee concerning value of Eber- 
line film badges. 


FAULKNER.R.L Atomic Energy Commission (Pre 760119). 67/05/12. Atomic Enero 
Commission (Pre 7501 1 9). 1 p. 62461 :341 -62461 :341 . 


-9207160329 Discusses review of 660706 closeout Insp at Kerr-McGee facility In 
Cushing.Oklahoma. 

FISHER, W.L Atomic Energy Commission (Pre 750119). 89/11/17. BEACH.A.B. 
Atomic Energy (^mmission (Pre 750119). 15pp. 62461:343-62461:358. 

-9M7160336 Partially deleted amends to licenses SMB-664,SMA-826, SNM-695 & 
SNM-928 to reflecrt name change of Kerr-McGee Oil Industries, Inc to Kerr-McGee 
(^rD.W/26 oversize drawings. 

NUSSBAUMER,D.A, Atomic Energy CJommIssion (Pre 750119). 90/02/16. 243dp. 

62461 


—9207100011 Application for amend to license C3571 .requesting permission to procure 
1 ,000 lbs of natural U as UFO prior to 580701. 

LANDRUM.LH. Atomic Enemy Commission (Pre 750119). 58/02/27. JOHNSON L 
Atomic Energy (Commission (Pre 750119). Ip. 62460:037-62460:037. 


9207200206 Partial response to FOIA request for documents.Documents listed in App A 
& B end & being made available for PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
62749 0b2 6S'*M^’8^^*^'^*"^’'^*^‘ Frailey, Chaffin & Darrah. 17pp. 


-9207230301 Discusses insp on 600330-0401 of licenses 04352, R-218, SNM-154 & 
SNM-329.Labeling deficiencies were brought to attention by insp^or & corrective 
action will be taken by licensee. 

JOHNSON,L Atomic Energy (Commission (Pre 750119). 60/10/12. LAMBERTUS.H. 
Spencer Chemical (Co. Ip. 62749:327-62749:327. 

-9207240062 Discusses insp on 610502-05. 

PRICE,E.R. Atomic Energy (Commission (Pre 750119). 62/04/17. GREENLEE,N. 
Spencer Chemical Co. 3pp. 62750:058-62750:060. 


-9207240032 Forwards 820614 telcon & Insp rept on 800617. 

ALLEN.G.W. Kansas. State of. 82/06/16. CAIN.C.L NRC - No Detailed Affiliation 
Given. Ip. 62749:340-62749:340. 


DCXCKET 40-2253 ARMY, DEPT. OF, WATERTOWN. MA 


9^72M321 Forwards Arsenal Mall history, per 920608 meeting w/US Army Corps of 
Eng neer8.US Arrny Matls T^hnology Lab (MTL) 6 US Army Lab Commarid in 
Walthann,MA re status of Mall propeity adjacent to MTLList of attendees & related 
info end. 

820201). 92/07/23. NAUGHTON.J.T. Army. Dept. of. 

Materials Technology Laboratory. 19pp. 62498:001-62498:115. 


-9207260327 Responds to 650203 request for permission to dispose of industrial plant 
equipment at Watertown Arsenal, (contamination levels acceptable for disposal of 
oqulpment w/o restrictions to persons not possessing AEC license. 

I^YFIELD.R.L Atomic Energy (Commission (Pre 750119). 65/02/16. BISHOFF.F.N. 
Army, Dept of. 4pp. 62498:027-62498:030. 


-920728(^ Forwards readings of contaminated property furnished by Watertown Ar- 
senal which had use of nuclear matls under license SUB-0238. 

PHILLIPS.M.S, Army, Dept of, (Corps of Engineers. 67/06/09. MAFFLKCCU.A. Atomic 
Energy (Commission (Pre 750119). 5pp. 62498:031-62498:036. 

-9207260351 Responds to JA Maffucci 670609 Itr re disposal of bldgs 31 & 41 at Wa- 
Arsenal in which AEC licensed matls possessed 6 used under license SUB- 

023o. 

HARMON.D.F. Atomic Energy (Commission (Pre 750119). 67/06/28. PHILLIPS MS 
Army, Dept of, (Corps of Engineers. 3pp. 62498:036-62498:038. 

— 02072IM356 Responds to 670628 Itr re disposal of contaminated property at Water- 
town Ar^nal, licensed under AEC license SUB-0238. Approval of recommendation 
J*? Pa^asraph 3 of end Itr requested so that GSA may be advised. 
PHILLIPS,M.S. Army. Dept of, (Corps of Engineers. 67/09/19. HARMON.D.F. Atomic 
Energy (Commission (Pre 750119). 22pp. 62498:039-62498:060. 
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~92072®0360 Advises that based on circumstances described in 670919 Itr re transfer 
of title to contaminated property, specific AEC approval may not be required. 

HARMON, D.F. Atomo Energy Commission (Pre 750119). 67/10/12. PHILLIPS, M.S. 
Army, Dept, of, Corps of Enc'noors. 2op. 62498:061-62498:062. 

“9207280365 Requests authority to release contaminated area in bldg 34 on unrestrict- 
ed basis based on decontamination to be performed by Isotopes, Inc. 

LEVIN, A.H. Army, Dept. of. 68/12/13. Atomic Energy Commission (Pre 750119). 2pp. 
62498:063-62498:064. 

“9207280368 Responds to 681213 telegram re release of bldg 34.AEC source matl li- 
cense would not be required to authorize receipt or possession of bldg 34 provided 
conditions set forth in telegram met. 

HARMON, D.F. Atomic Energy Commission (Pre 750119). 68/12/18. HAAS.C.F. Army, 
Dept. of. 2pp. 62498:065-62498:066. 

“9207280370 Requests authority to release contaminated area in bldg 41, formerly part 
of Watertown Arsenal, on unrestricted basis based on decontamination to be per- 
formed by lsotopes,lnc. 

LEV1N,A.H, Army, Dept. of. 69/06/19. Atomic Energy Commission (Pre 750119). 3pp. 
62498:067-62498:069. 

“9207280375 Responds to 690619 telegram re release of bldg 41 .AEC source matl li- 
cense would not be required to authorize receipt or possession of bldg 41 provided 
conditions set forth in telegram met. 

HARMON,D.F. Atomic Energy Commission (Pre 750119). 69/06/20. HAAS.C.F. Army, 
Dept. of. 2pp. 62498:070-62498:071. 

“9207280380 Trip rept of 920528 visit to Army Matls Technology Lab in Watertown, MA 
to tour facility & attend meeting w/Congressman J Kennedy. 

BOUWENS.M.R. Region 1 (Post 820201). 92/07/15. KINNEMAN.J.D. Region 1 (Post 
820201). 42pp. 62498:072-62498:112. 

“9207280389 License SUB-0238 for Watertown Arsenal, authorizing receipt, possession 
& usage of source matl at stated location & for R&D activities. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 61/05/09. 2pp. 62498:113- 
62498:114. 

“9207260393 License C-3978 for Watertown Arsenal, authorizing receipt of possession 
of & title to refined source matl for use in R&D activities. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 58/02/06. Ip. 62498:115- 
62498:115. 


“9207100279 Application for amend to license SMB-0654.authori2ing 125,000 tons resi- 
dues containing 390,000 lbs U & Tm. 

ROARK,C.M. (continental Mining & Milling Co. 65/12/27. Atomic Energy Commission 
(Pre 750119). 2pp. 62424:248-62424:313. 


DOCKET 40-6940 CABOT CORP., BOYERTOWN, PA 


9207240014 Advises that Div of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda.MD.Purpose of work- 
shop is to discuss NRC programs & policies applicable to fuel cycle licensees. 
CUNNINGHAM, R.E. Division of industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. HAERTJENS.B. Babcock & Wilcox Co. STAUTER.J.C. Cimarron Corp. 
CUNNINGHAM.R.E. General Electric Co. 6pp. 62528:228-62528:233. 

9207280030 Trip rept of 920605 visit to Cabot Corp sites in Reading & 
Boyertown,PA.Reading site not in operation & in process of being 

decommissioned. Boyertown site still in operation & continues to produce U & thorium 

VS^BStS 

ASTWOOD.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/ 
22. WEBER, M. Decommissioning & Regulatory Issues Branch (Post 901230). 3pp. 
62568:330-62568:332. 


DOCKET 40-7102 SHIELDALLOY METALLURGICAL CORP., NEWFiELD, Nd 


9207100372 Forwards NRC latest rept on Site Decommissioning Mgt Plan & rept pre- 
pared by Shieldalloy Metallurgical Corp entitled, “Ferrocolumbium Slag Leachability 
Rept,” In response to 920706 telcon.W/o end. 

FARAZ.Y.H. Fuel CJycle Safety Branch. 92/07/08. MASLIA.M. Affiliation Not Assigned. 
Ip. 62365:350-62365:350. 

9207240014 Advises that Div of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda.MD.Purpose of work- 
shop is to discuss NRC programs & policies applicable to fuel cycle licensees. 
CUNNINGHAM,R,E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. HAERTJENS.B. Babcock & Wilcox Co. GANNON.W.G. Cabot Corp. 
BARNUM.E.C. Molycorp, Inc. 6pp. 62528:228-62528:233. 


DOCKET 40-3392 ALLIED-SIGNAL, INC., METROPOLIS, !L 

9207080066 Ack receipt of 920603 Itr informing NRC of steps taken to correct open 
Items noted in insp rept 40-3392/92-01. Concurs w/placement of all UF6 Trinity cylin- 
ders in quarantine & requests that quarantine be in place until issue resolved. 
GROBE,J.A. Region 3 (Post 820201). 92/06/29. KOSMIDER.M. Allied-Signal Corp. 
Ip. 62477:001-62477:021. 

—9207240210 Responds to Insp Rept 40-3392/92-01 .Corrective actions: written proce- 
dures developed for permanently rejecting UF6 cylinders. 

KOSMIDER.M.D. Allied-Signal Corp. 92/06/03. NORELIUS.C.E. Region 3 (Post 
820201). 20pp. 62477:002-62477:021. 

9207160331 Forwards request for addi info re Trinity UF6 cylinders, per review of 
920520 response to NRC 920421 Itr on lack of full penentration coupling welds on 
Model 48Y UF6 cylinders. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/14. MCRAE.G. Trinity industries. Inc. 
3pp. 62416:324-62416:326. 

9207240005 Advises that Div of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda.MD. Workshop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 
ees. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729), 
92/07/20. KOSMIDER.M.D, Allied-Signal (Corp. CONNER, J.A.. TETRAULT.R. Babcock 
& Wilcox Co. 6pp. 62479:297-62479:302. 

9207280027 Extends appreciation for presentation at NRC headquarters re implementa- 
tion of total quality mgt program at Metropolis Works.Due to workload of pending li- 
cense applications, NRC will be unable to attend total quality mgt training. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/07/23. KOSMIDER.M.D. Allied-Signal 
(Corp. 1p. 62567:024-62567:024. 


DOCKET 40-7308 KERR-MCGEE CORP., OKLAHOMA CITY, OK 


9207090216 Final response to FOIA request for documents.Forwards app A documents 
which are being made available in PDR.App B documents being withheld in their en- 
tirety (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Freedom of Informafon & Publications Services (Post 
890205). 91/10/08. CORDELL.F.T. Huckaby, Fleming, Frailey, Chaffin & Darrah. 
18pp. 62460:002-62462:271. 

“9207160336 Partially deleted amends to licenses SMB-664, SMA-826, SNM-695 & 
SNM-928 to reflect name change of Kerr-McGee Oil Industries, Inc to Kerr-McGee 
<Cofp.W/26 oversize drawings. 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 90/02/16. 243pp. 
62461:359-62462:271. 


DOCKET 40-7455 WHITTAKER CORP., LOS ANGELES, CA 


9207060160 Forwards draft procedure for review upon approval to secure site & confirm 
adequacy of ORNL 1984 characterization of site as basis for developing characteriza- 
tion plan for site. 

MULLER, E.R. Whittar Industries, Ltd. dba Whittar Steel Strip (formerly Whittaker 
Corp.). 92/06/26. BYKOSKI.LM. Decommissioning & Regulatory issues Branch (Post 
901230). 47pp. 62247:257-62247:301. 

9207230005 Discusses draft procedure dtd 920626, for moving contaminated slag to 
other locations on site & for removing from site, uncontaminated matls.Any activities 
involving contaminated or potentially contaminated matl must be approved by NRC. 
AUSTIhLJ. Decommissioning & Regulatory Issues Branch (Post 901230). 92^7/16. 
MULLER, E.R. Whittar Industries. Ltd. dba Whittar Steel Strip (formerly Whittaker 
Corp.). Ip. 62482:251-62482:251. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

9207070412 Informs that parent bank,known as Union Europpeenne de CIC, will merge 
w/wholly owned inti banking entity, CIC-Union Europeenne.IntI at Cie on 920526. 
CHAPPO,P.M. CIC-Union Europeenne, International et Cie. 92/05/11. Region 4 (Post 
820201). 1p. 62236:362-62236:352. 

9207240072 Forwards insp rept 40-6622/92-02 on 920702.No violations or deviations 

HALLR.E, Region 4 (Post 820201). 92/07/15. HOPKINS.R. Pathfinder Mines Corp. 
3pp. 62456:149-62456:155. 

“9207240077 Insp rept 40-6622/92-02 on 920702.No violations noted.Major areas 
inspected:status of facility .tailings & waste disposal areas. 

MICHAUD, P.W., HALLR.E. Region 4 (Post 820201). 92/07/15. 4pp. 62456:152- 
62456:155. 


DOCKET 40-6811 CONTEMPORARY METALS CORP., HAZLEWOOD, MO 


DOCKET 40-7580 FANSTEEL, INC., NORTH CHICAGO, IL 


9207200195 Summarizes NRCs concerns discussed at 920527 meeting in Washington 
re decommissioning of Muskogee site. 

SPIRO, H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/13. 
HUNTER.J.J. Fansteel Metals. 9pp. 62449:294-62449:302. 


DOCKET 40-7803 COMMERCIAL DISCOUNT CORP. 


9207100053 Responds to AEC 680405 Itr & 680422 discusstion w/E Ashley re Form 
AEC 592 dtd 680405.lnforms that compliance w/ltem A will be completed on or 
before 680501 & Item B will be completed within three working days after completion 
of A, 

MAUGER,J.A. Commercial Discount Corp. 68/04/23. GRIER, B.H. Atomic Energy 
Commission (Pre 750119). 2pp. 62424:098-62424:099. 


9207090115 Final response to FOIA request for documents re licenses SMA-0862 for 
Continental Mining & Milling Co.SM00907 for Ck>mmerclal Discount Corp & SUB-1072 
for Cotter Corp.Forwards documents in Apps C,D & E, being made available for PDR. 
GRIMSLEY,D.H. Office of Information Resources Management (Post 890205). 91/10/ 
16. MCXLUSKEY.J.P. CkJtter Corp. 11pp. 62424:001-62424:362. 


9207090115 Final response to FOIA request for documents re licenses SMA-0862 for 
Continental Mining & Milling Co,SMC>0907 for Ck)mm 0 rcial Discount Corp & SUB-1072 
for Cotter Corp.Forwards documents in Apps C,D & E, being made available for PDR. 
GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 91/10/ 
16. MCCLUSKEY.J.P. Cotter Corp. 11pp. 62424:001-62424:362. 


“9207140182 Insp rept of insp of license SMA-0862 on 660804. Noncompliance 
noted.Major areas inapected:program, organization, facilities, posting & 
labeling, equipment, surveys, personnel monitoring & records. 

FOSTER.D.L, ALLAN, J. Atomic Energy Commission (Pre 750119). 66/08/30. 13pp. 


“9207090338 Insp Of license SMC-0907 on 6701 11 .Noncompliance noted.Major areas 
in8pected:correction of previous items of noncompliance, program, organization.facHities 
& posting & labeling. 

FOSTERD.L., * Atomic Energy Commission (Pre 750119). 67/01/23. 10pp. 
62424:054-62424:063. 
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-9207090341 Provides info re Commercial Discount Corp, license SMC-0907, authorizing 
storage of 125,000 tons of residues containing source matl at 9200 Latty 
Avenue.Hazelwood.MI. 

ALLAN, J.M. Atomic Energy Commission (Pre 750119). 67/05/10. BOEDER, J.R. 
Atomic Energy Commission (Pre 750119). 2pp. 62424:064-62424:066. 

-9207090346 Application for license authorizing Commercial Discount Corp to possess 
125,000 tons of residues for purpose of possible foreclosure of liens & security Inter- 
ests involving storage & resale only. 

* Commercial Discount Corp. 66/12/14. 4pp. 62424:067-62424:070. 

“9207090347 Provides adequate reply to AEC 670123 Itr re 592. 

* Commercial Discount Corp. 67/02/14. Atomic Energy Commission (Pre 750119). 
2pp. 62424:071-62424:072. 

-9207090351 Provides opportunity for licensee to advise AEC of position re noncompli- 
ance items as result of 6701 1 1 insp of license SMC-0907.informs that reply should be 
sent within 20 days of receipt of Itr. 

HAGEMAN,R.C. Atomic Energy Commission (Pre 750119). 67/01/23. 

MCPHERSON, A.R. Commercial Discount Corp. 2pp. 62424:073-62424:074. 

-9207100014 Notice of violation from Insp on 6701 1 1,Vlolation noted: radiation levels 
exist in stockpile & barrel storage areas, unrestricted ^rea,such that individual continu- 
ously present In area could receive dose in excess of 1 00 mrem. 

FOSTER, D.L Atomic Energy Commission (Pre 750119). 67/01/23. Ip. 62424:075- 
62424:075. 

-9207100022 Application for amend to license SMC-0907, authorizing 500,000 lbs ore 
residues .3 to 2.0 % U.for processing to recover U. 

* Commercial Discount Corp. 67/06/09. 4pp. 62424:076-62424:079. 

-9207100027 Discusses reduction of moisture contained in licensed matls, by use of 
agrregate dryer.Advises that shipment of mat! must commence 670626 to comply w/ 
contract executed between Cotter Corp & licensee. 

CHAMPLIN.R.L. Commercial Discount Corp. 67/06/22. HARMON,D. Atomic Energy 
Commission (Pre 750119). 2pp. 62424:080-62424:081. 

—9207100035 Amend 1 to license SMC-0907,changing item 8 of license to read as 
listed. 

HARMON,D.F. Atomic Energy Commission (Pre 750119). 67/06/23. 

MCPHERSON, A.R. Commercial Discount Corp. 2pp. 62424:082-62424:094. 

—9207100043 Provides opportunity for licensee to advise AEC in writing of jx>sition re 
items of noncompliance as result of insp of license SMC-0907 on 680327-0401. In- 
forms that reply must bo sent within 20 days of receipt of Itr. 

GRIER,B.H. Atomic Energy Commission (Pre 750119). 68/04/05. MAUGER,J. Com- 
mercial Discount Corp. 2pp. 62424:095-62424:096. 

-9207100046 Notice of violation from insp on 680327-0401. Violation noted:radlatlon 
level 18 inches from fence in unrestricted area was such that person continuously 
present in area.couid receive dose to whole body In excess of 2 mrems in one hour. 
ASHLEY,E.C. Atomic Energy Commission (Pre 750119). 68/04/05. Ip. 62424:097- 
62424:097. 

-9207100066 Notifies that license SMC-0907 expires 69 1231 .Informs that for renewal 
of license, application must be filed at least 30 days before expiration date. For non 
renewal, “Certification of Status of Source Matl Activities...,” must be completed. 
NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 69/10/24. Commercial 
DisKJOunt Corp. 2pp. 62424:100-62424:101, 

— 92071 (KK)78 Application for amend to license SMC-0907, extending license as 
amended, for three months commencing 691 231, to permit licensee to consummate 
sale.Requests ack of receipt of Itr. 

STONEBERG,R.E. Commercial Discount Corp. 69/12/12, HARMON.D.F. Atomic 
Energy Commission (Pre 750119). Ip. 62424:102-62424:102. 

-9207100082 Amend 2 to license SMC-907, extending license expiration date to 
700331. 

HARMON.D.F. Atomic Energy Commission (Pre 750119). 69/12/19. 

STONEBERG.R.E. Commercial Discount Corp. Ip. 62424:103-62424:103. 

-9207100088 Discusses issuance of license SUB-1022 to Cotter Corp for drying & ship- 
ping of matls covered by license SMC-0907. Requests advice as to what action,if 
any, required w/respect to terminating licensee privileges & obligations. 
STONEBERG.R.E. Commercial Discount Corp. 70/02/12. HARMON.D.F. Atomic 
Energy Commission (Pre 750119). 2pp. 62424:104-62424:105. 

-9207100093 Informs that license SMC-0907.hereby terminated.per 700212 Itr. 
HARMON.D.F. Atomic Energy Commission (Pre 750119). 70/02/19. 

STONEBERG.R.E. Commercial Discount Corp. 1p. 62424:106-62424:106. 


DOCKET 40-7604 BP CHEMICALS AMERICA, INC.. LIMA, OH 

9207100171 Responds to concerns re press release listing BP Chemicals Uma.OH site 
in NRC Site DeNCX>mmi8sioning Mgt Plan. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/07/02. 
MESEL.R.R. BP America, Inc. 1 0pp. 62331 :346-62331 :355. 

9207200161 Fontvards amend 5 to license SUB-908 & categorical exclusion, per 
10CFR51.22(c)(11).Am6nd changes individuals responsible for licensed matl.per 
92061 2 request. 

AUSTIN.J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/08. 
WALPOLE.J.W. BP Chemicals International. 2pp. 62451:247-62451:252. 

-9207200172 Informs that EA or EIS not warranted for licensee 920612 request for 
amend to License SUB-906,changing individuals responsible for licensed matl. 

AUSTIN, J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/08. 
Decommissioning & Regulatory Issues Branch (Post 901230). 2pp. 62451:249- 
62451:250. 

-9207200182 Amend 5 to license SUB-908 for BP Chemicals. I nc.changing individuals 
responsible for licensed matl. 

AUSTIN, J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/08. 
2pp. 62451:251-62451:252. 


9207230008 Fonwards comments on preliminary/interim draft repts prepared by Oak 
Ridge Assoc Univs/Oak Ridge Inst of Science & Education of BP Chemicals.Inc site 
in Lima,OH.Comments should be combined in one final,draft rept. 

AUSTIN, J.H. Decommissioning & Regulatory Issues Branch post 901230). 92/07/16. 
VITKUS.T.J. Oak Ridge Associated Universities. 7pp. 62476:291-62476:297. 

9207220283 Application for amend to License SUB-908, authorizing disposal of waters 
from mixed waste pond closure project. Water analysis of samples collected from 
Burn Pond & Deepwell Pond on 920122 & 0409 end. 

WALPOLE,J.W. BP Chemicals International. 92/07/20. AUSTIN.J.H. Decommissioning 
8l Regulatory Issues Branch (Post 901230). 13pp. 62474:315-62474:327. 


DOCKET 40-8027 SEQUOYAH FUELS CORP., GORE, OK 


9207100123 FOIA request for documents re incident of 910811. 

CURRAN,D. Harmon. Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). 91/10/15. GRIMSLEY,D.H. Division of Freedom of Information & Publica- 
tions Services (Post 890205). 2pp. 62427:193-62427:194. 

9207090089 Final response to FOIA request for info.Records in app E end & being 
made available in PDR.App F records completely withheld (ref FOIA exemption 7(A)). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/30. CURRAN, D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 5pp. 62438:004-62438:035. 

-9207090100 Notification of significant meeting w/licensee on 910911-12 in 
Rockville.MD to discuss licensee status of environ investigation,planned corrective ac- 
tions & health physics performance improvement program. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/12. Division of Industrial & Medical Nuclear Safety (Post 870729). 24pp. 
62438:009-62438:035. 

9207090163 Partial response to FOIA request for info re facility.App EE documents end 
& being made available in PDR.Records in app FF withheld in part (ref FOIA exemp- 
tion 6) & app GG records withheld in entirety (ref FOIA exemption 7). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/01. CURRAN,D. Harmon, Curran. Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 5pp. 62272:279-62272:317. 

—9207090166 Press release on 900907 re activities directed toward completing charac- 
terization of area affected be previously reported contamination & implementing other 
commitments. Related documentation end. 

• Sequoyah Fuels Corp. 90/09/07. 30pp. 62272:284-62272:317. 

9207100119 Final response to FOIA request for Info re incident of 910811. App A 
records end & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/01. CURRAN, D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). Ip. 62427:195-62427:200. 

9207200041 Partial FOIA request for documents re const,operation, licensing or reli- 
censirw of Sequoyah Fuels Corp U processing plant in Gore.OK. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/06. CURRAN.D. Harmon, Curran. Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 8pp. 62463:001-62464:135. 

-9207200046 Forwards insp plan for Sequoyah Fuels at final restart & tentative person- 
nel assignments to Insp teams. 

EVERETT,R.J. Region 4 (Post 820201). 86/10/31. Region 4 (Post 820201). 397pp. 
62463:012-62464:135. 

9207160110 Partial response to FOIA request for documents re 
const,operation,licensing or re-licensing of Sequoyah U processing plant in 
Gore,Ok.Record8 listed in app II end & being made available in PDR. 

GRMISLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/07. CURRAN,D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 33pp. 62398:130-62398:201. 

-9207160117 Responds to 860319 memo re actions from Sequoyah accident & recom- 
mends that expanded applicability & further clarification of lessons learned task force 
scope of responsibility be considered in light of “straw man” action. 

MARTIN.R.D. Region 4 (Post 820201). 86/03/27. DAVIS.J.G. Office of Nuclear Mate- 
rial Safety & Safeguards. 29pp. 62398:162-62398:191. 

9207160193 Partial response to FOIA request for documents.App JJ end & are being 
made available In PDR. 

GRIMSLEY.D.H. Facility Management Branch. 91/11/12. CURRAN.D. Harmon, 
Curran. Gallagher & Spielberg (formerly Harmon. Curran & Tousley). 4pp. 62398:202- 
62398:318. 

-9207160204 Discusses FY88 insp plans for facility & recommends minimum of 6 in- 
spector hours per routine insp.Region 4 plans to meet goal w/iisted schedule. 
^ERETT.R.J. Region 4 (Post 820201). 87/11/17. BARNART.R.L, FISHER.W.L. 
Region 4 (Post 820201). 101pp. 62398:208-62398:318. 

9207280206 Partial response to FOIA request for documents.Documents listed in App 
KK end & are being made available in PDR.App LL documents withheld in part (ref 
FOIA exemption 6) & info in App MM withheld entirely (ref FOIA Exemption 7A). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/19. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 6pp. 62512:021-62512:094. 

-9207280227 Package consisting of info re const.operation,licensina. event 
notification.telcon record.incident repts.memo & correspondence of Sequoyah U proc- 
essing plant in Gore.OK. 

• Sequoyah Fuels Corp. 91/11/19. 67pp. 62512:029-62512:094. 

9207170048 Partial response to FOtA request for documents. App NN records end & 
are beingmade available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/20. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 12pp. 62426:001-62426:294. 
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-8901 10024® Forwards, for review & comment,proposed insp procedure for fuel cycle & 
mails facililty team assessments.Procedure will be used to conduct team assessments 
as directed by Commission & incorporated into 5-yr plan. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
88/12/23. EBNETER.S.D. Region 2 (Post 820201). 8pp. 62426:285-62426:294. 

—9207170057 Documents final rept on, “Assessment of Public Health Impact From Ac- 
cidental Release of Uf6 at Sequoyah Fuels Corp Facility at Gore, OK." 

SHUM.E. Uranium Fuel Licensing Branch. CUNNINGHAM.R. Division of Fuel Cycle & 
Material Safety (Pre 870413). 86/03/21. Uranium Fuel Licensing Branch. 2pp. 
62426:056-62426:261. 

9207270310 Partial response to FOIA request for documents re const, 
operation, licensing & relicensing of facility & insp &/or enforcement issues.App 00 
documents end & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/12/03. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). CURRAN,D. Native Americans for a Clean Environment. 
2pp. 62519:352-62519:359. 

-9207270346 Discusses NRC 860319 itr re followup efforts on Kerr-McGee Sequoyah 
facility. 

STELLO.V. Ofc of the Executive Director for Operations. 86/04/22. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners (Post 750119). 2pp. 62519:354-62519:355. 

-9207270353 Provides list of topics discussed w/M Nichols during period 901204-07. 
GARCIA, P.J. Uranium Recovery Field Ofc. R4. 90/12/21. BEACH, A.B. Uranium Re- 
covery Field Ofc. R4. 2pp. 62519:356-62519:359. 

9207010217 Submits status update for procedure review.per schedule contained in li- 
censee 920131 Itr.Procedure G-195 re notice of work practice violation combined w/ 
Procedure G-192 re defidency rept. 

RICHARDSON.J.D. Sequoyah Fuels Corp. 92/06/12. MARTIN.R.D. Region 4 (Post 
820201). 2pp. 62223:360-62223:361. 

9207010221 Submits info re current status of QA upgrade pr(^ram & projected imple- 
mentation schedule-Two addi contract personnel b^an working in QA in Apr. 
D1EDRICH,J.S. Sequoyah Fuels Corp. 92/06/16. MARTIN.R.D. Region 4 (Post 
820201). 3pp. 62223:357-62223:359. 

9207010263 Forwards independent oversight program rept for wk ending 920614.Sever- 
al events noted which point to nem to emphasize importance to 
detail, especially, performance of all aspects of equipment repair & selection of mati. 
GEKLER,W.C. PLG, Inc. (formerly Pickard, Lowe & Gamck, Inc.), 92/06/18. 
SHEPPARD. J.J. Sequoyah Fuels Corp. 12pp. 62234:309-62234:320. 

9207060001 Forwards info re reportable events for period ending 920619, per 920313 
order modifying License SUB-1 01 0.Contaminated items discovered in warehouse & re- 
located to restricted area.On 92061 5, leak of hydrogen fluoride discovered. 

DIETRICH, J.S. Sequoyah Fuels Corp. 92/06/19. MART1N,R.D. Region 4 (Post 
820201). 4pp. 62261:052-62251:055. 

6207020209 Forwards Sequoyah Fuels Corp 920617 response to parties on svc list not 
included in licensee original distribution. 

SILVERMAN, D.J. Sequoyah Fuels Corp. SILVERMAN.D.J. Newman & Holtzinger. 
#392 13041. 92/06/24. CHILK.S.J. Office of the Secretary of the Commission. 3pp. 
62182:119-62182:121. 

9207060223 Forwards agreement to be executed between Sequoyah Fuels Corp ^FC) 

& General Atomics (GA).Agreement will make binding financial commitments of GA to 
SFC set forth in paragraphs numbered 1 & 2 of N Blue 920319 Itr to I Selin. 

SHEPPARD, J.J. Sequoyah Fuels Corp. 92/06/24. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 9pp. 62254:320-62254:328. 

9207090023 Record of telcon w/C Stephenson on 920625 re discovery of removable 
contamination in slurry pump room accent to main process bldg on 920624.Cleanup 
initiated but will take more than 24 h.Corrective action plan submitted. 

• NRC - No Detailed Affiliation Given. 92/06/25. 3pp. 62307:345-62307:347. 

9207070262 Forwards independent oversight program rept for wk ending 920621. Inter- ' 
mittent operation of all process sys continued during reporting penod as various 
equipment problems & repairs occurred. 

GfcKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Ganick, Inc.). 92/06/26. 
SHEPPARD, J.J. Sequoyah Fuels Corp. 18pp. 62260:331-62260:348. 

9207070265 Forwards reportable events for period ending 920626,per 920313 order 
modifying License SUB-1 01 0.Majority of contaminated items in warehouse & DUF4 
^rds relocated to restricted area. Large items posted. 

DIETRICH.J.S. ^uoyah Fuels Corp. 92/06/26. MARTIN,R.D. Region 4 (Post 
820201). 4pp. 62260:327-62260:330. 

9207060002 Followup to 920527 rept re 920517 discovery of removable contamination 
in Decantor area of solvent extraction bldg. Caused by leaking sight gla8S.Solvent ex- 
traction area posted on 920517 & posting removed on 920603. 

DIETRICH, J. Sequoyah Fuels Corp. 92/06/26. Document Control Branch (Document 
Control Desk). 3pp. 62276:359-62276:361. 

9207130129 NPDES noncompliance not»fication:on 920623, electrical supply to flow re- 
corder disconnected to perform routine maint & recorder out of svc for 3 minute8.Prlor 
notification provided to £PA earlier on event day. 

DIETRICH,J.S. Sequoyah Fuels Corp. 92/06/26. SHOFNER.H. Environmental Protec- 
tion Agency. I p. 62366:301-62366:301. 

9207280341 Notification of significant licensee meeting w/util on 920804 in 
RocKville.MD to discuss licensee renewal application currently being revised by licens- 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/06/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 62568:335-62568:335. 

9207060295 Responds to NRC Itr re violations noted in insp rept 40-8027/92-09 on 
920528.Corrective actions:operator counseled re requirement to wear dosimetry in re- 
stricted area & ail employees reminded of safety precautions. 

SHEPPARD, J.J. Sequoyah Fuels Corp. 92/06/29. MARTIN,R.D Region 4 (Post 
820201). 2pp. 62254:359-62254:360. 

9207070071 Forwards insp rept 40-8027/92-14 on 920603-1 2. Violation re failure of UF- 
®^^vi8or to adhere to safety- related alarm rewonse procedure,noted. 
CALLAN,LJ. Region 4 (Post 820201). 92/06/30. SHEPPAFfD,J.J. Sequoyah Fuels 
Corp. 4pp. 62205:151-62205:168. 


-9207070075 Insp rept 40-8027/92-14 on 920603-1 2.Violation noted.Major areas 
inspected:licensee phased restart activities, including operations, radiation & industrial 
safety & event that occurred on 920606. 

CAIN,C.L Region 4 (Post 820201). 92/06/30. 13pp. 62205:156-62205:168. 

9207070127 Informs that transmittal of financial assurance instrument will be fully exe- 
cuted prior to 920717 instead of 920630 because of addI delay resulting from time 
required to process resolution authorizing instrument. 

DIETRICH, J.S. Sequoyah Fuels Corp. 92/06/30. HICKEY,J.W. Fuel Cycle Safety 
Branch. Ip. 62268:357-62268:357. 

9207130186 Clarifies commitment in 910715 response to impartial mgt assessment cov- 
ering establishment of capability to perform required safety analysis of engineered 
projects by 920630. Strategic plan will be implemented by 921231. 

DIETRICKJ.S. Sequoyah Fuels Corp. 92/06/30. MARTIN.R.D. Region 4 (Post 

820201). 2pp. 62375:223-62375:224. 

9207130199 Advises that content of policy manual identified & documents expressing 
licensee policies collected, per commitment to develop & implement policy manual by 
920630, per 910715,920103 & 27 Itrs. 

DIETRICH, J.S. Sequoyah Fuels Corp. 92/06/30. MARTIN.R.D. Region 4 (Post 

820201). 1p. 62375:211-62375:211. 

9207130192 Advises that radiological survey plan for unrestricted areas, submitted on 
920228, being updated to reflect increased scope & current schedule.Revised plan will 
be transmitted by 920724. 

DIETRICH. J.S. Sequoyah Fuels Corp. 92/07/01. MILHOAN.J.L Region 4 (Post 
820201). ip. 62375:218-62375:218. 

9207130203 Clarifies corrective action plan. Items C.1 & C.2 re formalization of policy for 
conduct of nonroutine activities. Revised policy on use & control of procedures will be 
incorporated into Procedure G-001 by 920831. 

DIETRICH.J.S. Sequoyah Fuels Corp. 92/07/01. MILHOAN.J.L Region 4 (Post 

820201). 3pp. 62375:239-62375:241. 

9207150320 Suppis 920520 response to Native Americans for Clean Environ 920511 
2.206 petition for emergency enforcement action.Last fertilizer spray truck driver con- 
firmed previous account of ev6nts.Results contained in 920520 response unchanged. 
DIETRICH.J.S. Sequoyah Fuels Corp. 92/07/01. BERNERO.R.M. Office of Nuclear 
Material Safety & Safeguards. 2pp. 62411:354-62411:355. 

9207130189 Fonvards discussions of reportable events for period ending 920702.Con- 
tamination found on variety of ejects from 920626- 0702.0n 920629 unusual event 
declared due to UF6 leak from bellows on third level of Tower 3. 

DIETRICH, J.S. Sequoyah Fuels Corp. 92/07/02. MILHOAN.J.L Region 4 (Post 

820201). 4pp. 62375:219-62375:222. 

9207080223 Forwards insp rept 40-8027/92-13 on 920527-920603 & 08 & notice of vio- 
lation. 

CALLAN.LJ. Region 4 (Post 820201). 92/07/06. SHEPPARD, J.J. Sequoyah Fuels 
Corp. 4pp. 62285:258-62285:278. 

-9207080226 Notice of violation from insp on 920527-0603 & OS.VIolatlon noted:health 
& safety technician failed to perform work environ sampling for radiological hazards & 
licensee failed to decontaminate flange until 920603. 

* Region 4 (Post 820201). 92/07/06. 2pp. 62285:263-62285:264. 

-9207080229 Insp rept 40-8027/92-13 on 920527-0603 & 08.No violations noted.Major 
areas inspectM.'review of licensee radiation safety program.routine & maint 
activities, routine health & safety activities & interim oversight programs. 

CAIN.C.L Region 4 (Post 820201). 92/07/01. 14pp. 62285:2fo-62285:278. 

9207130195 Requests that addi info specified in end be provided within 60 days to 
conrtolete environ review associated w/900829 license renewal application. 

HOhN.M. Fuel Cycle Safety Branch. 92/07/06. DIETRICH, J. Sequoyah Fuels Corp. 
6pp. 62375:21 2-62375:21 7. 

9207140200 Discusses PTSB 1992 Analysis of Sequoyah Fuels Corps ability to finance 
decommissioning of Gore facility. 

NASH,D.A. Policy Development & Technical Support Branch (Post 870411). 92/07/ 
06, HICKEY, J.W. Division of Industrial & Medical Nuclear Safety (Post 870729). Ip. 
62645:176-62645:176. 

9207130115 Responds to 920619 Itr on behalf of Native Americans for a Clean Environ- 
ment & Cherokee Nation alleging that Sequoyah Fuels CJorp made false statements re 
corrective measures taken in response to 920501 incident. \ 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, 92/07/07. 
CURRAN.D. Harmon, Curran, Gallagher & ^ielberg (formerly Harmon, Curran & 
Tousley). 1p. 62375:244-62375:252. 

-9207130131 Requests response to Inquiries listed, re apparent false statements made 
by Sequoyah Fuels Corp concerning corrective adions taken in response to incident 
involving UF6 release on 920501. 

CURRAN,D. Native Americans for a Clean Environment CURRAN, D. Harmon, Curran, 
Gallagher & Spielberg (formerly Harmon, Curran & Tousley). 92/06/19. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 8pp. 62375:245- 
62375:252. 


9207140040 Forwards Corrective Action Rept CAR 92019, “Sequoyah Fuels Corp Root 
Cause Analysis." final reptdescriblng 920606 event at DUF4 plant & action plan for 
implementing corrective actions. 

DIETRICH,J.S. Sequoyah Fuels Corp. 92/07/07. MILHOAN,J.L Region 4 (Post 
820201). Ip. 62385:257-62385:282. 

-9207140043 "Sequoyah Fuels Corp Root Cause Analysis,” final rept 
* Sequoyah Fuels Corp. CAR 92019. 92/07/02. 25pp. 62385:258-62385:282. 

9207140202 Ack receipt of 92051 1 request for emergency enforcement action.Request 
denied & addi info requested. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/07/07 
CURRAN.D. Native Americans for a Clean Environment CURRAN.D. Harmon, Curran 
Gallagher & Spielberg (formerly Harmon, Curran & Tousley). 4pp. 62375:316- 
62375:352. 
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—9207140256 Notice of receipt of petition re 920511 filing of request for emergency en- 
forcement action w/NRC staff for consideration as petition under 10CFR2.206. 
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/07/02. 4pp. 
62375:321-62375:329. 

—9207140259 Requests NRC order to Sequoyah Fuels Corp to stop transporting liquid 
raffinate fertilizer offsite. 

CURRAN, D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousley). 92/05/11. TAYLOR.J.M. Ofc of the Executive Director for Operations. 3pp. 
62375:330-62375:332. 

—9207140263 Requests comments re 92051 1 order for Sequoyah Fuels to immediately 
cease transporting liquid raffinate fertilizer offsite. 

ROGERS,K.C. Commissioners (Post 750119). 92/05/15. TAYLOR,J.M. Ofc of the Ex- 
ecutive Director for Operations. Ip. 62375:333-62375:333. 

-9207140270 Forwards petition filed by Native Americans for Clean Environ re Se- 
quoyah Fuels Corp. 

GOLDBERG, J.R. Deputy Assistant General Counsel for Enforcement. 92/05/15. 
BERNERO,R.M. Office of Nuclear Material Safety & Safeguards. 6pp. 62375:334- 
62375:340. 

-9207140287 Fom^ards atty D Curran Itr containing assertions on part of Native Ameri- 
cans for Clean Environ that Region IV failed to perform appropriate actions concern- 
ing operation of facility. 

MARTIN,R.D. Region 4 (Post 820201). 92/05/13. WILLIAMS,D.C. Office of the In- 
spector General (Post 890417). 13pp. 62375:341-62375:352. 

9207150290 Suppis 920610 rept re removable contamination in first & second levels of 
hydrofluorination area of main process bldg discovered on 920609.Affected areas 

S jsted to require full face respiratory protection. 

IETRICH,J.S. Sequoyah Fuels Corp. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62409:343-62409:345. 

9207170197 Advises that on 920609,removable contamination identified on boildown 
tank 1 & first & second levels of main process bldg.Areas posted to require respirato- 
ty protection & leak repaired by replacing gasket & tightening flange bolts. 
DIETRICH,J.S. Sequoyah Fuels Corp. 92/07/09. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62432:355-62432:357. 

9207200065 Requests NRC attention re NACE & Cherokee Nation efforts to participate 
in & improve effectiveness of regulatory process which have led to delay of enforce- 
ment action re false statements made by licensee.Related correspondence. 
CURRAN,D. Native Americans for a Clean Environment. CURRAN,D. Harmon, Curran, 
Gallagher & Spielberg (formerly Harmon, Curran & Tousley). #392 13098. 92/07/09. 
THE CHAIRMAN, SELIN, I. Commissioners (Post 750119). 40pp. 62404:123- 
62404:189. 

9207200063 Informs that time provided by NRC regulation within which Commission 
may act to review Directors Decision DD-92-03 in docket ewired.Commission has de- 
clined any review.Decislon final on 920706. W/Certificate of Svc.Served on 920710. 
CHILK,S.J. Office of the Secretary of the Commission. #392 13096. 92/07/10. 
CURRAN.D. Native Americans for a Clean Environment. 3pp. 62404:120-62404:122. 

9207200072 Informs that time provided by NRC within which Commission may act to 
review Director’s Decision DD-92-02 has expired. Commission declined 
review.Decislon became final agency action on 920702.W/Certificate of Svc.Served 
on 920710. 

CHILK,S.J. Office of the Secretary of the Commission. #392 13097. 92/07/10. 
WHITE, K.C. EcoLaw Institute, Inc. 3pp. 62404:201-62404:203. 

9207220005 Advises that from 920702-1 0,contamination found in areas adjacent of 
north gate of DUF4 plant.On 920703,unusual event declared due to fire in motor con- 
trol room 3.0n 920709, contamination found on worker right arm & forearm. 
DIETRICH,J.S. Sequoyah Fuels Corp. 92/07/10. MILHOAN.J.L Region 4 (Post 
820201). 4pp. 62476:240-62476:243. 

9207230007 Advises that on 92061 2, areas containing contaminated soil adjacent to 
emergency pond,sanitary lagoon & solvent extraction area posted gs requiring shoe 
covers for entry. Posted area within existing restricted area of facility. 

DIETRICH. J. Sequoyah Fuels Corp. 92/07/13. Document Control Branch (Document 
Control Desk). 3pp. 62476:341-62476:343. 

9207230022 Forwards independent oversight program rept for wk ending 920705.Levei 
of operating activity increased.Oversight team continued to note examples of difficul- 
ties or deficiencies 

GEKLER.W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 92/07/13. 
SHEPPARD, J.J. Sequoyah Fuels Corp. 11pp. 62476:330-62476:340. 

9207270061 Responds to NRC 92061 1 Itr re violations noted in Insp Rept 40-8027/92- 
OS.Corrective actions:outline & lesson plan developed for coliection,analysis & evalua- 
tion of air samples & health & safety technician counseled. 

SHEPPARD, J.J. Sequoyah Fuels Corp. 92/07/13. MILHOAN.J.L, Region 4 (Post 
820201 ). 7pp. 6251 6:267-6251 6:273. 

9207160335 FR notice of receipt of 920401 application for amend to License SUB-1010 
re implementation of groundwater monitoring plan.dtd 920331 & opportunity for hear- 
ing; 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/14, 2pp. 62417:356-62417:357. 

9207170194 Ack receipt of 920629 Itr Informing NRC of steps taken to oorrect violations 
noted in Insp rept 40-8027/92-09 on 920528. 

CALLAN.lX Region 4 (Post 820201). 92/07/14. SHEPPARD, J.J. Sequoyah Fuels 
Corp. 3pp. 62431:343-62431:348. 

9207240004 Advises that procedure to clarify corrective actions associated w/920212 
contamination of individual delayed from 920715 to 0831 as result of comments re- 
ceived during preapproval walkthroughs & reviews. 

DIETRiCH,J.S. Sequoyah Fuels Corp. 92/07/14. MILHOAN,J.L. Region 4 (Post 
820201). Ip. 62479:305-62479:305. 

9207200159 Submits amended irrevocable Itr of credit NY-0656-3007152, effective 
900727 through 920727. 

BARROW,M. Citibank, N.A. 92/07/15. NRC - No Detailed Affiliation Given. 2pp. 
62447:341-62447:342. 


9207280014 Advises that commitments contained in 920103 & 0313 Itrs re continued 
involvement of Selman & Check as mgt consultants during restart & early plant oper- 
ation will be satisfied upon completion of readiness review expected at end of Aug. 
SHEPPARD,J.J. Sequoyah Fuels Corp. 92/07/15. MILHOAN.J.L. Region 4 (Post 
820201). Ip. 62567:025-62567:025. 

9207290041 Forwards independent oversight program rept for wk ending 92071 2.Se- 
quoyah Oversight Team continues to be encouraged by progress in safely reestablish- 
ing production at facility. Instances of poor housekeeping/work practices noted, 
GEKLER,W.C. PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 92/07/16. 
SHEPPARD,J.J. Sequoyah Fuels Corp. 16pp. 62567:148-62567:163. 

9207210016 Ack receipt of 920601 Itr in response to NRC 920420 notice of 
vIolation.Corrective actions will be reviewed during future insp. 

CALLAN.LJ, Region 4 (Post 820201). 92/07/17. SHEPPARD,J.J. Sequoyah Fuels 
Corp. 4pp. 62419:040-62419:050. 

9207240016 Documents 920710 enforcement conference in Gore,OK re 920501 
event,whereby small amount of UF6 released in DUF4 facility & shift supervisor lack 
of response to safety alarms on 920606. List of attendees & matls presented end. 
CALLAN,L.J. Region 4 (Post 820201). 92/07/17. SHEPPARD, J.J. Sequoyah Fuels 
Corp. 40pp. 62456:058-62456:097. 

9207280006 Advises that from 92071 0-1 7, contamination found on walkways & fences in 
unrestricted area. No personnel exposure occurred.No removable contamination found 
above licensee administrative limits.Corrective actions underway. 

DIETRICH, J.S. Sequoyah Fuels Corp. 92/07/17. MILHOAN,J.L. Region 4 (Post 
820201). 3pp. 62562:093-62562:095. 

9207290233 Forwards addi info for inclusion in record of enforcement conference re 
EA-92-100 held on 92071 0.Response to request for views concerning perceptions of 
vendor performance of maint activities also provided. 

SHEPPARD.J.J. Sequoyah Fuels Corp. 92/07/17. MILHOAN.J.L Region 4 (Post 
820201). 24pp. 62567:124-62567:147. 

9207240005 Advises that Div of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda,Mb. Workshop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 
ees. 

CUNNINGHAM,R.E. Division of Industrial A Medical Nuclear Safety (Post 870729). 
92/07/20. KOSMIDER,M.D. Allied-Signal Corp. SHEPPARD.J.J. Sequoyah Fuels Corp. 
FRAIN.R. Siemens Power Corp. (formerly Siemens Nuclear Power Corp.. Advanc^ 
Nuclear Fuel. 6pp. 62479:297-62479:302. 

9207240010 FonArards insp rept 40-8027/92-15 on 92061 2-24.No violations 
noted. Informs that generally, activities observed during insp were conducted in accord- 
ance w/requirements of license & NRC regulations. 

CALLAN,L.J. Region 4 (Post 820201). 92/07/20. SHEPPARD,J.J. Sequoyah Fuels 
Corp. 5pp. 62456:031-62456:054. 

-9207240011 Insp rept 40-8027/92-15 on 92061 2-24,No violations noted. Major areas 
inspected:licensee radiation program as related to facility operations & maint activities 
& implementation of final phase of licensee restart program. 

CAIN.C.L. Region 4 (Post 820201). 92/07/17. 19pp. 62456:036-62456:054. 

9207310145 Informs that on 920624,removable contamination above administrative 
limits identified in slurry pump room.Area posted as controlled access area & decon- 
tamination efforts initiated.Controlled access area posting removed on 920715. 
DIETRICH,J.S. Sequoyah Fuels Corp. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62657:322-62657:326. 

9207310066 Informs that on 920626,removablo contamination above administrative 
limits identified on roadway adjacent to main process bldg.Area posted as controlled 
access area.Area decontamination initiated & completed within 24 h period. 
DIETRICH,J.S. Sequoyah Fuels Corp. 92/07/24. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62612:323-62612:325. 

9207310251 Informs that on 920703, electrical breaker failed due to limited loss of 
power in main process bldg.Failed breaker de-energized & power restored to affected 
equipment in approx 30 minutes. 

DIETRICH,J.S. Sequoyah Fuels Corp. 92/07/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62618:358-62618:359. 

9207290261 Forwards documents for incorporation into staff hearing file for renewal 

B roceedings & listing of staff hearing file documents.W/o documents. 

IORN,M. Fuel Cycle Safety Branch. 92/07/27. UTTAL,S. Office of the General Coun- 
sel (Post 860701). 6pp. 62611:233-62611:238. 

9207300208 Responds to 920604 Itr raising objection to licensee 920529 plan for up- 
dating license renewal application.Substantial effort required for licensee to revise re- 
newal application. Licensee plan reasonable & should expedite process. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/07/29. CURRAN,D. Harmon, Curran, Gal- 
lagher & Spielberg (formerly Harmon, Curran & Tousley). 2pp. 62619:353-62619:356. 

9207310095 Responds to 920529 Itr to J Greeves which provided schedule for submit- 
ting updated license renewal application. Approves vendor plans to extend use of pro- 
gram plan to other areas of license. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/07/29. SHEPPARD.J.J. Sequoyah Fuels 
Corp. 4pp. 62657:31 ^62657:321 . 


DOCKET 40-8035 COTTER CORP., ROSWELL, NM 


9207090115 Final re^nse to FOIA request for documents re licenses SMA-0862 for 
Continental Mining & Milling (3o,SMC-0907 for Commercial Discount Corp & SUB-1072 
for Cotter Corp.Forwards documents in Apps C,D & E,being made available for PDR. 
GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 91/10/ 
16. MCCLUSKEY.J.P. Cotter Corp. 11pp. 62424:001-62424:362. 

-9207100088 Discusses issuance of license SUB-1022 to Ck>tter Corp for drying & ship- 
ping of matls covered by license SMC-0907. Requests advice as to what action, if 
any,required w/respect to terminating licensee privileges A obligations. 
STONEBERG,R.E. Commercial Discount Corp. 70/02/12. HARMON, D.F, Atomic 
Energy Commission (Pre 750119). 2pp. 62424:104-62424:105. 
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DOCKET 40-MM1 MOSE COHEM « SONS, INC., CINCINNATI, OH 


9207090115 Final response to FOIA request for documents re licenses SMA-0862 for 
Continental Mining & Milling Co,SMG0907 for Commercial Discount Corp & SUB-1072 
for Cotter Corp.Forwards documents in Apps C.D & E, being made available for PDR. 
GRIMSLEY,D.H. Office of Information Resources Management (Post 890205). 91/10/ 
16. MCCLUSKEY,J.P. Cotter Corp. 11pp. 62424:001-62424:362. 

-92070^130 Application for license for scrap matl which will be used for remelting pur- 
poses after radioactivity has been removed to accepted min approved by Fernald 

COHEN, W. Mose Cohen & Sons, Inc. 70/12/29. Atomic Energy Commission (Pre 
750119). 2pp. 62424:013-62424:014. 

-9207090139 Provides supplemental info to application for source matl license, including 
that scrap matl will be decontaminated by dipping in acid & rinsing in water.Informs 
that smelting of matt Is not contemplated. 

COHEN,H.D. Mose Cohen & Sons, Inc. 71/01/05. UYFIELD.R. Atomic Energy Com- 
mission (Pre 750119). ip. 62424:015-62424:015. 

-9207090144 License SUB-1072 for Mose Cohen & Sons,lnc,authori 2 ing U in form of 
surface contamination on scrap metal to be decontaminated & stored In accordance 
w/statements, representations & conditions specified in application. 

UYFIELD.aL Atomic Energy Commission (Pre 750119). 71/01/20. 3pp. 62424:016- 
62424:018. 

-9207090210 Discusses health physics analysis of license SUB-1072, authorizing U in 
form of surface contamination on scrap metal to be decontaminated & stored in ac- 
cordance w/licensee application w/suppi. 

HUETER,L.J. Atomic Energy Commission (Pre 750119). 71/03/09. ALLAN, J.M. 
Atomic Energy Commisi»on (we 750119). 4pp. 62424:019-62424:022. 

-9207090222 tnsp of license SUB-1072 on 710309.Noncompliance noted.Major areas 
inspected:organization,administrative control & radiological safety procedures,facilitie8 
& Muipment & radiation surveys &/or evaluations. 

HUETER.LJ. Atomic Energy Commission (Pre 750119). 71/03/09. 19pp. 62424:023- 
62424:041. 

-9207090226 Application for amend to license SUB-1 072.Amend would authorize alter- 
native method of metering scrap pipe or tubing,to measure for radiation.Discusses al- 
ternative method involving swabbing interior surface of such piping. 

COHEN, H.D. Mose Cohen & Sons, Inc. 71/03/10. LAYFIELD,R. Atomic Energy Com- 
mission (Pre 750119). Ip. 62424:042-62424:042. 

-9207090230 Notice of vtolation from insp on 710309.Violation noted: no airborne sur- 
veys conducted during cutting of U contaminated piping to evaluate employee expo- 
sure concentrations of airborne U,per 10CFR20.201(b). 

HUETER,LJ. Atomic Enei^ Commission (Pre 750119). 71/03/30. Ip. 62424:043- 
62424:043. 

-9207090233 Provides licensee opportunity to advise NRC in writing, of position re li- 
cense activities determined to be in noncompliance w/AEC requirement8,as result of 
insp. Informs that reply should be sent within 20 days of receipt of Itr. 

GRIER,R.H. Atomic Energy Commission (Pre 750119). 71/03/30. COHEN, H. Mose 
Cohen & Sons. Inc. Ip. 62424:044-62424:044. 

-9207090236 Amend 1 to license SUB-1 072,authorizing survey method described in 
710310 application,providing listed stipulations adhered to. 

LAYFIELD.R.L Atomic Energy Commission (Pre 750119). 71/04/02. COHEN.H.D. 
Mose C^hen & Sons. Inc. Ip. 62424:045-62424:045. 

-9207090247 Responds to violations noted in 710330 NOV, as result of insp of license 
SUB-1072 on 710309.Corrective actions:alpha survey instruments now available & will 
be used in accordance w/annend 1 of license. 

COHEN.H.D. Mose Cohen & Sons, Inc. 71/04/08. GRIER.B.H. Atomic Energy Com- 
mission (Pre 750119). Ip. 62424:046-62424:046. 

-9207090250 Responds to AEC 710420 requesLAdvises that if any future cutting of 
contaminated scrap performed by licensee, airborne samples will be taken for analysis. 
COHEN.H.D. Mose Cohen & Sons, Inc. 71/04/21. GRIER.B.H. Atomic Energy (com- 
mission (Pre 750119). Ip. 62424:047-62424:047. 

-9207090258 Safety insp on 711018 of license SUB-1 072.lnsp findings: no noncompli- 
ance or unsafe ccinditions found. 

SCHULTZ, W.H. Atomic Energy Commission (Pre 750119). * Mose C^ohen & Sons, Inc. 
71/10/18. 2pp. 62424:048-62424:049. 

-920701^)292 Forwards correspondence re license SUB-1 072, Invoice L-1525-72.Re- 
quests that license be terminated,amend be sent to R Lelth.Ofc of Controller & State 
& licensee Relations be notified of completed action. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). FIN L-1 525-72. 72/03/23. 
SMILEY, S.H. Atomic Energy Commission (Pre 750119). Ip. 62424:050-62424:050. 

-9207090311 Informs that license SUB-1072 terminated.per licensee 920323 applica- 
tion. 

LAYFIELD,R.L Atomic Energy Commission (Pre 750119). 72/04/14. COHEN.H.D. 
Mose Cohen & Sons, Inc. ip. 62424:051-62424:053. 


DOCKET 40-8135 MINNESOTA MINING & MANUFACTURINQ CO., ST. PAUL, MN 


9207010220 Forwards close-out insp rept 40-8135/92-01 on 920528-0604.No violations 
not^.Re8ults of smear tests for reoKwabls contamination currently being assessed. 
GROBE.J.A. Region 3 (Post 820201). 92/06/16. WISSINK,R.G. Minnesota Mining & 
Manufacturing Co. (3M Co.). 2pp. 62144:005-62144:014. 

-9207010231 Cloae-out inap rept 40-8135/92-01 on 920628-0604. No violations 
noted.Major areas in8p€icted:review of licensee activities associated w/ 
decontamination, decommissioning & remediation of Menomonie, Wisconsin facilities. 
WIEDEMAN.D.Q,. QUNSKI.R.L. CANIANO,R.J. Region 3 (Post 820201). 92/06/16. 
8pp. 62144:007-62144:014. 


DOCKET 40-8406 PESSES CO., SOLON, ON 

9207230036 Fonwards four copies of Work Plan number one as defined in Section 8.4 
of Administrative Order for Removal Response Activities at METCJOA Restart Site in 
Pulaski.PA. 

TRAVERS.M.A. de maximis, Inc. 90/09/06. MANNING, C. Environmental Protection 
Agency. 200pp. 62441:040-62441:269. 

9207230071 Forwards copy of Metcoa Mgt/Options Analysis Rept for Metcoa Radiation 

^NNINGTc Environmental ftotection Agency. 92/05/13. ROBERTS.M. Region 1 
(Post 820201). 2pp. 62443:001-62443:318. 

-9207230087 Submits Work Plan number two.Mgt Options/ Analysis Rept for Metcoa 
f^6st£irt Sito 

* GSX Serstices, Inc. * de maxlmls, Inc. * Environmental Standards, Ire. 92/05/31. 
400pp. 62443:003-62443:318. 

9207230037 Provides comments on work plan 2,mgt options/analysis rept, Metcoa Re- 
start Slte,Pulaskl,PA dtd May 1992,per 920513 request.Revlew focused on radiological 

oI/nEMAN.J.D. Region 1 (Post 820201). 92/07/15. MANNING,C.A. Environmental 
Protection Agency. 3pp. 62441:270-62441:272. 


DOCKET 40-8681 UMETCO MINERALS CORP., BLANDING, UT 

9207290072 Responds to 920115 request for info on status of Umetco Minerals Ck>rp 
amend request to use nonconventional low-cost feed sources for mill at 
Blanding,UT.LIcen8e application currently on hold pending resolution of State of UT 
request. 

T/WLOR,J.M. Ofc of the Executive Director for Operations. 92/07/15. GARNS,J. 
Senate. 17pp. 62667:296-62567:316. 

9207270070 Requests attorney general hearing request be denied on grounds of un- 
timeliness under commission regulations & being interposed merely to delay issuance 
& implementation of license amend. 

VAN HORN,R.A. UMETCX) Minerals Corp. #392 13119. 92/07/16. TAYLOR,J.M. Ofc 
of the Executive Director for Operations. 4pp. 62476:145-62476:148. 

9207270122 Forwards 920702 request for hearing submitted by KL Alkema on behalf of 
State of UT.State requests hearing on amend 30 to license SUA-1358. 

CHILK,S.J. Office of the Secretary of the Commission. #392 13111. 92/07/17. 
COTTER.B.P. Atomic Safety & Licensing Board Panel. Ip. 62476:223-62476:227. 

-9207270129 Requests hearing on licensee-initiated amend of matl license subj to 
10CFR40 & for action per 10C5FR2.206. Certificate of Sve end. 

ALKEMA, K.L. CHANCELLOR.D. Utah, State of. 92/07/02. Ofc of the Executive Direc- 
tor for Operations. 4pp. 62476:224-62476:227. 

9207270086 Designation of presiding officer.* Advises that member of ASLB designated 
to rule on petitions for leave to Intervene &/or requests for hearing & to serve as pre- 
siding officer to conduct hearing.W/Certificate of Svc.Served on 920721. 

COTTER,B.P. Atomic Safety a Ucensing Board Panel. #392 13121. 92/07/20. 3pp. 
62476:159-62476:161. 

9207310169 Transcript of 920730 proceeding in Bethe8da.MD re hearing request filed 
by licensee & State of UT.Pp 1-8. 

* Atomic Safety a Licensing Board Panel. 92/07/30. 9pp. 62660:044-62660:054. 


DOCKET 40-6724 CHEMETRON CORP., PROVIDENCE, Rl 


9207070421 Expresses disappointment by NRC decision to issue formal order compel- 
ling Chemetron Corp to rept on characterization of two contaminated properties by 
920615. 

LEDERMAN,M.G. Sunbeam Corp. LEOERMAN,M.G. Chemptron Corp. 92/06/08. 
SELIN, I. Commissioners (Post 750119). 4pp. 62242:179-62242:182. 

9207010057 Forwards safety insp rept 40-8724/92-02 on 920610-11. No violations 

GROBE,J.A. Region 3 (Post 820201). 92/06/23, LEDERMAN,M.G. Chemetron Corp. 
2pp. 62143:154-62143:160. 

-9207010052 Insp rept 40-8724/92-02 on 920610-11. No violations noted. Major areas 
inspected.-review of remediation efforts at private garage in Parma,Ohio wnich was 
found in 1991 to be contaminated w/depleted U. 

SRENIAWSKI,D.J., CANIANO.R.J. Region 3 (Post 820201). 92/06/23. 5pp. 
62143:156-62143:160. 

9207070077 Responds to 920608 Itr re NRC “Action Plan to Ensure Timely Cleanup of 
Site Decommissioning Mgt Plan Sites’* & NRC order requiring submittal of final site 
characterization rept W/Certificate of Svc.Served on 920702. 

SELIN, I. Commissioners (Post 750119). #392 13056. 92/06/26. LEDERMAN.M.G. 
Chemetron Corp. 6pp. 62206;238-62206:243. 

9207090103 Informs that time provided by NRC regulation which Commission may act 
to review decision of ASLB terminating proceeding docket has expired.W/Certificate 
of Svc.Servod on 920701 . 

CHILK,S.J. Office of the Secretary of the Commission. #392 13064. 92/06/30. Com- 
missioners (Post 750119). 2pp. 62266:267-62266:268. 

9207070416 Notification of significant licensee meeting w/util in Rockville.MD on 
920709. 

HUFFERT,A.M. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/ 
02. Decommissioning & Regulatory issues Branch (Post 901230). 2pp. 62274:340- 
62274:340. 

9207070422 Confirms meeting arrangements on 920709 concerning decommission of 
Harvard Avenue a Bert Avenue sites. 

HUFFERT.A.M. Decommissioning a Regulatory Issues Branch (Post 901230). 92/07/ 
02. LEDERMAN,M. Chemetron Corp. LEOERMAN,M Sunbeam Corp. 2pp. 62273:318- 
62273:319. 
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920729IW1® Confirms matters discussed during 920709 meeting re revisions to plan for 
remediating Harvard Avenue site. Vendor intends to use pathways analysis to demon- 
strate that no further remedial actions required at site. 

LEDERMAN.M.G. Chemetron Corp. 92/07/17. HUFFERT.A.M. Decommissioning & 
Regulatory Issues Branch (Post 901230). 2pp. 62567:358-62567:359. 

i2073(MI2®9 Forwards correspondence from OH EPA to Chemetron for info. 

JONES, K. Ohio, State of. 92/07/22. HUFFERT.T. NRC - No Detailed Affiliation Given. 
3pp. 62638:133-62638:135. 


DOCKET 40-8778 POLYCOeP, IMC,, LOS ANGELES, CA 


9208120307 Responds to 920507 Itr transmitting questions from J Bath re significance 
of listing Molycorp facility in York,PA on NRC site decommissioning mgt plan.FK/e cri- 
teria for inclusion in plan listed. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/06/01. GOODLING,B. 
House of Rep. 5pp. 62427:186-62427:192. 

-92071 700SO Requests info re questions from J Bath in ref to NRC list of contaminated 
sites recently released in York, PA. 

G(X)DLING,B. House of Rep. 92/05/07. Office of Congressional Affairs (Post 
91 1 1 1 7). 1 p. 62427:1 91 -62427:1 92. 

9207060218 Submits schedule for submittal of site characterization plan,site character- 
ization rept, decommissioning plan (OP) & completion of decommissioning & submittal 
of final radiological survey to certify cleanup conducted,per DP. 

DANKMYER.B.K. Molycorp. Inc. 92/06/15. AUSTIN.J.K NRC - No Detailed Affiliation 
Given. 2pp. 62254:329-62254:330. 

9207080200 Record of telcon w/ Molycorp representative on 920623 re Dankmyer ques- 
tions on form licensee shoulcf commit to meeting specific decommlssining 
milestones. Licensee advised that Itr requesting amend to license appropriate form. 
GLENN.C.J. NRC - No Detailed Affiliation Given. 92/06/23. Ip. 62243:355-62243:355. 

920729027S Fonvards nev^iippings received from NRC press release re York & 
Wa8hington.PA facilities. 

DANK^ER.B. Molycorp, Inc. 92/07/15. GLENN.C. NRC - No Detailed Affiliation 
Given. 9pp. 62610:351-62610:359. 


DOCKET 40-8794 USOLYCOeP, INC., LOS ANGELES, CA 


9207150291 Forwards “Environ Rept,Molycorp,inc York License SMB-1408” & “Investi- 
gation of Shallow Groundwater Aquifer at Molycorp, Inc York, PA Facility,” to support 
NRC assessment of license renewal application. 

BROWN.R.B. Molycorp, Inc. 92/07/67. FARAZ.Y.H. NRC - No Detailed Affiliation 
Given. 1p. 62405:001-62405:144. 

-92071S0293 “Environ Rept Molycorp.Inc York License SMB-1408.” 

* Molycorp, Inc. 92/07/31. 46pp. 62405:002-62405:047. 

-9207150298 “Investigation of Shallow Groundwater Aquifer Molycorp,lnc York, PA Fa- 
cility." 

• Molycorp, Inc. 90/06/30. 50pp. 62405:048-62405:144. 

9207220389 Advises that no deficiencies identified re decommissioning financial assur- 
ance submittal dtd 91 0905, for site located in York,PA. 

FARA2.Y.H. Fuel Cycle Safety Branch. 92/07/16. BROWN,R.B. Molycorp, Inc. Ip. 
62471:357-62471:357. 

9207240014 Advises that Oiv of Industrial & Medical Nuclear Safety ^nsoring 2 1/2 
day Fuel (^de Licensee Workshop on 920915- 17 in Bethosda,MD.Purpo8e of work- 
shop is to discuss NRG programs a policies applicable to fuel cycle licensees. 
CUNNINGHAM,R.E. iMsion of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. HAERTJENS,B. Babcock & Wilcox Co. ARNOLD, W.H. Louisiana Energy 
Services. JOHNSON.W.J. Westinghouse Electric Corp. 6pp. 62528:228-62528:233. 


DOCKET 40-8820 AMAX, INC.. GOLDEN. CO 


9207080310 Advises that NRC preparing to terminate AMAX license for site near 
Parkersburg.WV 8 transfer custody of site to DOE. Site stabilized in 1982 by removal 
of some contaminated soil & formation of earthen berm over soil containing zirconium. 
BERNERO,R.M. Office of Nuclear Material Safety & Safeguards. 92/07/06. 
LONGEST.H.L Environmental Protection Agency. 2pp. 62271:350^71:361. 

9207100271 Advises that responsibility for managir^ docket now resides in Decommis- 
sioning & Regulatory Issues Branch within Div of Low Level Waste Mgt 8 
Deoommi8sioning.Qu€^n8 should be directed to JH Austin at listed address. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/06. KERRIGAN, J.E. AMAX, Inc. Ip. 
62334:348-62334:348. 

9207140205 Informs that licensing responsibitity for Amax.lnc is transferred to Div of 
LLW Mgt & Decommissioning, effective 920708. 

HICK^,J.W. Division of industrial & Medical Nuclear Safety (Post 870729). 92/07/06. 
AUSTIN. J.H. Decommissioning & Regulatory Issues Branch (Post 901230). Ip. 
62385:131-62385:131. 


DOCK^ 40-8888 ll-VI INC.. SAXONBURQ, PA 

9207090225 Discusses Safety Insp 40-8868/92-01 on 920527 & forwards notice of vk>- 
lation. 

CO$TELLO,F.M. Region 1 (Post 820201). 92/06/24. JOHNSON.C. Two-Six, Inc... 
2pp. 62203:348-62293:350. 


-9207090227 Notfee of violation from insp on 920527.Vlolation noted: door to 
oift8ide.located at rear of main.unfenoed bldg unlocked. 

* Region 1 (Post 820201). 92/06/24. Ip. 62293:350-62293:350. 


DOCKET 40-8904 SOHIO WESTERN MINING CO., SALT LAKE CITY, UT 

9207010280 Ack receipt of 920529 Itr informing NRC of steps taken to correct concerns 
noted in 920504 NOV.Finds reply responsive to concerns raised.lnforms that staff 
cannot accomodate request to withdraw NOV. 

HALUR.E. Uranium Recovery Field Ofc. R4. 92/06/08. SCHURT2.G.D. SOHIO West- 
ern Mining Co. 2pp. 62178:165-62178:166. 


DOCKET 40-8905 QUIVIRA MiNING CO., GRANTS, NM 

9207080121 Responds to NRC 920608 Itr re violations noted in insp rept 40-8905/92- 
01 on 92051 8-1 9.Corrective actionsrspirometry result form modified. 

FERDINAND.B. Quivira Mining Co. 92/06/30. HALL,R. Uranium Recovery Field Ofc, 
R4. 12pp. 62276:338-62276:350. 


DOCKET 40-8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

9207220270 Forwards Radiation Safety Insp Rept 40-8943/92-01 on 92061 6-1 8.No vio- 
lations or deviations noted.Concems raised re failure to address open items identifi^ 
during previous insp. 

HALL,R.E. Uranium Recovery Reid Ofc, R4. 92/07/14. COLLINGS.S. Ferret Explora- 
tion Co. of Nebraska. Inc. 3pp. 62474:299-62474:314. 

-9207220272 Radiation Safety Insp Rept 40-8943/92-01 on 92061 6-1 8.No violations or 
deviations noted.Major areas inspected:in situ U recovery operations & radiation 
safety program including, mgt organization & controls & radwaste mgt. 

GRIMM. J.P.. MICHAUD.P.W., HALL.R.E. Uranium Recovery Field Ofc, R4. 92/07/13. 
1 3pp. 62474:302-62474:3 1 4. 


DOCKET 40-8948 SHIELDALLOY CORP., NEWFIELD, NJ 

9207060208 Confirms 920625 meeting w/NRC & State of OH in Golumbu8.0H to dis- 
cuss groundwater & surface water monitoring program. 

SMITH.D.R. Shieldalloy Metallurgical Corp. 92/06/23. NRC - No Detailed Affiliation 
Given. 2pp. 62249:332-62249:3^. 

9207060205 Provides comments on summary of 920511 meeting w/NRC in 
Rockville, MD A Itr transmitting summary. 

SMITH.D.R. Shieldalloy MeWlurgical C^. 92/06/24. HARVEY.M. Decommissioning 
& Regulatory Issues Branch (Post 901230). 3pp. 62251:056-62251:058. 

9207060103 Forwards SE granting licensee 920521 request to extend expiration date of 
current license to 960631 & to change person responsible for licensed matl. 
AUSTIN.J.H. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/06/25. SMITH.D.R. Shieldalloy Metallurgical Corp. 3pp. 62204:042- 
62204:051. 

-9207080105 SER granting licensee 920521 request to extend license expiration date 
to 960631 & to change person responsible for ibensed matl. 

AUSTIN. J.H. Office of Nuclear Reactor Regulation. Director (Post 870411). 92/06/25. 
4pp. 62204:045-62204:048. 

-9207060111 Amend 1 to license SMB-1507 for Shieldalloy 0>rp. authorizing use of 
listed licensed matl. 

AUSTIN. J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/06/25. 
3pp. 62204:049-62204:051. 

9207200089 Trip rept of 920625 visit to Shieldalioy Metallurgicai Corp re ground water & 
surface water monitoring program for Cambridge, OH site. 

HARVEY.M. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/15. 
WEBER.M. Decommissioning & Regulatory Issues Branch (Post 901230). 4pp. 
62448:358-62448:361. 


DOCKET 40-8981 PATHFiNDER MINES CORP.^ MILLS, WY 

9207020172 Forwards revs made to three pages of 920402 amend request for license 
SUA-1 540, consisting of correction of muftipUcation error in calculation of topsoil sal- 
vage volumes. 

wlCHERS.D.L Pathfinder Mines Corp. 92/05/21. HALL.R.E. Uranium Recovery Field 
Ofc, R4. 11pp. 62194:230-62194:240. 


DOCKET 40-8989 ENVIROCARE OF UTAH, INC., SALT LAKE CITY, UT 

9207080008 Revised 11e.(2) storage A disposal license application, consisting of re- 
sponse to detailed A generic technical second round que8tion8.Addendun 1 to “My- 
drogeologic Rept Envirocare Waste Disposal Fadiity South Clive, UT” end. 

JUDD.C.A En^rocare of Utah, Inc. 92/06/29. SURMEIER,J.J. Uranium Recovery 
Branch (Post 001230). 375pp. 62296:001-62297:328. 

-9207080008 Addendun 1 to “Hydrogeologic Rept Envirocare Waste Disposal Facility 
South Cllve,UT." 

* Bingham Environmental. 92/01/31. 300pp. 62297:032-62297:328. 

9207160088 Forwards revised ERJn support of 11e.(2) application. Response to second 
round questions A “Addendum 1 to Hydrogedogb Rept Envirocare Waste Disposal 
Fadiity South Clive, UT' also end. 

JUDD.C.A. Envirocare of Utah. Inc. 92/07/09. SURMEIER.JJ. Uranium Racovery 
Branch (Post 901230). 16pp. 62406:001-62407:103. 

-9207180092 Revised environ rept, reflecting affected pages only. 

* Envirocare of Utah, Inc. 92/07/31. 150pp. 62406:017^406:165. 

-9207180102 Revised Addendum 1 to “Hydrogeoiogic Rept Envirocare Waste Disposal 
Facility South aivo,UT.” refecting addition of App D-1. 

* Bingham Environmental. 92/06/30. 300pp. 62406:166-62407:103. 

9207100332 Record of 920707 telcon w/C Judd (Envirocare of Utah) ack receipt of rev 
to environ rept respondirtg to Q2s. 

WASTER.S.L NRC - No Detailed Affiliation Given. 92/07/07. Ip. 62365:352- 
62365:352. 



10 DOCKETED ITEMS 


9207210038 Informs of changes to review schedule that have resulted in rev of estimat- 
ed date of license issuance to May 1993, per NRC 91-927 Itr estimating date of issu- 
ance of license for Envirocare of Utah, Inc as Dec 1992. 

THOMPSON, H.L. Dep Exec Dir for Nuc Matls Safety, Safeguards & Operations Sup- 
port (Post 890205). 92/07/14. DUFFY.L Energy, Dept. of. 4pp. 62453:211-62453:219. 

9207220279 Forwards addi info re added explanatow text for App F of application for 
11 0.(2) permit, clarified elevations shown on end Figures F-1 through F-3 & shaded 
design area for water storage & waste disposal, per 920720 telcon. 

PET|rSON,S.J. Envirocare of Utah, Inc. 92/07/21. JOHNSON,!. NRC - No Detailed 
Affiliation Given. 9pp. 62474:290-62474:298. 


DOMESTIC LICENSIMG OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F. Security, medical, emergency & fire protection plans 

9207020193 Forwards amend 37 to license R-28 & safety evaluation. Amend implements 
Rev 1 to ‘‘Univ of Michigan Nuclear Reactor Security Plan." 

MICHAELS,T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 920517). 92/06/25. FLEMING, R.F. Michigan, Univ. of. Medical School. Ann 
Arbor. Ml, 3pp. 62194:256-62194:263. 

“9207020201 Amend 37 to license R-28.implementing Rev 1 to "Univ of Michigan Nu- 
clear Reactor Security Plan." 

WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). 92/06/25. 2pp. 62194:259-62194:260. 

“9207020202 Safety evaluation simporting amend 37 to license R-28. 

• Office of Nuclear Reactor R^ulation, Director (Post 870411). 92/06/25. 3pp. 
62194:261-62194:263. 


P. Operating license stage documents & correspondence 

9207020193 Forwards amend 37 to license R-28 & safety evaluation.Amend implements 
Rev 1 to “Univ of Michigan Nuclear Reactor Security Plan." 

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 920517). 92/06/25. FLEMING.R.F. Michigan. Univ. of. Medical School. Ann 
Arbor, Ml. 3pp. 62194:256-62194:263, 

“9207020201 Amend 37 to license R-28, implementing Rev 1 to "Univ of Michigan Nu- 
clear Reactor Security Plan." 

WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). 92/06/25. 2pp. 62194:259-62194:260. 

“9207020202 Safety evaluation supporting amend 37 to license R-28. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/25. 3pp. 
62194:261-62194:263. 

9207070161 Ack receipt of 920619 Itr re status ofacility.Ltr accurately reflects substance 
of discussion re shutdown of reactor & limitations on fuel movement. 

NORELIUS.C.E. Region 3 (Post 820201). 92/06/25. FLEMING.R.F. Michigan, Univ. of. 
Ann Arbor. Ml. Ip. 62206:108-62206:109. 

“9207070165 Confirms order given in 920619 telcon to not operate or start up facility & 
not carry out any movement of reactor fuel. 

FLEMIffe.R.F. Michigan. Univ. of, Ann Arbor, Ml. 92/06/19. NORELIUS.C. Region 3 
(Post 820201). Ip. 62206:109-62206:109. 


Q. inspection reports, IE Bulletins & correspondence 

9207090019 Responds to findings from insp on 920622 & 24.Corrective action8:changes 
made to administrative procedure 301 to require that shim-safety rods be fully inserted 
& that magnet power key be turned off prior to fuel movement. 

FLEMING.R.F. Michigan, Univ. of. Ann Arbor. Ml. 92/06/26. NORELIUS.C. Region 3 
(Post 820201). 6pp. &307:338-62307:343. 

9207200045 Forwards insp rept 50-002/92-01 on 920622.24.Violation8 noted but not 
cited. Licensees failure to determine reactors status prior to fuel movement & failure to 
rept occurrence to NRC within timeframe established by facility TS. 

NORELIUS.aE. Region 3 (Post 820201). 92/07/09. FLEMING.R.F. Michigan, Univ. of, 
Ann Arbor, Ml. 2pp. 62464:328-62464:343. 

“9207200050 Insp rept 50-002/92-01 on 920622-24.Violation8 noted but not cited.Major 
areas inspect 0 o:perform evaluations re removal of fuel element from core on 920608 
while reactor was critical. 

PEDERSON, C.D. Region 3 (Post 820201). 92/07/02. 14pp. 62464:330-62464:343. 

9207200056 Confirms arrangements made for 920717 enforcement conference in Glen 
Ellyn, IL to discuss findings & ap^parent violations identified in insp rept 50-002/92- 
01, per 920703 telcon between RF Fleming & EC Pederson. 

NORELIUS,C.E. Region 3 (Post 820201). k/07/ 10. FLEMING.R.F. Michigan. Univ. of. 
Ann Arbor, Ml. 2pp. 62488:101-62488:104. 

“9207280064 Notification of significant licensee meeting w/util on 920717 to discuas 
NRC findings durirra recent AIT Insp, NRC enforcement policy & licensee C/A. 
PEDERSON.C.D. Region 3 (Post 820201). 92/07/10. Region 3 (Post 820201). 2pp. 
62488:1 03-62488:1 04. 

9207310003 Forwards enforcement conference rept 50-002/92-02 on 920717. Confer- 
ence held to discuss 920708 removal of fuel from critical reactor. 

NORELIUS,C.E. Region 3 (Post 820201). 92/07/25. FLEMING.R.F. Michigan, Univ. of, 
Ann Arbor, Ml. 2pp. 62549:006-62549:010. 

“9207310004 Enforcement conference rept 50-002/92-02 on 92071 7. Areas 
di8cu88ed:circum8tance8 surrounding 920708 removal of fuel from critical reactor. 
COX,C.R.. MCCORMICK-BARGE Region 3 (Post 820201). 92/07/23. 3pp. 62549:008- 
62549:010. ' 


S. Reportable occurrences, LERs & related correspondence 

9207200035 Summary of operating reactors events meeting 92-09 on 920701. 
CHAFFEE,A.E. Events Assessment Branch. 92/07/07. ROSSl.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 17pp. 62429:258-62429:274. 

9207150268 Followup to RO 15 re removal of fuel element from critical reactor.per NRC 
920622 & 24 insp. Results of fuel element reactivity measurements listed. 
FLEMING.R.F. Michigan, Univ. of, Ann Arbor, Mi. 92/07/08. NORELIUS.C. Region 3 
(Post 820201). 2pp. 6241 1 :359-6241 1 :360. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F- Security, medical, emergency fire protection plans 

9207160358 Ack receipt of 920427 Itr transmitting Rev 13 to physical security 
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion in 
plan except for Section 2.2 re personnel screening. 

JOYNER. J.H. Region 1 (Post 820201). 92/07/10. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 4pp. 62417:358-62417:361. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048. "Failure of Exide Batteries." 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-060, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


DOCKET 50-S PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


H. General correspondence 

9207200140 Advises that effective 920701, DN Wormley appointed Dean of 
Engineering.replacing JA Brighton upon promotion of executive vice-president & pro- 
vost of univ. 

SHIRLEY, D.A. Pennsylvania State Univ,, University Park. PA. 92/07/17. Document 
Control Branch (Document Control Desk). Ip. 62448:354-62448:354. 


Q. Inspection reports, IE Bulletins & correspondence 

9207060090 Forwards initial exam rept 50-005/OL-92-01 administered on 920526-27 to 
two facility employees who had applied for license to operate PA State Breazeaie Re- 
actor. 

GALLO, R.M. Operator Licensing Branch. 92/06/29. SHIRLEY.D.A. Pennsylvania State 
Univ., Harrisburg, PA. 2pp. 62204:093-62204:150. 

“9207060094 Exam rept 50-005/OL-92-01 on 920526-27.Exam result8:written & operat- 
ing exams administered to one SRO, Instant applicant & one SRO, Upgrade 
applicant.SRO, Instant applicant passed both exams & SRO, Upgrade failed operating 
exam. 

COLUNS,J.F., CALDWELL.J.L. Operator Licensing Branch. 92/06/29. 55pp. 
62204:095-62204:150. 


V. Operator Examinations 

9207060090 Forwards initial exam rept 50-005/OL-92-01 administered on 920526-27 to 
two facility employees who had applied for license to operate PA State Breazeale Re- 
actor. 

GALLO.R.M. Operator Licensing Branch. 92/06/29. SHIRLEY.D.A. Pennsylvania State 
Univ., Harrisburg, PA. 2pp. 62204:093-62204:150. 

“9207060094 Exam rept 50-005/OL-92-01 on 920526-27.Exam reaults:writt 0 n & operat- 
ing exams administered to one SRO, Instant applicant & one SRO,Upgrade 
applicant.SRO, Instant applicant passed both exams & SRO, Upgrade failed operating 
exam. 

COLLINS, J.F.. CALDWELL, J,L. Operator Licensing Branch. 92/06/29. 55pp. 
62204:095-62204:150. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Sscurity, medical, emergency & fire protection plans 

9207070305 Revised EPIPs.including rev 1 to CEPI P-2000, rev 2 to CEPIP-2032 & rev 0 
toCEPIP-2021-01. 

* Commonwealth Edison Co. 92/06/19. 50pp. 62269:001-62269:051. 

9207020260 Forwards Rev 40 to security plan.Rev withheld (ref 10CFR73.21). 

KOVACH, T.J. Commonwealth Edison Co. 92/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 62425:357-62425:357. 
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9207210008 Rev 02 to EPIP 0720-SI 3, “Augmentation Call List" 

SHARPER, D.. KUCZYNSKI.J. Commonwealth Edison Co. 92/07/02. 27pp. 62471:151- 
62471:177. 

9207280001 Ack receipt of 920521 Itr transmitting Rev 41 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable. 

PEDERSON, C.D. Region 3 (Post 820201). 92/07/15. KOVACH.T.J. Commonwealth 
Edison Co. Ip. 62584:290-62584:290. 

9207280087 Ack receipt of 920623 Itr transmitting Rev 40 to plant security plan submit- 
ted per 10CFR50.54(p).NRC determined that changes acceptable. 

PEDERSON, C.D. Region 3 (Post 820201). 92/07/15. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 62488:213-62488:214. 

9207280161 Ack reciept of 920429 Itr forwarding final rept for Oct 1991 exercise of off- 
site radiological emergency response plans for util. No deficiencies noted & twelve 
areas requiring corrective actions identified. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/16. REED,C. Commonwealth 
Edison Co. 2pp. 62489:110-62489:224. 

-9205290181 Forwards final exercise rept for 911009 joint exercise of offsite radiologi- 
cal emergency response plans site-specific to plant. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 92/04/29. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
62489:112-62489:112. 

-9205290185 Joint Exercise Rept for Dresden Nuclear Power Station. 

* Federal Emergency Management Agency. 92/03/24. 112pp. 62489:113-62489:224. 

9207310132 Rev 6a to Dresden Generating Station Emergency Plan Station Annex. 

* Commonwealth Edison Co. 92/07/31. 28pp. 62657:283-62657:313. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents. App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDOA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. ZECH, ROBERTS, 
BERNTHAL Commissioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080257 Provides details of discussion re Dresden during 871117 & 18 NRC senior 
managers meeting.Facility was categorized as requiring continued close monitoring. 
STELLO.V. Ofc of the Bcecutlve Director for Operations. 87/12/08. 0’CONNOR.J.J. 
Commonwealth Edison Co. 2pp. 62324:027-62324:028. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Coples of Itrs to be sent 
to licensees of plants that will be discussed at 880/13 Commission meeting also end. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH, ROBERTS. 
CARR Commissioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207090069 Provides summary of NRC discussions re Dresden at 880628 & 29 senior 
managers meeting.Facility was categorized as requiring continued close monitoring. 
STELLO.V. Ofc of the &ecutive Director for Operations. 88/07/07. 0’CONNOR.J.J. 
Commonwealth Edison Co. Ip. 62324:078-62324:078. 

-9207090086 Summarizes discussions at 881206-07 senior mot meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH. ROBERTS, 
CARR C>3mmis8ioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH. ROBERTS, 
CARR Commissioners (Post 750119). 72pp. 62324:1 1 1-62324:143. 

9207020284 Responds to 920212 staff requirements memo re performance of util 
plants. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62465:224. 

9207300067 Fomvards nonproprietary GE-NE-1 87-37-0991, “Shroud Support Access 
Hole Cover SER for Dresden & Quad Cities” to suppi 920221 proprietary submittai.as 
result of GE Svcs Info Ltr (SIL) 462 & associated suppis. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/07/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 62619:303-62619:344. 

-9207300073 Nonproprietary GE-NE-1 87-37-0991, “Shroud Support Access Hole Cover 
SER for Dresden & Quad Cities." 

CHI.LL, MEHTA.H.S., NG.E. General Electric Co. GE-NE-1 87-37-0991. 91/09/30. 
35pp. 82619:310-62619:344. 

9207280383 Notification of 920804 meeting w/util in Rockville, MO to discuss proposed 
decommissioning plan & implementation schedules. 

FAIRTILE,M.B. Assistant Director for Region III Reactors (Post 901216). 92/07/23. 
WEISS.S.H. Assistant Director fbr Region ill Reactors (Post 901216). 2pp. 62530:310- 
62630:313. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62460:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 


9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


R. Periodic operating reports & related correspondence 


9207070164 Forwards errata to 1990 & 1991 annual environ operating repts for LaSalle. 
DIEDERICH,G.J. Commonwealth Edison Co. 92/06/26. DAVIS, A.B. Region 3 (Post 
820201). Ip. 62265:318-62265:322. 

-9207070214 Errata to “1990 LaSalle Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 90/12/31. 2pp. 62265:319-62265:320. 

-9207070220 Errata to “1991 LaSalle Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 91/12/31. 2pp. 62265:321-62265:322. 

9207070227 Fonvards errata to 1990 & 1991 annual environ operating repts for Dres- 
den Station. 

SCHROEDER,C.W. Commonwealth Edison Co. 92/06/26. DAV1S,A.B. Region 3 (Post 
820201). Ip. 62273:302-62273:312. 

-9207070233 Errata to “1990 Dresden Annual Environ Operating Rept." 

* Commonwealth Edison Co. 90/12/31. 5pp. 62273:303-62273:307. 

-9207070237 Errata to “1991 Dresden Annual Environ Operating Rept." 

* Commonwealth Edison Co. 91/12/31. 5pp. 62273:308-62273:312. 

9207140316 Monthly operating repts for June 1992 for Dresden Nuclear Power 
Statlon.W/920701 Itr. 

MAXWELUD.C., SCHROEDER.C.W. Commonwealth Edison Co. 92/06/30. 59pp. 
62380:199-62380:257. 

9207070170 Fonvards errata to 1990 & 1991 annual environ operating repts for Bj^on 
Nuclear Station. 

PLENIEWICZ,R. Commonwealth Edison Co. 92/07/07. DAVIS,A.B. Region 3 (Post 
820201). Ip. 62265:352-62265:358. 

-9207070185 Errata to “1990 Byron Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 90/12/31. 3pp. 62265:3^53-62265:355. 

-9207070192 Errata to “1991 Byron Annual Environ Operating Rept” 

* Commonwealth Edison Co, 91/12/31. 3pp. 62265:356-62265:358. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


Q. Ins^ctlon reports, IE Bulletins & correspondence 


9207310001 Fonvards insp rept 50-016/92-01 on 92071 4.No violations noted. 
MCCORMICK-BARGE Region 3 (Post 820201). 92/07/24. ORSER.W.S, Detroit 
Edison Co. 2pp. 62549:001-62549:005. 

-9207310002 Insp rept 50-016/92-01 on 920714.No violations noted.Major areas 
in8pected:organizatlon & records,surveillance,review & audit functions,radiation con- 
trols & review of periodic & special repts. 

COX,C., MCCORMICK-BARGE Region 3 (Post 820201). 92/07/23. 3pp. 62549:003- 
62549:005. 


DOCKET 50-20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


Q. Inspection reports, IE Bulletins A correspondence 


9207090006 Responds to violations noted in Insp Repts 50-020/92-01 & 70-0938/92- 
01 .Corrective action8:inventory & matl & control accountability records corrected to re- 
flect probable offsite shipment for disposal in 1961 of three fission chambers. 
BERNARD,J.A., MASSE, F.X. Massachusetts Institute of Technology, Cambridge, MA. 
92/07/02. Document Ck)ntrol Branch (Document Control Desk). 2pp. 62307:323- 
62307:324. 


V. Operator Examinations 


9207240003 Advises that L Andexler (Senior Reactor Operator License SOP-3013-4) re- 
signed position as senior operator effective 920630 due to retirement from univ after 
more than 30 yrs dedicated 8vc.Operator license terminated. 

BERNARD,J.A. Massachusetts Institute of Technology. Cambridge, MA. 92/07/16. 
Document Control Branch (Document Control Desk). Ip. 62479:303-62479:303. 


DOCKET 50-27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIQA) 


F. Security, medical, emergency A fire protection plans 


9207170132 Ck>mbined Insp Repts 50-027/92-02 A 50-027/92-03 on 920608- 10.No 
violations noted.One weakness noted.Major areas inspected:security plans,procedures 
A reviews A repts of safeguards events.Details withheld per 10CFR2.790. 
NORDERHAUG.L, PATCR.J. Region 5 (Post 820201). 92/07/13. Ip. 62456:246- 
62456:246. 
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9207170217 Forwards Itrsp Repts 50-027/92-01,50-027/92-02 & 50-027/92-03 on 
920608-10. Violations noted but not cited, insp Repts 50-027/92-02 & 50-027/92-03 
withheld (ref 10CFR2.790(d)). 

PATE.RJ. Region 5 (Post 820201). 92/07/13. RAYBURN, W.R. Washington State 
Univ., Pullman, WA. 2pp. 62440:351-62440:357. 

“9207170220 Insp Rept 50-027/92-01 on 920608-1 0. Violation re mgt review of reactor 
operations noted but not cited. Major areas inspected:reactor operations program 
including, health physics & emergency planning & preparedness. 

QUALLS, P.M.. PATE,R.J. Region 5 (Post 820201). 92/07/13. 5pp. 62440:353- 
62440:357. 


H. General correspondence 

9207160264 Informs that effective 920701 J DeVincentis Vice President Yankee Atomic 
Electric Co retired. JK Thayer named to replace J DeVincentis. 

GRANT, J.M. Yankee Atomic Electric Co. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). Ip. 62461:319-62451:319. 

9207230017 Comment supporting proposed rules 10CFR20 & 61 re low level waste 
shipment manifest info. 

THAYER, J.K. Yankee Atomic Electric Co. 92/07/17. CHILK.S.J. Office of the Secre- 
tary of the Commission, 2pp. 62441:01 1-62441 :012. 


P. Operating license stag® documents & correspondence 


I. Financial Information 


9207230179 Requests review & certification of end Washington State Univ modified 
TRIGA reactor draft TS,per 90041 9 Itr & supplemental 900627 & 920609 Itrs. 
MENDONCA,M.M. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 920517). 92/07/17. TRIPARD.G.E. Washington, Univ. of, Seattle. WA. 44pp. 
62459:044-62469:089. 


O. Inspection reports, IE Bulletins & correspondence 

9207170132 Combined Insp Repts 50-027/92-02 & 50-027/92-03 on 920608- 10.No 
violations noted.One weakness noted.MaJor areas inspected:security plans, procedures 
& reviews & repts of safeguards events.Details withheld per 10CFR2.790. 
NORDERHAUG.L, PATCRJ. Region 5 (Post 820201). 92/07/13. Ip. 62456:246- 
62456:246. 

9207170217 Forwards Insp Repts 50-027/92-01 ,50-027/92-02 & 50-027/92-03 on 
920608-10. Violations noted but not cited. Insp Repts 50-027/92-02 & 50-027/92-03 
withheld (ref 10CFR2.790(d)). 

PATE.R.J. Region 5 (Post 820201). 92/07/13. RAYBURN, W.R. Washington State 
Univ., Pullman, WA. 2pp. 62440:351-62440:357. 

“9207170220 Insp Rept 50-027/92-01 on 920608-10. Violation re mgt review of reactor 
operations noted but not cited.Major areas inspected:reactor operations program 
including, health physics & emergency planning & preparedness. 

QUALLS, P.M., PATE,R.J. Region 5 (Post 820201). 92/07/13. 5pp. 62440:353- 
62440:357. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


9207080266 Fonvards annual cash flow statements for util & each util sponsor company 
for 1992 as evidence of approved guarantee of payments of retrospective premiums 
assessed under Price-Anderson Act. 

TRACY, H.T. Yankee Atomic Electric Co. 92/06/30. NASH.D.A. Policy Development & 
Technical Support Branch (Post 870411). 3pp. 62277:293-62277:296. 


9207070012 Summarizes 920610 meeting re proposed decommissioning funding plans 
as recently reported by FERC.Decommiissioning plan will be submitted by 940226 not 
In late 1992 as noted in meeting summary. 

MELLOR,R.A. Yankee Atomic Electric Co. 92/07/01. FAIRTILE,M. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 62262:337-62262:338. 


J. Insurance & indemnity Information 

9207080266 Forwards annual cash flow statements for util & each util sponsor company 
for 1992 as evidence of approved guarantee of payments of retrospective premiums 
assessed under Price-Anderson Act. 

TRACY.H.T. Yankee Atomic Electric Co. 92/06/30. NASH,D.A. Policy Development & 
Technical Support Branch (Post 870411). 3pp. 62277:293-62277:296. 


P. Operating license stage documents & correspondence 


9207160171 Final response to FOIA request for 910813 NRC memo re 10CFR, app G & 
H.App A record end & is being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/08. WILLIAMS,0. JRA Associates. 2pp. 62398:320-62398:327. 


F. Security, medical, emergency & fire protection plans 

9207070401 Forwards defueled emergency plan for YNPS re request for exemption 
from 10CFR50.54(q) that requires emergency plans be maintained to meet standards 
of 10CFR50.47(B). 

SCHULTZ, S.P. Yankee Atomic Electric Co. 92/07/02. FAIRTILE.M. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 18pp. 62274:126-62274:214. 

“9207070408 “Yankee Plant Defueled Emergency Plan." 

• Yankee Atomic Electric Co. 92/07/02. 71pp. 62274:144-62274:214. 

9207100076 Forwards EA & finding of no significant impact for exemption from 
10CFR50,app E annual & biennial emergency preparedness exercises at plant. 
FA1RT1LE,M.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 920517). 92/07/02. GRANT. J.M. Yankee Atomic Electric Co. 3pp. 62297:356- 
62297:362. 

“9207100111 EA & finding of no significant impact concluding that util request for one- 
time exemption from annual emergency preparedness requirements of lOCFRSO.app 
E, section IV.F,2 will not effect quality of human environ. 

DUDLEY.R.F. Non-Power Reactors, Decommissioning & Environmental Pro]. Dir. (Post 
920517). 92/07/02. 4pp. 62297:359-62297:362. 

9207160286 Forwards Safety Insp Rept 50-029/92-03 on 920428-0702.0ne deviation 
noted re Reg Guide 1.97 instrumentation identification & four unresolved items closed 
out. 

LINVILLE,J.C. Region 1 (Post 820201). 92/07/09. THAYER, J.K. Yankee Atomic Elec- 
tric Co. 3pp. 62416:311-62416:322. 

“9207160288 insp Rept 50-029/92-03 on 920428-0702. Deviation noted.MaJor areas 
inspected:plant operations.radiological controls, maint & surveillance.emergency 
preparedness, security & engineering & technical support. 

KELLY.E.M. Region 1 (Post 820201). 92/07/09. 9pp. 62416:314-62416:322. 

0207270246 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys..,." Use of Thermo-Lag 330 limited to 1/2 h radiant heat shield for 3-inch section 
of conduit containing cable.No compensatory measures required since unit defueled. 
THAYER, J.K. Yankee Atomic Electric Co. 92^7/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62528:171-62528:172. 

9207280009 Responds to NRC 920722 request for addi info re safety analyses ref in util 
proposed defueled emergency plan & basis for radionuclide inventory used to evalu- 
ate fuel handling accidenlORIQEN2 used to calculate inventory. 

GRANT.J.M. Yankee Atomic Electric Co. 92/07/23. FAIRTILE.M. Non-Power Reac- 
tors, Decommissioning & Environmental Proj. Dir. (Post 920517). 2pp. 62568:357- 
62568:358. 

0207310229 Forwards exemption from 10CFR50,App E, emergency preparedness train- 
ing exercises at plant. Exemption granted. 

FAIRTALE,M.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 920517). 92/07/24. GRANT, J.M. Yankee Atomic Electric Co. 2pp. 62581:257- 
62581:268. 

-9207310238 Exemption from requirements of 10CFR50,App E, Sections IV.F.2 & IV.F.3 
re emergency preparedness exercise training requirements. 

BOGER,B.A. Division of Reactor Projects - lli,IV,V (Post 901216). 92/07/24. Yankee 
Atomic Electric Co. 10pp. 62581:259-62581:268. 


“9108150279 Discusses factors contributing to uncertainty in predicting effect of neu- 
tron irradiation on reactor vessel & inservice volumetric exam of reactor vessel beltline 
matls. Performance demonstration implementation schedule end. 

RUSSELL, W.T. Associate Director for inspection & Technical Assessment (Post 
870411). 91/08/13. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 6pp. 62398:322-62398:327. 

9207100128 Forwards EA & finding of no significant impact for exemption from 
10CFR50.71(e),FSAR update due 920712 at plant. 

FAIRTILE,M.B. Non-Power Reactors, Decommissioning & Environmental Pro). Dir. 
(Post 920517). 92/07/02. GRANT,J.M. Yankee Atomic Electric Co. 3pp. 62370:333- 
62370:338. 

-9207100135 EA & finding of no significant impact re exemption from 10CFR50.71(e) to 
periodically update FSAr. 

DUDLEY, R.F. Non-Power Reactors, Decommissioning & Environmental Pro). Dir. (Post 
920517). 92/07/02. 3pp. 62370:336-62370:338. 

9207160255 Application for amend to License DRP-3, changing TS re staff 
qualifications, plant operation review committee & reporting requirements to reflect per- 
manently shutdown & defueled condition of plant 

THAYER.J.K. Yankee Atomic Electric Co. 92/07/08. FAIRTILE.M. Non-Power Reac- 
tors, Decommissioning & Environmental Proj. Dir. (Post 920517). 5pp. 62423:249- 
62423:263. 

-9207160257 Proposed TS Section 6.3 re facility staff qualifications, 6.5.1 re plant oper- 
ation review committee & 6.5.1 .4 re meeting frequency for plant operatton review 
committee. 

* Yankee Atomic Electric Co. 92/07/08. 10pp. 62423:254-62423:263. 

9207210042 Advises that 920417 rev 22 to util operational QA program, acceptable. 
BETTENHAUSEN,L Region 1 (Post 820201). 92/07/13. THAYER.J.K. Yankee Atomic 
Electric Co. 2pp. 62419:287-62419:288. 

9207280335 Forwards amend 141 to license DPR-3 & safety evaluation. Amend re- 
places licensed operator program w/certified fuel handler program. 

FAIRTILE,M.B. Non-Power Reactors, Decommissioning & Environmental Pro). Dir. 
(Post 920517). 92/07/22. GRANT, J.M, Yankee Atomic Electric Co. 2pp. 62528:326- 
62528:339. 

-9207280340 Amend 141 to license DPR-3.replacing licensed operator program w/cer- 
tified fuel handler program. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Pro). Dir. (Post 
920517). 92/07/22. 9pp. 62528:328-62528:336. 

-9207280342 Safety evaluation supporting amend 141 to license DPR-3. 

• Office of Nudear Reactor Regulation, Director (Post 870411). 92/07/22. 3pp. 
62528:337-62528:339. 

9207300260 Forwards exemption granting request to forego annual submittal of updated 
FSAR per 10CFR50.12. 

FAIRT|Le,M.B. Division of Reactor Projects - III.IV.V (Post 901216). 92/07/23. 
QRANT,J.M. Yankee Atomic Electric Co. 2pp. 62581:249-62581:256. 

-9207300264 Exemption from requirements of 10CFR50.54 re submittal of annual 
update of FSAR from persons licensed to operate nuclear power reactor. 

BOGER,B.A. Division of Reactor Projects - III.IV.V (Post 901216). 92/07/23. 6pp. 
62581:251-62581:256. 
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Q. ln8p®ctlon reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp, 62480:01 8-62480:021 . 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E, Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co, of New York, Inc. 7pp. 62480:01 1-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207160286 Forwards Safety Insp Rept 50-029/92-03 on 920428-0702.0ne deviation 
noted re Reg Guide 1.97 instrumentation identification & four unresolved items closed 
out. 

LINVILLE.J.C. Region 1 (Post 820201). 92/07/09. THAYER. J.K. Yankee Atomic Elec- 
tric Co. 3pp. 62416:311-62416:322. 

-9207160288 Insp Rept 50-029/92-03 on 920428-0702.Deviation noted.Major areas 
inspected:plant operations.radiological controls.maint & surveillance.emergency 
preparedness,security & engineering & technical support. 

KELLY, E.M. Region 1 (Post 820201). 92/07/09. 9pp. 62416:314-62416:322. 

9207270246 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys...." Use of Thermo-Lag 330 limited to 1 /2 h radiant heat shield for 3-inch section 
of conduit containing cable. No compensatory measures required since unit defueled. 
THAYER.J.K. Yankee Atomic Electric Co. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62528:171-62528:172. 


R. Periodic operating reports & reiated correspondence 

9207140314 Monthly operating rept for June 1992 for Yankee Atomic Power Station, W/ 
920709 Itr. 

CARROLL,K.J., BERRY, R.L. Yankee Atomic Electric Co. 92/06/30. 6pp. 62385:283- 
62385:288. 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACILITY 


P. Operating license stage documents & correspondence 

9207220199 Notification of 920724 meeting w/util in Rockville, MD to discuss emergen- 
cy diesels.radiation exposure & technical staff qualifications. 

PATEL,C.P. Project Directorate III-2. 92/07/14. BARRETT, R.J. Project Directorate III- 
2, 3pp. 62453:335-62453:337. 


DOCKET 50-47 ARMY MATERIALS RESEARCH REACTOR 


W. Decommissioning Stage Documents & Correspondence 

9207090126 Requests permission to change two issues in Decommission Order re type 
of protective clothing worn by workers & sequence in which major tasks are per- 
formed. 

NAUGHTON,J.T. Army, Dept, of. Materials Technology Laboratory. 92/06/23. 
ADAMS, A. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). 3pp. 62309:080-62309:082. 

9207230177 Responds to 920623 itr accepting both changes to Decommissioning plan 
determining that changes do not affect conclusion of staff that dismantling & decom- 
missioning operations can be conducted w/o undue risk. 

WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). 92/07/16. NAUGHTON,J.T. Army, Dept, of, Materials Technology Laborato- 
ry. 4pp. 62459:090-62459:093. 


DOCKET 50-54 CINTICHEM 


P. Operating license stage documents & correspondence 

9207170156 Forwards "Proposed Soil Criteria,” in response to License Condition 10.G 
of Amend 6 to License SNM-639. 

MCGOVERN, J.J. Cintichem, Inc. 92/07/15. ORLANDO, N. Decommissioning & Regu- 
latory Issues Branch (PcKit 901230). 2pp. 62431:186-62431:232. 

-9207170159 "Proposed Soil Criteria" for Cintichem, Inc Research Reactor & Radioche- 
mical Processing Lab. 

• antichem, Inc. 92/07/31. 46pp. 62431:188-62431:232. 


DOCKET 50-59 TEXAS A&M UNIV. RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins S correspondence 

9207220366 Forwards Initial Exam Rept 50-059/OL-92-03 administered on 920707. 
GALLO, R.M. Operator Licensing Branch. 92/07/17. POSTON, J.W. Texas A&M Univ., 
College Station. TX. 2pp. 62472:341-62472:344. 

-9207220370 Initial Exam Rept 50-059/OL-92-03 administered on 920707. Exam 
result8:one senior reactor operator upgrade applicant passed exam & issued appropri- 
ate license 

ISAAS,P.. CALDWELL.J.L. Operator Licensing Branch. 92/07/16. 2pp. 62472:343- 
62472:344. 


V. Operator Examinations 


9207220366 Forwards Initial Exam Rept 50-059/OL-92-03 administered on 920707. 
GALLO, R.M. Operator Licensing Branch. 92/07/17. POSTON.J.W. Texas A&M Univ., 
College Station, TX. 2pp. 62472:341-62472:344. 

-9207220370 Initial Exam Rept 50-059/OL-92-03 administered on 920707. Exam 
results:one senior reactor operator upgrade applicant passed exam & issued appropri- 
£itG iiconsd 

ISAAS.P., CALDWELL, J.L Operator Licensing Branch. 92/07/16. 2pp. 62472:343- 
62472:344. 


DOCKET 50-62 UNIV. OF VIRGINIA RESEARCH REACTOR 


H. General correspondence 


9207220333 Advises that on 920701, Dept of Nuclear Engineering merged w/ Mechani- 
cal & Aerospace Engineering.New title of department is Mechanical,Aerospace & Nu- 
clear Engineering.Chair of combined department is PE Allaire. 

MULDER,R.U. Wginia, Univ. of, Charlottesville, VA. 92/07/17. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). Ip. 62482:342-62482:342. 


S. Reportable occurrences, LERs & related correspondence 


9207100061 Special rept;on 92061 5,briefly unidentified high radiation area noted during 
reactor startup.Caused by human error. Self-critical evaluation conducted & controls in 
place to prevent reccurrence. 

MULDER,R.U. Virginia, Univ. of, Charlottesville, VA. 92/07/01. Region 2 (Post 
820201). 9pp. 62331:295-62331:303. 


DOCKET 50-70 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


H. General correspondence 


9207200294 Lists new author address for NRC svc list, per 920617 telcon. Confirmation 
of new address by return mail requested. 

TURK,J.L Affiliation Not Assigned. 92/07/08. JULIAN,E. Docketing & Services 
Branch. Ip. 62451:320-62451:320. 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P. Operating license stage documents & correspondence 


9207280314 Forwards revised wording re licensing of byproduct matl,per 920508 appli- 
cation for amend to License R-33, increasing byproduct matl limit from 200 Ci to 2,000 
Ci.per 920623 meeting w/NRC. 

CUNNINGHAM,G.E. General Electric Co. 92/07/22. Office of Nuclear Reactor Regu- 
lation. Director (Post 870411). 3pp. 62566:256-62566:258. 


DOCKET 50-89 GENERAL ATOMICS 


H. General correspondence 


9207160378 Informs NRC of recent changes in personnel at GA TRIGA Reactors 
Facility. VJ Barbat assigned as associate physicist in charge of TRIGA Reactors Facili- 

S!smUSSEN,K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 92/07/08. ADAMS.A. Office of Nuclear Reactor Regulation, Director (Post 
870411). Ip. 62413:349-62413:349. 


S. Reportable occurrences, LERs & reiated correspondence 


9207100264 PNO-V-92-020:on 920628,two major earthquakes occurred in State of CA 
desert. Unusual event declared at San Onofre & Diablo Canyon.Tremors felt at Palo 
Verde & at two research reactors & fuel facility.Peak accelerations listed. 

GARCIA,E. Region 5 (Post 820201). 92/06/29. 3pp. 62365:001-62365:003. 


DOCKET 50-97 CORNELL UNIV. ZERO POWER REACTOR 


V. Operator Examinations 


9207270332 Accepts licensee Ward Lab operator requalification training program. 
MICHEALS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 920517). 92/07/21. CLARK,D.D. Cornell Univ,, Ithaca, NY. 3pp. 62501:087- 
62501:089. 


DOCKET ^116 IOWA STATE UNIV. RESEARCH REACTOR 


V. Operator Examinations 


9207160021 Advises that RA Danofsky (Senior Operator License SOP-30704-1) will re- 
quest termination of license to devote addi time to research & administrative duties. 
HENDRICKSON,R. Iowa State Univ., Ames, lA. 92/06/30. Document Control Branch 
(Document (^ntrol Desk). Ip. 62416:350-62416:350. 
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DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR-ROLLA 


P. Operating license stag® documents & correspondence 

0207310081 Responds to 920707 Itr describing actions of Natl Organization of 
Test,Research & Training Reactors to independently review & evaluate recent event 
at Univ of Michigan. 

TAYLOR.J.M. Crfc of the Executive Director for Operations. 92/07/23. MCKIBBEN.J.C. 
Missouri, Univ. of, Columbia, MO. 2pp. 62585:348-62585:353. 

—0207310084 Informs of action taken in conjunction w/Univ of Michigan re recent oc- 
currence at univ research reactor.Panel of nationally recognized experts appointed to 
make independent &. thorough review of occurrence. 

MCKIBBEN,J.C. Missouri, Univ. of, Columbia. MO. 92/07/07. TAYLOR, J.M. Ofc of the 
Executive Director for Operations. 4pp. 62585:350-62585:353. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


Q. Inspection reports, IE Bulletins & correspondence 

0206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

0208260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co, of New York, Inc. 4pp. 62480:007-62480:010. 

0206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate ReUirn Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


P. Operating license stage documents & correspondence 

9207150256 Forwards redacted & proprietary version of “PENELEC/GPU Internal Af- 
fairs Dept Rept Williamsburg Incident Investigation 89-WM-2." Proprietary rept with- 
held (ref 10CFR2.790). 

KNUBEL,J General Public Utilities Corp. - GPU Service Corp. 92/07/01. Document 
Control Branch (Document Control Desk). 3pp. 62417:001-62417:317. 

-9207150295 Redacted version of “PENELEC/GPU Internal Affairs Dept Rept Williams- 
burg Incident Investigation 89-WM-2.” 

MOLLURA,A.E. Pennsylvania Electric Co. * General Public Utilities Corp. - GPU Senr- 
ice Corp. 92/03/31. 300pp. 62417:004-62417:317. 


R. Periodic operating reports & related correspondence 

9207070081 “Saxton Nuclear Experimental Corp 1991 Annual Rept." W/ 920630 Itr. 
GOOD,B.A. Saxton Nuclear Experimental Corp. 91/12/31. 15pp. 62265:328- 
62265:340. 


-9207060102 Exam rept 50-151/OL-92-01 on 920601 -01 .Exam results:written & operat- 
ing exam administered to one RO applicant & operating exam to two SRO (Upgrade) 
applicants.One SRO (Upgrade) failed operating exam.AlT other applicants pass^ 
ERESIAN.W., CALDWELL,J,L Operator Ucensing Branch. 92/06/26. 39pp. 
62204:054-62204:092. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency A fire protection plans 

9207100313 Forwards insp rept 50-155/92-12 on 92061 5-1 7.No violations noted. 
PEDERSON.C.D. Region 3 (Post 820201). 92/07/02. BECKMAN,W.L. Consumers 
Power Co. 3pp. 623^:001-62366:025. 

-9207100317 Insp rept 50-155/92-12 on 92061 5-1 7.No violations or deviations 
noted.Major areas inspected:review of exercise scenario & observations by five NRC 
representatives of key functions & location during exercise. 

PLOSKI.T. ORTH,S., MCCORMICK-BARGE Region 3 (Post 820201). 92/07/01. 23pp. 
62366:004-62366:025. 

9207130138 Forwards corrected Rev 24 to security plan,reflecting page numbers inad- 
vertently left off original submittal. Corrections withheld (ref 10CFR73.21(c)). 
BECKMAN,W.L. Consumers Power Co. 92/07/03. Document Control Branch (Docu- 
ment Control Desk). Ip. 62440:172-62440:172. 

9207170134 Rev 136 to EPIP-5E, “Core Spray Sampling & Estimating Less Than 10% 
Core Damage.” 

* Consumers Power Co. 92/07/09. 13pp. 62433:314-62433:326, 

9207220261 Responds to NRC Bulletin 92-001. “Failure of Thermo-Lag 3300 Fire Bar- 
rier Sys to Maintain Cabling Inside Cable Trays & Small Conduits Free from Fire 
Damage.” Facility does not currently utilize Thermo-Lag 330 for fore barrier sys. 
HOFFMAN.D.P. Consumers Power Co. 92/07/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62474:344-62474:346. 

9207220267 Forwards final scenario used in 920616 annual emergency exercise.per 
920416 Itr stating final scenario used in exercise would be docketed after completion 
of exercise for confidentially purpose. 

BECKMAN.W.L. Consumers Power Co. 92/07/16. Document Control Branch (Docu- 
ment Control Desk). Ip. 62473:001-62473:171. 

-9207220271 Final scenario for 920616 emergency exercise. 

• Consumers Power Co. 92/07/16. 250pp. 62473:002-62473:171. 

0207280116 Ack receipt of rev 10 to plant suitabiliw.training & qualification 
plan.transmitted via 920515 Itr.Changes consistent w/10CFR50.54(p) & acceptable. 
PEDERSON.C.D. Region 3 (Post 820201). 92/07/16. BECKMAN.W.L Consumers 
Power Co. 2pp. 62488:351-62488:352. 

9207280114 Forwards insp rept 50-155/92-13 on 92061 5-1 9.No violations noted.Four 
open items identified, response required except to containment venting issue. 
MILLER,H.J. Region 3 (Post 820201). 92/07/17. BECKMAN.W.L. Consumers Power 
Co. 4pp. 62497:047-62497:069. 

-9207280123 insp rept 50-155/92-13 on 92061 5-1 9.No violations noted, four open items 
identified.MaJor areas inspected.EOPs.programs for controlling & maintaining EOPs & 
licensee actions to resolve previous weaknesses in EOP program. 

RESCHESKE.P.R.. BURGESS, B.L. Regton 3 (Post 820201). 92/07/14. 19pp. 
62497:051-62497:069, 


P. Operating license stage documents A correspondence 


S. Reportable occurrences, LERs A related correspondence 

9207160191 PNO-l-92-038:in late 1988.PANELEC.received allegation that in 1975 or 
1976, drums suspected of containing radioactive matl received at Williamsburg,PA 
site.Evldence from investigation of allegation did not support alleger concern. 

JOYNER, J. Region 1 (Post 820201). 92/07/10. 2pp, 62429:320-W429:321. 


DOCKET 50-151 UNIV. OF ILUNOI8 RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins A correspondence 

9207080098 Forwards initial exam rept S0-151/OL-92-01 administered on 920602 to fa- 
cility employees who applied for license to operate TRIQA Reactor. 

GALLO, R.M. Operator Licensing Branch. 92/06/30. JONES, B.G. Illinois, Univ, of, 
Urbana. IL. 2pp. 62204:052-62204:092. 

-9207060102 Exam rept 50-151/OL-92-01 on 920601 -01 .Exam re8ult8:written A operat- 
ing exam administered to one RO applicant A operating exam to two SRO (Upgrade) 
applicant8.0ne SRO (Upgrade) failed operating exam.AlT other applicants passed. 
ERESIAN.W., CALDWB.L,J.L Operator Licensing Branch. 92/06/26. 39pp. 
62204:064-62204:092. 


V. Operator Examinations 

9207020298 Forwards revised “UnKr of IL Nuclear Reactor Lab Operator Requalification 

HoEm.R.L. Illinois. Univ. of, Urbana. IL 92/06/24. ADAMS.A. NRC ^ No Detailed Affili- 
ation Given. 5pp. 62234:331-62234:344. 

-9207020303 “Univ of IL Nuclear Reactor Lab Operator Requalfication Program." 

* Illinois, Univ. of. Urbana. IL. 92/06/30. 9pp. 62234:336-62234:344. 

9207060098 Forwards initiai exam rept 50-151/OL-92-01 administered on 920602 to fa- 
cility employees who applied for license to operate TRIQA Reactor. 

GALLO, R.M. Opwator Licensing Branch. 92/06/30. JONES, B.G. Illinois, Univ. of, 
Urbana, IL 2pp. 62204:052-62204:092. 


9207080177 Fonwards response to Generic Ltr 92-01, Rev 1, “Reactor Vessel Structural 
Integrity, 10CFR50.54(f).” 

BECKMAN.W.L. Consumers Power Co. 92/07/01. Document Control Branch (Docu- 
ment Control Desk). 17pp. 62277:083-62277:099. 

9207150237 Revises 890417,900328 A 911009 responses to station blackout rule 
(10CFR50.63).AII air-operated valve8,necessary to cope w/statlon blackoutare of fail- 
safe nature. Vlewgraphs from 920526 meeting w/NRC end. 

BECKMAN.W.L Consumers Power Co. 92/07/03. Document Control Branch (Docu- 
ment Control Desk). 30pp. 62415:189-62415:218. 


9207220204 Discusses reliability of primary redundant core spray valve MO-7071 .Cor- 
rective actions taken to address past failure of subj valve adequate to assure ade- 
quate valve reliability. _ . ^ ^ 

BECKMAN.W.L- Consumers Power Co. 92/07/14. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62472:355-62472:357. 

0207280042 Ack receipt of 920608 Itr re Rev 1 1 to Big Rock Point suitability.training A 
qualification plan submittal per 10CFR50.S4.Change8 consistent W/10CFR50.54 A ac- 

pSSlsbN.C.D, Region 3 (Post 820201). 92/07/17. BECKMAN.W.L. Consumers 
Power Co. 2pp. 62488:074-62488:075. 

0207310235 Forwards revised matrix from Rev 12 of Topical Root GPC-2A, “Quality 
Program Description for Operational Nuclear Plants” annual submittal dtd 920615. 
HOFFMAN.D.P. Consumers Power Co. 92/07/27. Document Control Branch (Docu- 
ment Control Desk). 1p. 6261 1:268-6261 1:341 . 


-9207310243 Revised matrix from Rev 12 to Topical Rept CPC-2A, “Quality Program 
Description for Operational Nuclear Plants." 

* Consumers Power Co. CPC-2A R12. 92/07/27. 73pp. 62611:269-62611:341. 


Q. Inspection reports, IE Bulletins A correspondence 

9207010087 Forwards insp rept 50-155/92-16 on 920603-06.No violations noted. 
SHAFER W.D. Region 3 (Post 820201). 92/06/19. BECKMAN.W.L. Consumers Power 
Co. 6pp. 62143:177-62143:188. 
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-9207010072 Insp rept 50-155/92-16 on 920603-06.No violations noted. Major areas 
inspected:licensee activities associated w/ 920603 reactor scram w/failure of turbine 
stop valve to close automatically. 

PHILLIPS, M.P. Region 3 (Post 820201). 92/06/19. 6pp. 62143:183-62143:188. 

0206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207100122 Forwards insp rept 50-155/92-15 on 920523-061 8.Violations under consid- 
eration for escalated enforcement action. Enforcement conference scheduled on 
920709 in Region III to discuss effectiveness of procedure upgrade programs. 
GREENMAN,E.G. Region 3 (Post 820201). 92/07/02. BECKMAN, WL C:k)nsumers 
Power Co. 4pp. 62331:233-62331:242. 

-9207100127 Insp rept 50-155/92-15 on 920523-061 8. Violations noted. Major areas 
inspected:operational safety verification, maintenance & followup of previously identi- 
fied unresolved items. 

PH1LLIPS,M.P. Region 3 (Post 820201). 92/07/02. 6pp. 62331:237-62331:242. 

9207100313 Forwards insp rept 50-155/92-12 on 92061 5-1 7.No violations noted. 
PEDERSON,C.D. Region 3 (Post 820201). 92/07/02. BECKMAN,W.L. Consumers 
Power Co. 3pp. 623^:001-62366:025. 

-9207100317 Insp rept 50-155/92-12 on 92061 5-1 7.No violations or deviations 
noted.Major areas inspected:review of exercise scenario & observations by five NRC 
representatives of key functions & location during exercise. 

PLOSKI.T, ORTH.S., MCCORMICK-BARGE Regwn 3 (Post 820201). 92/07/01. 23pp. 
62366:004-62366:025. 

9207140318 Responds to NRC 920605 Itr re violations noted in insp rept 50-155/92- 
lO.Corrective actions:four valves requiring removal of 938 spacer matl completely dis- 
assembled. 

BECKMAN,W.L. Consumers Power Co. 92/07/03. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62385:166-62385:169. 

9207020233 NRC info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207180011 Responds to NRC 920611 Itr re violations noted in insp rept 50-155/92- 
09.Corrective action8:(^radable parts, limit switch & torque switch replaced. 
BECKMAN,W.L Consumers Power Co. 92/07/09. Document Control Branch (Docu- 
ment Control Desk). 7pp. 62413:338-62413:344. 

9207220261 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 3300 Fire Bar- 
rier Sys to Maintain Cabling Inside Cable Trays & Small Conduits Free from Fire 
Damage." Facility does not currently utilize Thermo-Lag 330 for fore barrier sys. 
HOFFMAN,D.P. Consumers Power Co. 92/07/15. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62474:344-62474:346. 


S. Reportable occurrences, LERs & related correspondence 

9207090003 LER 92-01 0-00:on 920603, reactor scrammed on high flux due to sudden 
spike in reactor pressure from 1 ,335 psig to 1 ,360 psig.Causedf by hand trip solenoid 
binding.Bellows replaced w/spare & solenoid reinstalled.W/920702 Itr. 
BOURASSA.M.D., BECKMAN.W.L Consumers Power Co. 92/07/02. 7pp. 62293:119- 
62293:125. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam,administered on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT,G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207170249 Advises that evaluation of requalification program & licensed personnel 
scheduled for wk of 921130.Operators failing previous requalification exam will be 
reexamined. Ref matls,listed on end, should be sent 45 days prior to exam. 
WRIGHT.G.C. Region 3 (Post 820201). 92/07/13. BECKMAN,W.L Consumers Power 
Co. 10pp. 62436:234-62436:243. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007. Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT,G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-157 CORNELL UNIV. RESEARCH REACTOR 


V. Operator Examlnatiorts 

9207270332 Accepts licensee Ward Lab operator requalification training program. 
MICHEALS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. 
(Post 920517). 92/07/21. CLARK,D.D. Cornell Univ., fthaca, NY. 3pp. 62501:087- 
62501:089. 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

9207010248 Forwards insp rept 50-160/92-02 on 92051 2.No violations noted. 
COLLINS,D.M. Region 2 (Post 820201). 92/06/17. KARAM,R.A. Georgia Institute of 
Technology, Atlanta, GA. 2pp. 62230:258-62230:262. 

-9207010250 Insp rept 50-160/92-02 on 92051 2.No violations noted.Major areas 
inspected:matl control & accountability. 

MCGUIRE, D.R.. MASNYK,O.M. Region 2 (Post 820201). 92/06/15. 3pp. 62230:260- 
62230:262. 


DOCKET 50-163 GENERAL ATOMICS 


H. General correspondence 


9207280114 Forwards insp rept 50-155/92-13 on 92061 5-1 9.No violations noted.Four 
open Items identified,re8ponse required except to containment venting issue. 
I^LLER,H.J. Region 3 (Post 820^1). 92/07/17. BECKMAN,W.L Consumers Power 
Co. 4pp. 62497:047-62497:069. 

-9207280123 Insp rept 50-155/92-13 on 92061 5-1 9.No violations noted, four open items 
ldentlfled.Major areas ln8pected:EOPs,program8 for controlling & maintaining EOPs & 
licensee actions to resolve previous weaknesses in EOP program. 

RESCHESKE,P.R.. BURQESS,B.L Region 3 (Post 820201). 92/07/14. 19pp. 
62497:051-62497:069. 

9207270108 Responds to unresolved items associated w/emeroency condenser inlet 
valves & MSIV as followup to response to NRC 920605 Itr re violations noted in Insp 
Rept 50-1 55/92-1 0.Corrected response to QL 89-10,Suppl 3 end. 

BECKMAN.W.L Consumers Power Co. 92/07/20. Document Control Branch (Docu- 
ment Control Desk). 100pp. 62519:103-62519:200. 

9207280308 Forwards enforcement conference rept 50-155/92-17 on 920709 & notice 
of violation.l88ue of actions associated w/920513 scram reviewed & determined not 
to be violation. 

GREENMAN.E.G. Region 3 (Post 820201). 92/07/22. BECKMAN,W.L Consumers 
Power Co. 7pp. 62497^245-62497:281. 

-0207280312 Notice of violation from insp on 920523-061 S.Violations noted:maint order 
periodic instructions released to allow work on emergency diesel generator overvolt- 
age & undenroltage relays w/o verification re removal of relays. 

GREENMAN.E.G. Region 3 (Post 820201). 92/07/22. 2pp. 62497:262-62497:253. 

-9207280316 Enforcement conference rept 50-155/92-17 on 920709.Area8 
di8CU886d:vioiatk)ns & areas of concern duririg insp documented in insp rept 50-155/ 
92-15 & corrective actions taken or planned by liceneee. 

PHILLIPS, M. Region 3 (Post 820201). 92/07/21. 28pp. 62497:254-62497:281. 


R. Periodle operating reports & related eorreepondence 

9207130117 Monthly operating rept for June 1992 for Big Rock Point Nuclear PlantW/ 
920701 Itr. 

JOHNSTON, J.R., BECKMAN,W.L Consumers Power Co. 92/06/30. 5pp. 62374:286- 
62374:290. 


9207160378 Informs NRC of recent changes in personnel at GA TRIGA Reactors 
Facility .VJ Barbat assigned as associate pnysicist in charge of TRIGA Reactors FadK- 

SlsMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic 
Co.). 92/07/08. ADAMS.A. Office of Nudear Reactor Regulation, Diredor (Post 
870411). Ip. 62413:349-62413:349. 


S. Reportable occurrences, LERs & related correspondence 

9207100264 PNO-V-92-020:on 920628,two major earthquakes occurred in State of CA 
desert Unusual event declared at San Onofre & Diablo Canyon.Tremor8 felt at Palo 
Verde & at two research readers & fuel fad% P68k accelerations listed. 

GARCIA, E. Region 5 (Post 820201). 92/06/21 3pp. 62366:001-62365:003. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for clocument8.App A docun^ents end & 
being made available in PDR.Portion8 of app A records withheld (ref FOIA exemption 
5). 

QRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-8606190330 Summary of 860423-24 mgt meeting at Region III ofc re licensee 
performance, evaluation of plant discussions & fitness for duty.Task assignments & list 
of attendees end. 

SNIEZEK,J.H. Regional Operations & Generic Requirements. EDO (Pre 870413). 86/ 
05/13. DAVIS. J.G. Office of Nudear Material Saf^ & Safeguards. 11pp. 62324:005- 
62324:015. 

-9207080152 Summary of discussions during 871116-18 mgt meeting A provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. 2ECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 
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-9207000283 Provides details of discussions re Peach Bottom during NRC senior man- 
agers meeting on 871117 & 18.FaciIity categorized as requiring substantial improve- 
ment. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. AUSTIN.J.H. 
Philadelphia Electric Co. 17pp. 62324:035-62324:051. 

-9207080291 Summary of 880628-29 NRC senior mat meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting aiso end. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

—9207090044 Provides summary of discussions re Peach Bottom during NRC senior 
managers meeting on 880628 & 29.Facility was categorized as requiring substantial 
inprovement. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. PAQUETTE.J. 
Philadelphia Electric Co. 2pp. 62324:057-62324:058. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

9207230044 Discusses commitment extension re plant surveillance testing improvement 
project, per 911120 Itr.Informs that Surveillance test cross-ref will not be completed 
until 921130 due to misplaced data. 

MILLER.D.B. Philadelphia Electric Co. 92/07/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62476:288-62476:289. 


-9207310084 Informs of action taken In conjunction w/Univ of Michigan re recent oc- 
currence at unlv research reactor.Panel of nationally recognized experts appointed to 
make independent & thorough review of occurrence. 

MCKIBBEN.J.C. Missouri. Univ. of, Columbia, MO. 92/07/07. TAYLOR, J.M. Ofc of the 
Executive Director for Opierations. 4pp. 62585:350-62585:353. 


S. Reportable occurrences, LERs & related correspondence 

9207290361 Special reptfrom 920622-23, reactor operated w/unreliable radiation moni- 
toring of exhaust stack effluent.Caused by pieces of sheet metal, used as bending 
vanes, breaking loose & disconnecting from sampling line.Probe reconnected. 
MEYER.W.A., MCKIBBEN,J.C. Missouri. Unlv. of. Rolls, MO. 92/07/20. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 4pp- 62611:264-62611:267. 

9207310249 Special rept:on 920623, discovered lower than normal chart recorder indica- 
tion on stack radiation monitor gas channel. Caused by pieces of sheet metal impact- 
ing kinetic probe. Tygon tubing connection replaced w/solid tubing. 

MEYER, W.A. Missouri, Univ. of, Columbia. MO. 92/07/20. Office of Nuclear Reactor 
Regulation. Director (Post 870411). 4pp. 62618:352-62618:355. 


DOCKET 50-193 RHODE ISLAND & PROVIDENCE PLANTATIONS AEC 


P. Operating license stage documents & correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
PIflnt ProtdctivG Posituros 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62460:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


9207220276 Forwards “SAR for Low Enriched Fuel Conversion of Rhode Island Nuclear 
Science Ctr Research Reactor." 

TEHAN.T. Rhode Island, State of. 92/07/17. Document Control Branch (Document 
Control Desk). Ip. 62474:001-62474:134. 

9207290313 Forwards Rev 1 to “SAR for Low Enriched Fuel of Rhode Island Nuclear 
Science Ctr Research Reactor,” per telcon w/M Mendonca.Rev updates analysis of 
LOCA to reflect beamport operational & design considerations. 

TEHAN.T. Rhode Island, State of. 92/07/23. Document Control Branch (Document 
Control Desk). 1p. 62611:251-62611:260. 

-9207290315 Rev 1 to "SAR for Low Enriched Fuel of Rhode Island Nuclear Science 
Ctr Research Reactor.” 

* Rhode Island, State of. 92/07/23. 9pp. 62611:252-62611:260. 


DOCKET 50-201 WEST VALLEY REPROCESSING PLANT 


F. Security, medical, emergency & fire protection plana 


DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins A correspondence 

9207230074 Forwards initial exam rept 50-182/OL-92-01 administered on 920706-07. 
GALLO.R.M. Operator Licensing Branch. 92/07/20. CLIKEMAN.F. Purdue Unlv., West 
Lafayette, IN. 2pp. 62479:073-62479:076. 

-9207230081 Exam rept 50-182/OL-92-01 on 920706-07.Exam results: candidate 
passed exam. 

CALDWELL, J.L. Operator Licensing Branch. 92/07/20. 2pp. 62479:075-62479:076. 


V. Operator Examinations 

9207230074 Forwards initial exam rept 50-182/OL-92-01 administered on 920706-07. 
GALLO, R.M. Operator LicensinQ Branch. 92/07/20. CLIKEMAN.F. Purdue Unlv., West 
Ufayette, IN. 2pp. 62479:073-62479:076. 

-9207230081 Exam rept 50-182/OL-92-01 on 920706-07.Exam results: candidate 
passed exam. 

CALDWELLJ.L Operator Licensing Branch. 92/07/20. 2pp. 62479:075-62479:076. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


P. Operating license stage documents & correspondence 

9207080211 Application for amend to License R-1 03, rescinding temporary SNM posses- 
sion increases requested in 891226 & 910308 Itrs to reflect establishment of capabil- 
ity for offsite shipment of j^sent fuel using BMI-1 shipping cask. 

MEYER,W.A. Missouri, Unw. of. Rolls, MO. 92/07/02. Office of Nuclear Reactor Reg- 
ulation. Director (Post 870411). 2pp. 62272:356-62272:357. 

92072105’1 Forwards RAI for review of application for amend to license R-1 03, submit- 
ted 920702.RMue8t8 that license condlron re SNM be clarffied.Exampie of license 
paraoraph w/subj conditions encl. 

ADAMS A Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). 92/07/14. RHYNE, J.J. Missouri, Univ. of, Columbia, MO. 5pp. 62440:141- 
62440:145. 

9M7200212 Advises that on 92071 5, shipment of 6.69 O lr-192 to R/A Svcs in 
Od»Ma,TX in excess of license authcxization. Requests that each order for irradiation 
SVC Include license authority, license number & upper limit for shipment. 

REILLY,W.F. Missouri. Unlv. of, Columbia, MO. 92/07/16. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 3pp. 62451:298-62451:300. 

91^310081 Rea|x>r^8 to 920707 Itr describing actions of Natl Organization of 
TesLResMrch A Training Reactors to independently review & evaluate recent event 
at Univ of Michigan. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/07/23. MCKIBBEN.J.C. 
Missoun. Unlv. of. Columbia, MO. 2pp. 62585:348-62585:353. 


9207090094 Rev 1 to EIP-24, “Emergency Preparedness Training Program.” 
LINDBERGH.B.E., SCHIFFHAUER.C., DAMERON.M. West Valley Nuclear Services 
Co., Inc. 92/06/19. 16pp. 62309:312-62309:327. 

9207090156 Rev 3 to EIP-7, “Duties & Responsibilities of Liaison Manager.” 
LINDBERGH.B.E., SCHIFFHAUER.C., DAMERON.M. West Valley Nuclear Services 
Co., Inc. 92/06/24. 13pp. 62339:233-62339:245. 


P. Operating license stage documents & corrsspondsncs 

9207140174 Responds to 920323 Itr to JR Wolf suggesting that NRC prescribe thresh- 
old limit of transuranic waste to be 100 nCi/g.Staff does not believe rulemaking war- 
ranted at this time for listed reasons. 

6ERNERO,R.M. Office of Nuclear Material Safety & Safeguards. 92/06/08. 
OLSEN, M.D. Energy, Dept, of, Idaho Operations Office. 2pp. 62338:029-62338:031. 

9207150347 Forwards stated docucments.in res^nse to 920602 Itr re DOE request for 
rulemaking on transuranic limit In West Valley Demonstration Project wastes. 
COMFORT, G.C. Fuel Cycle Safety Branch. 92/07/09. VAUGHAN, R.C. CJoalition on 
West Valley Nuclear Wastes. 2pp. 62412:333-62412:340. 

-9207150348 Requests NRC prescription of stds to define transuranic per West Valley 
Demonstration Project Act. 

OLSEN.M.D. Energy, Dept, of, Idaho Operations Office. 92/03/23. WOLF.J.R. Office 
of the General Counsel (Post 860701). 4pp. 62412:335-62412:338. 

-9207150349 Responds to 920323 suggestion that NRC prescribe, per West Valley 
Demonstration Project Act, threshold limit of transuranic wastes to be 100 nCI/g.NRC 
does not believe rulemaking is warranted at this time for listed reasons. 
BERNERO,R.M. Office of Nuclear Material Safety & Safeguards. 92/06/08. 
OLSEN.M.D. Energy. Dept of, Idaho Operations Office. 2pp. 62412:339-62412:340. 


DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9207020010 Forwards FEMA final “Exercise Evaluation Rept for Off-SHe Radiological 
Erner|iency Plans & Preparedness Ingestion Pathway Exercise at SONGS on 

PATE.R.J. Region 5 (Post 820201). 92/06/23. RAY.H.B. Southern Callfomla Edison 
Co. 2pp. 62247:001-62247:066. 

-9208160419 Forwards 0 Kwiatkowski 920528 Itr transmitting FEMA final exercise rept 
for 911120 ingestion pathway exercise at facility.No deficiencies noted. 

ERICKSON, R.A. Emergency Preparedness Branch. 92/06/04. PATE.R. Region 5 
(Post 820201). Ip. 62247:003-62247:004. 

-0208160422 Forwards final rept for 911120 ingestion pathway exercise of radiological 
emergency response plans site-specific to facility.No aeficiencies observed. 
KWIATKOWSKI, D. Federal Emergency Management Agency. 92/05/28. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
62247:004-62247:004. 
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-92061700®? Final “Exercise Evaluation Rept of Off-site Radiological Emergency Plans 
& Preparedness. Ingestion Pathway Exercise on 91 1120." 

SCOTT, E. Federal Emergency Management Agency. 92/04/24. 57pp. 62247:005- 
62247:066. 

9207220255 Revised “Dept of CA Highway Patrol, Border Division Nuclear Response 
Plan for the San Onofre Nuclear Generating Station.” 

• Southern California Edison Co. 92/06/30. 53pp. 62471:301-62471:353. 

9207210103 Forwards insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 
920424-0603.No violations noted. 

RICHARDS.S.A. Region 5 (Post 820201). 92/07/02. RAY.H.B. Southern California 
Edison Co. 3pp. 62420:288-62420:306. 

-920721010S Insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 920424- 
0603.No violations noted.Major areas inspected: operational safety 
verification.radiological protection, security.evaluatlon of plant trips & events. 

WONG.H. Region 5 (Post 820201). 92/07/01. 14pp. 62420:291-62420:306. 

9207310153 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subi^matl used in four applications at facilities. 

ROSENBLUM.R.M. Southern California Edison Co. 92/07/30. Document Control 
Branch (Document Control Desk). 7pp. 62638:150-62638:156. 


P. Operating license stag® documents & correspondence 

9207090300 Documents basis for granting temporary waiver of compliance from TS 
3.0.3 re valve actuator maint - safety injection sys w/o fully complying w/TS 3.3.1 re 
safety injection sys & containment spray sys - operating status. 

KREIGER,R.W. Southern California Edison Co. 92/06/18. MARTIN, J.B. Region 5 
(Post 820201). 5pp. 62341:283-62341:287. 

9207010063 Grants temporary waiver of compliance from TS 3.3.1 to allow continued 
plant operation while replenishing hydraulic oil in accumuator for actuator to valve HV- 
851A,per 920618 request. Waiver began on 920617 & expired on 920618. 
ZIMMERMAN, R.P. Region 5 (Post 820201). 92/06/19. KRIEGER.R.W. Southern Cali- 
fornia Edison Co. 3pp. 62230:292-62230:294. 

9207020237 Forwards amend 146 to license DPR-13 & safety evaluation. Amend re- 
vises TS re E(XS to incorporate specific requirements for operation of recirculation 

SaLMAN,G. Project Directorate V. 92/06/24. RAY,H.B. Southern California Edison 
Co. 8pp. 62203:343-62203:361. 

-9207020243 Amend 146 to license DPR-13,revising TS concerning ECCS to incorpo- 
rate specific requirements for operation of recirculation sys. 

QUAY,T.R. Project Directorate V, 92/06/24. 8pp. 62203:347-62203:354. 

-9207020245 Safety evaluation supporting amend 146 to license DPR-13. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/24. 8pp. 
62203:355-62203:361. 

9207010046 Forwards RWST evaluation update re results of detailed stress evaluation 
utilizing tank corrosion data. 

ROSENBLUM.R.M. Southern California Edison Co. 92/06/26. Document Control 
Branch (Document Control Desk). 53pp. 62248:104-62248:158. 

9207160065 Forwards amend 147 to license DPR-13 & safety evaluation. Amend in- 
creases all owed number of emergency diesel engine start-stop cycles between 
crankshaft insp from 50 to 70. 

KALMAN, G. Project Directorate V. 92/06/29. RAY.H.B. Southern California Edison 
Co. 3pp. 62396:123-62396:143. 

-9207160069 Amend 147 to license DPR-13,incroasing allowed number of emergency 
diesel engine start-stop cycles between crankshaft insp from 50 to 70. 

QUAY.T.R. Project Directorate V. 92/06/29. 13pp. 62396:126-62396:138. 

-9207160071 Safety evaluation sr^porting amend 147 to license DPR-13. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/29. 5pp. 
62396:139-62396:143. 

9207020327 Forwards Rev 1 to amend 205.reque8ting changes to several SONGS,unit 
1 TS.Amend changes include TS 3.5.2, “Control Rod Insertion Limits.” 
ROSENBLUM.R.M. Southern California Edison Co. 92/06/30. Document Control 
Branch (Document (Control Desk). 6pp. 62249:349-62249:354. 

9207160043 Forwards amend 148 to license DPR-13 & safety evaluation. Amend re- 
vises TS 3.9,3.3.3 & 3.5.2.TS 3.9 regards MTC min boron concentration In refueling 
water storage tank & safety injection & control rod insertion limits. 

KALMAN, G. Project Directorate V. 92/07/01. RAY,H.B. Southern California Edison 
Co. 4pp. 62398:144-62396:162. 

-9207160050 Amend 148 to license DPR-13.revi8lng TS 3.9, 3.3.3 & 3.5.2.TS 3.9 re- 
gards MTC min boron concentration in refueling water storage tank & safety evalua- 
tion & control rod Insertion limits. 

QUAY.T.R. Project Directorate V. 92/07/01. 12pp. 62396:148-62396:159. 

-9207160057 Safety evaluation si^portlng amend 148 to license DPR-13. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/01. 3pp. 
62396:160-62396:162. 

9207150211 Forwards util proposed disposition of open items listed on NRC TAC list 
dtd 92031 0.ltems include.wind & tornado loadings, thermal shield support repair,low 
temp overpressure protection & exemption from integrated leak rate test. 
RO§ENBLUM,R.M. Southern California Edison Co. 92/07/08. Document Control 
Branch (Document Control Desk). 29pp. 62405:227-62405:256. 

9207310199 Forwards amend 15 to Topical Rept SCE-1-A, “QA Program," updating or- 
ganizational structure.title8 & responsibilities as result of senior mgt realignments. 
ROSENBLUM,R.M. Southern California Edison Co. 92/07/27. Document Control 
Branch (Document Control Desk). 3pp. 62615:226-62615:324. 

-9207310211 Amend 15 to Topical Rept SCE-1-A, “QA Program," updating organiza- 
tional structure, titles & responsibilities as result of senior mgt realignments. 

KATZ,B., RAY.H.B. Southern California Edison Co. 92/07/31, 95pp. 62615:229- 
62615:324. 


Q. inspection reports, IE Bulletins & correspondence 


9207010059 Ack receipt of 920612 Itr informing NRG of steps taken to correct violations 
nofed in Insp Repts 50-206/92-12, 50-361/92-12 & 50-362/92-12. 

RICHARDS.S.A. Region 5 (Post 820201). 92/06/22. RAY,H.B. Southern California 
Edison Co. 2pp. 62230:284-62230:289. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207210103 Forwards insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 
920424-0603.No violations noted. 

RICHARDS,S.A. Region 5 (Post 820201). 92/07/02. RAY.H.B. Southern California 
Edison Co. 3pp. 62420:288-62420:306. 

-9207210105 Insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 920424- 
0603.No violations noted.Major areas inspected: operational safety 
verification.radiological protection, security.evaluatlon of plant trips & events. 

WONG.H. Region 5 (Post 820201). 92/07/01. 14pp. 62420:291-62420:306. 

9207210112 Fonvards insp rept 50-206/92-21 on 92061 0-1 2.No violations noted.No sig- 
nificant concerns w/simulator portion of requalification program identified, but some 
scenarios had not been adequately validated. 

MILLER.LF. Region 5 (Post 820201). 92/07/03. RAY.H.B. Southern California Edison 
Co. 5pp. 62420:345-62420:355. 

-9207210117 Insp rept 50-206/92-21 on 920610-12.No violations noted. Major areas 
inspected:effectiveness of simulator portion of licensed operator requalification train- 

mIaDOWS.T. Region 5 (Post 820201). 92/07/03. 6pp. 62420:350-62420:355. 

9207220362 Forwards exam rept 50-206/OL-92-01 on 920427-0509. No safety signifl- 
cftnt issLios notod 

MILLER.LF. Region 5 (Post 820201). 92/07/08. RAY.H.B. Southern California Edison 
Co. 3pp. 62472:001-62472:327. 

-9207220372 Exam rept 50-206/OL-92-01 on 920427-0609.Exam re8ults:nino of 14 RO 
candidates passed written & operating portions of exams & six of seven SRO candi- 
dates passed written & operating exams. 

MILLER.LF. Region 5 (Post 820201). 92/06/26. 250pp. 62472:004-62472:327. 

9207020233 NRC Info Notice 92-051. “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207300148 Suppis 880408 & 0503 responses to NRC Bulletin 88-001 re defects in 
Westinghouse circuit breakers.Control of problem equipment list will be updated to in- 
clude type of breaker listed in bulletin.List of breakers end. 

ROSENBLUM.R.M. Southern California Edison Co. 92/07/27. Document Control 
Branch (Document Control Desk). 3pp. 62638:203-62638:205. 

9207310153 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subi matl used in four applications at facilities. 

ROSENBLUM,R.M. Southern California Edison Co. 92/07/30. Document Control 
Branch (Document Control Desk). 7pp. 62638:150-62638:156. 


R. Periodic operating reporta & related correspondence 

9207220234 Monthly operating rept for June 1992 for SONGS, Unit 1. W/920714 Itr. 
VITTUM.S.L, MEDLING.E.S Southern California Edison Co. 92/06/30. 7pp. 
62473:285-62473:291. 


S. Reportabie occurrencea, LERa & related correspondence 

9207100264 PNO-V-92-020:on 920628,two major earthquakes occurred in State of CA 
desert. Unusual event declared at Sain Onofre & Diablo C^nyon.Tremors felt at Palo 
Verde & at two research reactors & fuel fadlity.Peak accelerations listed. 

GARCIA, E. Region 5 (Post 820201), 92/06/2^ 3pp. 62365:001-62365:003. 

9207290255 LER 92-001 -00:on 920623, determined that safety injection vaK/e unable to 
fully close due to mis-positioned actuator accumulator pi8ton8.Cau8ed by inadequate 
vendor design. Acutator repaired & properly charged.W/920723 Itr. 

KRIEGER,R.W. Southern California Ediron Co. 92/07/23. 9pp. 62683:060-62683:068. 


V. Operator Examinatlona 

9207210112 Forwards insp rept 50-206/92-21 on 92061 0-1 2.No violations noted.No sig- 
nificant concerns w/simulator portion of requalification program identified,but some 
scenarios had not been adequately validated. 

MILLER,LF. Region 5 (Post 820201). 92/07/03. RAY.H.B. Southern California Edison 
Co. 5pp. 62420:345-62420:355. 

-9207210117 Insp rept 50-206/92-21 on 920610-12.No violations noted. Major areas 
inspected:effectiveness of simulator portion of licensed operator requaiification train- 

mIaDOWS,T. Region 5 (Post 820201). 92/07/03. Opp. 62420:350-62420:355. 
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9207220362 Forwards exam rept 50-206/0L-92-01 on 920427-0509.No safety signifi- 

cant issues noted. 

MILLER, LF. Region 5 (Post 820201). 92/07/08. RAY.H.B. Southern California Edison 
Co. 3pp. 62472:001-62472:327. 

-9207220372 Exam rept 50-206/OL-92-01 on 920427-0509.Exam results:nine of 14 RO 
candidates passed written & operating portions of exams & six of seven SRO candi- 
dates passed written & operating exams. 

MILLER, L.F. Region 5 (Post 820201). 92/06/26. 250pp. 62472:004-62472:327. 

9207300047 Forwards guidelines necessaiy for meeting schedule of RO & SRO retake 
licensing exams & requalification exams.sRO license reappliactions should be submit- 
ted 30-days before retake exam date. 

MILLER, LF. Region 5 (Post 820201). 92/07/20. RAY.H.B. Southern California Edison 
Co. 9pp. 62528:042-62528:050. 


DOCKET 50-213 HADDAM NECK PLANT 


F. Security, medical, emergency & fire protection plane 

9207070291 Rev 22 to “Emergency Plan Haddam Neck Plant." 

BUCH.W.H. Connecticut Yankee Atomic Power Co. 92/06/20, 21pp. 62273:281- 
62273:301. 

9207070317 Forwards Rev 22 to Haddam Neck Plant emergency plan.Rev reflects 
annual changes to site emergency plan. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F, Northeast Utilities. 
92/07/02. Document Control Branch (Document Control Desk). 22pp. 62273:320- 
62273:341. 

9207140037 Responds to NRC 920529 Itr re violations noted in emergency prepared- 
ness exercise weakness insp rept 50-213/92-06. Corrective actions:streamline emer- 
gency work control processes & allow deployment to radiation areas. 

OPEKA.J.F., DE8ARBA.E.A. Connecticut Yankee Atomic Power Co. OPEKA.J.F. 
Northeast Utilities. 92/07/07. MCCABE, E.C. Emergency Preparedness Branch. 6pp. 
62386:340-62386:346. 

9207230053 Forwards procedure ST 11.7-89 “Test of New Switchgear Bldg Radio Re- 
peater/Base Station," in response to 92051 8 commitment to substantiate that com- 
munications sys will be effective during App R fire. 

OPEKA.J.F, (Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/07/15. Document (Control Branch (Document Control (Desk). 3pp. 62476:348- 
62476:359. 

-9207230056 Procedure ST 11.7-89, “Test of New Switchgear Bldg Radio Repeater/ 
Base Station." 

LEBARON.LE. Connecticut Yankee Atomic Power Co. 92/06/05. 9pp. 62476:351- 
62476:359. 

9207310103 Forwards response to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Cable Trays & Small CJonduits Free from Fire 
DamMe." 

ROMBERG.W.D. Connecticut Yankee Atomic Power Co. 92/07/27, Document Ckjntrol 
Branch (Document Control Desk). 13pp. 62612:330-62612:342. 


H. General correspondence 

9207160081 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9,task DG-1 021. Opposes rule. 

OPEKA,J.F. Northeast Utilities. 92/07/06. CHILK.S.J. Office of the Secretary of the 
Commission, 5pp. 62375:091-62375:095. 


i. Financial Information 

9207060232 Forwards listing of nuclear engineering & operations & maint budgets & 
prof^ons for 1993,1994 & 1995. 

OPEKA,J.F. Connecticut Yankee Atomic Power CJo. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA,J.F. Northeast Utilities. 92/06/30. TAYLOR,J.M. Ofc of the Execu- 
tive Director for Operations. 5pp. 62254:354-62254:358. 


P. Operating license stage documents & correspondence 

92072901(K} FOIA request for documents re NRC rept to ACRS concerning Connecticut 
Yankee Atomic Power Co application for const permit to build Haddam Neck Plant. 
UWRENCE,J.W. Winston & Strawn. 91/10/24. ROBINSON.L Division of Freedom of 
Information & Publications Services (Post 890205). 2pp. 62548:001-62548:004. 

9207290115 Partial response to FOIA reouest for documents.Forwards app C docu- 
ments which are being made available in f=*DR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/12/19. LAWRENCE, J.W. Winston & Strawn. 3pp. 62548:005-62548:295. 

-9207290118 Forwards 640203 rept concerning util. 

CASE, EG. Atomic Energy (Commission (Pre 750119). 64/02/03. KOUTS.H. ACRS - 
Advisory Committee on Reactor Safeguards. Ip. 62548:008-62548:008. 

-9207290134 Rept to ACRS on (Connecticut Yankee Atomic Power Plant,Unit 1, 

* Atomic Energy Commission (Pre 750119). 64/02/03. 18pp. 62548:009-62548:026. 

-9207290140 Discusses 670224 telcon w/Okrent re ACRS Subcommittee meeting on 
Connecticut Yankee.Ackjll info provided. 

BOYD.R.S. Atomic Energy Commission (Pre 750119). 67/02/27. ROSEN, M. Atomic 
Energy Commission (Pre 7501 19). 2pp. 62548:027-62548:030. 

-9207290147 Rept 3 to ACRS providing addi info re (Connecticut Yankee Power (Co. 

* Atomic Energy (Commission (Pre 750119). 67/03/09. 24pp. 62548:031-62548:064. 

-9207290156 Informs that based on results of 670321 meeting w/util, NRC agrees w/ 
position taken by Connecticut Yankee in amerid 15 to license. 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 67/03/28. PALLADINO.N. 
ACRS - Advisory (Committee on Reactor Safeguards. Ip. 62548:065-62548:065. 


-9207290180 Forwards rept on listed reactor w/ref to matter of steel liner,N 0 lson studs 
& containment pressure criteria. 

NEWMARK,N.M. Nathan M. Newmark Consulting Engineering Services. 67/04/07. 
MORRIS, P.A. Atomic Energy (Commission (Pre 750119). Ip. 62548:066-62548:070. 

-9207290192 Forwards safety evaluation re proposed issuance of provisional OL au- 
thorizing Connecticut Yankee Atomic Power Co to operate Haddam Neck Plant nude- 
flr rddctor 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 67/05/12. KNAPP.S.R. Con- 
necticut Yankee Atomic Power (Co. ip. 62548:071-62548:071. 

-9207290197 Safety evaluation concluding that Haddam Neck Plant can be operated as 
proposed w/o endangering health & safety of public. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 67/05/11. 45pp. 62548:072- 
62548:116. 

-9207290206 Forwards rept to ACRS on Connecticut Yankee Atomic Power CCo applica- 
tion for full term OL for Haddam Neck plant, for review. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 71/01/26. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 62548:117-62548:117. 

-9207290210 Rept to ACRS re (Connecticut Yankee Atomic Power Co full term OL 
review. 

* Atomic Energy Commission (Pre 750119). 71/01/26. 61pp. 62548:118-62548:178. 

-9207290274 Forwards status of thirty four items of interest identified by Subcommittee 
concerning Connecticut Yankee Atomic Power CCo application for full term license on 
710113. 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 71/02/22. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 62548:179-62548:179. 

-9207290277 Suppl 1 to rept to ACRS dtd 710126. 

* Atomic Energy (Commission (Pre 750119). 71/02/22. 13pp. 62548:180-62548:192. 

-9207290281 Safety evaluation accepting performance of (Connecticut Yankee Atomic 
Power Co including qualifications of support group & administrative controls estab- 
lished to maintain level of competence of operating personnel. 

* Atomic Energy (Commission (Pre 750119). 71/07/01. 20pp. 62548:193-62548:212. 

-9207290292 Suppl to safety evaluation approving design & performance of reactor 
plant & competence of operating organization. 

* Atomic Energy (Commission (Pre 750119). 74/12/27. 83pp. 62548:213-62548:295. 

9207080150 Application for amend to License DPR-61 .revising TS Section 3/4.6.1 to 
provide temporary relaxation of containment integrity spec to allow svc water side of 
#4 containment air recirculation fan HX & motor HX to be cleaned. 

OPEKA,J.F. (Connecticut Yankee Atomic Power (Co. OPEKA.J.F. Northeast Utilities. 
92/06/25. Document Control Branch (Document (Control Desk). 13pp. 62276:313- 
62276:328. 

-9207080155 Proposed Tech Specs Section 3/4.6. 1 re containment integrity. 

* (Connecticut Yankee Atomic Power Co. 92/06/25. 3pp. 62276:326-62276:328. 

9207060100 Summary of 920616 meeting w/util In King of Prussia, PA re progress in 
identifying & correcting root causes of operator performance issues at facility, noted 
during last SALP period.List of attendees & mgt status meeting handout end. 
BLCUGH,A.R. Project Directorate IV. 92/(56/26. OPEKA.J. (Connecticut Yankee 
Atomic Power Co. Ip. 62250:230-62251:051. 

9207060238 Forwards notice of consideration of Issuance of amend to license DPR-61 
& proposed NSHC determination & opportunity for hearing re proposed amend to pro- 
vide temporary relaxation of containment integrity spec. 

WANG,A.B. Project Directorate I-4. 92/06/29. OPEKA,J.F. Connecticut Yankee 
Atomic Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 2pp. 62209:049- 
62209:061. 

-9207060240 Notice of consideration of issuance of amend to license DPR-61 & pro- 
posed NSHC determination & opportunity for hearing.Amend provides temporary re- 
laxation of containment integrity specification. 

WANG, A. B. Project Directorate 1-4. 92/06/29. 11pp. 62209:051-62209:061. 

9207140272 Responds to NRC SER re conformace to Rev 2 to Reg Guide 1.97 re vari- 
ables for containment pressure & containment hydrogen monitoring.transmitted via 
920413 Itr. 

CPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/07/06. Document Control Branch (Document Control Desk). 15pp. 62385:067- 
62385:081. 

9207150236 Forwards proposed, supplemental changes to Rev 15 to QA program topi- 
cal rept QAP-10.0 re oversight activities of quality svcs personnel. 

OPEI^,J.F. Northeast Nuclear Energy Co. OPEKA,J.F. Northeast Utilities. 92/07/06. 
Document Control Branch (Document Control Desk). 8pp. 62415:295-62415:302. 

9207160218 Responds to Rev 1 to GL 92-01, "Reactor Vessel Structural Integrity 
10CFR50.54(f).’' 

DPEKA,J.F. (Jonnecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Utilities. 
CPEKA,J.F. Northeast Nuclear Energy Co. 92/07/06. Document Control Branch (Doc- 
ument Control Desk). 57pp. 62423:188-62423:242. 

9207130122 Summary of 920618 meeting w/util in Berlin, (CT re licensing issues of gen- 
eral interesLAttendees list & outline of topics discussed end. 

JAFFE.D.H. Project Directorate 1-4. 92/07/08. Project Directorate 1-4. 150pp. 
62374:121-62374:270. 

9207170192 Discusses 10CFR50.S4 QA program change roview.Effectivenoss of QA 
program & procedure implementation will continue to be subj of routine regional insps. 
BETTENHAUSEN.L Region 1 (Post 820201). 92/07/08. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 62431:349-62431:351. 

9207150191 Forwards marked-up.revised updated FSAR Table 3.2-1, "Classification of 
Structures, Sys & Components," per NRC 920124 Itr re closeout & status of various 
SEP issues. 

OPEKA.J.F. (Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Utilities. 
92/07/09. Document Control Branch (Document CXintrol Desk). 18pp. 62429:281- 
62429:298. 
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9207170199 Suppis 900125 response to Generic Ltr 89-13 re svc water sys problems 
affecting safety-related equipmentDesign basis flow rates verified through each HX 
during previous refueling outage. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
92/07/09. Document Control Branch (Document Control Desk). 10pp. 62456:256- 
62456:265. 

9207170131 Determines that submitted info sought to be withheld contains trade se- 
crets/proprietary commercial info & will be withheld from public disclosure pursuant to 
10CFR2.790(b)(5) of Atomic Energy Act of 1954 as amended. 

STOLZJ.F. Project Directorate 1-4. 92/07/13. LIPARULO.N.J. Westinghouse Electric 
Corp. 5pp. 62413:200-62413:204. 

9207220003 Clarifies info re spent fuel pool, per 920618 NRC/Northeast Utils counter- 
parts meeting.At present.only Millstone Unit 3 spent fuel pool not utilizing full comple- 
ment of spent fuel storage racks. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/15. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62473:268-62473:269. 

9207220413 Advises that util 920709 response to generic ltr 89-13, "Svc Water Sys 
Problems Affecting Safety-Related Equipment” acceptable.Util opened ISAP topic to 
evaluate future hardware mods that may result from generic ltr suggestions. 

WANG.A. Project Directorate 1-4. 92/07/16. OPEKA,J.F. Connecticut Yankee Atomic 
Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 2pp. 62445:327-62445:328. 

9207280274 Advises that util 920615 proposed rev 15 to QA program topical rept 
acceptable.per 10CFR50.54(a).Effoctivene88 of QA program & procedure implementa- 
tion will continue to be subj of routine regional insps. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/21. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 62497:139-62497:141. 

9207310152 Forwards info to further clarify proposed 1993 App J mods for Type C test- 
ing of penetration P-8,por util 920507 ltr. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Utilities. 
92/07/25. Document Control Branch (Document Control Desk), 9pp. 62612:352- 
62612:360. 


Q. Inspection reports, IE Bulletins & correspondence 

9207060100 Summary of 920616 meeting w/utii in King of Prussia,PA re progress in 
identifying & correcting root causes of operator performance issues at facility, noted 
during last SALP period.List of attendees & mgt status meeting handout end. 
BLOUGH.A.R. Project Directorate IV. 92/0(6/26. OPEKA,J. Connecticut Yankee 
Atomic Power Co. Ip. 62250:230-62251:051, 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plsnt ProtCKrftivo Fssituros ** 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02, 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:01 1-62480:017. 

9207140037 Responds to NRC 920529 ltr re violations noted in emergency prepared- 
ness exercise weakness insp rept 50-213/92-06. Corrective actions:8treamline emer- 
gency work control processes & allow deployment to radiation areas. 

OPEKA.J.F., DEBARBA,E.A. Connecticut Yankee Atomic Power Co. OPEKA,J.F. 
Northeast Utilities. 92/07/07. MCCABE, E.C. Emergency Preparedness Branch. 6pp. 
62386:340-62386:346. 

9207170192 Discusses 10CFR50.54 QA program change review. Effectiveness of QA 
program & procedure implementation will continue to be subj of routine regional insps. 
BETTENHAUSEN.L Region 1 (Post 820201). 92/07/08. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 62431:349-62431:351. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207140207 Accepts 890228 response to NRC Bulletin 88-11, “Pressurizer Surge Line 
Thermal Stratification.” TAC M72136 closed. 

STOLZ,J.F. Project Directorate 1-4. 92/07/09. OPEKA.J.F. Connecticut Yankee Atomic 
Power Co. 3pp. 62375:353-62376:355. 

9207170022 Forwards safety insp rept 50-213/92-10 on 920420-0526.No violations 
noted. 

BLOUGH,A. Region 1 (Post 820201). 92/07/10. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. 3pp, 62387:054-62387:080. 

-9207170027 Insp rept 50-213/92-10 on 920420-0526.No violations noted. Major areas 
in8pected;plant operations, radiological controls, maint,8urveillance, licensee self-assess- 
ment & periodic repts. 

DOERFLEIN.LT. Region 1 (Post 820201). 92/07/10. 24pp. 62387:057-62387:080. 

9207310103 Forwards response to NRC Bulletin 92-001, “Faiiure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Cable Trays & Small Conduits Free from Fire 
Damage.” 

ROMBERG.W.D. Connecticut Yankee Atomic Power Co. ROMBERG.W.D. Northeast 
Nuclear Energy Co. ROMBERG.W.D. Northeast Utilities. 92/07/27. Document Control 
Branch (Document Control Desk). 13pp. 62612:330-62612:342. 


R. Periodic operating reports A related correspondence 

9207200206 Monthly operating rept for June 1992 for Connecticut Yankee Haddam 
Neck Piant.W/920715 ltr. 

BIGALBAL.M.W., BAIN.M.P., STETZ,J.P. Connecticut Yankee Atomic Power Co. 92/ 
06/30. 10pp. 62449:318-62449:327. 


9207200152 Forwards info requested in 920608 ltr re stack characteristics & climatology 
for plants, including joint frequency distribution of wind direction, wind speed & stability 
for 1 ddO & 19S1 flt sitos 

OPEKA,J.F. (Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F, Northeast Utilities. 92/07/13. TICHLER.J. Brookhaven Nation- 
al Laboratory. 6pp. 62447:126-62447:221. 

-9207200160 “CPDR Ml Dose Data Requirements for 1990,” including wind speed/ 
wind direction/stability joint frequency distribution for Haddam Neck Plant. 

* Connecticut Yankee Atomic Power Co. 90/12/31. 18pp. 62447:132-62447:149. 

-9207200344 “CPRD Ml Dose Data Requirements for 1991," including wind speed/ 
wind direction/stability joint frequency distribution for Haddam Neck Plant. 

* Connecticut Yankee Atomic Power Co. 91/12/31. 17pp. 62447:150-62447:167. 

-9207200349 “CPRD Ml Dose Data Requirements for 1990,” including wind speed/ 
wind direction/stability joint frequency distribution for Millstone Nuclear Power Station. 

* Northeast Nuclear Energy Ck>. 90/12/31. 18pp. 62447:168-62447:194. 

-9207200352 "CPRD Ml Dose Data Requirements for 1991,” including wind speed/ 
wind direction/stability joint frequency distribution for Millstone Nuclear Power Station. 

* Northeast Nuclear Energy Co. 91/12/31. 26pp. 62447:195-62447:221. 


S. Reportable occurrences, LERs & related correspondence 

9207140002 LER 90-025-02:on 901 101, determined that terminations on auxiliary feed- 
water flow transmitters may not have performed their function.Caused by assumptions 
of design basis analysis.T ransmitters added.W/920702 ltr. 

LEBARON.LE., STETZ,J.P. Connecticut Yankee Atomic Power Co. 92/07/02. 6pp. 
62437:177-62437:182. 

9207230025 LER 92-01 4-00:on 920608,test of svc water filters indicated that rate of 
debris accumulation on filter elements caused differential pressure across filter to 
reach max allowable in approx two minutes.New procedure created.W/920707 ltr. 
KASUGA,R., STETZ,J.P. Connecticut Yankee Atomic Power Co. 92/07/07. 6pp. 
62586:339-62586:344. 

9207170235 Special repton 900807,901113 & 901127 EDG failed to reach speed of 
000 rpm.No evidence of deficiency or matl degradation which could have caused slow 
starting problems experienced. 

STETZ,J.P. (Connecticut Yankee Atomic Power Co. 92/07/09. Document (Control 
Branch (Document Control Desk). 2pp. 62436:264-62436:265. 

9207290082 LER 92-01 7-00:on 920627,AO failed to perform hourly fire watch on both 
EDG rooms.Caused by personnel error.Operator counseled on need to remain aware 
of responsibilities & lessons learned reviewed w/operators.W/920721 ltr. 
BINKOWSKI,M.. STETZ,J.P. (Connecticut Yankee Atomic Power Co. 92/07/21. 5pp. 
62683:055-62683:059. 

9207290106 LER 92-01 6-00:on 920625,fre8h air intake ventilation sys for DGs deter- 
mined to be partially blocked.CCause of event still under investigation.South access 
doors opened to allow cross ventilation through rooms.W/920721 ltr. 

DERRI(a,M., STETZ,J.P. Connecticut Yankee Atomic Power Co. 92/07/21. 4pp. 
62587:291-62587:294. 

9207290129 LER 92-01 5-00:on 920623.both trains of svc water headers declared inop- 
erable due to excessive fouling rates of svc water strainers.SWP strainer A cleaned & 
returned to svc & SWP D replaced.W/920721 ltr. 

HOMER,L., STETZ,J.P. Connecticut Yankee Atomic Power Co. 92/07/21. 5pp. 
62587:301-62587:305. 


V. Operator Examinations 

9207170181 Forwards exam forms A & B, answer key for A & B exam8,exam summary & 
candidates individual answer sheets from 920610 generic fundamentals exam 
section. Results should be forwarded to applicants.W/o end. 

BETTENHAUSEN,L Region 1 (Post 820201). 92/07/08. RUTH,B. Connecticut 
Yankee Atomic Power Co. 2pp. 62430:355-62430:356. 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

9207080071 Forwards resident safety insp rept 50-219/92-12 on 920503- 0606.lnspec- 
tor obsenrations during rept period indicate activities conducted were safe & consenr- 
ath/e. 

BLOUGH,A.R. Region 1 (Post 820201). 92/06/26. BARTON, J.J. General Public Utili- 
ties Corp. - GPU ^rvice Corp. 4pp. 62218:167-62218:198. 

-9207080077 Resident safety Insp rept 50-219/92-12 on 920503-0606. Conducted ac- 
tivities were safe & consen/ative.Major areas in8pected:plant operations/adiation 
protectlon,maint & sun/eillance & engineering & technical support 
ROGGE, J. Region 1 (Post 820201). 92/06/24. 33pp. 62218:171-62218:198. 

9207160350 Ack receipt of 920605 ltr transmitting Rev 30 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable for inclusion in plan. 

JOYNER, Ih. Region 1 (Post 820201). 92/07/10. BARTON. J.J. General Public Utili- 
ties Corp. - GPU S^ice Corp. 3pp. 62423:309-62423:311. 

9207280150 Notification of significant licensee meeting 92-121 w/util on 920728 to dis- 
cuss security program commitments. 

ROGGE, J. Region 1 (Post 820201). 92/07/16. Region 1 (Post 820201). 2pp. 
62489:091-62489:092. 


P. Operating license stage documents ft correspondence 

9207020290 Responds to NRC request for addi info on questions re OCNPP fuel as- 
semblies. 

BARTON,J.J. General Public Utilities Corp. - GPU Senrice (Dorp. 92/06/24. Document 
Control Branch (Document (Control Desk). 2pp. 62234:327-62234:328. 
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9207020145 Updates plans to address IGSCXJ during upcoming Cycle 14R refueling 
outage. 

DEVINE, J.C. General Public Utilities Corp. - GPU Service Corp. 92/06/26. Document 
Control Branch (Document Control Desk). 3pp. 62219:352-62219:354. 

9207060029 Discusses review of response to generic Itr 88-20, suppi 4,re 
IPEEE.Selected IPEEE methods acceptable.Submittal schedule not 
acceptable.Requests that schedule be reassessed & results reported no later than 
920918 

DROMERICK,A.W. Project Directorate I-4. 92/06/30. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 62204:222-62204:224. 

9207080337 Re^nds to GL 92-01, Rev 1, "Reactor Vessel Structural Integrity.” 
BARTON, J.J. General Public Utilities Corp. - GPU Service Corp. 92/06/30. Document 
Control Branch (Document Control Desk). 6pp. 62291:356-62291:361. 

9207140042 Re^wnds to request for addi info re request for relief from requirements of 
ASME XI for Class 3 piping repair. 

BARTON, J.J. General Public Utilities Corp. - GPU Service Corp. 92/07/02. Document 
Control Branch (Document Control Desk). 4pp. 62380:325-62380:328. 

9207160008 Notification of 920716 meeting w/util in Forked River, NJ to discuss status 
of licensing activities for facility. 

BROMERICK.A.W. Project Directorate I-4. 92/07/07. STOLZ.J.F. Project Directorate I- 
4. 3pp. 62396:199-62396:201. 

92^7090317 Forwards SER re implementation of NUREG-0619.concluding that proposal 
is not acceptable re effectiveness of UT sys to detect thermal fatigue cracks that are 
0.172 inch in depth. 

DROMERICK.A.V^. Project Directorate 1-4. 92/07/08. BARTON,J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 62293:336-62293:345. 

-9207090332 Safety evaluation concluding that proposal is not acceptable to eliminate 
future NUREG-061 9 routine PT examinations. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/08. 7pp. 
62293:339-62293:345. 

9207100287 Forwards safety evaluation denying util 920421 request for relief from com- 
mitment to perform stress Improvement on certain nonisolable isolation condenser 
piping. 

STOL2,J.F. Project Directorate I-4. 92/07/08. BARTON.J.J. General Public Utilities 
Corp. - GPU Service Corp. 2pp. 62364:346-62364:350. 

-9207100292 Safety evaluation denying request for scheduler relief from commitment to 
perform piping stress improvement for IGSCC resistance of isolation condenser piping. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/08. 3pp. 
62364:348-62364:350. 

9207170125 Notification of 920723 meeting w/util In Rockville,MD to discuss matters re 
Insp of Feedwater & Control Rod Drive Return Line Nozzles. 

DROMERICK.A.W. Project Directorate 1-4. 92/07/13. STOLZ.J.F. Project Directorate I- 
4. 2pp. 6241 3:1 98-6241 3:1 99. 

9207200181 Responds to SBO SSER finding re util response to original SBO SER con- 
cerning loss of ventilation. 

BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 92/07/14. Document 
Control Branch (Document Control Desk). 2pp. 62451:315-62451:316. 

9207280104 Forwards completed survey forms re deterioration & repair of concrete in 
nuclear plant facilities to assist NRC in development of concrete repair manual for 
conaete stiaictures,per NRC 920311 Itr. 

DEVINE.J.C. General Public Utilities Corp. - GPU Service Corp. 92/07/20. Document 
Control Branch (Document Control Desk). 17pp. 62566:229-62566:245. 

9207280142 Discusses 920221 mgt meeting re acceptability of several assumptions 
made in reassessnnent of Sup^ 3 valves.Requests responses to Itr & licensee 
plfinnod fiction rs issuo 

ANDERSON,C.J. Region 1 (Post 820201). 92/07/20. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 62489:083-62489:085. 

920729024^ Summary of 920716 progress review nf)eeting w/util re status of licensing 
actions.lJ8t of attendees & marked-up project manager rept encl. 

DROMERICK,A,W. Project Directorate 1-4. 92/07/24. Project Directorate 1-4. 11pp. 
62657:311-62567:321. 


Q. Inspection reports, IE Bulletins A correspondence 


9207060046 Advises that licensee program commitments re UT Insp of plant drywell 
containment, acceptable. 

DROMERICK,A.W. Project Directorate 1-4. 92/06/30. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 62209:028-62209:030. 

9207170024 Forwards insp rept 50-219/92-13 on 920610-11. Licensed operator evalua- 
tions observed found adequate. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/06/30. BARTON, J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 62387:045-62387:053. 

-9207170029 Insp rept 50-219/92-13 on 920610-11. Licensed operator evaluations 
found ad^uate.Major areas inspected:operator evaluations which used noncertified 
plant ref simulator during factory acceptance testing. 

BONNETT.F.P., CONTE,R.J. Region 1 (Post 820201). 92/06/30. 6pp. 62387:048- 
62387:063. 


9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Linos 
of BWR Emergency Condenser Sys." 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140052 Responds to NRC Itr re violations noted In insp rept 50-21 9/92-08.Correc- 
tive actions:operator involved in procedure violation disqualified,operating shift crews 
lectured on mot’s expectations re human performance issues. 

BARTON, J.J. General Public Utilities Corp. - GPU Service Corp, 92/07/02. Document 
Control Branch (Document Control Desk). 3pp. 62380:322-62380:324. 

9207020233 NRC Info Notice 92-051, "Misapplication A Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207170021 Forwards insp rept 50-219/92-80 on 920504-0605 & notice of violation.lnsp 
team concluded that plant capable of performing safety function. 

HODGES,M.W. Region 1 (Post 820201). 92/07/09. BARTON,J.J. General Public Utili- 
ties Corp. - GPU Service Corp. 3pp. 62387:002-62387:044. 

-9207170023 Notice of violation from insp on 920504-0605.Violation noted:on 
920605,no test programs established for functional tests of battery main 
breakers,static battery chargers, rotary battery chargers A inverters. 

* Region 1 (Post 820201). 92/07/09. Ip. 62387:005-62387:005. 

—9207170025 Insp rept 50-219/92-80 on 920504-0605. Violations noted.Major areas 
inspected:functionallty of electrical distribution sys. 

BEALL,J.E., ANDER^N,C.J. Region 1 (Post 820201). 92/07/08. 388pp. 62387:006- 
62387:044. 


9207210122 Ack receipt of 920618 Itr informing NRC of steps taken to correct violations 
noted in insp 50-219/92-07. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/07/14. BARTON. J.J. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 62421:001-62421:006. 

9207230049 Ack receipt of 920615 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-219/92-04. 

BLOUGH,A.R. R^ion 1 (Post 820201). 92/07/16. BARTON, J.J. General Public Utili- 
ties Corp. - GPU ^ice Corp. 3pp. 62482:244-62462:250. 

9207230052 Ack receipt of 920702 Itr informing NRC of steps taken to correct violations 
noted in insp Rept 50-219/92-08. 

BLOUGH,A.R. RMion 1 (Post 820201). 92/07/16. BARTON. J.J. General Public Utili- 
ties Corp. - GPU &rvice Corp. 2pp. 62497:321-62497:326. 


R. Periodic operating reports A related correspondence 


9207200198 Monthly operating rept for June 1992 for Oyster Creek Generating 
Statlon.W/920714ltr. 

BRADLEY.E., EGAN.D., BARTON,J.J. General Public Utilities Corp. - GPU Service 
Corp. 92/06/30. 7pp. 62449:311-62449:317. 


9207080071 Forwards resident safety Insp rept 50-219/92-12 on 920503- OOOO.Inspec- 
tw observations during rept period indicate activities conducted were safe A conserv- 
ative. 

BLOyGH,A.R. RMion 1 (Post 820201). 92/06/26. BARTON, J.J. General Public Utili- 
ties Corp. - GPU Servico Corp. 4pp. 62218:167-62218:198. 

-9207080077 Resident safety Insp rept 50-219/92-12 on 920503-0606. Conducted ac- 
tivl^vrere safe A consenratIve.MaJor areas In8pected:plant operation8.radiation 
^ surveillance A engineering A technical support 
ROGGE, J. Region 1 (Post 820201). 92/06/24. 33pp. 62218:171-62218:198. 

Notice 92-047, "intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSIjC.E. [Jrislon ^ Operational Events Assessment (Post 870411). 92/06/29. 
ConsoUdated Edison Co. of New York. Inc. 4pp. 62400:018-62480:021. 

eafety insp rept 50-219/92-10 on stated dates beginning on 
920429^ viotations no^.lnforms that process re engineering program undertaken 
commitment A good initiative. 

ANDERSON C. Regiw 1 (Poet 820201). 92/06/29. BARTON, J.J. Genera) Public Utili- 
ties Corp. - GPU Service Corp. 2pp. 62205:136-62205:144. 

-W07070058 insp rept 50-219/92-10 on stated dates beginning on 920429.No 
ln8pectod:d^n changes A rnS£.on site A corporate 
^ on hftfiifi rinnimAnt nmnrAaa 


cnanges a moa8,on sue a corporate 
rScJSSTH recorwtitiJtion prcwess. 

’ ^^N.P.K. Region 1 (Post 820201). 92/06/24. 7pp. 62205:138- 

oZaIo:144. 


9207310170 Submits results of review of util 920622 Itr transmitting description A safety 
evaluation summary for certain changes to procedures A mods to plant for 1991, per 
10CFR50.59 .se summaries lacking basis listed in end. 

TOSCH,K.W. New Jersey, State of. 92/07/21 . Document Control Branch (Document 
Control Desk). 4pp. 6261 3:355-6261 3:358. 


8. Reportable occurrences, LERa A related eorreapondence 

9207280257 Part 21 rept re cracking of stellite 21 hardfadng on guide nose of poppets 
supplied as part of MSIV leakage improvement mod.lnitially reported by CLEI on 
920522. Recommends that liquid penetrant exam be performed. 

SHIELOS.S.N. Atwood & Morrill Co., Inc. 92/06/24. BERLINGER NRC - No Detailed 
Affiliation Given. 4pp. 62568:340-62568:344. 

9207140080 LER 92-007-00:on 920610, reactor scram occurred during reactor 
startup.Caused by failed bypass 8witch.Piant placed in cdd shutdown condition A both 
bypass switches replaced. W/920706 Hr. 

MUNZINQ.L. BARTON,J.J. General Public Utilities Corp. - GPU Service Corp. 92/07/ 
06. 5pp. 62437:195-62437:199. 

9207170151 LER 92-008-00:on 920608, one iadation condenser became inoperable re- 
quiring TS required shirtdown.Cauaed by packing leak on V-14-3d attributed to scored 
8tem.Stem stoned A smoothed A vah/e repacked A returned to 8vc.W/920708 itr. 
CERVENKA,P., BARTON.J.J. General Public UtiNtlea Corp. - GPU Service Corp. 92/ 
07/08. 4pp. 62437:347-62437:350. 
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V. Operator EKamlnatlona 

9207170024 Forwards insp rept 50-219/92-13 on 920610-11. Licensed operator evalua- 
tions observed found adequate. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/06/30. BARTON.J.J. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 62387:046-62387:053. 

-9207170029 Insp rept 50-219/92-13 on 920610-11. Licensed operator evaluations 
found adequate. Major areas inspected:operator evaluations which used noncertified 
plant r ef si mulator during factory acceptance testing. 

BONNETT.F.P.. CONTE.R.J. Region 1 (Post 820201). 92/06/30. 6pp. 62387:048- 
62387:053. 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION. UNIT 1 


F. Security, fnedlcal. emergency & fire protection plans 

9207020295 Forwards “Evacuation Travel Time Estimates for JA FtaPatrick/Nine Mile 
Point Emergency Planning Zone.” 

SALMON.H.P., f=IRLIT,J.F. Power Authority of the State of New York (New York 
Power Authority). 92/06/17. Document Control Branch (Document Control Desk). 2dd. 
62242:001-62242:162. ' 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents. App A documents enci & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Senrices, Inc. 3pp. 62324:002- 
62324:303. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also encl. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. 2EGH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207090059 Provides summa^ of NRC discussions re Nine Milo Point 1 at 880628 & 
29 senior managers meeting.Fadlity was categorized as requiring close monitoring. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ENDRIES.J. Niag- 
ara Mohawk Power Corp. 2pp. 62324:073-62324:074. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting &. forwards Itrs 
to bo sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 


-9207020297 “Evacuation Travel Time Estimates for JA FItzPatrick/Nine Mile Point 
Emergency Planning Zone.” 

* Parsons, Brinckerhoff, Quads & Douglas, Inc. 92/02/29, 200pp. 62242*002- 
62242:162. 

9207010088 Forwards insp repts 50-220/92-12 & 50-410/92-14 on stated date.No viola- 
tions noted. 

COWGILL,C.J. Region 1 (Post 820201). 92/06/19. SYLVIA, B.R. Niagara Mohawk 
Power Corp. 3pp. 62143:267-62143:295. 

-9207010090 Insp repts 50-220/92-12 & 50-410/92-14 on stated date.No violations 
noted.Major areas inspocted:plant operations, radiological 
controls.maint, surveillance, emergency planning, security & safety assessment/qualilty 
verification. 

NICHOLSON.LE. Region 1 (Post 820201). 92/06/19. 26pp. 62143:270-62143:295. 

9207210147 Notification of significant llconsoe meeting 92-1 1 1 w/util on 920708 to dis- 
cuss physical security plan changes during const work. 

NICHOLSON.LE. Region 1 (Post 820201). 92/06/30. Region 1 (Post 820201). 3pp. 
62421:098-62421:100. «« i ^PP- 

9207280007 Responds to NRC 920617 Itr re fire protection sys & accusations contained 
In Itr.Fire protection sys at facility designed.installed, tested & maintained per NFPA 
codes & stds.Plpe fitters routinely used to install piping. 

SYLVIA.B.R. Niagara Mohawk Power Corp. 92/07/15. HEHL,C.W. Region 1 (Post 
820201). 2pp. 62562:317-62562:318. ' 

9207^^3 Rev 9 to Site Emergency Procedure S-EAP-3, “Emergency Personnel 
Action Procedures." W/920717 Itr. 

FIRLIT.J.F., DAHLBERG,K.S., MCCX)RMICK,M.J. Niagara Mohawk Power Corp. 92/ 
07/ 1 7. 1 91 pp. 62592:065-62592:255. 

9^73M179 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys. Thermo-Lag 330 not installed at cable trays at either facllity.Subj fire barrier svs 
installed In listed conduits in missile barrier encl In DG Room 103. 

TERRY.C.D. Niagara Mohawk Power Corp. 92/07/24. Document Control Branch 
(Document Control Desk). 3pp. 62593:017-62593:019. 

H. General correspondence 

9207200302 Responds to 920617 Itr to D Rathbun.requesting info for constituent, F 
Adelsperger.on requirements for small businesses supplying technical svcs to nuclear 
pow 0 r f&ciliu 08 * 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/07/02. WALSH.J.T 
House of Rep. 6pp. 62421 :238-62421 :252. 

-9207201^ Forwards 920420 constituent Itr raising addi questions on requirements 
for small businesses supplying technical svcs to plants. 

92/06/17. RATHBUN,D. Office of Congressional Affairs 
(Post 91111 7). 5pp. 62421 :244-62421 :248. 

-9^72(M311 R6que8t8.on behalf of constituent,F Adelsperger of Adelsperger 
Associates, Info on policies affecting small businesses. “ 

WALSH,J.T. House of Rep. 92/05/07. RATHBUN,D. Office of Congressional Affairs 
(Post 91111 7). 3pp. 62421 :249-62421 :251 . 

-9M7200314 Responds to 920507 Itr to D Rathbun.requesting Info for constltuentF 
affecting opportunities for small business. 

T^AYLOR,XM. Ofc of the Executive Director for Operations. 92/06/02. WALSH,J.T. 
House of Rep. 1 p. 62421 :252-62421 :252. 

J. Insurance & indemnity intormation 

9207280086 Corr^ amrent clerical error in either Amend 12 or Amend 18 to Indem- 
B-36.Amend 12 did not comport w/ form of indemnity agreement per 
® ^ ^ amends to regulation. 

W^ON.G.D. Niagara Mohawk Power Coro. §2/07123, Document Control Branch 
(Document Control Desk). 2pp. 62567:037-62567:038. 

K. Utility Final Safety Analysis Report (F8AR) A amends 

“IPto “Nine Mile Point Nuclear Station Unrt 1 FSAR (Updat- 
^ evaluation summary rept of changes to 

todlity de8igi^^,FSAR (ur^at^,procedures,teats & experiments. 

^ I ^^* 82/06/29. Document Control Branch (Docu- 

ment Control Desk). 66pp. 62278:001-62284:207. 


"^*Src2fiM Nuclear Station Unit 1 FSAR (Updated),” Vols 

* Ni^ara Mohawk Power Corp. 92/06/30. 3,400pp. 62278:067-62284:207. 


-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890^1 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

-9207090146 Provides Commission w/summary of discussions held at 900612- 13 NRC 
senior rrwt meeting & Itrs to be sent to licensees of plants that will be discuss^ at 
900627 Commission meeting. Portions of discussion summary partially withheld. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/06/21. CARR, ROB- 
ERTS, ROGERS Commissioners (Post 750119). 34pp. 62324:183-62324:217. 

-9207090237 Provides Commission w/summary of discussions hold at 910106- 09 NRC 
senior rngt meeting & Itrs to be sent to licensees of plants that will be discuss^ at 
910124 (Commission meeting. Details withheld. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/01/17. CARR. 
ROGERS, CURTISS Commissioners (Post 750119). 36pp. 62324:216-62324:253. 

-9207090248 Provides summary of discussions hold at 910604-05 NRC senior mgt 
meeting & Itrs to be sent to licensees of plants on problem plant list that wilt be dis- 
cussed at 910620 Commission meeting.Details withheld. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/14. CARR. 
RCXaERS, CURTISS Commissioners (Post 750119). 42pp. 62324:254-62324:297. 

-9207100371 Provides (Commission w/summary of discussions hold at 900122- 23 NRC 
90021 S^rnmisslon^ eT**^ ^ licensees of plants that will be discussed at 

*^® Executive Director for Operations. 90/02/02. CARR, ROB- 
ERTS, ROGERS Commissioners (Post 750119), 38pp. 62324:144-62324:182, 

9207020323 Advises that licensee response to Generic Ltr 88-20,Suppl 4 re IPEEE sub- 
mittal schedule & selected methods acceptable. 

CAPRA.R.A. Project Directorate 1-1. 92/06/29. SYLVIA, B.R. Niagara Mohawk Power 
Corp. 4pp. 62194:056-62194:059. ^ 

92(>707M44 Forwards amend 129 to license DPR-63 & safety evaluation. Amend re- 
define operating conditions under which spec applies. 
BRINKMAN.D.S. Project Directorate T-1. 92/06/29. SYLVIA,B.R. Niagara Mohawk 
Power Ciorp. 4pp. 62237:326-62237:339. ^ 

-9207070047 Amend 129 to license DPR-63, revising TS 3.4.3 & 4.4.3 to define operat- 
ing conditions under which spec applies. ^ 

CAPRA, R, A. Project Directorate M. 92/06/29. 7pp. 62237:329-62237:335. 

®®^®^ evaluation swporting amend 129 to license DPR-63. 
62^^336°62237*339 Regulation, Director (Post 870411). 92/06/29. 4pp. 

forwards rept entitled, “Response to NRC QL 92-01 for Nine Mile Point 
"Reactor Vessel Structural Integrity” & com- 
mitments in response to GL 88-11. 

TERRY.C.D. Niagara Mohawk Power Corp. 92/07/02. Document Control Branch 
(Document Control Desk). 2pp. 62428:001-62428:077. 

«®®P?®®® Nine Mile Point Unit 1.” 

9^71^252 Withdraws request for priority TS amend, transmitted via 920331 & 0513 Itrs 
to allow operation of potentially uncoupled control rod 22-31 for remainder of Cycle 

SlVvia,B.R. Niagara Mohawk Power Corp. 92/07/07. Document CJontrol Branch 
(Document Control Desk). Ip. 62380:321-6^80:321. orancn 

9207150054 Forwards rev to schedular exemption, granted by NRC 920320 Itr re testinc 
of emergency condenser condensate return line valve8.per 10CFR60,App J.Extenslon 

In 911212 Itr.to be maIrSnS. 
TERRY.ap. f^ag^ Mohawk Power Corp. 92/07/09. Document Control Bm^h 
(Document Ck»ntrol Desk). 7pp. 62392:343-62392:349. orancn 

9^7^0357 Foneards notice of withdrawal of application for amend to license DPR- 
^.Proposed change would have modified plant TS re operation for remainder of 
potentially uncoupled.Record copy. 

BRINKMAN.D.S. Project Directorate 1-1. 92/07/13. SYLVIA.B.R NIaoara Mohawk 
Power 0)rp. 3pp. 62477:026-62477:030. niiagara ivfonawk 

^ withdrawal of application for amend to licertse DPR- 
^.Proposed char^ have rnodified plant TS re operation for remainder of 
^i[cie 1 0 w/ control rod 22-31 potentolly uncoupled. 

BRINKMAN, D.S. Project Directorate 1-1. 92/07/13. SYLVIA.B.R. Niaaara Mohawk 
Power Corp. 4pp. 62443:344-62443:350. miagara MOhawK 
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-9207220364 Notice of withdrawal of application for amend to license DPR-63.Pro- 
posed amend would have revised TS re operation for remainder of Cycle 10 w/control 
rod 22-31 potentially uncoupled. 

BRINKMAN.D.S. Project Directorate 1-1. 92/07/13. 3pp. 62443:348-62443:350. 

9207240188 Fonwards *TER for Evaluation of ODCM Rev 8 Nine Mile Point Nuclear 
Statk>n,Unit 1.” 

BRINKMAN.D.S. Project Directorate 1-1. 92/07/13. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 2pp. 62479:089-62479:123. 

-9206030130 "TER for Evaluation of ODCM Rev 8 Nine Mile Point Nuclear Station, Unit 
1 .” 

YOUNG, T.E. EG&G Idaho. Inc. FIN D-6034. EGG-PHY-10286. 92/05/31. NRC - No 
Detailed Affiliation Given. 32pp. 62479:091-62479:123. 

9207210284 Forwards notice of environ assessment & finding of no significant impact re 
rev to scheduler exemption granted in Commission Itr dtd 920320 relieving certain re- 

g uirements in 10CFR50,app J. 

;APRA.R.A. Project Directorate 1-1. 92/07/15. SYLVIA.B.R. Niagara Mohawk Power 
Corp. 3pp. 62438:269-62438:277. 

-9207210299 Environ assessment & finding of no significant impact re request for rev 
to schedular exemption granted In Commissfon 920320 Itr concerning relief from cer- 
tain requirements of 10CFR50,app J. 

CAPRA.R.A. Project Directorate 1-1. 92/07/15. 6pp. 62438:271-62438:277. 

9207280007 Responds to NRC 920617 itr re fire protection sys & accusations contained 
in Itr.Fire protection sys at facility designed, installed.tested & maintained per NFPA 
codes & stds.Pipe fitters routinely used to install piping. 

SYLVIA.B.R. Niagara Mohawk Power Corp. 92/07/15. HEHL,C.W. Region 1 (Post 
820201). 2pp. 62562:317-62562:318. 

9207240180 Submits info re hardships associated w/non-intrusive testing.in response to 
NRC 920611 RAI concerning util 911008 & 920526 relief requests CTS-RR-2.CS-RR-1 
& EDGCW-RR-1 .respectively. 

TERRY, C.D. Niagara Mohawk Power Corp. 92/07/21. Document Control Branch 
(Document Control Desk). 2pp. 62498:352-62498:353. 

9207290267 Advises that util presently undertaking actions to streamline & simplify 
process & procedures which implement work control monitoring program, as followup 
to 920311 &0622 Hrs. 

SYLVIA,B.R. Niagara Mohawk Power Corp. 92/07/23. Document Control Branch 
(Document Control Desk). Ip. 62590:349-62590:349. 

9207310090 Lists leak rate values obtained by 10CFR50.App J testing of emergency 
condenser return line valves. 

TERRY,C.D, Niagara Mohawk Power Corp. 92/07/24. Document (Control Branch 
(Document Control Desk). 2pp. 62612:321-62612:322. 


Q. Inspection reports, IE Bulletins & correspondence 


9207230155 Suppis 911216 response to NRC Bulletin 88-008 re emergency condenser 
sys,based on discovery of significant fatigue cracks in limited number of components 
in emergency condenser sys.ust, summarizing results of NDE exams,encl. 

TERRY.C.D. Niagara Mohawk Power Corp. 92/07/20. Document Control Branch 
(Document Control Desk). 11pp. 62496:319-62496:329. 

9207280141 Forwards insp rept 50-220/92-82 & 50-410/92-82 on 920622-26 & notice 
of violations. 

HODGES.M.W. Region 1 (Post 820201). 92/07/20. SYLVIA, B.R. Niagara Mohawk 
Power Corp. 3pp. 62489:056-62489:082. 

-9207280148 Notice of violation from insp on 920622-26. Violation noted: preventative 
maint procedures N1-EMP-GEN-R120 did not provide sufficient detail for qualified indi- 
vidual to perform steps verified MOV torque switch dial settings. 

* Region 1 (Post 820201). 92/07/20. Ip. 62489:059-62489:069. 

-9207280155 Insp repts 50-220/92-82 & 50-410/92-82 on 920622-26. Violations 
noted.lnsp summary:final scope of valves to be included in program not completed at 
time of insp. 

TRAPP. J.M., ANDERSON, C.J. Region 1 (Post 820201). 92/07/21. 23pp. 62489:060- 
62489:082. 

9207300179 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys." Thermo-Lag 330 not installed at cable trays at either facility.Subj fire barrier sys 
installed in listed conduits in missile barrier enci in DG Room 103. 

TERRY,C.O. Niagara Mohawk Power Corp. 92/07/24. Document Ckintrol Branch 
(Document Control Desk). 3pp. 62593:017-62593:019. 

9207290030 Ack receipt of 920622 Itr & payment for civil penalty proposed by NRC in 
920521 Itr.Corrective actions will be examined during future insps. 

LIEBERMAN,J. Ofc of Enforcement (Post 870413). 92/07/28. SYLVIA.B.R. Niagara 
Mohawk Power Corp. Ip. 62506:017-62506:017. 


R. Periodic operating reports & reiated correaponderice 

9207270196 Monthly operating rept for June 1992 for NMPNS unit 1. W/920708 Itr. 
COLEMAN,D.E., DAHLBERG,ICA. Niagara Mohawk Power Corp. 92/06/30. 5pp. 
62516:279-62516:283. 


S. Reportable occurrences, LERs ft related correspondence 


9207280065 PNC>-l-92-044:on 920721 .eight operators at unit 1 ft three non-licensed op- 
erators at unit 2 falsified operator rounds record8.C^rators suspended from site 
access w/pay.lssue generated media interest ft region I responded to inquiries. 
SCHMIDT.W., NICHOLSON.L Regbn 1 (Post 820201). 92/07/21. 2p p. 62488:111- 
62488:112. 


9207010088 Forwards insp repts 50-220/92-12 & 50-410/92-14 on stated date.No viola- 
tions noted. 

COWGILUdj. Region 1 (Post 820201). 92/06/19. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 62143:267-62143:295. 

-9207010090 Insp repts 50-220/92-12 ft 50-410/92-14 on stated date.No violations 
noted.Major areas inspected:piant operations, radiological 
controls,maint.surveillance,emergency planning, security & safety assessment/qualilty 
verification. 

NICHOLSON, LE. Region 1 (Post 820201). 92/06/19. 26pp. 62143:270-62143:295. 

9207080064 Forwards insp repts 50-220/92-17 & 50-410/92-19 on 920615- 19.Radio- 
logical controls in use at unit 1 during maint outage determined to be very 
good.Violation noted. 

JOYNER.J.H. Region 1 (Post 820201). 92/06/25. SYLViA.B.R. Niagara Mohawk 
Power Corp. 3pp. 62218:343-62218:352. 

-9207080067 Notice of violation from insp on 92061 5-1 9. Violation noted: workers per- 
formed wire brushing in reactor cavity at direction of contractor supervisor w/o first 
informing radiation protection. 

* Region 1 (Post 820201). 92/06/25. Ip. 62218:346-62218:346. 

-9207080075 Insp repts 50-220/92-17 ft 50-410/92-19 on 920615-19. Violations 
noted.Major areas in8pected:licen8ee radiological protection programs during outage 
ft normal operations including mgt organization, ALARA ft radiological controls. 
FURIA,J., PASCIAK,W. Region 1 (Post 820201). 92/06/22. 6pp. 62218:347- 
62218:352. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co, of New York. Inc. 4pp. 62480:018-^480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries/' 

ROSSI, C.E Division of Op^tional Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. ^ New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSi,C.E. dtvbbn of Operatbnal Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. ^New York, Inc. 7pp. 62480:01 1-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication ft Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207230185 Forwards Exam Rept 50-220/92-1 40L administered during wk of 920608. 
BETTENHAUSEN,L Region 1 (Post 820201). 92/07/17. SYLvTa,B.R. Niagara 
Mohawk Power Corp. 3pp. 62496:046-62496:253. 

-9207230194 Exam R^ 50-220/02-1 40L on 920608-1 2.Exam resultsrSRO ft five RO 
applicants passed both portion of exama.One RO did not pass written exam. 
HANSELL.S., CONTE.R.J. Region 1 (Post 820201). 92/07/15. 200pp. 62496:049- 
62496:253. 


V. Operator Examinations 

920 7230 185 Forwards Exam Rept 50-220/92-1 40L administered during wk of 920608. 
BETTENHAUSEN,L Region 1 (Post 820201). 92/07/17. SYLVTa,B.R. Niagara 
Mohawk Power 3pp. 62496:046-62496:253. 

-9207230194 Exam Rept 50-220/92-1 40L on 920608-1 2.Exam results:SRO ft five RO 
applicants passed both portion of exams.One RO did not pass written exam. 
HANSELL,S.. CONTE,R.J. Region 1 (Post 820201). 92/07/15. 200pp. 62496:049- 
62496:253. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 

F. Security, medical, emergency ft fire protection plans 

9207160195 Forwards insp rept 50-223/92-01 on 920601 -03.No violations noted. 
JOYNER. J.H. Region 1 (Post 820201). 92/07/09. KEGEL, G. Massachusetts, Univ. of. 
Boston. MA. 3pp. 62413:330-62413:337. 

-9207160203 insp rept 50-223/92-01 on 920601 -03.No violations noted. Major areas 
inspected:radlation protection program staffing, audits ft over8ight,rTK)nitoring 
equipment.8igns ft pc^ngs ft implementation of emergency plan. 

DRAGOUN.T., HOLMES, S., BORES.R. Region 1 (Post 820201). 92/07/08. 5pp. 
62413:333-62413:337, 


Q. Inspection reports, IE Bullotins ft correspondence 

9207160195 Forwards insp rept 50-223/92-01 on 920601 -03.No violations noted. 
JOYNER. J.H. Region 1 (Post 820201). 92/07/09. KEQEL.G. Massachusetts. Univ. of, 
Boston, MA. 3pp. 62413:330-62413:337. 

-9207160203 Insp rept 50-223/92-01 on 920601 -03.No violations noted. Major areas 
in8pected:radiation protection program staffing, audits ft oversight,monitoring 
eq^ment.8igns ft postings ft imi^ementation of emergency plan. 

DRAGOUN.f. HOLMES.S.. BORES.R. Region 1 (Post &0201). 92/07/08. 5pp. 
62413:333-62413:337. 


DOCKET 50-228 AEROTE8T RADIOGRAPHY A RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins ft correspondence 

9207130147 Discusses advisability of frequent fuel element insps. No TS requirements 
exist for fuel element insps.Proposes that 20% insp of fuel elements take place each 
yr Altered procedure will responsibly address both sides of dialogue. 

SIMENS.H.G. Aerotest Operations. Inc. 92/06/25. MENDONC/LM.M. Non-Power Re- 
actors, Decommissioning ft Environmental Pro). Dir. (Post 920517). 2pp. 62375:242- 
62375:243. 
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R. p#riodlc op®rating reports & related corresponcieoc® 

9207280285 Forwards "Annual Summary of Changes, Tests & Experiments Performed at 
Aerotest Radiography & Research Reactor," for period ending 920630.New 13 cubic 
feet demineralizer installed in demineralizer stage. 

FIGUEREDO.D.E. Aerotest Operations, Inc. 92/07/10. SCARANO,R. Region 5 (Post 
820201). Ip. 62497:174-62497:178. 

-9207280286 “Annual Summary of Changes, Tests & Experiments Performed at Aero- 
test Radiography & Research Reactor,” for period ending 920630. 

FIGUEREDO.D.E.. SIMENS.H.G. Aerotest Operations. Inc. 92/06/30. 4pp. 62497:175- 
62497:178. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency A fir® protection plane 

9207070305 Revised EPIPs.including rev 1 to CEPlP-2000.rev 2 to CEPIP-2032 & rev 0 
to CEPIP-2021-01. 

* Commonwealth Edison Co. 92/06/19. 50pp. 62269:001-62269:051. 

9207020260 Forwards Rev 40 to security plan.Rev withheld (ref 10CFR73.21). 
KOVACH,T.J. Commonwealth Edison Co. 92/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 62425:357-62425:357. 

9207090260 Forwards Insp Repts 50-237/92-18 & 50-249/92-18 on 92061 6-23.No vio- 
lations noted. 

BARGER-MCCORMIC Region 3 (Post 820201). 92/07/02. REED.C. Commonwealth 
Edison C^. 2pp. 62340:340-62340:349. 

-9207090265 Insp Repts 50-237/92-18 & 50-249/92-18 on 92061 6-23.No violations 
noted.Major areas inspected:emergency preparedness program including.followup on 
actual emergency plan activities & status of emergertcy preparedness program. 
SIMONS, H., BARGER-MCCORMIC Region 3 (Post 820201). 92/07/02. 8pp. 
62340:342-62340:349. 

9207210008 Rev 02 to EPIP 0720-SI 3. “Augmentation Call List." 

SHARPER.D.. KUCZYNSKI.J. Commonwealth Edison Co. 92/07/02. 27pp. 62471:151- 
62471:177. 

9207280001 Ack receipt of 920521 Itr transmitting Rev 41 to security plan.Changes con- 
sistent w/ provisions of 10CFR50.54(p) & acceptable. 

PEDERSON, C.D. Region 3 (Post 820201). 92/07/15. KOVACH,T.J. Commonwealth 
Edison Co. 1p. 62584:290-62584:290. 

9207280087 Ack receipt of 920623 Itr transmitting Rev 40 to plant security plan submit- 
ted per 10CFR50.54(p).NRC determined that changes acceptable. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/15. KOVACH, T.J. Commonwealth 
Edison Co. 2pp. 62488:213-62488:214. 

9207280161 Ack reclept of 920429 Itr forwarding final rept for Oct 1991 exercise of off- 
site radiological emergency response plans for util.No deficiencies noted & twelve 
areas requiring correcwe actions identified. 

MCCORMICK-BARGE Region 3 (Post 820201), 92/07/16. REED.C. Commonwealth 
Edison Co. 2pp. 62489:110-62489:224. 

-9205290181 Forwards final exercise rept for 911009 joint exercise of offsite radiologi- 
cal emergency response plans site-specific to plant. 

KWIATKOWSki.D. Federal Emergency Management Agency. 92/04/29. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
62489:112-62489:112. 

-9205290185 Joint Exercise Rept for Dresden Nuclear Power Station. 

* Federal Emergency Management Agency. 92/03/24. 112pp. 62489:113-62489:224. 

9207280208 Forwards Insp repts 50-237/92-15 & 50-249/92-15 on 920615- 19 & 23.No 
violations noted. . , 

CREED, J.R. Region 3 (Post 820201). 92/07/22. REED.C, Commonwealth Edison Co. 
2pp. 62489:343-62489:346. 

-9207280215 Partially withheld physical insp repts 50-237/92-15 & 50-249/92-15 on 
920615-19 & 23 (ref 10CFR73.21).No violations noted.Major areas in8pected:mgt 
support.protected & vital area physical barriers & power supply. 

MADEDA.T.J.. BELANGER, J.L, CREED, J.R. Region 3 (Post 820201). 92/07/22, 2pp. 
62489:345-62489:346. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Rre Barrier 
Sys to MainWn Cabling in Wide (^ble Trays & Small Conduits Free from Fire 
Damage." Subj matl used at all listed facilltle8.Compen8atoiy measures implemented. 
JACKSON.M.A. Commonwealth Edison CJo. 92/07/23. Document Ck)ntrol Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 

9207310132 Rev 6a to Dresden Generating Station Emergency Plan Station Annex. 

* Commonwealth Edison Co. 92/07/31. 28pp. 62657:283-62657:313. 


K. Utility Final Safety Analysis Report (F8AR) & amenda 

9207130183 Rev 10 to updated FSAR for Dresden Nuclear Power Station. Units 2 & 
3.W/920707 Itr. 

PIET.P.L Commonwealth Edison Co. 92/07/07. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation. Director (Post 870411). 135pp. 62380:038-62380:198. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents. App A documents enci & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services. Inc. 3pp. 62324:002- 
62324:303. 


-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. 2ECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080257 Provides details of discussion re Dresden during 871 1 17 & 18 NRC senior 
managers meeting. Facility was categorized as requiring continued close monitoririg. 
STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. O’CONNOR, J.J. 
Commonwealth Edison Co. 2pp. 62324:027-62324:028. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Cc^es of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also encl. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH, ROBERTS, 
CARR Commissioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207090069 Provides summary of NRC discussions re Dresden at 880628 & 29 senior 
managers meeting. Facility was categorized as requiring continued close monitorirra. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. O’CONNOR.J.J. 
Clommonwealth Edison CJo. Ip. 62324:078-62324:078. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meetir^ & forwards itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH. ROBERTS. 
CARR C^ommlssionors (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/ summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting. Details withhold. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH. ROBERTS. 
CARR Commissioners (Post 750119). 72pp. 62324:111-62324:143. 

9207020284 Responds to 920212 staff requirements memo re performance of util 
plants. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62465:224. 

9207060293 Forwards amends 115 & 112 to licenses DPR-19 & DPR-25, respectively & 
safety evaluation.Amends revise TS to reflect mod to fast acting solenoid valves 
which initiate rapid closure of TCV. 

SIEGEL.B.L. Project Directorate III-2. 92/06/29. KOVACH,T.J. Commonwealth Energy 
System. 2pp. 62243:099-62243:125. 

-9207060297 Amends 115 & 112 to licenses DPR-19 & DPR-25, respectively, revising 
TS to reflect mod to fast acting solenoid valves which initiate rapid closure of TCV. 
BARRETT.R.J. Project Directorate III-2. 92/06/29. 20pp. 62243:101-62243:120. 

-9207060300 Safety evaluation supporting amends 115 & 112 to licenses DPR-19 & 
DPR-25 respectively. 

* Office of Muclear Reactor Regulation, Director (Post 870411). 92/06/29. 5pp. 
62243:121-62243:125. 

9207090155 Application for amends to Licenses DPR-19,DPR-25,DPR-29 & DPR- 
30, changing fS to reflect util efforts to upgrade TS 3/4.9 re auxiliary electrical sys to 
provide assurance that adequate supply of power available durina plant conditions. 
PIET,P.L. Commonwealth Edison Co. 92/06/29. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 12pp. 62339:246-62339:339. 

-9207090157 Proposed TS Section 3/4.9 re auxiliary electrical sys. 

* CJommonwealth Edison CJo. 92/06/29. 82pp. 62339:258-62339:339. 

9207080029 Submits results of operability determination to evaluate effects of setpoint 
changes for second level undervoltage setpoints for 4 kV safety buses-SetpoInts on 
Div 1 .second level undenroltage relays reset to 3,835 volts for Unit 2. 

PIET.P.L Ck>mmonwealth Edison Co. 92/06/30. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 2pp. 62305:342-62305:343. 

9207090357 Discusses 920615-16 meeting re plants categorized as requiring close 
monitoring & have been identified as having weaknesses that warrant increased NRC 
attention from both Headquarters & Regional ofc until performance Improves. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/06/30. 
0'CONNOR,J.J. Commonwealth Edison Co. 4pp. 62269:296-62269:299. 

9207070068 Submits supplemental info for 920507 amend to licenses DPR-19,DPR- 
25,DPR-29,DPR-30,DPR-39,DPR-48,NPF-11,NPF-18. NPF-37,NPF-66,NPF-72 & NPF- 
77, per NRC requestRevised TS re rev of onsite review of procedures encl. 
SIMPKIN.T.W. Commonwealth Edison Co. 92/07/01. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 21pp. 62267:020-62267:089. 

-9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS.submitted as supplement to original request w/info necessary 
to complete review. 

* Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 

9207090112 Responds to request for addi info to ensure that licensee complies w/ 
10CFR50.60 & 10CFR50.6t regulatory requirements & that they fulfill commitments 
made in response to generic Itr 88-11. 

JACKSON.M.A. Commonwealth Edison Co. 92/07/01. Document CJontrol Branch 
(Document Ck)ntrol Desk). 67pp. 62308:267-62308:333. 

9207090188 (Confirms plans to conduct mgt meeting on 920717 at plant site to discuss 
progress on several radwaste improvement items-Meeting initially scheduled on 
920630. 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/01. REED.C. Commonwealth 
Edison Co. 2pp. 6229^356-62295:357. 

9207080306 Advises that pressure-temp conditions at nonconservative hydrotest temp 
provided sufficient margin against crack initiation & continued plant operation of Unit 2 
w/Unit 3 curves conservative.per Generic Ltr 88-11. 

PIET.P.L Commonwealth Edison Co. 92/07/02. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 2pp. 62271:352-62271:353. 

9207170059 Forwards response to 920611 RAI related to second-level undervoltage 

RI^pIl Commonwealth Edison Co. 92/07/10. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation. Director (Post 870411). 6pp. 62456:309-62456:313. 
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9207200234 Forwards environ assessment & finding of no significant impact for one 
time schedular exemption from 10CFR50,App J, sections III.D.2(A) & III.D.3 (type B & 
C local leak rate tests), per 920527 request 

SIEGEL,B.L Project Directorate III-2. 92/07/14. KOVACH, TJ. Commonwealth Edison 
Co. 2pp. 62426:344-62426:351. 

~92072(K)238 Environ assessment & finding of no significant impact for schedular ex- 
emption from 10CFR60,App J, sections II1I).2(A) & 111.0.3 (type B & C local leak rate 
tests). 

SIEGEL, B.L Project Directorate 111-2. 92/07/14. 6pp. 62426:346-62426:351. 

9207220009 Forwards response to NRC 920520 telcon request for addl info re resolu- 
tion of ^ngle failure vulnerabilities associated w/combustible gas control.Nitrogen in- 
erting sys used to establish inert atmosphere following outages. 

SCHRAGE,J.L Commonwealth Edison Co. 92/07/15. MURIeY,T.E. Office of Nuclear 
Reactor R^ulation, Director (Post 870411). 4pp, 62473:292-62473:295. 

9207280107 Discusses Dresden oversight team visit on 920623-25. Interviews conduct- 
ed & documentation reviewed.positive initiatives implemented but problems still evi- 
dent. 

MARTIN,T.O. Region 3 (Post 820201). 92/07/20. REED,C. Commonwealth Edison 
Co. 9pp. 62497:038-62497:046. 

9207300067 Forwards nonproprietary GE-NE-1 87-37-0991, “Shroud Support Access 
Hole Cover SER for Dresden & Quad Cities” to suppt 920221 proprietary submittal.as 
result of GE Svcs info Ltr (SIL) 462 & associated suppis. 

SCHRAGE,J.L Commonwealth Edison Co. 92/07/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 62619:303-62619:344. 

-9207300073 Nonproprietary QE-NE-1 87-37-0991, “Shroud Support Access Hole Cover 
SER for Dresden & Quad Cities.” 

CHI,LL. MEHTA,H.S., NG,E. General Electric Co. GE-NE-1 87-37-0991. 91/09/30. 
35pp. 6261 9:31 0-6261 9:344. 

9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organiza- 
tional decisions. 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/22. REED,C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:183. 

9207310018 Confirms plans for 920807 meeting in Glen Eilyn,IL to discuss plant per- 
formance. 

GREENMAN.E.G. Region 3 (Post 820201). 92/07/27. REED,C. Commonwealth 
Edison Co. 1p. 62549:0^-62549:063. 


9207280288 Forwards insp repts 50-237/92-16 & 50-249/92-16 on 920616- 22.Noncit- 
ed violations noted. 

SCHUMACHER,M.C. Region 3 (Post 820201). 92/07/21. REED.C. Commonwealth 
Edison Co. 2pp. 62497:179-62497:187. 

-9207280290 Insp repts 50-237/92-16 & 50-249/92-16 on 92061 6-22.No violations 
noted.Major areas inspected:liquid & gaseous radwaste program. 

KUNOWSKI,M.A.. JANUSKA,A.G., SCHUMACHER.M.C. Region 3 (Post 820201). 92/ 
07/21. 7pp. 62497:181-62497:187. 

9207280208 Forwards insp repts 50-237/92-15 & 50-249/92-15 on 920615- 19 & 23.No 
violations noted. 

CREED.J.R. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth Edison Co. 
2pp. 62489:343-62489:346. 

-9207280215 Partially withhold physical insp repts 50-237/92-15 & 50-249/92-15 on 
920615-19 & 23 (ref 10CFR73.21).No violations noted.Major areas inspected:mgt 
support, protected & vital area physical barriers & power supply. 

MABeDA.T.J.. BELANGER.J.L., CREED.J.R. Region 3 (Post 820201). 92/07/22. 2pp. 
62489:345-62489:346. 

9207280319 Forwards Insp repts 50-237/92-14 & 50-249/92-14 & notice of 
violation.Certain activities appearing to be violations not cited beacuse criteria,as 
specified.were satisfied. 

CLAYTON.B. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth Edison Co. 
2pp. 62497:282-62497:304. 

-9207280324 Notice of violation from insp on 920529-0706. Violation noted:procedure 
SP 91-6-70 re EDG consumption test, was not type appropriate to circumstances on 
920623. 

CUYTON.B. Region 3 (Post 820201). 92/07/22. 2pp. 62497:284-62497:285. 

-9207280345 Insp repts 50-237/92-14 & 50-249/92-14 on 920529-0706. Violations 
noted.Major areas inspected.-foliowup of previously identified items & LERs.review of 
operational safety & monthly maint. 

CLAYTON.B. Region 3 (Post 820201). 92/07/22. 19pp. 62497:286-62497:304. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subj matl used at all listed facilities.Compensatory measures implemented. 
JACKSON,M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 


Q. Inspection reports, IE Bulletins & correspondence 

9208230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9207080004 Requests NRC concurrence for crediting manual operator action for clo- 
sure of 1 /2-inch primary containment particulate sampling sys primary containment 
isolation valves, per Insp Repts 50-237/90-23 & 50-249/90-23. 

PIET.P.L Commonwealth Edison Co. 92/07/01. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 8w>. 62276:305-62276:312. 

9208280043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

9208290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. lesion of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:01 1 -62480:01 7. 

9207090280 Forwards Insp Repts 50-237/92-18 & 50-249/92-18 on 92061 6-23.No vio- 
lations noted. 

BARGER-MCCORMIC Region 3 (Post 820201). 92/07/02. REED.C. Commonwealth 
Edison Co. 2pp. 62340:340^2340:349. 

-9207090285 Insp Repts 50-237/92-18 & 50-249/92-18 on 92061 6-23.No violations 
noted. Mi^or areas inspectedremergency preparedness program including.followup on 
actual emergency plan activities & status of emergency preparedness program. 
SIMONS.H.. BARGER-MCCORMIC Region 3 (Post 820201). 92/07/02. 8pp. 
62340:342-62340:349. 

9207090340 Forwards Special insp Repts 50-237/92-13 & 50-249/92-13 on 920401- 
0528.Violation8 noted. 

CLAYTON.B. Region 3 (Post 820201). 92/07/02. REED.C. Commonwealth Edison Co. 
2pp. 62341:267-62341:282. 


R. Periodic operating reports & related correspondence 

9207070184 Forwards errata to 1990 & 1991 annual environ operating repts for LaSalle. 
DIEDERICH,G.J. Commonwealth Edison Co. 92/06/26. DAVIS.A,B. Region 3 (Post 
820201). Ip. 62265:318-62265:322. 

-9207070214 Errata to “1990 LaSalle Annual Environ Operating Rept" 

* Commonwealth Edison Co. 90/12/31. 2pp. 62265:319-62265:320. 

-9207070220 Errata to “1991 LaSalle Annual Environ Operating Rept" 

* Commonwealth Edison Co. 91/12/31. 2pp. 62265:321-62265:322. 

9207070227 Forwards errata to 1990 & 1991 annual environ operating repts for Dres- 
den Station. 

SCHROEDER.C.W. Commonwealth Edison Co. 92/06/26. DAVIS.A.B. Region 3 (Post 
820201). Ip. 62273:302-62273:312. 

-9207070233 Errata to “1 990 Dresden Annual Environ Operating Rept” 

* Commonwealth Edison Co. 90/12/31. 5pp. 62273:30^62273:307^ 

-9207070237 Errata to "1991 Dresden Annual Environ Operating Rept" 

* Commonwealth Edison Co. 91/12/31. 6pp. 62273;308-62273:312. 

9207140318 Monthly operating repts for June 1992 for Dresden Nuclear Power 
Station.W/920701 ltr. 

MAXWELUD.C., SCHROEDER.C.W. Commonwealth Edison Co. 92/06/30. 59pp. 
62380:199-62380:257. 

9207070170 Forwards errata to 1990 & 1991 annual environ operating repts for Byron 
Nuclear Station. 

PLENIEWICZ.R. Commonwealth Edison Co. 92/07/07. DAVIS, A.B. Region 3 (Post 
820201). Ip. 62265:352-62265:358. 

-9207070185 Errata to "1990 Byron Annual Environ Operating Rept" 

* Commonwealth Edison Co. W/12/31. 3pp. 62265:353-62265:355. 


-9207090343 Notice of violation from insp on 920401 -0528. Violation notedwork instruc- 
tions of activities affecting quality not appropriate to circumstances or did not include 
appropriate quantitative or qualitative acceptance criteria. 

CUnON.B. Region 3 (Post 820201). 92/07/02. 2pp. 62341:269-62341:270. 

-9207090344 Spedai Insp Repts 50-237/92-13 & 50-249/92-13 on 920401- 0528. Viola- 
tion notectMe^ areas inspiKitedrquality of work request8,adequacy of work instruc- 
tions & post-maint testing. 

KNOP,R.C. Region 3 (Post 820201). 92/07/02. 12pp.. 62341:271-62341:282. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Moided- 
Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207150028 Forwards insp repts 50-237/92-17 & 50-249/92-17 on 920622- 25.No vio- 
lations noted. 

RINQ,MA Region 3 (Post 820201). 92/07/10. REED.C. Commonwealth Edison Co. 
2pp. 82335:034^^5:045. 


-9207150034 Insp repts 50-237/02-17 & 50-249/92-17 on 920622-25.No violations or 
deviations noted.Ms^ areas inspected: erosion/corrosion program. 

SCHAPKER.J.F., WARD.K.D., JACOBSON, J.M. Region 3 (Post 820201). 92/07/09. 
10pp. 62335:03862335:045. 


-9207070192 Errata to “1991 Byron Annual Environ Operating Rept” 
* Commonwealth Edison Co. 91/12/31. 3pp. 62265:356-62265:358. 


8. Reportable occurrences, UERs 8 refated correspondence 

9207280190 LER 89-029-03:on 891 023, evaluation of HPCI sys discharge piping re- 
vealed elevated discharge piping temps.Cau8ed by RFW sys backieakage into HPCI 
discharge piping.Standby valve lineup revised for HK)I.W/920708 ltr. 

CHURiLLA,M., SCHROEDER.C.W. Commonwealth Edison Co. 89/11/22. 26pp. 
62587:21062587:235. 

9207130134 PNO-lll-92639:on 920701 .annunciators on four control room panels lost 
three times in 5 s period.Caused by movement of spare cables in preparation for 
major mod.Addl operator stationed in control room to monitor instrumentation. 
KNOP.R., CLAVTON.B. Region 3 (Post 820201). 92/07/01. 2pp. 62366:250- 
62368:251. 

9207140206 LER 92618-00:on 92061 8.primary sys isolation valve closures occurred 
due to RWCU sys isolations.RWCU sys reset & restarted.Further investigation re un- 
planned RWC^ pump trip will be performed.W/920708 ltr. 

NEAL.K.H., S<5hROEDER,C.W. Commonwealth Edison Co. 92/07/07. 6pp. 
82437:24962437:254. 
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920731CK}51 LER 91-031>01;on 910921.CRO R-10 failed to latch during daily/weetcly 
CRD exercise due to collet piston bindlng.AIS originally installed CRDs removed.W/ 
920708 Itr. 

RAVELO.W.. SCHROEDER.C.W. Commonwealth Edison Co. 92/07/08. 9pp. 
62683:166-62683:174. 

9207220154 LER 92-01 9-00:on 920624, discovered that 2/3 core height containment 
spray interlock had been render^ inoperable due to surveillance testing 
conflict.ln8trument Maint First Line Supervisor counseled.W/92071 5 Itr. 

RUND,J., SCHROEDER.C.W. Commonwealth Edison Co. 92/07/15. 5pp. 62481:154- 
62481:158. 

9207220144 LER 92-020-CK):on 920626, informed that Unit 2 reactor vessel exceeded 
design basis due to non-conservative pressure-temp curve8.Caused by incorrect Tech 
Spec curves.Listed procedures revised. W/92071 6 Itr. 

WHITMAN, G., SCHROEDER.C.W. Commonwealth Edison Co. 92/07/16. 5pp. 
62481:144-62481:148. 

9207300033 LER 92-023-00:on 920702, NSO received computer alarm indicating that re- 
actor recirculation sample valve had closed.Caused by blown fuse.Fuse was replaced 
& readings taken to see if fuse adequately sized.W/920720 Itr. 

SKOGLUND.R.R.. SCHROEDER.CiW. Commonwealth Edison Co. 92/07/20. 5pp. 
62587:348-62587:352. 

9207310080 LER 92-022-00:on 920701 .intermitten audible & visual alarms 
received, indicating momentary losses of power to annunciators on main control room 
panels.Caused by loose power supply fuse.Annunciator cards replaced. W/920724 Itr. 
KARABA.P.J., ^HROraER.C.W. Commonwealth Edison Co. 92/07/24. 5pp. 
62683:079-62683:083. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam, administered on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007. Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:063. 


DOCKET 50-241 MISSISSIPPI STATE UNIV. RESEARCH REACTOR 


P. Operating license stage documents A correspondence 

9207090088 Summarizes discussions at 881206-07 senior mot meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 


DOCKET 50-244 ROBERT EMMET QINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

9207090120 Revised EOPs.including Rev 1 to ATT, Rev 2 to ATT, Rev 8 to AP-SW.1,Rev 
6 to FR-S.1 A Rev 11 to FR-H.1.W/920626 Itr. 

MECREDY.R.C. Rochester Gas A Electric Corp. 92/06/26. JOHNSON.A. Project Di- 
rectorate 1-3. 79pp. 62309:001-62309:079. 

9207090179 Revised EPIP8.including rev 8 to EPIP 1-O.rev 9 to EPiP 1-5, rev 4 to EPIP 
1-14.rev 1 to EPIP 1-15, rev 2 to ^IP 4-7,rev 2 to EPIP 5-1, rev 4 to EPIP 5-2 A rev 1 
to EPIP 5-9.W/920626 Itr. 

MECREDY.R.C. Rochester Gas A Electric Corp. 92/06/26. JOHNSON.A. Project Di- 
rectorate i-3. 70pp. 62341:001-62341:170. 

9207130234 Forwards request for addi info re util responses to reg guide 1.97,Rev 3 on 
conformance w/emergency response capability. 

JOHNSON.A.R. Project Directorate 1-3. 92/07/07. MECREDY.R.C. Rochester Gas A 
Electric Corp. 10pp. 62338:013-62338:022. 

9207210022 Notification of significant licensee meeting 92-117 w/utli on 920728 to dis- 
cuss staff briefing of security program upgrades. 

LAZARUS, W.J. Region 1 (Post 820201). 92/07/13. Region 1 (Post 820201). 3pp. 
62419:231-62419:233. 

9207310156 Forwards completed EROS survey questionnaireper Rev 1 to NUREG- 
1394 re EROS implementation, consisting of quality codes A descriptions for plant 
process computer sys at facility. 

MECREDY.R.C. Rochester Gas A Electric Corp. 92/07/20. JOHNSON.A.R. Project Di- 
rectorate 1-3. 7pp. 62613:348-62613:354. 


P. Oparatino license stage dooumente A correspondence 

9207060004 Forwards ^plication for amend to License DPR-IS.revising TS 4.3.1 per 
guidance provided in Generic Ltr 91-01, "Removal of Schedule for Withdrawal of Re- 
actor Vessel Matl Specimens from TS.*' 

SMITH, R.E. Rochester Gas A Electric Corp. 92/06/22. JOHNSON.A.R. Project Dlrec- 
torate I-3. Ip. 62250:068-62250:074. 

-9207080005 ^plication for amend to License DPR-18,revi8ing TS 4.3.1 per guidance 
provided in (Seneric Ltr 91-01, "Removal of Schedule for Withdrawal of Reactor 
vessel Matl Specimens from TS." 

SMITH.R.E. Rochester Gas A Electric Corp. 92/06/22. 2pp. 62250:069-62250:070. 

-9207060006 Proposed TS 4.3.1 re reactor vessel matl surveillance testing. 

* Rochester Gas A Electric Corp. 92/06/22. 4pp. 62250:071-62250:074. 


9207060157 Discusses licensee 911226 response to generic Itr 88-20, suppi 4, "Indivkl- 
uai Plant Exams for External Events.” Recommends that licensee ufxiate iPEEE plans 
to be consistent w/approaches provided in NUREG-1407. 

JOHNSON,A. Project Directorate 1-3. 92/06/30. MECREDY.R.C. Rochester Gas A 
Electric Corp. 4pp. 62242:225-62242:228. 

9207080334 Forwards response to GL 92-01, Rev 1 re reactor vessel structural 
integrity.BAW Rept BAW-2166, “BAWOG Response to GL 92-01” also end. 
MECREDY.R.C. Rochester Gas A Electric Corp. 92/07/02. JOHNSON,A.R. Project Di- 
rectorate 1-3. 7pp. 62305:046-62305:103. 

9207130234 Forwards request for addI info re util responses to reg guide 1.97, Rev 3 on 
conformance w/emergency response capability. 

JOHNSON,A.R. Project Directorate 1-3. 92/07/07. MECREDY.R.C. Rochester Gas A 
Electric Corp. 1 0pp. 62338:01 3-62338:022. 

9207130194 Informs that licensee response period found in error A should coincide w/ 
120 day response period requested by NRC after issuance of FSAR on SQUG generic 
implementation procedure (Rev 2),is8ued on 920522. 

JOHNSON.A.R. Project Directorate 1-3. 92/07/08. HERNAN.R. Project Directorate 1-4. 
Ip. 62338:001-62338:001. 

9207210022 Notification of significant licensee meeting 92-117 w/util on 920728 to dis- 
cuss staff briefing of security program upgrades. 

LAZARUS,W.J. Region 1 (Post 820201). 92/07/13. Region 1 (Post 820201). 3pp. 
62419:231-62419:233. 


Q. Inspection reports, IE Bulletins A correspondence 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9207080098 Advises that violation inappropriately cited against failure to follow proce- 
dures A should be withdrawn A violation of inadequate corrective action would be 
issued.per 911227 telcon.Corrective actions for violation found adequate. 
HODGES,M.W. Region 1 (Post 820201). 92/06/29. MECREDY.R.C. Rochester Gas A 
Electric Corp. 4pp. 62218:079-62218:166. 

-9207080101 Forwards requested documentation for CAR 2010,documenting A tracking 
corrective action A root cause analysis for undervoltage relays 27 A 27B being calibr 
below TS ^ure 2.3-1 .per 91 1227 telcon. 

ADAMS.S.T. Rochester Gas A Electric Corp. 91/12/27. DURR.J. Region 1 (Post 
820201). 84pp. 62218:084-62218:166. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Ck>ndenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207090160 Provides update of progress re evaluation A enhancement of hydraulic flow 
balancing of service water sys for util in response to NRCs SWSOPI team rept 50- 
244/91-201 dtd 920130. 

MECREDY.R.C. Rochester Gas A Electric Corp. 92/07/02. JOHNSON.A.R. Project Di- 
rectorate 1-3. 4pp. 62341:301-62341:304. 

9207020233 NRC Info Notice 92-051, “Misapplication A Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207220304 Accepts requested actions of Bulletin 89-001 .Supplement 2, “Failure of 
Westinghouse Steam Generator Tube Mechanical Plugs.” Advises that TAC M73172 
closed. 

JOHNSON.A.R. Project Directorate 1-3. 92/07/15. MECREDY.R.C. Rochester Gas A 
Electric Corp. 3pp. 62453:342-62453:344. 

9207220308 Accepts requested actions of Bulletin 89-001 .items 1 A (2)d. “Failure of 
Westinghouse Steam Generator Tube Mechanical Plugs.” Advises that TAC M73172 
closed. 

JOHNSON,A.R. Project Directorate 1-3. 92/07/15. MECREDY.R.C. Rochester Gas A 
Electric Corp. 3pp. 62453:345-62453:347. 

9207300088 Supplements 920615 Itr re NRC staff review of addi info provided in util 
920504 Itr for Violation C A Example 5 to Violation A, identified in insp rept 50-244/92- 
02 . 

HEHL.C.W. Region 1 (Post 820201). 92/07/21. MECREDY.R.C. Rochester Gas A 
Electric Corp. 3pp. 62528:094-62528:117. 


R. Periodic operating reports A related correspondence 


9207220319 Monthly operatic rept for June 1992 for GNPP. W/92071 5 Itr. 

DODGE, R.E., MECREDY.Frc. Rochester Gas A Electric Corp. 92/06/30. Spp. 
62474:222-62474:226. 


S. Reportable occurrences, LERs A related correspondence 


9207230070 Special repton 920702, containment (CNMT) Sump A actuation received 
due to SVC water leak inside containment. Alternatives to redesign A replacement of 
CNMT redrcuiation fan cooling coils will be considered during 1994 outage. 
MECREDY,R.C. Rochester Gas A Electric Corp. 92/07/16. Document Ck>ntrol Branch 
(Document Control Desk). 4pp. 62476:308-62476:311. 



26 DOCKETED ITEMS 


V. Op#rator Examinations 

9207170175 Forwards exam forms A & B, answer key for A & B exams, exam summary & 
candidates individual answer sheets from 920610 generic fundamentals exam 
section.Results should be forwarded to applicants.W/o end. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/08. CARROLL.R. Rochester Gas 
& Electric Corp. 2pp. 62425:359-62425:360. 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 

9207010235 Revised EPIPs,induding rev 16 to EPIP 4211, "On-Call Procedure” & Rev 
10 to EPIP 4610, "Communications - Radiopaging & Callback Monthly Drill.” 

* Northeast Nuclear Energy Co. 92/06/24. 47pp. 62224:192-62224:239. 

9207150074 Forwards safety insp repts 50-245/92-17,50-336/92-19 & 50-423/92-1 7.No 
violations noted. 

ANDERSON.C. Region 1 (Post 820201). 92/07/06. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62335:088-62335:097. 

-9207150078 Insp repts 50-245/92-17,50-336/92-19 & 50-423/92-17 on 920608-12.No 
violations noted.Maior areas insp^edistandby, starting,operating & shutdown & maint 
of emergency diesel generator units. 

WOODARD.C.H. Region 1 (Post 820201). 92/07/01. 7pp. 62335:091-62335:097. 

9207230058 Reviews 920210 response to NRC SER on EOPs for containment flood al- 
ternative methodology.Region I & NRR consider alternative methodology acceptable 
w/one stated mod.Action resolves unresolved item In Insp Rept 50-245/89-1 9. 
HODGES.M.W. Region 1 (Post 820201). 92/07/17. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62524:182-62524:184. 

9207280204 Forwards draft exercise controller manual for onsite emergency prepared- 
ness partial participation exercise at facilities scheduled on 92091 5, for NRC 
review.Comments requested by 92081 4. W/o end. 

OPEKA.J,F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/17. 
MCCABE, e.C. Region 1 (Post 820201). 2pp. 62562:124-62562:125. 

9207280224 Forwards insp repts 50-245/92-13,50-336/92-14 & 50-423/92-13 on 
920503-0613 & forwards notice of violation.Good performance noted for several 
activities,including actions to address static pressure effects of Veritrak transmitters. 
BLOUGH,A.R. Region 1 (Post 820201). 92/07/22. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62497:070-62497:107. 

-9207280256 Insp repts 50-245/92-13,50-336/92-14 & 50-423/92-13 on 920503- 
0613.Violations noted.Major areas inspected:plant operations.radlological 
controls,maint, surveillance, security,outage activities & licensee self-assessment. 
DOERFLEIN,LT. Region 1 (Post 820201). 92/07/22. 33pp. 62497:075-62497:107. 

9207280234 Revised EPIPs, including rev 21 to CON1 1.01, rev 41 to CONI 1.02,rev 10 to 
CONI 1.06,rev 2 to CONI 1.07, rev 17 to CONI 4.10,rev 21 to CONI 5.01, rev 3 to CONI 
7.01, rev 25 to CON1 10.01 A rev 6 to CON1 13.01. 

• Northeast Utilities. 92/07/24. 125pp. 62562:156-62562:316. 

9207310103 Fonvards response to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling In Cable Trays & Small Conduits Free from Fire 
Dam^e." 

ROMBERG,W.D. Connecticut Yankee Atomic Power Co. 92/07/27. Document Control 
Branch (Document Control Desk). 13pp. 62612:330-62612:342. 


H. General correepondence 

9207180081 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide l.9.task DG-1 021 .Opposes rule. 

OPEKA,J.F. Northeast Utilities. 92/07/06. CHILK,S.J. Office of the Secretary of the 
Commission. 5pp. 62375:091-62375:095. 


I. Financial Information 

9207060232 Forwards listing of nudear engineering & operations & maint budgets & 
projections for 1993,1994 & 1995. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities, 92/06/30. TAYLOR, J.M. Ofc of the Execu- 
tive Director for Operations. 5pp. 62254:354-62254:358. 


P. Operating llcenae stage documents ft correspondence 

9207080085 Summary of 920611 meeting w/util in King of Prus8la.PA re util PEP.Ust of 
attendees ft handout describirtg licensees presentation end. 

HEHUaw. Region 1 (Post 820201). 92/06/22. OPEKA.J.F. Northeast Nuclear Energy 
Co. 55pp. 62218:011-62218:067. 

-9207080093 Submits Millstone Assessment Panel (MAP) remnsibilities re 
charter.MAPs purpose to assist in coordination of NRC resources for performance 
monitoring ft assessment of plant. 

MARTIN, T.T. Region 1 (Post 820201). 92/05/27. WIGGINS, J.T. Region 1 (Post 
820201). 2pp. 62218:066-62218:067. 

9207020218 Informs that 911223 response to GL 88'20.8uppl 4 re IPEEE at 
faciiity.accoptable. 

ANDERSEN, J.W. Project Directorate 1-4. 92/06/29. OPEKA^.F. Connecticut Yankee 
Atomic Power Co. 3pp. 62203:334-62203:336. 

9207070022 Notification of 920706 meeting w/util in Rockville.MD to discuss PEP 
progress. 

JAF7E,D.H. Project Directorate 1-4. 92/06/30. STOLZ.J.F. Project Directorate 1-4. 4pp. 
62237:340-62237:343. 

9207140019 Application for amend to license DPR-21 .revising TS to incorporate Gener- 
ic Ltr 884)1 surveillance requirement re removal of hydrogen water chemistry setpoint 
allowances. 

OPEKA,J.F, Northeast Nudear Energy Co. OPEKA.J.F. Northeast Utilities. 92/06/30. 
Document Control Branch (Documerit Control Desk). 7pp. 62380:258-62380:275. 


-9207140020 Proposed TS 3.1 3.A re inservice insp of ASME Boiler & Pressure Vessel 
Code & inservice insp program for piping, per Generic Ltr 88-01. 

* Northeast Nuclear Energy Co. 92/06/30. 11pp. 62380:265-62380:276. 

9207070365 Notification of 920708 meeting w/util in Rockville.MD to discuss PEP 

5a?Fe!d’h. Project Directorate 1-4. 92/07/02. MURLEY.T., MIRAGLIA,F.. 

RUSSELL, W. NRC - No Detailed Affiliation Given. 5pp. 62236:347-62236:351. 

9207150236 Forwards proposed, supplemental changes to Rev 15 to QA program topi- 
cal rept QAP-10.0 re oversight activities of quality svcs personnel. 

OPEKA,J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/06. 
Document Control Branch (Document Control Desk). 8pp. 62415:295-62415:302. 

9207160218 Responds to Rev 1 to GL 92-01, “Reactor Vessel Structural Integrity 
10CFR50.54(f)." 

OPEKA.J.F. CJonnecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Utilities. 
OPEKA.J.F. Northeast Nudear Energy Co. 92/07/06. Document Control Branch (Doc- 
ument Control Desk). 57pp. 62423:188-62423:242. 

9207130122 Summary of 920618 meeting w/util in Berlln.CT re licensing issues of gen- 
eral interest.Attendee8 list & outline of topics discussed end. 

JAFFE,D.H. Project Directorate 1-4. 92/07/08. Project Directorate 1-4. 160pp. 
62374:121-62374:270. 

9207170192 Discusses 10CFR50.54 QA program change review.Effectiveness of QA 
program & procedure Implementation will continue to be sub] of routine regional insps. 
BETTENHAUSEN.L Region 1 (Post 820201). 92/07/08. OPEKA,J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 62431:349-62431:351. 

9207140276 Informs of closure of TAC M54545 re control room habitability issue.New 
TAG will be assigned when GL issued. 

ANDERSON.J.W. Project Directorate 1-4. 92/07/09. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. 3pp. 62378:238-62378:240. 

9207210071 Notification of significant licensee meeting 92-118 w/util on 920720 to dis- 
cuss performance enhancement program. 

DOERFLEIN.LT. Region 1 (Post 820201). 92/07/09. Region 1 (Post 820201). 3pp. 
62419:365-62419:357. 

9207170060 Withdraws 920508 request for relief from ASME Code, Section XI require- 
ments to allow interim non-code repair to svc water sys to eliminate leakage from pin 
hole defect downstream of valve 1-SW-107. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/10. 
Document Control Branch (Document Control Desk). 1p. 62445:359-62445:369. 

9207220003 Clarifies info re spent fuel pool.per 920618 NRC/Northeast Utils counter- 
parts meeting.At present.only Millstone Unit 3 spent fuel pool not utilizing full comple- 
ment of spent fuel storage racks. 

OPEKAiJ.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F, Northeast Nudear 
Energy Co. OPEKA,J.F. Northeast Utilities. 92/07/16. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62473:268-62473:269. 

9207220417 Summary of 920708 meeting w/util in Rockville.MD re util performance en- 
hancement program. List of attendees & slides used during presentation end. 
JAFFE,D.H. Project Directorate 1-4. 92/07/15. Project Directorate 1-4. 62pp. 
62445:253-62445:313. 

9207230058 Reviews 920210 response to NRC SER on EOPs for containment flood al- 
ternative methodology.Region I & NRR consider alternative methodology acceptable 
w/one stated mod.Action resolves unresolved item in Insp Rept 50-245/89-19. 
HODGES, M.W. Region 1 (Post 820201). 92/07/17. OPEKA.J.F. Northeast Nudear 
Energy Co. 3pp. 62524:182-62524:184. 

9207270176 Forwards correction of amend 52 to license DPR-61 .Amend revised 10 
pages of Tech Specs, including pages 3/4 4-1 ft B 3/4 5-3a. 

ANbERSEN,J.W. Project Directorate 1-4. 92/07/21. OPEKA,J.F. Connecticut Yankee 
Atomic Power Co. OPEKA,J.F. Northeast Nuclear Energy Co. 3pp. 62491:340- 
62491:344. 

-0207270178 Corrected amend 52 to license DPR-61 .revising 10 pages of Tech 
Spec8.including pages 3/4 4-1 ft B 3/4 5-3a. 

* Project Direc^ate i-4. 92/07/21. 2pp. 62491:343-62491:344. 

9207280274 Advises that util 920615 proposed rev 15 to QA program topical r^t 
acceptable, per 10CFR50.54(a).Effectivene88 of QA program ft procMure implementa- 
tion will continue to be sub] of routine regional inspa. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/21. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 62497:139-62497:141. 

9207310191 Discusses util relief request from ASME Boiler ft Pressure Vessel Code 
Section XI to Implement interim repairs to 24“-SW-3 svc water piping as alternative to 
IWA-7000 repair/ iWA-7000 replacement dtd 920508. 

ANDERSEN, J.W. Project Directorate I-4. 92/07/24. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 2pp. 625^:179- 
62588:180. 


Q. Inspection reports, IE BuHotIne ft correspondenco 


9207280265 FOIA request for documents re most recent INPO insp rept for plant ft util. 
BOWLES, D.K. Affiliation Not Assigned. 91/11/07. GRIMSLEY.D. Division of Freedom 
of information ft Publications Senses (Post 890205). Ip. 62514:150-62514:150. 

9207280273 Rnal response to FOIA request for documents re most recent INPO insp 
results for plant ft util.No records sut^ to request located. 

GRIMSLEY.D.H. Division of Freedom of Information ft Publications Services (Post 
890205). 91/11/27. BOWLES, D. Affiliation Not Assigned. Ip. 62514:158-62514:168. 

9206230193 NRC Info Notice 92-047. "Intentional Bypassing of Automatic Actuation of 
Rant Protective Features.’* 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp, 62480:018-62480:021. 
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9207140019 Application for amend to License DPR-21 .revising TS to incorporate Gener- 
ic Ltr 88-01 sun/eillance requirement re removal of hydrogen water chemistry setpoint 
allowances. 

OPEKA,J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/06/30. 
Document Control Branch (Document Control Desk). 7pp. 62380:258-62380:275. 

-9207140020 Proposed TS 3. 13. A re Inservice insp of ASME Boiler & Pressure Vessel 
Code & inservice insp program for piping.per Generic Ltr 88-01 . 

* Northeast Nuclear Energy Co. 92/06/30, 11pp. 62380:265-62380:275. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

92Ck5290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207150074 Forwards safety insp repts 50-245/92-17,50-336/92-19 & 50-423/92-1 7.No 
violations noted. 

ANDERSON, C. Region 1 (Post 820201). 92/07/06. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62335:088-62335:097, 

-9207150078 Insp repts 50-245/92-17,50-336/92-19 & 50-423/92-17 on 920608-1 2.No 
violations noted.Major areas inspected:standby, starting, operating & shutdown & maint 
of emergency diesel generator units. 

WOODARD,C.H.. RULAND.W.H. Region 1 (Post 820201). 92/07/01. 7pp. 62335:091- 
62335:097. 

9207160250 Ack receipt of 920228 response to violations noted in Insp Repts 50-245/ 
92-03,50-336/92-03 & 50-423/92-03.Concerns raised that surveillance procedure for 
alternate testing approved w/o identification of conflict w/TS. 

COOPER.R.W. Region 1 (Post 820201). 92/07/06. OPEKA,J.F. Northeast Nuclear 
Energy Co. 5pp. 62416:327-62416:338. 

9207170192 Discusses 10CFR50.54 QA program change revlew.Effectiveness of QA 
program & procedure implementation will continue to be subj of routine regional Insps. 
BEfrENHAUSEN,L. Region 1 (Post 820201). 92/07/08. OPEKA,J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 62431:349-62431:351. 

9207020233 NRC info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of Now York, Inc. 6pp. 62480:001-62480:006. 

9207170250 Forwards insp repts 50-245/92-14,50-336/92-15 & 50-423/92-14 on 
92051 2-1 4. Violations noted but not cited. 

HODGES,M.W. Region 1 (Post 820201). 92/07/13. OPEKA,J.F. Northeast Nuclear 
Energy Co. OPEKA,J.F. Connecticut Yankee Atomic Power Co, 3pp. 62440:237- 
62440:250. 

-9207170259 Insp repts 50-245/92-14,50-336/92-15 & 50-423/92-14 on 920512- 
14. Violations noted but not cited.Major areas inspected:insp round requirements,mgt 
response to falsified insp round sheets & gather info for followup. 

PRELL,J., BISSETT.P.H. Region 1 (Post 820201). 92/06/29. 9pp. 62440:240- 
62440:250. 

9207210106 Forwards radiological controls insp repts 50-245/92-18, 50-336/92-20 & 
50-423/92-18 on 92061 5-1 9.Review indicated very good radiological controls imple- 
mented at units 1 & 3 & efforts associated w/generatlon of unit 3 ALARA rept noted. 
JOYNER, J.H, Region 1 (Post 820201). 92/07/13. OPEKA,J.F. Northeast Nuclear 
Energy Co. 4pp. 62420:311-62420:328. 

-9207210115 Insp repts 50-245/92-18.50-336/92-20 & 50-423/92-18 on 920615- 
19. Very good radiological controls implemented at units 1 & 3.Maior areas 
InspectedHicensee action on previous insp finding8,organization & staffing & training. 
NIMIT2,R.L, PASCIAK,W.J. Region 1 (Post 820201). 92/07/08. 14pp. 62420:315- 
62420:328. 

9207210194 Discusses insp rept 50-245/92-12 on 920322-0502 & forwards notice of 
violation.Concerns re technician who inappropriately influenced results of vibration test 
of standby gas treatment sys fan B at facility noted. 

MARTIN,f.f. Region 1 (Post 820201). 92/07/14. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 612421:180-62421:185. 

-9207210199 Notice of violation from insp on 920322-0503.Vioiation notod:techniclan 
performed vibration measurement on B standby gas treatment fan In improper manner 
in order to meet acceptance criteria of Surveillance Procedure SP-1060. 

* Region 1 (Post 820201). 92/07/18. 3pp. 62421:183-62421:185. 

9207230058 Reviews 920210 response to NRC SER on EOPs for containment flood al- 
ternative methodology.Region I & NRR consider alternative methodology acceptable 
w/one stated mod.Action resolves unresolved item in Insp Rept 50-245/89-19, 
HODGES.M.W. Region 1 (Post 820201). 92/07/17. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62524:182-62524:184. 

9207280119 Forwards insp rept 50-245/92-15 on 920622-25.No violations noted. 

DULL,J. Region 1 (Post 820201). 92/07/20. OPEKA,J.F. Northeast Nuclear Energy 
Co. 3pp. 62489:005-62489:015. 

-9207280133 Insp rept 50-245/92-15 on 920622-25. No violations noted. Major areas 
in8pected:licen8ee evaluations of unresolved items (91-81-01 & 91-81-02) re grid sta- 
bility issue. 

MATHEW, R.K., RULAND,W. Region 1 (Post 820201). 92/07/17. 8pp. 62489:008- 
62489:015. 

9207280224 Forwards insp repts 50-245/92-13,50-336/92-14 & 50-423/92-13 on 
820503-0613 & forwards notice of violation.Good performance noted for several 
activities,including actions to address static pressure effects of Veritrak transmitters. 
BLOUGH.A.R. Region 1 (Post 820201). 92/07/22. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62497:070-62497:107. 

-9207280254 Notice of violation from insp on 920503-061 3. Violations noted:station pro- 
cedures not property implemented in that unit 2 feedwater heater IB released for 
maint w/o proper venting & draining of feedwater sys. 

* Region 1 (Post 820201). 92/07/22. 2pp. 62497:073-62497:074. 


-9207280256 Insp repts 50-245/92-13,50-336/92-14 & 50-423/92-13 on 920503- 
061 3. Violations noted.Major areas inspected:plant operations,radiological 

controls, maint, surveillance, security,outage activities & licensee self-assessment. 
DOERFLEIN,L.T. Region 1 (Post 820201). 92/07/22. 33pp. 62497:075-62497:107. 

9207310103 Fonwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Cable Trays & Small Conduits Free from Fire 
Damage.” 

ROMBERG.W.D. Connecticut Yankee Atomic Power Co. ROMBERG,W.D. Northeast 
Nuclear Energy Co. ROMBERG,W.D, Northeast Utilities, 92/07/27. Document Control 
Branch (Document Control Desk). 13pp. 62612:330-62612:342. 

9207310158 Advises that appropriate circuitry mods made to valves IC-3,6 & 7,RR-36 & 
37 & CU-2A,to address issues discussed in NRC Bulletin 80-006 re ESF reset 
controls. Logic of secondary containment isolation dampers also modified. 
ROMBERG.W.D, Northeast Nuclear Energy Co. ROMBERG.W.D. Northeast Utilities. 
92/07/27. Document Control Branch (Document Control Desk). 2pp. 62618:343- 
62618:344. 


R. Periodic operating reports & reiated correspondence 


9207150123 Monthly operating rept for June 1992 for Millstone unit 1. W/920710 ltr. 
NEWBURGH.G., SCACE.S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast 
Utilities. 92/06/30. 5pp. 62411:303-62411:307. 

9207200128 Fonwards draft “Effluent & Waste Disposal Annual Rept for 1990." As- 
buried & as-generated values added together thereby resulting in overlap. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/13. 
TICHLER,J.L. Brookhaven National Laboratory. 2pp. 62450:001-62450:095. 

-9207200138 Draft “Effluent & Waste Disposal Annual Rept for 1990." 

* Northeast Utilities. 90/12/31. 94pp. 62450:003-62450:095. 

9207200152 Forwards info requested in 920608 ltr re stack characteristics & climatology 
for plants, including joint frequency distribution of wind direction.wind speed & stability 
for 1990 & 1991 at sites. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/13. TICHLER.J. Brookhaven Nation- 
al Laboratory. 6pp. 62447:126-62447:221. 

—9207200349 “CPRD Ml Dose Data Requirements for 1990," including wind speed/ 
wind direction/stability joint frequency distribution for Millstone Nuclear Power Station. 

* Northeast Nuclear Energy Co. 90/12/31. 18pp. 62447:168-62447:194. 

-9207200352 “CPRD Ml Dose Data Requirements for 1991," including wind speed/ 
wind direction/stability joint frequency distribution for Millstone Nuclear Power Station. 

* Northeast Nuclear Energy Co. 91/12/31. 26pp. 62447:195-62447:221. 


S. Reportable occurrences, LERs & related correspondence 


9207160377 LER 92-01 8-00:on 910809,improper fasteners used on HVAC blowout 
panels.Caused by programmatic error. Blowout panels have been labelled & 
Identified. W/920709 ltr. 

BENNETT, E.A., SCACE,S.E. Northeast Nuclear Energy Co, SCACE.S.E. Northeast 
Utilities. 92/07/09. 4pp. 62480:195-62480:198. 

9207280032 PNO-l-92-043:on 920720,licensee received package containing cutter/ 
shear used to perform underwater cutting of highly radioactive control rod 
blades.which was found to exhibit radiation levels of about 1,000 - 1,500 mR/h. 
NIMITZ,R., JOYNER. J. Region 1 (Post 820201). 92/07/21. 2pp. 62488:030- 
62488:031. 


9207290319 LER 91-014-01:on 910426.determined that postulated feedwater line break 
could result in complete loss of ac power.Caused by failure to recognize that 
TBSCCW piping subj to HELB scenarios.Three whip restrains installed.W/9i20722 ltr. 
NOLL.W.G.. SCACE,S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utili- 
ties. 92/07/22. 6pp. 62587:308-62587:313. 


U. Congresslonal/Executivs Correspondence 

9206170322 Forwards info re NRC investigations & inquiries of NEUT & plant.ln re- 
sponse to 920507 ltr to Chairman Selin.Provides assurance that NRC will conduct 
complete evaluation of concerns re mgt integrity & employee harassment. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/11. 
LIEBERMAN,J.I. Senate. Governmental Affairs. 7pp. 62427:179-62427:185. 

-9206170324 Reouests status rept on NRC investigations & inquiries into various mat- 
ters re plant & NEUT. Lists specific matters on which info requested. 

LIEBERMAN,J.I. Senate. 92/05/07. THE CHAIRMAN, SELIN, I. Commissioners (Post 
7501 1 9). 2pp. 62427:1 84-62427:1 85. 


DOCKET 50-247 INDIAN POINT STATION. UNIT 2 


F. Security, medical, emergency & fire protection plana 

9207070159 Discusses concern identified in insp rept 50-247/90-03 concerning imple- 
menting procedure IP-1013.Believes proposed rev 4 to IP-1013 consistent w/NRC 

g uidance on PARs. 

OYNER,J.H. Region 1 (Post 820201). 92/06/24. BRAM.S. Consolidated Edison Co. 
of Now York. Inc. 3pp. 62205:316-62205:318. 

9207070180 Forwards safety insp rept 50-247/92-12 on 920510-0613. Station was op- 
erated & maintained in safe manner during period. 

COWGILL.C.J. Region 1 (Post 820201). 92/06/26. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 2pp. 62206:110-62206:127. 
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~82070701SS Insp safety rept 50-247/92-12 on 92051 0-061 3.MaJor areas 
inspectedrplant operations, radiological controls, maint & 

surveillance, security.engineering & technical support & safety assessment/quality veri- 
fication. 

NICHOLSON, LE. Region 1 (Post 820201). 92/06/25. 15pp. 62206:112-62206:127. 

9207090203 Forwards completed survey for ERDS communications & description of 
EROS.Data point library also encl. 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 92/06/30. Document Control 
Branch (Document Control Desk). 87pp. 62335:170-62335:243. 

9207160261 Page changes to Rev 3 to lP-1042. “In-Plant Radiological Surveys & Sam- 
pling.” W/920702 ttr. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/07/02. 12pp. 62421:350- 
62421:361. 

9207160358 Ack receipt of 920427 Itr transmitting Rev 13 to physical security 
plan.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable for inclusion In 
plan except for Section 2.2 re personnel screening. 

JOYNER,J.H. Region 1 (Post 820201). 92/07/10. BRAM.S. Consolidated Edison Co. 
of New York, Inc. 4pp. 62417:358-62417:361. 

9207200103 Forwards 1992 emergency exercise scenario objectives. 

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/07/15. Document Control 
Branch (Document Control Desk). 3pp. 62447:335-62447:337. 


9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140180 Responds to NRC 920605 Itr re violations noted in insp rept 50-247/92-09 
on 920405-0509.Corrective actions:jumper to block close condensate level control 
valve LCV-1128 installed, in response to 920413 MDAFWP anomaly. 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 92/07/06. Document Control 
Branch (Document Control Desk). 5pp. 62385:132-62385:136. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison C5o. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200048 Clarifies statements in Insp Rept 50-247/92-08 re inservice testing 
program, transmitted via 920520 Itr. Util test program satisfies requirements of IWP- 
3230 re increased test frequency if test results fall within alert range. 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 92/07/09. ANDERSON,C,J. 
Region 1 (Post 820201). 2pp. 62448:356-62448:357. 


I. Rnanclal Information 

9207020279 “Consolidated Edison Co of NY,lnc Annual Rept 1991.” W/920e24 Itr. 
MCGRATH, E.R., BRAM,S.B. Consolidated Edison Co. of New York, Inc. 91/12/31. 
47pp. 62249:073-62249:1 19. 


P. Operating license stage documents & correspondence 

9207080253 Advises that util response to 910628 suppi 4 to generic Itr 88-20 re 
IPEEE.acceptable.Util requested to update plans & provide projected milestones & 
schedules to NRC no later than 920918. 

WILLIAMS, F.J. Project Directorate 1-1. 92/06/30. BRAM,S.B. Consolidated Edison Co. 
of New York, Inc. 5pp. 62259:356-62259:360. 

9207070287 Forwards SE concluding that next scheduled plant steam generator insp 
may be conducted during next refueling outage scheduled for Spring 1993. 
WILLIAMS,F.J. Project Krectorate 1-1. 92/07/01. BRAM,S.B. Consolidated Edison Co, 
of New York, Inc. 3pp. 62236:341-62236:346. 


9207300040 Forwards insp rept 50-247/92-14 on 920622-26.No violations 
noted.Effectlve implementation of radiological environ monitoring program was ob- 

JOYNER.J.H. Region 1 (Post 820201). 92/07/18. BRAM,S. Ctonsolidated Edison Co. 
of Now York, Inc. 3pp. 62528:026-62528:035. 

-9207300072 Inw rept 50-247/92-14 on 920622-26.No violations noted. Major areas 
inspected:REMP,incfuding mgt controls, QA audits, QC program for aniaytical measure- 
ments & implementation of sub] programs & ODCM. 

PELUSO,L, BORES, R.J. Region 1 (Post 820201). 92/07/16. 7pp. 62528:029- 
62528:035. 


R. Periodic operating reports 8k related correspondence 

9207060287 “10CFR50.59(b) Rept of Changes, Tests & Experiments for 1991.” W/ 
920629 Itr. 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 91/12/31. 28pp. 62247:303- 
62247:330. 


-9207070289 Safety evaluation concluding that next scheduled plant steam generator 
insp may be conducted during next refueling outage scheduled for Spring 1993. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/07/01. 3pp. 
62236:344-62236:346. 

9207150312 Forwards response to GL 92-01, “Reactor Vessel Structural Integrity," re 
fracture toughness requirements & matl surveillance program for reactor pressure 
boundary. 

MIELE,M.L Consolidated Edison Co. of New York, Inc. 92/07/06. Document Control 
Branch (Document Control Desk). 38pp. 62411:158-62411:195. 


9207010013 Monthly operating rept for May 1992 for Indian Point 2. W/920615 Itr. 
KELLER, J., BRAM,S.B. Consolidated Edison Co. of New York. Inc. 92/05/31. 6pp. 
62230:243-62230:248. 

9207270201 Monthly operating rept for June 1 992 for Indian Point unit 2.W/92071 5 Itr. 
KELLER, J.. BRAM.S.B. Consolidated Edison Co. of New York, Inc. 92/06/30, 5pp. 
62516:298-62516:303. 


S. Reportable occurrencee, LERe & related correepondence 


9207220205 Forwards amend 156 to license DPR-26 & safety evaluation. Amend re- 
vises TS 3.1 4.b deleting requirement to go to hot shutdown within 4 h of receMng 
hurricane warning w/wtnds in excess of 87 knots within 320 nautical miles of site. 
WILLIAMS, F.J. Project Directorate 1-1. 92/07/15. BRAM.S.B. Consolidated Edison Co. 
of New York, Inc. 4pp. 62453:289-62453:300. 

-9207220208 Amend 156 to license DPR-26, revising TS 3.1 4.b to delete requirement to 
go to hot shutdown within 4 h of receiving hurricane warning for winds in excess of 87 
knots within 320 nautical miles of site. 

CAPRA,RA Project Directorate 1-1. 92/07/15. 5pp. 62453:292-62453:296. 

-9207220210 Safety evaluation supporting amend 1 56 to license DPR-26. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/07/15. 3pp. 
624^:297.62453:300. 

9207280022 Forwards response to NRC request for addi info re 911230 application for 
amend to License DPR-26, modifying control room air filtration sys TS to delete re- 
quirerTMEHit to monitor hydro^ cyanide & increasing alarm/trip set^nts. 

BRAM,S.B. Consolidated Edison Co. of New York, Inc. 92/07/15. Document Control 
Branch (Document Control Desk). 7pp. 62562:112-62562:118. 


Q. Inspection reports, IE Bulletins & correspondence 

9207070159 Discusses concern ktentified in imp rept 50-247/90-03 concerning imple- 
menting procedure IP-IOIS-Believes proposed rev 4 to IP-1013 consistent w/NRC 
guidance on PARs. 

JOYNER. J.H. Region 1 (Post 820201). 92/06/24. BRAM.S. Consolidated Edison Co. 
of New York, Inc, 3pp. 62205:316-62205:318. 

9207070180 Forwards safeW insp rept 50-247/92-12 on 920510-0613. Station was op- 
erated & maintained in safe manner during period. 

COWQILUC.J. Re^n 1 (Post 820201). 92/06/26. BRAM,S. Consolidated Edison Co. 
of New York, Inc. 2pp. 62206:110-62206:127. 

-9207070186 Insp safety rept 50-247/92-12 on 020510-061 3.Maior areas 
irispectedrpiant operations, radiological controla.maint & 

surveillance, security, engineering & technical support A safety aasessment/quality veri- 
fication. 

NiCHOLSON.LE. Region 1 (Post 820201). 92/06/25. 15pp. 62206:112-62206:127. 

920823KI193 NRC Info Notice 92-047, “Intentionai Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. DKriaion of Operational Events Asaeasment (Poet 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-^480:021. 

8207070287 Forwards SE concluding that next scheduled plant steam generator Ins^ 
may be conducted durira next refueling outage scheduled for Spring 1903. 
WILUAMS.FJ. Pn^ directorate 1-1. 92/0^1. BRAM.S.B. Consolidated Edison Co. 
of New York, Inc. 3^. 62238:341-62236:346. 


9207140209 LER 92-01 4-00:on 920605,central CR Isolation occurred due to ammonia 
toxic gas monitor alarms. Investigation of actual cause ongoing.Sensor & transmitter 
for channel 2 replaced & successfully calibr several time8.W/920706 ttr. 

DAHL,G., BRAM,S.B. Consolidated Edison Co. of New York, Inc. 92/07/06. 6pp. 
62437:255-62437:260. 

9207280102 LER 92-01 5-00:on 92061 9, offsite power grid sys disturbance occurred due 
to tripping of one of two main generator 345 kV output breakers.Tripped motor loads 
restored & generator 345 kV output breaker reclo8ed.W/920720 Itr. 

MAYLATH.J., BRAM.S.B. Consolidated Edison Co. of Now York. Inc. 92/07/20. 4pp. 
62587:249-62587:252. 


V. Operator Examinations 

9207260023 Advises that listed matts forwarded to Region I in preparation for Aug 1992 
requalification program evaluation. Matls consist of exam banks, sampling 
plan, proposed written exam & operating test & list of licensed personnel. 

BRAM.aB. Consolidated Edison Co. of New York, Inc. 92/07/14. MARTIN, T.T. 
Regbn 1 (Post 820201). 2pp. 62568:359-62568:360. 


DCX^KET 50-249 DRESDEN NUCUEAR POWER STATION, UNIT 3 


F. Security, medical, emergency A fire protection plane 


9207070305 Revised EPIPs.including rev 1 to CEPIP-2000,rev 2 to CEPIP-2032 A rev 0 
to CEPIP-2021-01. 

* Commonwealth Edison Co. 92/06/19. 50pp. 62269:001-62269:051. 

9207020260 Forwards Rev 40 to security plan.Rev withhold (ref 10CFR73,21). 

KOVACH, T.J. Commonwealth Edison Co. 92/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 62425:357-62425:357. 

6207090260 Forwards Insp Repts 50-237/92-18 A 50-249/92-18 on 92061 6-23.No vio- 
lations rK)ted. 

BARQER-MCCORMIC Region 3 (Post 820201). 92/07/02. REED.C. Commonwealth 
Edison Co. 2pp. 62340:34OA2340;349. 


-9207000265 Insp Repts 50-237/92-16 A 50-249/92-18 on 920616-23.No violations 
noted.Major areas inspectediemergency preparedness program including, followup on 
actual emergency plan activities A status of emergetKty preparedness program. 
SIMONS, H. Region 3 (Post 820201). 92/07/02. 8pp. 623^:342-62340:349. 


920721000S Rev 02 to EPIP 0720-S13, “Augmentation Call Ust” 

SHARPER,D., KUCZYNSKI,J. Commonwealth Edison Co. 92/07/02. 27pp. 62471:161- 
62471:177. 
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§207200001 Ack receipt of 920521 Itr transmitting Rev 41 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/15. KOVACH.T.J. Commonwealth 
Edison Co. Ip. 62584:290-62584:290. 

9207200087 Ack receipt of 920623 Itr transmitting Rev 40 to plant security plan submit- 
ted per 1 0CFR50.54{p).NRC determined that changes acceptable. 

PEDER^N.C.D. Region 3 (Post 820201). 92/07/15. KOVACH.T.J, Commonwealth 
Edison Co. 2pp. 62488:213-62488:214. 

9207280161 Ack reciept of 920429 Itr fonwardino final rept for Oct 1991 exercise of off- 
site radiological emergency response plans for util.No deficiencies noted & twelve 
areas requinng corrective actions identified. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/16. REED.C. Commonwealth 
Edison Co. 2pp. 62489:110-62489:224. 

“9205290181 Forwards final exercise rept for 911009 joint exercise of offsite radiologi- 
cal emergency response plans site-specific to plant. 

KWIATKOWSKl.D. Federal Emergency Management Agency. 92/04/29. CX)NGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
62489:112-62489:112. 

“9205290185 Joint Exercise Rept for Dresden Nuclear Power Station. 

“ Federal Emergency Management Agency. 92/03/24. 112pp. 62489:113-62489:224. 

9207280208 Forwards insp repts 50-237/92-15 & 50-249/92-15 on 920615- 19 & 23.No 
violations noted. 

CREED, J.R. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth Edison Co. 
2pp. 62489:343-62489:346. 

“9207280215 Partially withheld physical insp repts 50-237/92-15 & 50-249/92-15 on 
920615-19 & 23 (ref 10CFR73.21).No violations noted.Major areas in8pected:mgt 
support, protected & vital area physical barriers & power supply. 

MADEDA.T.J. Region 3 (Post 820201). 92/07/22. 2pp. 62489:345-62489:346. 

9207310171 Responds to NRC Bulletin 92-001 , "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide CJable Trays & Small Conduits Free from Fire 
Damage.” Subj matl used at all listed facilities-Compensatory measures implemented. 
JACK§ON,M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document (Control Desk), 5pp. 62611:352-62611:356. 

9207310132 Rev 6a to Dresden Generating Station Emergency Plan Station Annex. 

* Commonwealth Edison Co. 92/07/31. 28pp. 62657:283-62657:313. 


K. Utility Rnal Safety Analysis Report (FSAR) & amends 

9207130183 Rev 10 to updated FSAR for Dresden Nuclear Power Station. Units 2 & 
3.W/920707 Itr. 

PICT.P.L Commonwealth Edison Co. 92/07/07. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation. Director (Post 870411). 135pp. 62380:038-62380:198. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documont8.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

“9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. ZECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

“9207080257 Provides details of discussion re Dresden during 871 1 17 & 18 NRC senior 
managers meeting.Facility was categorized as requiring continued close monitoring. 
STELLO.V. Ofc of the Executive Director for Derations. 87/12/08. O’CONNOR, J.J. 
Commonwealth Edison Co. 2pp. 62324:027-62324:028. 

“9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also end. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

“92070fK}089 Provides summary of NRC discussions re Dresden at 880628 & 29 senior 
managers meeting.Facility was categorized as requiring continued close monitoring. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. 0’CONNOR,J.J. 
Commonwealth Edison Co. Ip. 62324:078-62324:078. 

“9207090088 Summarizes discussions at 881206-07 senior mgt meeting & forwards itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

“9207090114 Provides Ck>mmi8sion w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

9207010083 "Dresden Nuclear Power Station Unit 3 Reactor Containment Bldg Inter- 
grated Leak Rate Test.” W/920623 Itr. 

SCHROEDER.C.W. Commonwealth Edison Co. 92/06/23. MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 82pp. 62254:121-62254:209. 

9207020284 Responds to 920212 staff requirements memo re performance of util 
plants. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62465:224. 

9207060293 Forwards amends 115 & 112 to licenses OPR-19 & DPR'25, respectively & 
safety evaluation.Amends revise TS to reflect mod to fast acting solenoid valves 
which initiate rapid closure of TCV. 

SIEGEL, B.L Project Directorate III-2. 92/06/29. KOVACH.T.J. Commonwealth Energy 
System. 2pp. 62243:099-62243:125. 


“9207060297 Amends 115 & 112 to licenses DPR- 19 & DPR-25, respectively, revising 
TS to reflect mod to fast acting solenoid valves which Initiate rapid closure of TC^ 
BARRETT.R.J. Project Directorate 111-2. 92/06/29. 20pp. 62243:101-62243:120. 

“9207060300 Safety evaluation supporting amends 115 & 112 to licenses DPR-19 & 
DPR-25,respectiv0ly. 

• Office Of Nuclear Reactor Regulation, Director (Post 870411). 92/06/29. 5pp. 
62243:121-62243:126. 

9207090155 Application for amends to Licenses DPR-19, DPR-25, DPR-29 6 DPR- 
SO.changing tS to reflect util efforts to upgrade TS 3/4.9 re auxiliary electrical sys to 
provide assurance that adequate supply of power available during plant conditions. 
PIET.P.L. Commonwealth Edison Co. 92/06/29. MURLEY,T.E Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 12pp. 62339:246-62339:339. 

“9207090157 Proposed TS Section 3/4.9 re auxiliary electrical sys. 

* Commonwealth Edison Co. 92/06/29. 82pp. 62339:258-62339:339. 

9207080029 Submits results of operability determination to evaluate effects of setpoint 
changes for second level undervoltage setpoints for 4 kV safety buseaSetpoints on 
DIv 1 second level unden/oltage relays reset to 3,835 volts for Unit 2. 

PIET.P.L Commonwealth Edison Co. 92/06/30. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation. Director (Post 870411). 2pp. 62305:342-62305:343. 

9207090357 Discusses 920615-16 meeting re plants categorized as requiring close 
monitoring & have been identified as having weaknesses that warrant increased NRC 
attention from both Headquarters & Regional ofc until performance improves. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/06/30, 
0*CONNOR,J.J. Commonwealth Edison <3o. 4pp. 62269:296-62269:299. 

9207070068 Submits supplemental info for 920507 amend to licenses DPR-19,DPR- 
25.DPR-29.DPR-30,DPR-39,DPR-48.NPF-11,NPF-18, NPF-37.NPF-66.NPF-72 & NPF- 
77,per NRC request. Revised TS re rev of onsite review of procedures encl. 
SIMPKIN.T.W. Commonwealth Edison Co. 92/07/01. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 21pp. 62267:020-62267:089. 

“9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS, submitted as supplement to original request w/info necessary 
to complete review. 

Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 

9207090112 Responds to request for addi info to ensure that licensee complies w/ 
10CFR50.60 & 10CFR50.61 regulatory requirements & that they fulfill commitments 
made in response to generic Itr ito-1 1. 

JACKSON, M.A. Commonwealth Edison Co. 92/07/01. Document Control Branch 
(Document CJontrol Desk). 67pp. 62308:267-62308:333. 

9207090188 Confirms plans to conduct mgt meeting on 920717 at plant site to discuss 
progress on several radwaste improvement items.Meeting initially scheduled on 
920630. 

GREENMAN.E.G. Region 3 (Post 820201). 92/07/01. REED.C. Commonwealth 
Edison Co. 2pp. 6229^356-62295:357. 

9207170059 Forwards response to 920611 RAI related to second-level undenroltage 
setpoints. 

PICT.P.L Commonwealth Edison Co. 92/07/10. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 5pp. 62456:309-62456:313. 

9207220009 Forwards response to NRC 920520 telcon request for addI info re resolu- 
tion of single failure vulnerabilities associated w/combustible gas control.Nitrogen in- 
erting sys used to establish inert atmosphere following outages. 

SCHRAGE.J.L. Commonwealth Edison Co. 92/07/15. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 62473:292-62473:295, 

9207280107 Discusses Dresden oversight team visit on 920623-25. Interviews conduct- 
ed & documentation reviewed.positive initiatives implemented but problems still evi- 
dent 

MARTIN, T.O. Region 3 (Post 820201). 92/07/20. REED.C. Commonwealth Edison 
Co. 9pp. 62497:038-62497:046. 

9207300067 Forwards nonproprietary GE-NE-1 87-37-0991. "Shroud Support Access 
Hole Cover SER for Dresden & Quad Cities” to suppi 920221 proprietary submittal.as 
result of GE Svcs Info Ltr (SIL) 462 & associated suppis. 

SCHRAGE.J,L. Commonwealth Edison Co. 92/07/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 62619:303-62619:344. 

“9207300073 Nonproprietary GE-NE-1 87-37-0991, "Shroud Support Access Hole (^ver 
SER for Dresden & Quad Cities.” 

CHI.LL, MEHTA,H.S., NG,E. General Electric Co. GE-NE-1 87-37-0991. 91/09/30. 
35pp. 62619:310-62619:344. 

9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organiza- 
tional decisions 

GREENMAN.E.G. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:163. 

9207310018 Confirms plans for 920807 meeting in Glen Ellyn, IL to discuss plant per- 
formance. 

GREENMAN.E.G. Region 3 (Post 820201). 92/07/27. REED.C. Commonwealth 
Edison Co. 1p. 62549:0^-62549:063. 


Q. Inspection reports, IE Bulletins & correspondence 


9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Rant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021, 

9207080004 Requests NRC concurrence for crediting manual operator action for clo- 
sure of 1 /2-inch primary containment particulate sampling sys primary containment 
isolation valves, per Insp Repts 50-237/90-23 & 50-249/90-23. 

PIET.P.L Commonwealth Edison Co. 92/07/01. MURLEY.T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1). 8pp. 82276:305-62276:312. 
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9206200043 NRC Info Notice 92-048, “Failure of Bade Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

RO^I.C.E. Kvision of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp, 62480:011-62480:017. 

9207090260 Forwards Insp Repts 50-237/92-18 & 50-249/92-18 on 92061 6-23. No vio- 
lations noted. 

BARGER-MCCORMIC Region 3 (Post 820201). 92/07/02. REED.C. Commonwealth 
Edison Co. 2pp. 62340:340-62340:349. 

-9207090265 Insp Repts 50-237/92-18 & 50-249/92-18 on 92061 6-23.No violations 
noted.Major areas inspected:em 0 rgency preparedness program including, followup on 
actual emergency plan activities & status of emergency preparedness program. 
SIMONS,H., BARGER-MCCORMIC Region 3 (Post 820201). 92/Q7102. 8pp. 
62340:342-62340:349. 

9207090340 Forwards Special Insp Repts 50-237/92-13 & 50-249/92-13 on 920401- 
0528. Violations noted. 

CLAYTON, B. Region 3 (Post 820201). 92/07/02. REED.C. Commonwealth Edison Co. 
2pp. 62341:267-62341:282. 

-9207090343 Notice of violation from insp on 920401 -0528.Violation noted:work Instruc- 
tions of activities affecting quality not appropriate to circumstances or did not Include 
appropriate quantitative or qualitative acceptance criteria. 

CLAYTON.B. Region 3 (Post 820201). 92/07/02. 2pp. 62341:269-62341:270. 

-9207090344 Special Insp Repts 50-237/92-13 & 50-249/92-13 on 920401- 0528.Viola- 
tlon noted.Major areas inspkrted:quaJity of work requests, adequacy of work instruc- 
tions & post-maint testing. 

KNOP,R.C. Region 3 (Post 820201). 92/07/02. 12pp.. 62341:271-62341:282. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolicteted Edison Co. of New YcMi<, Inc. 6pp. 62480:001-62480:006. 

9207150028 Forwards insp repts 50-237/92-17 & 50-249/92-17 on 920622- 26.No vio- 
lations noted. 

RING,M.A. Region 3 (Post 820201). 92/07/10. REED.C. Commonwealth Edison Co. 
2pp. 62335:034-62335:046. 

-9207150034 Insp repts 50-237/92-17 & 50-249/92-17 on 920622-25.No violations or 
deviations noted.Major areas inspected: erosion/corrosion program. 

SCHAPKER.J.F., WARD.K.D., JACOBSON, J.M. Region 3 (Post 820201). 92/07/09. 
10pp. 62335:036-62335:045. 

9207280288 Forwards insp repts 50-237/92-16 & 50-249/92-16 on 920616- 22.Noncit- 
ed violations noted. 

SCHUMACHER, M.C. Region 3 (Post 820201). 92/07/21. REED,C. Commonwealth 
Edison Co. 2pp. 62497:179-62497:187. 

-9207280290 Insp repts 50-237/92-16 & 50-249/92-16 on 92061 6-22.No violations 
noted.Maior areas in8pected:liquid & gaseous radwaste program. 

KUNOWSKI,M.A., JANUSKA,A.G., SCHUMACHER,M.C. Region 3 (Post 820201). 92/ 
07/21. 7pp. 62497:181-62497:187. 

9207280208 Forwards insp repts 50-237/92-15 & 50-249/92-15 on 920615- 19 & 23.No 
violations noted. 

CREED, J.R. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth Edison Co. 
2pp. 62489:343-62489:346. 

-9207280215 Partially withheld physical insp repts 50-237/92-15 & 50-249/92-15 on 
920615-19 & 23 (ref 10CFR73.21).No violations noted.Major areas inspect 0 d:mgt 
supporLprotected 4 vital area physical barriers & power supply. 

MADEDA.T.J., BEUNGER.J.L, CREED, J.R. Region 3 (Post 820201). 92/07/22. 2pp. 
62489:345-62489:346. 

9207280319 Forwards insp r^ts 50-237/92-14 & 50-249/92-14 4 notice of 
violation.Certain activities appearing to be violations not cited beacuse criteria,as 
specifi6d,were satisfied. 

CLAYTON,B. Region 3 (Post 820201). 92/07/22. REED,C. Commonwealth Edison Co. 
2pp. 62497:282-62497:304. 

-9207280324 Notice of violation from insp on 920529-0706. Violation noted:procedure 
SP 91-6-70 re EOG consumption tesLwas not type appropriate to circumstances on 
920623. 

GUYTON, B. Region 3 (Post 820201). 92/07/22. 2pp. 62497:284-62497:285. 

-9207280345 Insp repts 50-237/92-14 4 50-249/92-14 on 920529-0706. Violations 
noted.Ma|or areas inspectedrfoilowup of previously identified Herns 4 LERs.review of 
operational safety 4 monthly malnt 

CUYTON,B. Region 3 (Post 820201). 92/07/22. 19pp. 62497:286-62497:304. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Cabling in Wide Cable Trays 4 Small Conduits Free from Fire 
Damage." Subj mat| used at all listed facilitie8.Compen8atory measures implemented. 
JACKSON.MA Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Doaiment Control Desk). 5|^. 62611:352-62611:356. 


-9207070233 Errata to "1990 Dresden Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 90/12/31. 5pp. 62273:303-62273:307. 

-9207070237 Errata to “1991 Dresden Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 91/12/31. 5pp. 62273:308-62273:312. 

9207140316 Monthly operating repts for June 1992 for Dresden Nuclear Power 
Station.W/920701 Itr. 

MAXWELL,D.C., SCHROEDER.C.W. Commonwealth Edison Co. 92/06/30. 59pp. 
62380:199-62380:257. 

9207070170 Forwards errata to 1990 4 1991 annua! environ operating repts for Byron 
Nuclear Station. 

PLENIEWICZ.R. Commonwealth Edison Co. 92/07/07. DAVIS,A.B. Region 3 (Post 
820201). Ip. 62265:352-62265:358. 

-9207070185 Errata to "1990 Byron Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 90/12/31. 3pp. 62265:353-62265:355. 

-9207070192 Errata to “1991 Byron Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 91/12/31. 3pp. 62265:356-62265:358. 


S. Reportable occurrences, LERs & related correspondence 

9207080251 LER 91-010-01 :on 910923,4d0-volt bus 38 partially load shedded upon ac- 
tuation of undervoltage relay 227-B38-X1. Caused by electrician shorting tool across 
two relay terminals. Event reviewed w/personnel.W/920630 Itr. 

JOHN^N,E., SCHROEDER,C.W. Commonwealth Edison Co. 91/10/17. 8pp. 
62293:102-62293:109. 

9207070414 LER 92-01 4-00:on 920604,RWCU sys isolation occurred during fill 4 vent 
due to pressure control vah/e problem.RWCU sys reset 4 restarted on 920604.W/ 
920626 Itr. 

NEAL.K.H., SCHROEDER,C.W. Commonwealth Edison Co. 92/06/26. 6pp. 

62293:039-62293:044. 

9207100132 LER 92-01 5-O0:on 92061 4, LPCI minimum flow valve M03-1501-13A auto- 
matically closed during valve operability test due to unknown cause.Further investiga- 
tion will be performed 4 suoplemental rept will be submitted. W/920707 itr. 

RHEE,S.J.. SCHROEDER.C.W. Commonwealth Edison Co. 92/07/07. 5pp. 

62437:059-62437:063. 

9207220147 LER 92-016-00:on 920626,RWCU Sys isolation occurred during RWCU syB 
startup.Caused by momentary sys pressure surge. RWCU sys reset 4 restarted.W/ 
920714 Itr, 

REID,J., SCHROEDER.C.W. Commonwealth Edison Co. 92/07/14. 5pp. 62481:149- 
62481:153. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam, administered on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT,G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
wlllGHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:0^3. 
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F. Security, medical, emergency 4 fire protectkm plant 

9207280015 Forwards FEMA rept for offsite portion of plant exercise of 911204.No defi- 
ciencies noted.W /0 end. 

CLINE, W.E. Region 2 (Post 820201). 92/07/17. GOLDBERG, J.H. Florida Power 4 
Light Co. 4pp. 62488:001-62488:005. 

9207270232 Ack receipt of 920622 Hr transmitting Rev 12 to training 4 qualification 
plan.Changes consistent w/provisions of 10CFR^.54(p) 4 acceptable for inclusion 
into plan. 

COLUNS,D.M. Region 2 (Post 820201). 92/07/22. GOLDBERG, J.H. Florida Power 4 
Light Co. 4pp. 62528:183-62528:186. 

9207270323 Ack receipt of 920622 Itr transmlttirra Rev 2 to TPS physical security 
plan.Changes consistent w/provisions of 10CFR50.54(p) 4 acceptable for inclusion 
into plan. 

COlIiNS,D.M. Region 2 (Post 820201). 92/07/22. GOLDBERG,J.H. Florida Power 4 
Light Co. 4pp. 62528:124-62528:127. 

9207300276 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free from 
Damage." Thermo-Lag 330 fire barrier sys not installed at fadiities. 

PLUNKETT, T.F. Florida Power 4 Light Co. 92/07/23. Document Ck)ntrol Branch (Doc- 
ument Control Desk). 5pp. 62593:216-62593:220. 


H. General eorreapondence 


9207160062 Comment supporting proposed rule 10CFR50 re receipt of byproduct 4 
SNM. 

BEARD,P.M. Florida Power 4 Ught Co. 92/07/06. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 62375:071-62375:072. 
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K. Utility Final Safaty Analysi® Raport (FSAR) & amanda 


$207220282 Rev 10 to updated FSAR.W/92071 7 Itr. 

PLUNKETT, T.F. Florida Power & Light Co. 92/07/17. 250pp. 62468:001-62471:150. 


P. Operating ilcansa stag® documents & correspondence 

$207080120 Final response to FOIA request for documents. App A documents end & 
being made aveulable in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

->8605190330 Summ^ of 860423-24 mgt meeting at Region III ofc re licensee 
performance, evaluation of plant discussions & fitness for duty .Task assignments & list 
of 3.ttoncloos onol 

SNIEZEK,J.H. Regional Operations & Generic Requirements, EDO (Pre 870413). 86/ 
05/13. DAVIS, J.G. Office of Nuclear Material Safety & Safeguards. 11pp. 62324:005- 
62324:015. 

-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. ZECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080194 Provides details of discussions re Turkey Point facility during 871 117 A 18 
NRC senior mgt meeting.Facility was categorized as requiring continued close moni- 
toring. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. HUDIBURG.J.J. 
Florida Power & Ught Co. 2pp. 62324:021-62324:022. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also end. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207090067 Provides summary of NRC discussions re Turkey Point at 880628 & 29 
senior managers meeting.Facility was categorized as requiring continued close moni- 
toring. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. HUDIBURG.J.J. 
Florida Power & Ught Co. Ip. 62324:077-62324:077. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting. Details withheld. 

STELLO.V. Ofc of me Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior rr^t meeting & Itrs to be sent to licensees of plants that will be discussed at 
900215 Commission meeting. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9207060054 Discusses review of response to generic Itr 88-20,suppl 4,re 
I PEEE. Alternate methods proposed in 911223 response acceptable. 

NORRIS.J.A.. RAGHAVAN.L. Project Directorate 11-2. 92/06/25. GOLDBERG, J.H, 
Florida Power & Light Co. 4pp. 62204:209-62204:212. 

920707(X>05 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel 
integrity.EncI info provides addi info to support response provided in BAW-2166. 
PLUNKETT.T.F. Florida Power & Ught Co. 92/07^1. Document CJontrol Branch (Doc- 
ument Control Desk). 5pp. 62267:357-62267:361. 

9207080123 Forwards rept of unsatisfactory performance testing incident, per 
10CFR26.Rept details investigative analysis of unsatisfactory blind specimen 
results.identmcation of cause & corrective actions.Rept withheld. 

BOHLKE,W.H. Florida Power & Light Co. 92/07/01. Document CJontrol Branch (Docu- 
ment CJontrol Desk). Ip. 62275:354-62275:354. 

9207090319 Notification of 920709 meeting w/util in Rockville.MD to discuss request for 
code relief to perform temporary non-code repair for leak on code class 2 steam drain 
line in accordance w/generic Itr 90-05. 

RAGHAVAN.L. Project Directorate 11-2, 92/07/08. MURLEY.T., MIRAGLIA,F., 
RUSSELL.W. NRC - No Detailed Affiliation Given. 2pp. 62293:354-62293:355. 

9207200132 Provides response to NRC request for addI info re low upper shelf tough- 
ness fracture analysis of reactor vessels for load level A & B Conditions. 
PLUNKETT.T.F. Florida Power & Ught Co. 92/07/13. Document Control Branch (Doc- 
ument Control Desk). 16pp. 62447:257-62447:272. 

9207210338 COnfirms completion of performance enhancement program.Ltr updates 
info provided in 891221 Itr. 

PLUNKETT.T.F. Florida Power & Light Co. 92/07/16. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62467:360-62467:361 . 

9207240151 Summary of 920707 meeting w/util in Rockville.MD re current status & 
plans for plants.Handout end. 

RAGHAVAN.L. Project Directorate 11-2. 92/07/21. Project Directorate 11-2. 28pp. 
62479:239-62479:266. 


Q. Inspection reports, IE Bulletins & correspondence 

9207020093 Forwards insp rept 50-250/92-13 & 50-251/92-13 on 920502-29. No viola- 
tions noted. 

SINKULE.M.V. Region 2 (Post 820201). 92/06/17. GOLDBERG, J.H. Florida Power & 
Ught Co. 3pp. 62234:276-62234:295. 

-9207020100 Insp repts 50-250/92-13 & 50-251/92-13 on 920502-29.No violations 
noted.Major areas inspected:monthly surveillance observations.monthly maintenance 
observations, NRC/counterpart meeting.operational safety & plant events. 
BUTCHER.R.C., SCHNEBLt.G.A., TROCINE.L. Region 2 (Post 820201). 92/06/17. 
17pp. 62234:279-62234:295. 

9207020200 Ack receipt of 920526 Itr informing NRC of steps taken to correct violations 
noted in Insp repts 50-250/92-07 & 50-251/92-07 on 920501. 

SINKULE.M.V. Region 2 (Post 820201). 92/06/19. GOLDBERG.J.H. Florida Power & 
Ught Co. 3pp. 62234:355-62234:357. 

9207060158 Responds to violations noted in insp Repts 50-250/92-10 & 50-251/92- 
lO.Corrective actions:instrument & control maint initial & continuing training programs 
revised to incorporate self-checking. 

GOLDBERG.J.H. Florida Power & Light Co. 92/06/26. Document Control Branch 
(Document Control Desk). 5pp. 62250:225-62250:229. 

9207140116 Forwards insp repts 50-250/92-14 & 50-251/92-14 on 920601- 05.No vio- 
lations or deviations noted. 

CLINE, W.E. Region 2 (Post 820201). 92/06/26. GOLDBERG.J.H. Florida Power & 
Light Co. 4pp. 62311:284-62311:305. 

-9207140161 Insp repts 50-250/92-14 & 50-251/92-14 on 920601-05.No violations or 
deviations noted.Major areas inspected: organization of chemistry dept & radwaste 
group.confirmatory measurements,plant water chemistry & Info Notice 92-34. 
DECKER.T.R., CARRION.R.P. Region 2 (Post 820201^ 92/06/25. 18pp. 62311:288- 
62311:305. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Ck>nsotidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
(Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207300276 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Damage.” Thermo-Lag 330 fire barrier ^s not installed at facilities. 

PLUNKETT,T.F. Florida Power & Light Co. 92/07/23. Document Control Branch (Doc- 
ument Control Desk). 5pp. 62593:216-62593:220. 


R. Periodic operating reports & related correspondence 


9207200321 Monthly operating repts for June 1992 for Turkey Point Units 1 & 2.W/ 
920710 Itr. 

HERBENICK,G.D., PLUNKETT.T.F. Florida Power & Light Co. 92/06/30. 9pp. 
62449:342-62449:350. 


S. Reportable occurrences, LERs 8t related correspondence 

9207200129 LER 92-006-00:on 92061 0.discovered that recirculation of waste monitor 
tank, prior to liquid release.not conducted per TS & tank recirculated to less than one 
tank vol.Caused by overestimation of flow rate.Calibrs verified. W/920710 Itr. 
KNORR,J.E.. PLUNKETT.T.F. Florida Power & Ught Co. 92/07/10. 4pp. 62480:260- 
62480:263. 

9207200269 Special reptthree sunreillance tendon8,inspected on 920612, 19 & 29 
found w/measured normalized lift-off force below predicted lower limit.Lift-off forces 
restored to required level of integrity.Addi rept will be sent by 920915. 

PLUNKETT.T.F. Florida Power & Light C^o. 92/07/10. EBNETER.S.D. Region 2 (Post 
820201). 8pp. 62450:330-62450:337. 
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F. Security, medical, emergency & fire protection plans 

9207280015 Forwards FEMA rept for offsite portion of plant exercise of 911204.No defi- 
ciencies noted.W/o end. 

CLINE,W.E. Region 2 (Post 820201). 92/07/17. GOLDBERG.J.H. Florida Power & 
Light Co. 4pp. 62488:001-62488:005. 

9207270232 Ack receipt of 920622 Itr transmitting Rev 12 to training & qualification 
plan.tChanges consistent w/provisions of 10CFR50.54(p) & acceptaible for inclusion 
into plan. 

COLLINS.D.M. Region 2 (Post 820201). 92/07/22. GOL0BERG,J.H. Florida Power & 
Light Co. 4pp. 62528:183-62528:186. 

9207270323 Ack receipt of 920622 Itr transmitting Rev 2 to TPS physical security 
plan.Changes consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

COLLINS, D.M. Region 2 (Post 820201). 92/07/22. GOLDBERG.J.H. Florida Power & 
Light Co. 4pp. 62528:124-62528:127. 
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9207300276 Forwards response to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 
Rre Barrier Sys to Maintain Cabling in Wide Cable Tra>re & Small Conduits Free from 
Damag e." T hermo-Lag 330 fire barrier sys not installed at facilities. 

PLUNKETT.T.F. Florida Power & Light Co. 92/07/23. Document Control Branch (Doc- 
ument Control Desk). 5pp. 62593:216-62593:220. 

H. General corre^xmdeiice 

92071^KS62 Comment suf^rting proposed rule 10CR=I50 re receipt of byproduct & 
SNM. 

BEARD.P.M. Florida Power & Light Co. 92/07/06. CHILK.S.J. Office of the Secretary 
of the Commission. 2pp. 62375:071-62375:072. 

K. Utility Final Safety Analysis Report (FSAR) & amends 

9207220262 Rev 10 to updated FSAR.W/92071 7 Itr. 

PLUNKETT.T.F. Florida Power & Light Co. 92/07/17. 250pp. 62468:001-62471:150. 

P. Operating license stage documents & correspondence 

9207080120 Rnal response to FOIA request for docurnents.App A documents end & 
^ng made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of information & Publications Serwces (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-8605190330 Summary of 860423-24 mgt meeting at Region III ofc re licensee 
performance, evaluation of plant discussions & fitness for duty.Task assignments & list 
of attendees end. 

SNIE2EK,J.H. Regional Operations & Generic Requirements, EDO (Pre 870413). 86/ 
05/13. DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, lipp. 62324:00^ 
62324:015. 

-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. ZECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

”*^70801M Provides cfetaiis of discussions re Turkey Point fadlity during 871117 & 18 
NRC senior mgt meeting.Facility was categorized as requiring continue close moni- 
tonng. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. HUDIBURG.J.J. 
Florida Power & Light Co. 2pp. 62324:021-62324:022. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
^ ^ discussed at 880713 Commission meeting also end. 

STELLO^. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207090067 Provides summary of NRC discussions re Turkey Point at 880628 & 29 
senior managers meeting.Fadlity was categorized as requiring continued dose moni- 
toring. 

gTELLO.V. Ofc of the Executive Director for Operations, 88/07/07. HUDIBURG,J.J. 
Flonda Power & Ught Co. 1 p. 62324:077-62324:077. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting & forwards Itrs 
to ^ ti^cerwees of plants to be discussed at 881221 Commission meeting. 
STEaO,y. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-92070901 14 Provides C>3mmission w/summary of discussions held at 890517- 18 NRC 
mgt mro^ & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO.y. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commls- 
swnors (Post 750119), 72^- 62324:111-62324:143. 

-9M7090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

623l?3S3® (Post 820201). 86/10/22. Region 5 (Post 8S)201). 62324:298- 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
me^ng & Itrs to be sent to Ticensees of plants that will be discussed at 
900215 commission meeting. 

TAYLOR J.M.WC of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:18^ 

response to generic Itr 88-20, suppi 4,re 
IPEEE.Aft^Tiate metltods proposed In 91 1223 resDonse acceotable ^ 

^GHWANXTp^ect Directorate 11-2, 92/06/25. GOLDBERG JH 
Florida Power & Light Co. 4pp. 62204:209-62204:212 

»2q7p8081^orward8 requ^ for relief from ASME Code for repair of Code Class 2 

^ ^ discovered on 1/2-Inch main 

8toam drain ime on steam heacter 4A. 

(Doc- 

• MTOTO IM Fofwaid* to Rev 1 to Generic Ur 92-01 re reactor vessel 

pffSSSmr mfe to support response provided in BAW-2166. 

& Uflht Co. 92/07701. Oooument Control Branch (Doc- 


1 (Doc- 


9207200122 Forwards revised request for relief from ASME Code repair requirements 
for engineered mechanical clamp on main steam drain line piping elbow to perform 
temporary repair. 

PLUNKETT,T.F, Florida Power & Light Co. 92/07/09. Document Control Branch (Doc- 
ument Control Desk). 7pp. 62447:347-62447:353. 

9207200132 Provides response to NRC request for add! info re low upper shelf tough- 
ness fracture analysis of reactor vessels for load level A & B Conditions. 
PLUNKETT.T.F. Florida Power & Light Co. 92/07/13. Document Control Branch (Doc- 
ument Control Desk). 16pp. 62447:257-62447:272. 

9207210338 Confirms completion of performance enhancement program. Ltr updates 
info pr ovide d in 891221 Itr. 

PLUNKETT.T.F. Florida Power & Light Co. 92/07/16. Document Control Branch ( 
ument Control Desk). 2pp. 62467:3&-62467:361. 

9207240151 Summary of 920707 meeting w/util in Rockville.MD re current status & 
plans for plants.Handout end. 

RAGHAVAN.L Project Directorate 11-2. 92/07/21. Project Directorate 11-2. 28pp. 
62479:239-62479:266. 

Q. Inspection reports, IE Bulletins & correspondence 

9207020093 Forwards insp rapt 50-250/92-13 & 50-251/92-13 on 920502-29. No viola- 
tions noted. 

SINKULE,M.V. Region 2 (Post 820201). 92/06/17. GOLDBERG, J.H. Florida Power & 
Light Co. 3pp. 62234:276-62234:295. 

-9207020100 Insp repts 50-250/92-13 & 50-251/92-13 on 920502-29.No violations 
noted.Major areas inspected:monthly surveillance observations, monthly maintenance 
observations, NRC/counterpart meeting, operational safety & plant events. 
BUTCHER.R.C., SCHNEBLI,G.A.. TROCINE,L Region 2 (Post 820201). 92/06/17. 
17pp. 62234:279-62234:295. 

9207020200 Ack receipt of 920526 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-250/92-07 & 50-251/92-07 on 920501. 

SINKULE,M.V. Region 2 (Post 820201). 92/06/19. GOLDBERG. J.H. Florida Power & 
Light Co. 3pp. 62234:355-62234:357. 

9207060158 Responds to violations noted in Insp Repts 50-250/92-10 & 50-251/92- 
lO.Corrective actions:lnstrument & control maint initial & continuing tiaining programs 
revised to incorporate self-checking. 

GOLDBERG.J.H. Florida Power & Ught Co. 92/06/26. Document Control Branch 
(Document Control Desk). 5pp. 62250:225-62250:229. 

9^7140116 Forwards insp repts 50-250/92-14 & 50-251/92-14 on 920601- 05.No vio- 
lations or deviations noted. 

CLIN^W.E. Region 2 (Post 820201). 92/06/26. GOLDBERG.J.H. Florida Power & 
Light Co. 4pp. 6231 1 :284-6231 1 :305. 

-92071M161 Insp repts 50-250/92-14 & 50-251/92-14 on 920601-05.No violations or 
deviations noted.Major areas inspected: organization of chemistry dept & radwaste 


62311:305. 


t 820201). 92/06/25. 18pp. 62311:288- 


Notk^ 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features. 

ROSSLC.E. C^^n of Operational Events Assessment (Post 870411), 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9^:»M043 NRC Info Notice 92-048, “Failure of ExkJe Batteries.” 

Cto^tlond Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

Info Notice 92-050, “Cracking of Valves in Condensate Return Linos 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Di^8ion of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:01 1-62480:017. ' 

^^Sfar^rtBrnakSs/’^**^ 92-051, “Misapplication & Inadequate Testing of Molded- 

r?' Assessment (Post 870411). 92/07/09. 

Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9M7300276 Fprarards response to NRC Bulletin 92-001, “Failure of Thermo-Uo 330 

^ Condults Free® from 
^''® installed at facilities. 

R. Periodic operating reports & related correspondence 

*^2^10 to operating repts for June 1992 for Turkey Point Unite 1 a 2.W/ 

^ ^ 92/oe/30. 9pp. 

DOCKET 50-254 QUAD^^ITIES STATION. UNIT 1 

F. Security, medical, emergency a fire protection plans 

”®^ 30 to purity plan.Rov withheld (ref 10CFR73.21). 

^ ^ 

Dhrictor- B rev 3 to 

Commonwealth Edison Co. 92/06/23. 5pp. 62341:296-62341:300. 
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9207010023 Advises that 920608 proposed scope of participation & objectives for reme- 
dial exercise at plant scheduled for 92071 6.acceptabie. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/06/24. REED.C. O)mmonwealth 
Edison Co. 1p. 62143:033-62143:033. 

920709{N}80 Revised EPiPs, including rev 19 to QEP 400-0, “On-site Response Ac- 
tions,’’ & rev 5 to QEP 400-S1 , “Plant Assembly Checklist” 

* Commonwealth Edison Co. 92/06/27. 4pp. 62308:349-62308:363. 

9207090041 Revised EPIPs, including rev 11 to QEP 140-0, “Security Director,” & rev 6 
to QEP 140-S1, “Security Director Alert Checklist” 

* Commonwealth Edison Co. 92/06/30. 8pp. 62309:337-62309:344. 

9207090058 Revised EPIPs,including rev 9 to QEP 160-0, “Operations Support Center 
Director,” & rev 7 to QEP 160-S3, OSC Director General Emergency Checklist” 

* CJommonwealth Edison Co. 92/06/30. 6pp. 62309:346-62309:362. 

9207090065 Revised EPIPs, including rev 6 to QEP 165-0,rev 4 to QEP 166-1, rev 4 to 
QEP 165-S8 & rev 3 to QEP 165-fl. 

* Commonwealth Edison Ck). 92/06/30. 6pp. 62308:334-62308:340. 

9207090071 Revised EPIPs,including rev 20 to QEP 200-0, “Emergency Classification" 
& rev 9 to QEP 200-1, “Classification of GSEP Condition." 

* Commonwealth Edison Co. 92/06/30. 4pp. 62308:344-62308:348. 

9207090090 Revised EPIPs,including rev 14 to QEP 600-0, “Onsite Emergency Facilities 
and Equipment" & rev 5 to QEP 600-S5, “United Medical Center and lllini Hospital 
Radiological Emergency Inventory Checklist.” 

* Commonwealth Edison Co. 92/06/30. 6pp. 62309:306-62309:311. 

9207090127 Revised EPIPs,including rev 10 to QEP 125-0, rev 6 to QEP 125-SI, rev 7 to 
QEP 125-S2 & rev 4 to QEP 125-S3. 

* Commonwealth Edison Co. 92/06/30. 17pp. 62309:083-62309:099. 

9207090132 Revised EPIPs,including rev 16 to QEP 300-0, rev 9 to QEP 300-1, rev 5 to 
QEP 300-S3 & rev 6 to QEP 300-S6. 

* Commonwealth Edison Co. 92/06/30. 15pp. 62338:119-62338:134. 

9207270308 Ack receipt of 920623 Itr transmitting Rev 30 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable except for security plan conflicts 
re records of access authorization & employment history. 

PEDERSON,C.D. Region 3 (Post 820201). 92/07/15. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 62528:195-62528:196. 

9207280379 Revised procedures including rev 8 to QEP 720-0, “Drills and Exerclese," 
rev 6 to QEP 720-2, “Equipment and Communication Tests” & rev 5 to QEP 720-SI, 
“Monthly Equipment and Communications Sys Test Checklist.” 

* Commonwealth Edison Co. 92/07/20. 39pp. 62566:190-62566:228. 

9207280386 Revised procedures including rev 15 to QEP 600-0, “Onsite Emergency Fa- 
cilities and Equipment,” rev 4 to QEP 600-T3, “Emergency Communication Networks” 
& rev 5 to QEP 600-T4, “Emergency Communication Sys Location." 

* Commonwealth Edison Co. 92/07/20. 8pp. 62562:348-62562:355. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subj matl used at all listed facillties.CJompensatory measures implemented. 
JACKSON,M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 

9207300184 Forwards insp repts 50-254/92-17 & 50-265/92-17 on 92071 6-1 7.No viola- 
tions noted. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/27. REED.C. Commonwealth 
Edison Co. 2pp. 62593:004-62593:01 1 . 

-9207300187 Insp repts 50-254/92-17 & 50-265/92-17 on 92071 6-1 7.No 

violations, deviations or deficiencies noted.Major areas inspected:response to three 
performance weaknesses identified during Apr 1992 EP exercise at plant. 

PLOSKI,T., S1MONS.H., MCCORMICK-BARGE Region 3 (Post 820201). 92/07/27. 
6pp. 62593:006-62593:011. 


K. Utility Rnal Safety Analysis Report (FSAR) & amends 

9207090014 Forwards rev 1 to Quad Cities Station Units 1 & 2 updated FSAR,vols 1-7. 
SCHRAGE.J.L. Commonwealth Edison Co. 92/06/30. MURLEYVT.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). 4pp. 62356:001-62364:249. 

-9207090017 Rev 1 to Quad Cities Station Unit 1 & 2 updated FSAR,vol 1- 7. 

* Commonwealth Edison Co. 92/06/30. 1 ,500pp. 62356:005-62356:043. 

-9207090022 Chapter 1, "Introduction & General Description of Plant,” to Quad Cities 
units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 68pp. 62356:044-62356:112. 

-9207090025 Chapter 2, “Site Characteristics," to Quad Cities units 1 & 2 updated 
FSAR, 

* Commonwealth Edison Co. 92/06/30. 28pp. 62356:113-62356:143. 

-9207090030 App 2A, “Foundation Grouting,” to Quad Cities Units 1 & 2 updated 
FSAR. 

* Commonwealth Edison Co. 92/06/30. 300pp, 62356:144-62357:088. 

—9207090032 Chapter 3, “Design of Structures, Components, Equipment & Sys,*’ to 
Quad Cities units 1 & 2 update FSAR. 

* Commonwealth Edison Co. 92/06/30. 300pp. 62357:089-62358:11 1. 

-9207090035 App 3A, “Quad Cities Station Units 1 & 2,” updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 1 25pp. 62358:1 1 2-62358:273. 

-9207090038 Chapter 4, “Reactor." to Quad Cities units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 120pp. 62358:274-62359:069. 

-9207090039 Chapter 5, “Reactor Coolant Sys & Connected Sys,” to Quad Cities units 
1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 200pp. 62359:070-62359:206. 

“®M70|W042 App 5A, “Reactor Vessel Rept,” to Quad Cities Units 1 8 2 updated 

* Commonwealth Edison Co. 92/06/30. 170pp. 62359:207-62360:072. 


5. "Engineered Safety Features,” to Quad Cities units 1 & 2 up- 
dated FSAR. ^ 

* Commonwealth Edison Co. 92/06/30. 400pp. 62360:073-62361:028. 

-.9^701^49 Chapter 7, "Instrumentation 8 Controls,” to Quad Cities units 1 8 2 up- 
dated FSAR. ^ 

* Commonwealth Edison Co. 92/06/30. 270pp. 62361:029-62361:247. 

-9207090051 Chapter 8, “Electric Power,” to Quad Otles units 1 8 2 updated FSAR. 
Commonwealth Edison Ck). 92/06/30. 53pp. 62361:248-62361:307. 

-9207090053 Chapter 9, “Auxiliary Sys,” to Quad Cities units 18 2 updated FSAR. 
(Commonwealth Edison Co. 92/06/30. 300pp. 62361:308-62362:189. 

-9207090058 Chapter 10, "Steam 8 Power Ck)nverslon Sys,” to Quad Cities units 18 2 
updated FSAR. 

* (Commonwealth Edison (Co. 92/06/30. 54pp. 62362:190-62362:268. 

-9207090060 Chapter 11, “Radwaste Mgt,” to Quad Cities units 1 8 2 updated FSAR. 
(Commonwealth Edison (Co. 92/06/30. 200pp. 62362:269-62363:065. 

Chapter 12, “Radiation Protection,” to Quad Cities units 1 8 2 updated 

* Commonwealth Edison Co. 92/06/30. 40pp. 62363:066-62363:104. 

-9207090066 App 12A, “Post-Accident Radiation Levels,” to Quad Cities Units 1 8 2 
updated FSAR. 

* Commonwealth Edison (Co. 92/06/30. 82pp. 62363:105-62363:231. 

-.9^70^70 Chapter 13. “Conduct of Operations,” to Quad Cities units 1 8 2 updated 
FSAR. 

* (Commonwealth Edison Co. 92/06/30. 58pp. 62363:232-62363:291. 

-9207090072 App 13A to Quad Cities Units 1 8 2 updated FSAR. 

* (Commonwealth Edison Co. 92/06/30. 110pp. 62363:292-62364:032. 

“•^^7090083 Chapter 14, “Inital Test Program,” to Quad Cities units 18 2 updated 

* (Commonwealth Edison Co. 92/06/30. 54pp. 62364:033-62364:090. 

-9M70j90087 Chapter 15, “Accident Analyses,” to Quad Cities Units 18 2 updated 

* Commonwealth Edison Co. 92/06/30. 100pp. 62364:091-62364:244. 

—9207090088 Chapter 16, "Technical Specifications,” to Quad Cities units 18 2 updat- 
ed FSAR. 

* Commonwealth Edison Co. 92/06/30. 2pp. 62364:245-62364:246. 

-9207090092 Chapter 17, “QA,” to Quad Cities units 1 8 2 updated FSAR. 

* (Commonwealth Edison Co. 92/06/30. 3pp. 62364:247-62364:249. 


P. Operating license stage documents 8 correspondence 

9207100152 Forwards advance notification of shipment of radioactive matls from facili- 
ties to Barnwell low level waste burial site in Type B heavy cask. 

POWELL,G. (Commonwealth Edison Co. 92/06/15. Region 3 (Post 820201). Spo. 
62331:315-62331:319. » ^ ) kh 

9207020284 Responds to 920212 staff requirements memo re performance of util 
lants. 

AYLOR,J.M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62465:224. 

9207100156 Forwards advance notification of shipment of radioactive matls from facili- 
ties to Barnwell low level waste disposal site in Type B heavy cask. 

POWELL,G. Commonwealth Edison Co. 92/06/25. Region 3 (Post 820201). 5pp. 
62331:321-62331:325. 

9207090155 Application for amends to Licenses DPR-19,DPR-25.DPR-29 8 DPR- 
30, changing TS to reflect util efforts to upgrade TS 3/4.9 re auxiliary electrical sys to 
provide assurance that adequate supply of power available during plant conditions. 
PIET,P.L. Commonwealth Edison Co. 92/06/29. MURLEY,T.E. Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1). 12pp. 62339:246-62339:339. 

-9207090157 Proposed TS Section 3/4.9 re auxiliary electrical sys. 

* Commonwealth Edison Co. 92/06/29. 82pp. 62339:258-62339:339. 

9207070082 Confirms plans for 920710 mgt meeting In Glen Ellyn,IL to discuss plant 
performance. 

GREENMAN,E.G. Region 3 (Post 820201). 92/06/30. REED,C. Commonwealth 
Edison Co. Ip. 62205:145-62205:145. 

9207070088 Submits supplemental info for 920507 amend to licenses DPR-19.DPR- 
25,DPR-29.DPR-30.DPR-39,DPR-48,NPF-11,NPF-18, NPF-37,NPF-66,NPF-72 8 NPF- 
77,per NRC requestRevisad TS re rev of onsite review of procedures end. 
SIMPKIN,T.W. (:k)mmonwealth Edison Co. 92/07/01. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 21pp. 62267:020-62267:089. 

-9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS, submitted as supplement to original request w/info necessary 
to complete review. 

* Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 

9207090112 Responds to request for addi info to ensure that licensee complies w/ 
10CFR50.60 8 10CFR50.61 regulatory requirements 8 that they fulfill commitments 
made in response to generic Itr 88-1 1 . 

JACKSON, M.A. Commonwealth Edison Co. 92/07/01. Document (Ik>ntrol Branch 
(Document Control Desk), 67pp. 62308:267-62308:333. 

9207270137 Corrected Chapter 11 to, “Environ Radiological Monitoring Table of Con- 
tents," ODCM,Rovs O.C 8 G. 

* (kjmmonwealth Edison Co. 92/07/02. 20pp. 62516:304-62516:324. 
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9207160205 Application for amend to License DPR-29, reflecting mod to HPCI turbine 
steam exhaust Ilne.GE proprietary Calculation, GE-NE-901 -01 3-0491, "Quad Cities 
HPCI Turbine Steam Supply Pressure Low Setpoint Calculation" encI.Rept withheld. 
SCHRAGE,J.L. Commonwealth Edison Co. 92/07/06. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 10pp. 62421:294-62421:330. 

~9207160208 Proposed tech specs re HPCI turbine steam exhaust line. 

* Commonwealth Edison Co. 92/07/06. 27pp. 62421:304-62421:330. 

9207220(H>9 Forwards response to NRC 920520 telcon request for addi info re resolu- 
tion of single failure vulnerabilities associated w/combustible gas control.Nitrogen in- 
erting sys used to establish inert atmosphere following outages. 

SCHRAGE.J.L Commonwealth Edison Co. 92/07/15. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 4pp. 62473:292-62473:295. 

9207300067 Forwards nonproprietary GE-NE-1 87-37-0991, "Shroud Support Access 
Hole Cover SER for Dresden & Quad Cities” to suppi 920221 proprietary submittal, as 
result of GE Svcs Info Lfr (SIL) 462 & associated suppis. 

SCHRAGE.J.L Commonwealth Edison Co. 92/07/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 7pp. 62619:303-62619:344. 

-920730<M)73 Nonproprietary GE-NE-1 87-37-0991, “Shroud Support Access Hole Cover 
SER for Dresden & Quad Cities." 

CHI.LL. General Electric Co. GE-NE-1 87-37-0991. 91/09/30. 35pp. 62619:310- 
62619:344. 


-9207300187 Insp repts 50-254/92-17 & 50-265/92-17 on 92071 6-1 7.No 

violations.deviation$ or deficiencies noted.Major areas insp^ted:response to three 
performance weaknesses identified during Apr 1992 EP exercise at plant. 

PLOSKI.T., SIMONS, H.. MCCORMICK-BARGE Region 3 (Post 820201). 92/07/27. 
6pp. 62593:006-62593:011. 


R. Periodic operating reports & related correspondence 

9207070154 Forwards errata to 1990 & 1991 annual environ operating rept for Quad- 
Cities Station. 

BAX.R.L. Commonwealth Edison Co. 92/06/30. DAVIS, A.B. Region 3 (Post 820201). 
Ip. 62262:263-62262:267. 

-9207070200 Errata to “1990 Quad-Cities Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 90/12/31. 2pp. 62262:264-62262:265. 

-9207070203 Errata to “1991 Quad-Cities Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 91/12/31. 2pp. 62262:266-62262:267. 

9207150013 Monthly operating repts for June 1992 for Quad Cities Units 1 & 2.W/ 
920702 Itr. 

BENSON, M.. TIETZ,G.C. Commonwealth Edison Co. 92/06/30. 22pp. 62389:329- 
62389:350. 


9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organiza- 
tional decisions. 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:183. 

9207310054 Informs of intention to reconstitute six high exposure bamer lead assembly 
rods into another host bundle for continued irradiation during Cycle 13.GE safety eval- 
uation of reconstitution encl.SE withheld (ref 10CFR2.790). 

SCHRAGE.J.L. Commonwealth Edison Co. 92/07/23. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 6pp. 62618:179-62618:184. 


Q. Inspection reports, IE Bulletins & correspondence 

9207170165 Responds to NRC 920514 Itr re violations noted in Insp rept 50-254/92-01 
& 50-265/92-01 .Corrective actions:“Periodic HPCI Pump Operability Test,” successful- 
ly completed & HPCI declared operable. 

KOVACH,T.J. Commonwealth Edison Co. 92/06/12. Region 3 (Post 820201). 4pp, 
62446:346-62446:349. 

9207010077 Forwards insp repts 50-254/92-12 & 50-265/92-12 on 920420- 0508 & 
notice of violation. 

M1LLER,H.J. Region 3 (Post 820201). 92/06/23. REED.C. Commonwealth Edison Co. 
2pp. 621 43:1 93-621 43:207. 

-9207010087 Notice of violation from insp on 920420-0508.Vlolation noted:920311 SE 
92-77 did not provide basis for determining that removing portion of internal support to 
2C room cooler In B/C RHR svc water pump vault did not involve USQ. 

MILLER,H.J. Region 3 (Post 820201). 92/06/23. Ip. 62143:195-62143:195. 

-9207010093 Insp repts 50-254/92-12 & 50-265/92-12 on 920420-0508. Violations 
noted.Major areas inspected:onglneering & technical support (E&TS) w/followup of 
previously identified E&TS violation. 

NEJFELT.G.M., LERCH.R.M., BURGESS, B.L Region 3 (Post 820201). 92/06/22. 
1 1 pp. 621 43: 1 96-621 43:207. 

9207010242 Ack receipt of 920612 Itr Informing NRC of stops taken to correct violations 
noted in Insp rept 50-254/92-06 & 50-265/92-06. 

NORELIUS.C.E. Region 3 (Post 820201). 92/06/26. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 62230:280-62230:281. 

9208230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/06/29. 
Consolidated Edison Co. of Now York, Inc. 4pp. 62480:018-62480:021. 

9208280043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI.C.E- Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-624^:010. 

9208290237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Qrcuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207200005 Forwards response to NRC 920501 Itr re unresolved items noted In Svc 
Water Operational Performance Insp Repts 60-254/92-201 & 50-265/92-201. Correc- 
tive action8:iong-temn corrective actions to be evaluated re check valves. 

KOVACH, T.M. Commonwealth Edison Co. 92/07/14. Document Control Branch (Doc- 
ument Control Desk). 12pp. 62447:285-62447:296. 

9207280174 Responds to NRC 920623 Itr re violations noted in inim repts 50-254/92-12 
& S0-265/92-12.Corrective actions:SE in question supplementedT to document results 
of review of temporary repair of leaking tube in cooler, 

KOVACH, T.J, (Commonwealth Edison Co. 92/07/23. Document (Control Branch (Docu- 
ment Control Desk). 4pp. 62562:342-62562:345. 

9207310171 Responds to NRC Bulletin 92-001. “Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free from Fire 
Damage.'' Subj matl used at ail listed fadiities-Ciompensatory measures impiemented. 
JACKSON,M.A. Comnnonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 

9207300184 Forwards inap repts 60-254/92-17 & 50-265/92-17 on 920716-17.No viola- 
tionanoted. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/27. REED.C. Commonwealth 
Edison Co. 2pp. 62593:00^2593:011. 


9207210217 Forwards listing of facility & procedure changes, tests & experiments requir- 
ing^fety evaluations completed during months of May & June 1992. 

TIETZ,G. Commonwealth Edison (Co. 92/07/14. Document Control Branch (Document 
Control Desk). 1 24pp. 62452:001 -62452:1 25. 


S. Reportable occurrences, LERs & related correspondence 

9207070111 LER 90-029-01 on 901 1 1 5,determined that TS 3.7.A.2.d leakage limit of 
18.4 standard cubic feet per hr exceeded.Caused by cracks.initiated work requests to 
repair valves & conduit for Drywell Air Lock.W/92061 5 Itr. 

KUNZMANN.D.P., BAX,R.L Commonwealth Edison Ck). 92/06/26. 6pp. 62292:191- 
62292:196. 

9207070259 LER 92-01 1-00:on 920530,Unit 1 in shutdown mode performing cooldown 
to cold condition for maint outage.Caused by procedural inadequacy.Cooldown rate 
minimized & thermocouple replaced. W/920629 Itr. 

SWART.R.J., BAX,R.L. Commonwealth Edison C3o. 92/06/26. 6pp. 62292:340- 
62292:345. 

9207140033 LER 89-01 4-01 :on 890910, determined that measured.combined leakage 
rate from all penetrations & valves.exciuding MISVs, exceeded TS limits.On 
89091 1,MSIV leaked in excess of TS. Valve seating surfaces machined & lapped. W/ 
920701 Itr. 

KUNZMANN.D., BAX.R.L (Commonwealth Edison Co. 92/06/30. 6pp. 62437:189- 
62437:194. 

9207160357 LER 92-01 3-00:on 920609jpower lost to Bus 19 resulted in failure of ESF 
signal to start.Caused by design deficiency. Ucensee intends to change lineup of 
stand^ gas treatment sy8.W/920709 Itr. 

LUEBfcR,R.A., BAX,R.L (Commonwealth Edison Co. 92/07/09. 10pp. 62480:185- 
62480:194. 

9207300171 LER 92-01 6-00:on 920626,dl8covered that valve 1-4199-72 not verified 
locked open within TS surveillance interval.Caused by personnel error.Procedure 
changed to permit verification of hard to reach valves w/flow te8t.W/920724 Itr. 
MASTERLARK,J.M., BAX.R.L (Commonwealth Edison (Co. 92/07/24. 5pp. 62588:035- 
62588:039. 


V. Operator Examinations 


9207090280 Forwards exam answer key for forms A & B, grading results for facility & 
individual answer sheets for each applicant taking exams for facility, per 920610 gener- 
ic fundamentals exam at facility.AII candidates passed exam. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Commonwealth Edison CO. 48pp. 
62266:001 -62266:048. 


9207310032 Advises that NRC plans to administer QFE section of written operator II- 
canslng exam on 921007.Authoii2ed representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
VVRIGHT,G.C. Region 3 (Post 820^1). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-255 PALISADES NUCLEAR PLANT 


F. Security, medical, emerganey A fire protection plana 

9207080072 Rev 5 to EPIP El-11, “Determination of Extent of Core Damage.” 

* Consumers Power Co. 91/12/04. Spp. 82271 :339-62271 :344. 

9M7010016 Informs that 920627 Itr transmitting proposed scope of participation & ob- 
pr^edneaa exercise scheduled for OaGOOfScceptabis. 

9207070007 ResMnds to initial SAlP 11 rept covering Jan 1991 through Mar 1992.0r- 

a to dlKXi. add. 

emergency exercise has been developed a 
* comment. Ck>mmenta should be made toMH 
nc 920803, to all^ time for mods to be made & distribution to evaluators. 
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9207140029 Rev 5 to Section 6 to “Palisades Nuclear Plant Site Emergency Plan." 
ZIELINSKI, K. Consumers Power Co. 92/07/02. 26pp. 62385:234-62385:256. 

9207160115 Rev 2 to GORT/EOF App F, “User Manual - Segmented Gaussian Dose 
Protection Model." 

* Consumers Power Co. 92/07/03. 23pp. 62430:229-62430:251. 

9207270154 Public version of rev 29 to App G to GORT/EOF procedures, “Emergency 
Telephone Numbers." 

* Consumers Power Co. 92/07/03. 11pp. 62501:076-62501:086. 

9207140025 Rev 47 to GORT/EOF procedures index. 

* Consumers Power Co. 92/07/06. 2pp. 62385:350-62385:351. 

9207150101 Rev 10 to El-7.1 “Post Accident Sampling-PCS Liquid/Gas & Containment 
Air." W/920715 Itr. 

* Consumers Power Co. 92/07/07. 9pp. 62370:354-62370:362. 

9207150215 Rev 2 to EIP El-15.2, “Communications Tests,” reflecting periodic review 
of rev & approval summary. 

REAVY,C.R. Consumers Power Co. 92/07/07. 2pp. 62398:330-62398:331. 

9207160262 Corrected Rev 4 to EIP El-9, “Offsite Radiological Monitoring," reflecting 
editorial changes & retyped to WordPerfect. 

* Consumers Power Co. 92/07/07. 22pp. 62417:318-62417:339. 

9207150088 Revised cover sheet to Rev 4 to El-16.1, “Maint of Emergency Equip- 
ment." 

* Consumers Power Co. 92/07/08. 2pp. 62412:346-62412:347. 

9207150090 Revised cover sheet to Rev 9 to El-15.1, “Training & Drills." 

* Consumers Power Co. 92/07/08. 2pp. 62412:348-62412:349. 

9207150093 Rev 11 to El-3, “Communications & Notifications.” 

* Consumers Power Co. 92/07/08. 2pp. 62375:257-62375:258. 

9207150096 Rev 9 to Section 5 to “Palisades Nuclear Plant Site Emergency Plan." W/ 
undated Itr. 

ZIELINSKI,K. Consumers Power Co. 92/07/08. 3pp. 62375:254-62375:256. 

9207270312 Ack receipt of 920424 Itr transmitting Rev 28 to security plan.Changes con- 
sistent w/ provisions of 10CFR50.54(p) & acceptable. 

PEDERSON, C.D. Region 3 (Post 820201). 92/07/10. SLADE,G.B. Consumers Power 
Co. 1 p. 62528:1 1 9-62528:1 1 9. 

9207280229 Revised table of contents to Rev 3 to Emergency Implementation Proce- 
dure El-2.2, “Emergency Staff Augmentation." W/920728 Itr. 

* Consumers Power Co. 92/07/28. 6pp. 62566:268-62566:274. 


P. Operating license stage documents & correspondence 

9207080152 Summary of discussions during 871116-18 mgt meeting & provides copies 
of Itrs to be sent to licensees of plants that will be discussed at 871217 Commission 
meeting. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. ZECH, ROBERTS, 
BERNTHAL Commissioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080269 Provides details of discussions re Palisades during NRC senior managers 
meeting on 871117 & IS.Facility was categorized as requiring no further NRC special 
attention beyond regional ofc level of monitoring. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. 
MCCORMICK. W.T. Consumers Power Co. 2pp. 62324:031-62324:032. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

9207020023 FonArards amend 149 to license DPR-20 & safety evaluation. Amend modi- 
fies TS 4.1. 1.2.4 by chanaing testing requirements of pressurizer PORVs from ASME 
code.section XI, category C to category B. 

MASCIANTONIO,A. Project Directorate III-1. 92/06/19. SLADE, G.B. Consumers 
Power Co. 2pp. 62194:160-62194:168. 

-9207020030 Amend 149 to license DPR-20.revising TS 4.1.1.a.4 by changing testing 
requirements of pressurizer PORVs from ASME code.section XI, category c to catego- 
ry B. 

MARSH.C.B. Project Directorate III-1. 92/06/19. 4pp. 62194:163-62194:166. 

-9207020035 Safety evaluation supporting amend 149 to license DPR-20. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/19. 2pp. 
62194:167-62194:168. 

9207060136 Forwards safety evaluation re licensees response to station blackout rule 
10CFR50.63. 

MASCIANTONIO.A. Project Directorate III-1. 92/06/25. SLADE,G.B. Consumers 
Power Co. 2pp. 62204:007-62204:015. 

-9207060139 Safety evaluation concluding licensees confirmation & commitments to 
staff SE pertaining to SBC acceptable. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/25. 7pp. 
62204:009-62204:015. 

9207020308 Advises that proposed notice of withdrawal of application for amend to OL 
re electrical sys mods prepared & will be published unless notified otherwise. 
MASCIANTONIO,A. Project Directorate III-1. 92/06/26. SLADE, G.B. Consumers 
Power Co. 2pp. 62194:053-62194:055. 

9207060165 Ack receipt of 911022 response to questions re "Adequacy of Safety-Re- 
lated DC Power Supplies." 

MASCIANTONIO.A. Project Directorate III-1. 92/06/26. SLADE,G.B. Consumers 
Power Co. 3pp. 62204:001-62204:003. 

9207080187 Forwards response to Generic Ltr 92-01, Rev 1 re reactor vessel structural 
integrity. 

SLADE,G.B. Consumers Power Co. 92/07/03. Document Control Branch (Document 
Control Desk). 19pp. 62277:333-62277:351. 


9207220313 Forwards notice of withdrawal of application for amend to license DPR- 
20.Amend re electrical sys mods. 

MASCIANTONIO,A. Project Directorate 111-1. 92/07/15. SLADE, G.B. Consumers 
Power Co. 3pp. 62453:348-62453:353. 

-9207220317 Notice of withdrawal of amend to license DPR-20.Proposed amend re- 
vises TSs to incorporate new requirements into Section 3.7 electrical systems. 
MASCIANTONIO,A. Project Directorate 111-1. 92/07/10. 2pp. 62453:351-62453:353. 

9207290148 Forwards amend 150 to license DPR-20 & safety evaluation. Amend re- 
vises TS to delete surveillance tost requirement which is no longer appropriate follow- 
ing mods to RPS. 

MASCIANTONIO,A. Project Directorate 111-1. 92/07/15. SLADE.G.B. Consumers 
Power Co. 4pp. 62557:254-62557:273. 

-9207290153 Amend 150 to license DPR-20, revising TS to delete surveillance test re- 
quirement which is no longer appropriate following mods to RPS. 

MARSH,L.B. Project Directorate III-1. 92/07/15. 13pp. 62557:258-62557:270. 

-9207290158 Safety evaluation supporting amend 150 to license DPR-20. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/15. 3pp. 
62557:271-62557:273. 

9207310093 Forwards SE accepting util 910628 response to GL 89-04 & granting 
910628 1ST program relief request. 

MARSH,L.B, Project Directorate 111-1. 92/07/15. SLADE,G.B. Consumers Power Co. 
5pp. 62584:311-62585:011. 

“9207310106 Safety evaluation accepting util 910628 response to GL 89-04 & granting 
util 910628 1ST program relief request. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/15. 5pp. 
62584:316-62584:320. 

-9202280331 Draft technical evaluation rept, “Pump & Valves Inservice Testing Pro- 
gram - Palisades Nuclear Plant." 

* Brookhaven National Laboratory. FIN A-3869. 92/02/18. NRC - No Detailed Affili- 
ation Given. 54pp. 62584:321-62585:011. 

9207310235 Fonvards revised matrix from Rev 12 of Topical Rept CPC-2A, "Quality 
Program Description for Operational Nuclear Plants” annual submittal dtd 920615. 
HOFFMAN,D.P. Consumers Power Co. 92/07/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 62611:268-62611:341. 

-9207310243 Revised matrix from Rev 12 to Topical Rept CPC-2A, “Quality Program 
Description for Operational Nuclear Plants.” 

* Consumers Power Co. CPC-2A R12. 92/07/27. 73pp. 62611:269-62611:341. 


Q. Inspection reports, IE Bulletins & correspondence 


9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of Now York, Inc. 4pp. 62480:018-62480:021. 

9207070007 Responds to initial SALP 11 rept covering Jan 1991 through Mar 1992.0r- 
ganization of site emergency response teams changed & ability to call-out addi re- 
sources in timely manner will be improved. 

SLADE,G,B. Consumers Power Co. 92/06/30. Document Control Branch (Document 
Control Desk). 2pp. 62262:344-62262:345. 

9207070349 Responds to NRC 920602 Itr re violations noted in insp rept 50-255/92- 
11. Corrective actions:licen8ee submitted program plan for EQ of electrical 
equipment,including design engineering, maintenance & further assurance per 
10CFR50.49. 

SLADE.G.B. Consumers Power Co. 92/06/30. Ofc of Enforcement (Post 870413). 
7pp. 62273:355-62273:361. 

9207080087 Forwards final SALP II rept 50-255/92-01 for period Jan 1991 - Mar 1992. 
DAVIS,A.B. Region 3 (Post 820201). 92/07/01. SLADE.G.B. Consumers Power Co. 
3pp. 62218:068-62218:075. 

-9207080092 Final SALP II rept 50-255/92-01 for period Jan 1991 - Mar 1992. 

* Region 3 (Post 820201). 92/07/01 . 3pp. 62218:071-62218:075. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Ctonsolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Ck). of New York, Inc. 6pp. 62480:001-62480:006. 

9207140062 Ack receipt of 920630 Itr & fee in payment of civil penalty proposed by 
NRC in 920602 Itr. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/07/09. HOFFMAN.D.P. Con- 
sumers Power Co. Ip. 62299:167-62299:167. 

9207150011 Ack receipt of 920605 itr informing NRC of steps taken to correct violations 
noted in insp rept 50-255/92-04.Notice of violation 50-255/92004-01 will be 
retracted,per 920610 Itr. 

RING.M.A. Region 3 (Post 820201). 92/07/09. SLADE,G.B. Consumers Power Co. 
2pp. 62335:001-62335:013. 

9207210056 Forwards “1992 Inservice Insp Rept 2-6" for Palisades Plant. 

SLADE, G.B. Consumers Power Co. 92/07/16. Document Control Branch (Document 
Control Desk). Ip. 62452:206-62453:210. 

-9207210068 “1992 ISI Rept 2-6." 

* Consumers Power Co. 92/07/16. 200pp. 62452:207-62453:210. 
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9207290163 Responds to NRC 920622 Itr re violations noted in Safety Insp Rept 50- 
255/92-1 2.CorTective actionsrall longitudinal welds on main steam sys requiring 
insp, examined by volumetric & surface methods. 

SLADE, G.B. Consumers Power Co. 92/07/22. Document Control Branch (Document 
Control Desk). 18pp. 62567:106-62567:123. 

9207310097 Forwards response to NRC 920623 Itr re open Items noted in insp rept 50- 
255/92-1 S.Corrective actions:sys engineering evaluating design basis of alarm func- 
tion & methods for further testing of upstream isolation valves. 

SLADE, G.B. Consumers Power Co. 92/07/23. Document Control Branch (Document 
Control Desk). 8pp. 62612:343-62612:350. 


B. Periodic operating reports &. related correspondence 

920714(X)5S Monthly operating rept for June 1992 for Palisades Nuclear PlanLW/ 
920707 Itr. 

HANDLOVITS.S.M.. MLYNAREK.M.G. Consumers Power Co. 92/06/30. 4pp. 
62380:335-62380:338. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam, administered on 92061 0.Master BWR/PWR sub] exam w/answer key end for 
info. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207150234 Advises that ref matls, requested in NRC 920603 Itr re operator & senior 
operator licensing exams, mailed to Region 111 on 920707. 

CONNELLY, P.M. Consumers Power Co. 92/07/08. Document Control Branch (Docu- 
ment Control Desk). Ip. 62415:303-62415:303. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authori2ed representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 
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F. Security, medical, emergency & fire protection plane 

9207010056 Forwards partially withheld insp repts 50-259/92-20, 50-260/92-20 & 50- 
296/92-20 on 92051 1-15.No violations or deviations noted. 

COLLINS, D.M. Region 2 (Post 820201). 92/06/24. MEDFORD,M.O. Tennessee Valley 
Authority. 4pp. 62143:149-62143:153. 

-9207010065 Partially withheld insp repts 50-259/92-20,50-260/92-20 & 50-296/92- 
20.No violations noted.Detalls withheld ref 10CFR73.21 .Major areas inspected:security 
plan & procedures, mgt effectiveness, security organization & program audit. 
STANSBERRY,W.W. Region 2 (Post 820201). 92/06/24. Ip. 62143:153-62143:153. 

9207300245 Revised EPlPs,includlng Rev 13 to EPlP-1, "Emergency Plan Classification 
Logic," Rev 13 to EPIP-3, “Alert," Rev 12 to EPIP-4, "Site Area Emergency," Rev 13 
to EPIP-5, "General Emergency" & rev to EPIP-17, “Emergency...." W/920717 Itr. 
BARON.R.R. Tennessee Valley Authority. 92/07/17. 68pp. 62593:223-62593:289. 

9207210213 Forwards Revs 28 & 19 to physical security/contingency 

plans.respectively.Revs withheld (ref 10CFR73.21). 

BURi^NSKLM.J. Tennessee Valley Authority. 92/07/21. Document Control Branch 
(Document Control Desk). 2pp. 62467:358-62467:359. 


K. Utility Final Safety Analyeia Report (FSAR) & amends 

9207240212 Forwards Amend 9 to updated FSAR for Browns Ferry Nuclear 
PlantCommitments completed In Amend 9 include, FSAR logic dlagrams.Diagrams 
updated,as necessary. 

2ERlNGUE,O.J. Tennessee Valley Authority. 92/07/22. Document Control Branch 
(Document Control Desk). 5pp. 62540:001-62543:312. 

-9207240215 Amend 9 to updated FSAR for Browns Ferry Nuclear Plant. 

* Tennessee Valley Authority. 92/07/22. 1,400pp. 62540:006-62543:312. 


P. Operating llcenae atage documents & correspondence 

9207080120 Rnal response to FOIA request for documents. App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 


-9207080356 Provides summary of NRC discussions re Browns Ferry & Sequoyah 
during 880628 & 29 senior managers meeting. Browns Ferry & Sequoyah Unit 1 were 
categorized as requiring substantial improvement & Unit, close monitoring. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. WHITE, S.A. Ten- 
nessee Valley Authority. 2pp. 62324:055-62324:056. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. 2ECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. 2ECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

-9207090146 Provides Commission w/summary of discussions held at 900612- 13 NRC 
senior nngt meeting & Itrs to be sent to licensees of plants that will be discussed at 
900627 Commission meeting. Portions of discussion summary partially withheld. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/06/21. CARR Commis- 
sioners (Post 750119). 34pp. 62324:183-62324:217. 

-9207090237 Provides Commission w/summary of discussions held at 910108- 09 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discuss^ at 
910124 Commission meeting. Details withheld. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/01/17. CARR Commis- 
sioners (Post 750119). 36pp. 62324:218-62324:253. 

-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting & Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 Commission meeting.Details withheld. 

TAYLOR. J.M. Ofc of the Executive Director for Operations. 91/06/14. CARR Commis- 
sioners (Post 750119). 42pp. 62324:254-62324:297. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

• Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324*298- 
62324:303. 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior mgt meeting & Itrs to bo sent to licensees of plants that will be discussed at 
900215 Commission meeting. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9207020148 Summary of 920211 meeting w/util to discuss planned work activities in 
Units 1 & 2. 

WILSON, B. A. Region 2 (Post 820201). 92/06/15. MEDFORD.M.O. Region 2 (Post 
820201). 10pp. 62249:029-62249:038. 

9207060066 Discusses plant implementation schedule for generic Itr 89-10. 

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603). 
92/06/30. MEDFORD,M.O. Tennessee Valley Authority. 3pp. 62204:206-62204:208. 

9207090339 Discusses 920615-16 meeting re BFNP as having weaknesses that warrant 
increased NRC attention until improvement demonstrated & remain in category of 
plants that require NRC authorization to operate.NRC meeting scheduled for 920702. 
TAYLOR. J.M. Ofc of the Executive Director for Operations. 92/06/30. 
KINGSLEY.O.D. Tennessee Valley Authority. 4pp. 62269:308-62269:311. 

9207080128 Discusses review of response to generic Itr 88-20,8uppl 4 re individual plant 
exams for external events. Util 911220 subrmttal did not Identify methods for perrorm- 
ina seismic portion of IPEEE. 

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/02. MEDFORD.M.O. Tennessee Valley Authority. 4pp. 62243:303-62243:306. 

9207130075 Forwards TS 314 to Licenses DPR-33 & DPR-68, changing TS to support 
upgrade for switches used in RHR sys to prevent intersystem LOCA.Setpolnt values 
based on Unit 2 calculations. 

BARON.R.R. Tennessee Valley Authority. 92/07/02. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62366:191-62366:211. 

-9207130077 Proposed TS Table 4.2.A, “Surveillance Requirements for Primary Con- 
tainment & Reactor Bldg Isolation instrumentation" & Table 4.2.B, “Surveillance Re- 
quirements for Instrumentation That Initiates or Controls CSCS." 

* Tennessee Valley Authority. 92/07/02. 18pp. 62366:194-62366:211. 

9207140296 Fonwards operational readiness program a info re corrective action for 
tracking documents per employee concerns program a employee concerns special 
program. 

ZERINGUE,O.J. Tennessee Valley Authority. 92/07/06. Document Control Branch 
(Document Control Desk). 34pp. 61^84:271-62384:304. 

9207090177 Forwards response to Generic Itr 92-01, "Reactor Vessel Staictural Integri- 
ty.” NUMARC recommended response guidelines utilteed to 0 )rtent practical. 

SHELL, R.H. Tennessee Valley Authority. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). 48pp. 62341:201-62341:248. 


-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. 2ECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

-^207080200 Provides details of discussions re Browns Ferry a Sequoyah during 
871117 a 18 NRC senior managers meeting.Plant8 were categorized as requiring sub- 
stantial improvement. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. WHITE, S.A. Ten- 
nessee Valley Authority. 2pp. 62324:023-62324:024. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also encl. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. 2ECH Commis- 
sioners (Post 750119), 2pp. 62324:052-62324:053. 


9207150279 Notification of 920715 meeting w/util In Rockville, MD re facility RPV 
exams. 

WILLIAMS, J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/08. MURLEY.T., MiRAGLlA,F., RU&ELL,W. NRC - No Detailed Affiliation 
Given. 3pp. 62378:267-62378:269. 

9207160304 Forwards SE acceptina criteria tor lower drywell steel platforms & miscella- 
neous steeI.Requests listed addi info. 

WILLIAMS, J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/13. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 02396:025- 
62396:032. 


-9207160305 Safety evaluation accepting design criteria for lower drywell steel plat- 
forms & miscellaneous steel. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/07/13. 5pp. 
62396:028-62396:032. 
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9207220275 Summary of 920528 meeting w/licensee in Rockville, MD re program initia- 
tive to upgrade current analog control sys w/digital control sys. 

ROSS.T.M. Project Directorate 11-4 (formerly TvA Project Directorate) (Post 900603). 
92/07/16. Project Directorate I1-4 (formerly TVA Project Directorate) (Post 900603). 
1 2pp. 62501 :346-62501 :357. 

9207220351 Summary of 920528 meeting w/util to discuss util plans for conducting ex- 
panded individual plant exam.Attendees listed in end 1. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/16. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
16pp. 62445:237-62446:252. 

9207230156 Forwards safety evaluation of seismic design criteria for heating ventilation 
& air conditioning. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/16. MEDFORD, M.O. Tennessee Valley Authority. 3pp. 62479:013-62479:022, 

-9207230163 Safety evaluation accepting proposed HVAC seismic design criteria. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/16. 7pp. 
62479:016-62479:022. 

9207230229 Accepts 920430 response to generic Itr 91-11, “Resolution of Generic 
Issues 48, ’LCDs for Class IE Vital Instrument Buses,’ & 49, ’Interlocks & LCOs for 
Class IE Tie Breakers,’ per 10CFR50.54(f).’’ 

ROSS,T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/16. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62478:316-62478:318. 

9207240165 Responds to NRC 920103 SER of inservice testing program relief 
requests.Advises that Relief Request PV-36 re increase in stroke time from ref value 
instead of stroke time of previous test implemented at facilities. 

BARON.R.R. Tennessee Valley Authority. 92/07/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62515:359-62515:360. 

9207240138 Forwards plans for resolution of thermal growth issue in response to verbal 
agreements reached during meeting on 920430. 

ZERINGUE,O.J. Tennessee Valley Authority. 92/07/20. Document Control Branch 
(Document Control Desk). 5pp. 62515:285-62515:289. 

9207270008 TS 310 to Licenses DPR-33,DPR-52 & DPR-68,chanqing TS to eliminate 
use of rod ^uence control sys & decreasing power level setpoint above which rod 
worth minimizer no longer required. 

ZERINGUE,O.J. Tennessee Valley Authority. 92/07/20. Document Control Branch 
(Document Control Desk). 3pp. 6251 6:1 99-6251 6:266. 

-9207270010 Proposed TS Table 3.2.C re instrumentation that initiates rod block8,4.2.C 
re surveillance requirements for instrumentation that initiate rod blocks & LCO 4.3.A.2 
re reactivity margin - inoperable control rods. 

* Tennessee Valley Authority. 92/07/20. 65pp. 62516:202-62516:266. 

9207300132 Fom^ards comments on util expanded approach to IPE process as de- 
scribed in 920207 submittal & subsequently discussed at 920528 meeting.Accept8 util 
commitment to submit summary rept of expanded PRA results. 

ROSS,T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/22. MEDFORD,M.O. Tennessee Valley Authority. 6pp. 62580:330-62580:335. 

9207290133 Application for amends to licenses DPR-33.DPR-52 & DPR-68. consistlnc 
of TS Change TVA-BFN-TS-316,revl8ing TS Section 3.2/4.2 by upgrading reactor & 
refuel zone radiation monitorina sys. 

ZERINGUE,0,J. Tennessee Valley Authority. 92/07/23. Document Control Branch 
(Document Control Desk). 3pp. 62567:039-62567:098. 

-9207290145 Proposed tech specs re upgrade to Reactor and Refuel Zone Radiation 
Monitoring Sys. 

* Tennessee Valley Authority. 92/07/23. 57pp. 62567:042-62567:098. 

9207310124 Concludes that technical rationale provided by util to justify operability of 
unit 2 brand rex cables for one more fuel cycle acceptable.per NUREG-1232.voi 
3,suppl 2. 

RO^,T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/24. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62585:354-62585:356. 


Q. Inspection reports, IE Bulletins A correspondence 

9207020061 Ack receipt of 920601 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-259/92-11, 50-260/92-1 1 & 50-296/92-11. 

WILSON,B.A. Region 2 (Post 820201). 92/06/12. MEDFORD,M.O. Tennessee Valley 
Authority. 3pp. 62234:273-62234:275. 

9207020173 Forwards Insp Repts 50-259/92-16,50-260/92-16 A 50-296/92-16 on 
92051 1-1 5.No violations or deviations noted. 

CLINE, W.E. Region 2 (Post 820201). 92/06/15. MEDFORD.M.O. Tennessee Valley 
Authority. 3pp. 62249:001-62249:015. 

-9207020182 Insp Repts 50-259/92-16,50-260/92-16 A 50-296/92-16 on 920511- 
15.No violations or oeviations noted.Major areas inspected:semi-annual radiological 
effluent rept8.annual environ monitoring repts.solid radwaste A shipping. 
GLOERS^,W.B., DECKER.T.R. Region 2 (Post 820201). 92/06/08. 10pp. 
62249:004-62249:015. 

9207010328 Forwards insp repts 50-259/92-15,50-260/92-15 A 50-296/92-15 on 
920420-24,0504-06 A 0516-22 A notice of violation. 

GIBSON.A.F. Region 2 (Post 820201). 92/06/18. MEDFORD.M.O. Tennessee Valley 
Authority. 4pp. 62202:218-62202:267. 

-9207010340 Notice of violation from insp on 920420-0S22.Violation noted:llcen8ee 
failed to adequately implement design requirements in switchyard operating procedure 
6055 A general operating procedure O-QOl-3001. 

* Region 2 (Post 820201). 92/06/17. 2pp. 62202:222-62202:223. 

-9207010348 Insp repts 50-259/92-15.50-260/92-15 A 50-296/92-15 on 920420- 
24,0504-08 A 051 8-22. Violations noted.M8|or areas inspected:de8ign of electrical sys 
A related engineering A maintenance activities. 

BRESLAU.B., JULIAN.C. Region 2 (Post 820201), 92/06/17. 44pp. 62202:224- 
62202:267. 


9207010056 Forwards partially withheld insp repts 50-259/92-20, 50-260/92-20 A 50- 
296/92-20 on 92051 1 -1 5.No violations or deviations rioted. 

COLLINS.D.M. Region 2 (Post 820201). 92/06/24. MEDFORD.M.O. Tennessee Valley 
Authority. 4pp. 62143:149-62143:153. 

-9207010085 Partially withheld insp repts 50-259/92-20,50-260/92-20 & 50-296/92- 
20.No violations noted.Details withheld ref 10CFR73.21 .Major areas in8pected:8ecurity 
plan A procedures, mgt effectiveness,security organization A program audit 
STANSBERRY.W.W., MCGUIRE.D.R. Region 2 (Post 820201). 92/06/24. Ip. 
62143:153-62143:153. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.’’ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070319 Rounds to violations noted in Insp Repts 50-259/92-12, 50-260/92-12 A 
50-296/92-1 2.Corrective actions:design control of site telecommunications subcon- 
tractor initiated. 

BARON.R.R. Tennessee Valley Authority. 92/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62273:353-62273:354. 

9206260043 NRC Info Notice 92-046, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207140081 Ack receipt of 920518 A 0629 Itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-259/92-12.50-260/92-12 A 20-296/92-12. 
JOHNSON,J.R. Region 2 (Post 820201). 92/07/02. MEDFORD.M.O. Tennessee 
Valley Authority. 3pp. 62299:254-62299:256. 

9207140094 Forwards Insp repts 50-259/92-21,50-260/92-21 A 50-296/92-21 on 
920516-0616 A notice of violation. 

WILSON.B.A. Region 2 (Post 820201). 92/07/02. MEDFORD.M.O. Tennessee Valley 
Authority. 4pp. 62299:296-62299:323. 

-9207140100 Notice of violation from Insp on 92051 6-061 6. Violation 

noted:requirement8 were not met for dispositioning listed examples of measuring A 
testing equipment nonconformance packages. 

* Region 2 (Post 820201). 92/07/02. 2pp. 62299:300-62299:301 . 

-9207140102 Insp repts 50-259/92-21,50-260/92-21 A 50-296/92-21 on 920516- 
061 6. Violations noted.Major areas in8pected:maint observation, operational safety 
verification.measuring A test equipment program A restart activities. 
PATTERSON.C.A., KELLOGG, P.J. Region 2 (Post 820201). 92/06/30. 20pp. 
62299:302-62299:323. 

9207270117 Forwards insp repts 50-259/92-19.50-260/92-19 A 50-296/92-19 on 
92051 8-22.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/07/06. MEDFORD.M.O. Tennessee Valley 
Authority. 4pp. 62476:054-62476:067. 

-9207270121 Insp repts 50-259/92-19,50-260/92-19 A 50-296/92-19 on 92051 8-22.No 
violations or deviations noted.Major areas inspected:large/small bore piping,tube track 
steel, platform steel A pipe stress calculation. 

CHOU,R.C., BLAKE, J.J. Region 2 (Post 820201). 92/07/01. 10pp. 62476:058- 
62476:067. 

9207020233 NRC Info Notice 92-051, “Misapplication A Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207240149 Responds to NRC 920618 Itr re violations noted in Electrical Distribution 
Sys Functional Insp Repts 50-259/92-15, 50-260/92-15 A 50-296/92-15 on 920420- 
0522.Corrective actions:plant procedures revised. 

ZERINGUE,O.J. Tennessee Valley Authority. 92/07/20. Document Control Branch 
(Document Control Desk). 16pp. 62505:346-62505:361. 


R. Periodic operating reports A related correspondence 

9207010035 “ADEM Discharge Monitoring Rept for May 1992.’’ 

LOUDERMILK,A. Tennessee Valley Authority. 92/05/31. 9pp. 62234:041-62234:049. 

9207160167 Monthly operating repts for June 1992 for Browns Ferry Nuclear PlantW/ 
920713 Itr. 

RATLIFF, S.A., BARON.R.R. Tennessee Valley Authority. 92/06/30. 13pp. 62415:339- 
62415:351. 


S. Reportable occurrences, LERs A related correspondence 

9207310128 LER 92-003-00:on 920626, RPS Bus B de-energized causing actuation of 
several ESFs.Caused by 1B2 circuit protector trip.RPS Bus B transferred to alternate 
power source.1B1 A 1 B2 circuit protectors also being monitored.W/920724 Itr. 
SHINGLETON.E.B., ZERINGUCO.J. Tennessee Valley Authority. 92/07/24. 7pp. 
62683:197-62683:203. 


V. Operator Examinations 

92070201 S3 Forwards ref matl for reactor operator A senior operator licensing exams 
scheduled for wk of 920921. 

PEEBLES.T.A. Region 2 (Post 820201). 92/06/15. NAUMAN.D.A. Tennessee Valley 
Authority. 1 1 pp. 6221 9:302-6221 9:31 2. 

9207220143 Discusses arrangements for evaluation of requalification program A li- 
censed personnel at facility. Evaluation visit scheduled for wks of 921130 A 1207. 
PEEBLES,T.A. Region 2 (Post 820201). 92/07/15. NAUMAN.D.A. Tennessee Valley 
Authority. 9pp. 62438:060-62438:068. 
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F. Security, medical, emergency & fire protection plana 

@207010056 Forwards partially withheld insp repts 50-259/92-20, 50-260/92-20 & 50- 
296/92-20 on 92051 1 -1 5.No violations or deviations noted. 

COLLINS.D.M. Region 2 (Post 820201). 92/06/24. MEDFORD.M.O. Tennessee Valley 
Authority. 4pp. 62143:149-62143:153. 

-9207010065 Partially v^held insp repts 50-259/92-20,50-260/92-20 & 50-296/92- 
20.No violations noted.Details withheld ref 10CFR73.21 .Major areas inspected:secunty 
plan & procedures, mgt effectiveness, security organfeation & program audit. 
STANSBERRY.W.W. Region 2 (Post 820201). 92/06/24. 1p. 62143:153-62143:153. 

9207160035 Forwards updated data point library for ERDS.per NRC request. 
BURZYNSKl,M.J. Tennessee Valley Authority. 92/07/10. Document Control Branch 
(Document Control Desk). 17pp. 62429:299-62429:317. 

9207300245 Revised EPIPs,including Rev 13 to EPIP-1, “Emergency Plan Classification 
Logic," Rev 13 to EPIP-3. “Alert,” Rev 12 to EPIP-4. “Site Area Emergency," Rev 13 
to EPIP-5, “General Emergency" & rev to EPIP-1 7, “Emergency...." W/920717 Itr. 
BARON.R.R. Tennessee Valley Authority. 92/07/17. 68pp. 62593:223-62593:289. 

9207210213 Forwards Revs 28 & 19 to physical security/contingency 

g lans,respectivaly.Revs withheld (ref 10CFR73,21). 

URZYNSKI,M.J. Tennessee Valley Authority. 92/07/21. Document Control Branch 
(Document Control Desk). 2pp. 62467:358-62467:359. 

9207300253 Forwards updated emergency response data sys data point library, per NRC 

Sjr^NSK!,M.J. Tennessee Valley Authority. 92/07/24. Document Control Branch 
(Document Control Desk). 131pp. 62593:024-62593:179. 


K. Utility Final Safety Analyala Report (FSAR) & amends 

9207240212 Forwards Amend 9 to updated FSAR for Browns Ferry Nuclear 
PlantCommitments completed in Amend 9 include, FSAR logic dlagram8.Diagrams 
updated, as necessary. 

ZERINGUE,O.J. Tennessee Valley Authority. 92/07/22. Document Control Branch 
(Document Control Desk). 5pp. 62 m0:001 -62543:31 2. 

-9207240215 Amend 9 to updated FSAR for Browns Ferry Nuclear Plant. 

• Tennessee Valley Authority. 92/07/22. 1,400pp. 62540:006-62543:312. 


-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 
900215 Commission meeting. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9207020148 Summary of 920211 meeting w/util to discuss planned work activities in 
Units 1 & 2. 

WILSON,B.A. Region 2 (Post 820201). 92/06/15. MEDFORD.M.O. Region 2 (Post 
820201). 10pp. 62249:029-62249:038. 

9207060066 Discusses plant implementation schedule for generic Itr 89-10. 

ROSS,T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/06/30. MEDFORD.M.O. Tennessee Valley Authority. 3pp- 62204:206-62204:208. 

9207090339 Discusses 920615-16 meeting re BFNP as having weaknesses that warrant 
increased NRC attention until improvement demonstrated & remain in category of 
plants that require NRC authorization to operate.NRC meeting scheduled for 920702. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/30. 
KINGSLEY.O.D. Tennessee Valley Authority. 4pp. 62269:308-62269:311. 

9207080128 Discusses review of response to generic Itr 88-20, suppi 4 re individual plant 
exams for external events. Util 911220 submittal did not identify methods for perform- 
ing seismic portion of IPEEE. 

ROSS,T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/02. MEDFORD.M.O. Tennessee Valley Authority. 4pp. 62243:303-62243:306. 

9207100072 Forwards amend 202 to license DPR-52 & safety evaluation. Amend re- 
vises TS 3.2.c,3.5.k & 4.5.k to allow continued operation when RBM is inoperable & 
MCPR within specified limits. 

WILLI AMS, J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/02. MEDFORD.M.O. Tennessee Valley Authority. 4pp. 62284:263- 
62284:281. 

-9207100077 Amend 202 to license DPR-52.Amend revises TS 3.2.C,3.5.K & 4.5.K to 
allow continued operation when RBM is inoperable & MCPR within specified limits. 
HEBDON,F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/02. 11pp. 62284:267-62284:277. 

-9207100080 Safety evaluation st^porting amend 202 to license DPR-52. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/02. 4pp. 
62284:278-62284:281. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information 8. Publications Services (Post 
890205). 91/10/11. REDDA.T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. ZECH Ck)mml8- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080200 Provides details of discussions re Browns Ferry & Sequoyah during 
871117 & 18 NRC senior managers meeting.Plants were categorized as requiring sub- 
stantial improvement. 

STELLO,\A Ofc of the Executive Director for Operations. 87/12/08. WHITE,S.A. Ten- 
nessee Valley Authority. 2pp. 62324:023-62324:024. 

-9207080291 Summary of 880628-29 NRC senior mgt meetlng.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meetina also end. 
STELLO,V. Ofc of the &ecutive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207080356 Provides summary of NRC discussions re Browns Ferry & Sequoyah 
during 880628 & 29 senior managers meeting.Brown8 Ferry & Sequoyah Unit 1 were 
categorized as requiring substantial improvement & Unit,cio8e monitoring. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. WHITE.S.A. Ten- 
nessee Valley Authority. 2pp. 62324:055-62324:056. 

-9207090086 Summarizes discussions at 681206-07 senior mgt meeting & forwards Itrs 
to be sent to licensees of plsmts to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:1 10. 

-92K)7090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Detail8 withheld. 

STELLO.V. Ofc of me ^ecutive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 


9207090177 Fonvards response to Generic Itr 92-01, “Reactor Vessel Structural Integri- 
W." NUMARC recommended response guidelines utilized to extent practical. 

SHELL, R.H. Tennessee Valley Authority. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). 48pp. 62341:201-62341:248. 

9207150279 Notification of 920715 meeting w/util in Rockville, MO re facility RPV 
exams. 

W1LLIAMS,J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/08. MURLEY.T., MIRAGLIA.F., RUSSELL, W. NRC - No Detailed Affiliation 
Given. 3pp. 62378:267-62378:269. 

9207160304 Forwards SE accepting criteria for lower dryweli steel platforms & miscella- 
neous steel. Requests listed addi info. 

WILLIAMS, J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/13. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62396:025- 
62396:032. 

-9207160305 Safety evaluation accepting design criteria for lower dryweli steel plat- 
forms & miscellaneous steel. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/13. 5pp. 
62396:028-62396:032. 

9207220275 Summary of 920528 meeting w/llcensee in Rockville, MD re program initia- 
tive to upgrade current analog control sys w/digital control sys. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/16. Proj^ Directorate IM (formerty TVA Projiact Directorate) (Post 900603). 
12pp. 62501:346-62501:357. 

9207220361 Summary of 920528 meeting w/util to discuss util plans for conducting ex- 
panded individual plant exam. Attendees listed in end 1. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/16. Project Directorate 11-4 (formerly TVA Prefect Directorate) (Post 900603). 
16pp. 62445:237-62445:252. 

9207230158 Fon^ards safety evaluation of seismic design criteria for heating ventilation 
& air conditioning. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/16. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62479:013-62479:022, 

-9207230163 Safety evaluation accepting proposed HVAC seismic design criteria. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/16. 7pp. 
62479:016-62479:022. 


-9207090146 Provides Commission w/summary of discussions held at 900612- 13 NRC 
senior rr^ meeting & itrs to be sent to licensees of plants that will be discussed at 
900627 commission meeting. Portions of discussion summary partially withheld. 
TAYLOR, J.M. Ofc of the Bcecutive Director for Operations. 90/06/21. CARR Commis- 
sioners (Post 750119). 34pp. 62324:183-62324:217. 

-9207090237 Provides Commission w/summary of discussions held at 910108- 09 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 
910124 u^mmission meeting. Details withheid. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/01/17. CARR Ck)mmi8- 
sioners (Post 7501 1 9). 36pp. 62324:218-62324:253. 

-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting & Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 Commission meeting.Detaii8 withheld. 

TAYLOR, J.M. Ofc of the Executive Director for Operations, 91/06/14. CARR Commis- 
sioners (Post 750119). 42pp. 62324:254-62324:297. 


9207230229 Accepts 920430 response to generic Itr 91-11, “Resolution of Generic 
issues 48. 'LCOs for Class IE Vital Instrument Buses,' A 49, 'Interiocks & LCOs for 
Class IE Tie Breakers,' per 1 0CFRS0.54(f)." 

ROSS,T.M. Project Directorate II-4 (forrn^ TVA Project Directorate) (Post 900603). 
92/07/16. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62478:316-62478:318. 

9207240185 Responds to NRC 920103 8ER of inservice testing program relief 
request8.Adviae8 that Relief Request PV-36 re increase In stroke time from ref value 
instead of stroke time of previous test implemented at facilities. 

BARON.R.R. Tennessee valley Authority. 92/07/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62515:359-62515:360. 


9207240138 Forwards plans for resolution of thermal growth issue in response to verbal 
agreements reached during meeting on 920430. 

2ERINGUE.OJ. Tennessee Vallw Authority. 92/07/20. Document Control Branch 
(Document (Control Desk). 5pp. 62515:285-62515:289. 
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920727000S TS 310 to Licenses DPR-33,DPR-52 & DPR-68, changing TS to eliminate 
use of rod sequence control sys & decreasing power level setpoint above which rod 
worth minimizer no longer required. 

ZERINGUE.OJ. Tennessee Valley Authority. 92/07/20. Document Control Branch 
(Document Control Desk). 3pp. 62516:199-62516:266. 

-920727(K)10 Proposed TS Table 3.2.C re instrumentation that initiates rod blocks,4.2.C 
re sun/eillance requirements for instrumentation that initiate rod blocks & LCO 4.3.A.2 
re reactivity margin - inoperable control rods. 

* Tennessee Valley Authority. 92/07/20. 65pp. 62516:202-62516:266. 

9207300132 Forwards comments on util expanded approach to IPE process as de- 
scribed in 920207 submittal & subsequently discussed at 920528 meeting.Accepts util 
commitment to submit summary rept of expanded PRA results. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/22. MEDFORD, M.O. Tennessee Valley Authority. 6pp. 62580:330-62580:335. 

9207290133 Application for amends to licenses DPR-33,DPR-52 & DPR-68, consisting 
of TS Change TVA-BFN“TS-316,revising TS Section 3.2/4.2 by upgrading reactor & 
refuel zone radiation monitoring sys. 

ZERINGUE,O.J. Tennessee Valley Authority. 92/07/23. Document Control Branch 
(Document Control Desk). 3pp. 62567:039-62567:098. 

-9207290145 Proposed tech specs re upgrade to Reactor and Refuel Zone Radiation 
Monitoring Sys. 

* Tennessee Valley Authority. 92/07/23. 57pp. 62567:042-62567:098. 

9207310124 Concludes that technical rationale provided by util to justify operability of 
unit 2 brand rex cables for one more fuel cycle acceptable,per NUREG-1232,vol 
3,suppl 2. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/24. MEDFORD,M.O. Tennessee Valley Authority. 3pp. 62585:354-62585:356. 


Q. Inspection reports, IE Bulletins & correspondence 

9207020061 Ack receipt of 920601 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-259/92-11, 50-260/92-11 & 50-296/92-11. 

WILSON,B.A. Region 2 (Post 820201). 92/06/12. MEDFORD,M.O. Tennessee Valley 
Authority. 3pp. 62234:273-62234:275. 

9207020173 Forwards Insp Repts 50-259/92-16,50-260/92-16 & 50-296/92-16 on 
92051 1-15.No violations or deviations noted. 

CLINE, W.E. Region 2 (Post 820201). 92/06/15. MEDFORD.M.O. Tennessee Valley 
Authority. 3pp. 62249:001-62249:015. 

-9207020182 Insp Repts 50-259/92-16,50-260/92-16 & 50-296/92-16 on 920511- 
15.No violations or deviations noted.Major areas in8pected:semi-annual radiological 
effluent repts,annual environ monitoring repts, solid radwaste & shipping. 
GLOERSEN,W.B., DECKER.T.R. Region 2 (Post 820201). 92/06/08. 10pp. 
62249:004-62249:015. 

9207010328 Forwards insp repts 50-259/92-15,50-260/92-15 & 50-296/92-15 on 
920420-24,0504-08 & 0518-22 & notice of violation. 

GIBSON.A.F. Region 2 (Post 820201). 92/06/18. MEDFORD, M.O. Tennessee Valley 
Authority. 4pp. 62202:218-62202:267. 

-9207010340 Notice of violation from insp on 920420-0522. Violation noted:licensee 
failed to adequately implement design requirements in switchyard operating procedure 
6055 & general operating procedure 0-G01-3001. 

* Region 2 (Post 820201). 92/06/17. 2pp. 62202:222-62202:223. 

-9207010348 Insp repts 50-259/92-15,50-260/92-15 & 50-296/92-15 on 920420- 
24,0504-08 & 051 8-22. Violations noted.Major areas inspected:design of electrical sys 
& related engineering & maintenance activities. 

BRESLAU,B., JULIAN, C. Region 2 (Post 820201). 92/06/17. 44pp. 62202:224- 
62202:267. 

9207010056 Forwards partially withheld insp repts 50-259/92-20, 50-260/92-20 & 50- 
296/92-20 on 92051 1-1 5.No violations or deviations noted. 

COLLINS, D.M. Region 2 (Post 820201). 92/06/24. MEDFORD,M.O. Tennessee Valley 
Authority. 4pp. 62143:149-62143:153. 

-9207010085 Partially withheld insp repts 50-259/92-20,50-260/92-20 & 50-296/92- 
20.No violations noted.Detalls withheld ref 10CFR73.21 .Major areas inspected:8ecurity 
plan & procedures, mgt effectiveness,8ecurity organization & program audit. 
STANSBERRY,W.W., MCGUIRE,D.R. Region 2 (Post 820201). 92/06/24. Ip. 
62143:153-62143:153. 

9208230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co, of New York, Inc. 4pp. 62480:018-62480:021. 

9207070319 Rounds to violations noted in Insp Repts 50-259/92-12, 50-260/92-12 & 
50-296/92-1 2.(Jorrective actlon8:design control of site telecommunications subcon- 
tractor initiated. 

BARON,R.R. Tennessee Valley Authority. 92/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62273:353-62273:354. 

9208280043 NRC info Notice 92-048, "Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9208290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

920714(K)81 Ack receipt of 920518 & 0629 Itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-259/92-12,50-260/92-12 & 20-296/92-12. 

JOHNSON, J.R. Region 2 (Post 820201). 92/07/02. MEDFORD,M.O. Tennessee 
Valley Authority. 3pp. 62299:254-62299:256. 

9207140094 Forwards insp repts 50-259/92-21,50-260/92-21 & 50-296/92-21 on 
920516-0616 & notice of violawn. 

WILSON, B.A. Region 2 (Post 820201). 92/07/02. MEDFORD,M.O. Tennessee Valley 
Authority. 4pp. 62299:296-62299:323. 


-9207140100 Notice of violation from insp on 92051 6-061 6. Violation 

noted.requirements were not met for dispositioning listed examples of measuring & 
testing equipment nonconformance packages. 

* Region 2 (Post 820201). 92/07/02. 2pp. 62299:300-62299:301. 

-9207140102 Insp repts 50-259/92-21,50-260/92-21 & 50-296/92-21 on 920516- 
0616.Violations noted.Major areas inspected:maint observation,operational safety 
verification.measuring & test equipment program & restart activities. 

PATTERSON,C.A., KELLOGG, P.J. Region 2 (Post 820201). 92/06/30. 20pp. 
62299:302-62299:323. 

9207270117 Forwards insp repts 50-259/92-19,50-260/92-19 & 50-296/92-19 on 
92051 8-22.No violations or deviations noted. 

JULIAN, C.A. Region 2 (Post 820201). 92/07/06. MEDFORD.M.O. Tennessee Valley 
Authority. 4pp. 62476:054-62476:067. 

-9207270121 Insp repts 50-259/92-19,50-260/92-19 & 50-296/92-19 on 92051 8-22.No 
violations or deviations noted.Major areas inspected:large/small bore piping.tube track 
steel.platform steel & pipe stress calculation. 

CHOU.R.C., BLAKE.J.J. Region 2 (Post 820201). 92/07/01. 10pp. 62476:058- 
62476:067. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207240149 Responds to NRC 920618 Itr re violations noted in Electrical Distribution 
Sys Functional Insp Repts 50-259/92-15, 50-260/92-15 & 50-296/92-15 on 920420- 
0522.Corrective actions:plant procedures revised. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/07/20. Document Control Branch 
(Document Control Desk). 1 6pp. 62505:346-62505:361 . 


R. Periodic operating reports & related correspondence 

9207010035 "ADEM Discharge Monitoring Rept for May 1992." 

LOUDERMILK.A. Tennessee Valley Authority. 92/05/31. 9pp. 62234:041-62234:049. 

9207180157 Monthly operating repts for June 1992 for Browns Ferry Nuclear Plant W/ 
920713 Itr. 

RATLIFF,S.A., BARON,R.R. Tennessee Valley Authority. 92/06/30. 13pp. 62415:339- 
62415:351. 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9207010123 Revised EPIPs,including rev 18 to PEP-104, "Emergency Control - Site 
Area Emergency," & rev 22 to PEP-105, "Emergency Control - General Emergency." 
W/9206231tr. 

CHAMBERS, R.H. Carolina Power & Light Co. 92/06/23. 41pp. 62231:035-62231:075. 

9207080190 Forwards Rev 21 A to industrial security plan, incorporating changes associ- 
ated w/access authorization program that implements requirements of 
10CFR73.56.Rev withheld (ref 10CFR73.21). 

MCCARTHY, D.C. Carolina Power & Light Co. 92/06/29. Document Control Branch 
(Document Control Desk). Ip. 62451:343-62451:343. 

9207080250 Forwards insp rept 50-261/92-15 on 920608-1 2.No violations noted.Rept 
details withheld. 

COLLINS,D.M. Region 2 (Post 820201). 92/07/01. WATSON, R.A. Carolina Power & 
Light Co. 5pp. 62293:304-62293:308. 

-9207080258 Insp rept 50-261/92-12 on 920608-1 2.No violations or deviations 
noted.Major areas inspected:contingency plans, access controls, audits, power supply & 
licensees corrective actions to two prior items reviewed. Details withheld. 

TOBIN, W.J., MCGUIRE,D.R. Region 2 (Post 820201). 92/07/01. 2pp. 62293:307- 
62293:308. 

9207130080 Rev 9 to Plant Emergency Procedure PEP-503, "Administration of Potassi- 
um Iodide." W/920706 Itr. 

CHAMBERS,R.H. Carolina Power & Light Co. 92/07/06. 12pp. 62366:212-62366:223. 

9207150127 Rev 2 to Plant Emergency Procedure PEP-654, “Public Education & Info." 
W/920709 Itr. 

CHAMBERS,R.H. Carolina Power & Light Co. 92/07/09. 6pp. 62404:307-62404:312. 

9207230292 Rev 3 to Plant Emergency Procedure PEP-501, "Evacuation." W/920717 
Itr. 

CHAMBERS, R.H. Carolina Power & Light Co. 92/07/17. 6pp. 62482:238-62482:243. 

9207290308 Ack receipt of 920528 Itr transmitting Rev 16 to physical security 
plan.Changes consistent w/provisions of 10CFR50.M(p) & acceptable for inclusion 
into plan. 

COLLINS, D.M. Region 2 (Post 820201). 92/07/23. WATSON, R.A. Carolina Power & 
Light Co. 4pp. 62611:247-62611:250. 


P. Operating license stage documents & correspondence 

9207010244 Responds to 920608 request for waiver of compliance & ack receipt of 
920605 license amend request to change previous correspondence re calibr of con- 
tainment vessel high-range radiation monitors R-32A & B. 

REYES,L.A. Region 2 (Post 820201). 92/06/16. WATSON.R.A. Carolina Power & 
Ught Co. 3pp. 62254:077-62254:079. 

9207080189 Requests withdrawal of 911220 request to use alternative to current re- 
quirements of 10CFR50.55a. 

MCCARTHY,D.C. Carolina Power & Light Co. 92/06/29. Document Control Branch 
(Document Control Desk). Ip. 62276:358-62276:358. 
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9207080184 Forwards results of diesel generator load study per 881031 request for 
addi info re adequacy of EEXa capacity. 

MCCARTHY, D.C. Carolina Power & Light Co. 92/06/29. Document Control Branch 
(Document Control Desk). 9pp. 62304:222-62304:230. 

9207060097 Discusses review of response to generic Itr 88-20, suppi 4 re IPEEE.IPEEE 
methods acceptable. Requests NRC be informed of any changes to schedule or meth- 
odology. 

MOZAFARI.B.L Project Directorate 11-1. 92/07/01. WATSON.R.A. Carolina Power & 
Light Co. 4pp. 62204:225-62204:228. 

9207100195 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural int^rity.Charpy upper shelf energy projected not to drop below 50-ft pounds by 
end-of-llfe for facility. 

STARKEY, R.B. Carolina Power & Light Co. 92/07/06. Document Control Branch 
(Document Control Desk). 11pp. 62334:268-62334:278. 

9207160260 Summary of 920529 meeting w/util re status of & progress on open licens- 
ing actions & other upcoming activities for plants.List of attendees end. 

LE,N.B., MOZAFARI.B.L Project Directorate 11-1. 92/07/08. Project Directorate 11-1. 
38pp. 62396:277-62396:314. 

9207150313 Advises of implementation of Staff Positions 1 & 2 of End A to Generic Ltr 
90-06, “Resolution of Generic Issue 70, 'PORV & Block Valve Reliability’ & Generic 
Issue 94, 'Addl Low Temp Overpressure Protection for LWRs.’’’ 

MCCARTHY.D.C. Carolina Power & Light Co. 92/07/09. Document Control Branch 
(Document Control Desk). 3pp. 62412:343-62412:345. 

9207170279 Requests NRC waiver of compliance from requirements of Tech Spec 
3.3.1. 2.b for Unit 2. 

DIETZ, C.R. Carolina Power & Light Co. 92/07/11. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62456:285-62456:289. 

9207220040 Ack receipt of 92071 1 Itr requesting temporary waiver of compliance from 

EBNCTER's.D. Region 2 (Post 820201). 92/07/13. WATSON.R.A. Carolina Power & 
Ught Co. 4pp. 62432:076-62432:079. 


-9207080256 Insp rept 50-261/92-12 on 920608-1 2.No violations or deviations 
noted.Major areas insp 0 cted:contingency plans, access controls, audits.power supply & 
licensees corrective actions to two prior items reviewed.Details withheld. 

TOBIN.W.J., MCGUIRE.D.R. Region 2 (Post 820201). 92/07/01. 2pp. 62293:307- 
62293:308. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


R. Periodic operating reports & related correspondence 


9207150019 Monthly operating rept for June 1992 for HB Robinson Steam Electric 
Plant, unit 2.W/920709 Itr. 

GROOMS,J.W., CHAMBERS, R.H. Carolina Power & Light Co. 92/06/30. 4pp 
62398:342-62398:345. 

9207310060 Provides annual rept pursuant to 10CFR60.46(a)(3)(ii) for H.B. Robinson 
Steam Electric Plant,Unit 2 re estimated effect of changes or errors in ECCS evalua- 
tion models or in application of models for June 1991 through May 1992. 
MCCARTHY.D.C. Carolina Power & Light Co. 92/07/24. Document Control Branch 
(Document Control Desk). 4pp. 62619:357-62619:360. 


S. Reportable occurrences, LERe & related correspondence 


9207220165 Forwards amend 141 to license DPR-23 & safety evaluation. Amend allows 
use of CX)LR.Inserts definition of COLR into TS. reflects numerical values for cycle- 
specific limits & restrictions being relocated to COLR & adds ref to COLR. 
MOZAFARI.B.L. Project Directorate II-1. 92/07/15. WATSON.R.A. Carolina Power & 
Ught Co. 3pp. 62453:248-62453:288. 

-0207220188 Amend 141 to license DPR-23.allowing usage of COLR, inserts definition 
of COLR TS.reflects numerical values for cycle-specific limits & restrictions being relo- 
cated to COLR & adds ref to COLR. 

ADENSAM.EG. Project Directorate 1I-1. 92/07/15. 31pp. 62453:251-62453:281. 

-9207220190 Safety evaluation supporting amend 141 to license DPR-23. 

* Office of Nuclear Reactor R^uiation, Director (Post 870411). 92/07/15. 7pp. 
62453:282-62453:288. 

9207220325 Forwards comprehensive, composite white paper on evolution of final con- 
figuration for safety injection pump B.per commitment made at 920131 meeting w/ 
NRC on technical & mgt issues associated w/ safety Injection sys. 

MCCARTHY.D.C. Carolina Power & Ught Co. 92/07/17. Document Control Branch 
(Document Control Desk). 6pp. 62474:338-62474:343. 

9207280051 Confirms that $149,591 electronically transferred to US Dept of 
Treasury, NRC on 920717 for payment of NRC Part 50 application fees for period 
91 0630-1 228^r 10CFR170. 

MCCARTHY.D.C. Carolina Power & Ught Co. 92/07/22. Division of Accounting & Fi- 
nance (Post 890205). Ip. 62568:356-62568:356. 

9207290388 Notification of 920729 meeting w/utii in Rockville, MD to discuss CP&L In- 
tergrated schedule program. 

LO.R.H. Project Directorate 11-1. 92/07/24. MURLEY.T., MIRAGLIA.F., RUSSELL,W. 
NRC - No Detailed Affiliation Given. 3pp. 62555:358-62555:361. 

9207310231 Forwards GP-R-213850, "HB Robinson Unit 2 Reactor Containment Inte- 
orated Leakage Rate Test Rept" 

DIETZ,C.R. Carolina Power A Ught Co. 92/07/29. Document Control Branch (Docu- 
ment Control Desk). Ip. 62656:224-62656:298. 

-9207310234 QP-R-213580, "HB Robinson Unit 2 Reactor Containment Bldg Integrated 
Leakage Rate Test Rept" 

• General Physics Corp. GP-R-213850. 92/04/10. 100pp. 62656:225-62656:298. 


Q. Inspection reports, IE Bulletins & correepondence 


9207020223 LER 92-01 0-00:on 920528.failure to test auxiliary feedwater flow indication 
noted.Cause unknown.Min equipment list & shift relief revised to incorporate A docu- 
ment requirements. W/920626 Itr. 

BAUCOM.C.T., CHAMBERS, R.H. Carolina Power A Light Co. 92/06/26. 6dd. 
62292:074-62292:079. 

9207090195 LER 91-011-00:on 920605,as result of insps per NRC Info Notices 89-028 
A 90-01 7, discovered that piping failures may occur during seismic event.Caused by 
generic design stds in use during constTest lines modified. w/920706 Itr. 

CROOK, R.D., CHAMBERS, R.H. Carolina Power A Ught Co. 92/07/05. 7pd. 
62293:148-62293:154. 

9207150280 Special rept:on 92061 9, RCS temp increased above 350 F w/both channels 
of CV high range RM administratively inoperable. Caused by TS which minimizes 
checks,calibrations A tests of monitor8.Amend request dtd 920w5 to resolve problem. 
CHAMBERS, R.H. Carolina Power A Light Co. 92/07/09. Document Control Branch 
(Document (Control Desk). 2pp. 62415:304-62415:305. 

9207230043 LER 92-01 2-00:on 92061 9, reactor tripped at hot shutdown during surveil- 
lance testing.Cau8e not yet identified. Corrective actions will be identified as part of 
ACR process A will be provided in supplementary rept.W/920717 Itr. 

CROOK,D., CHAMBERS, R.H. Carolina Power A Lignt Co. 92/07/17. 4pp. 6248T220- 
62481:223. 


DOCKET 50-282 BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


W. Decommisatoning Stage Documents A Correspondence 

9207310082 Forwards order approving decommissioning plan A authorizing decommis- 
sioning of Univ L-77 research reactor A facility license R-109,per 900628 
application.Environ assessment A finding of no significant Impact A SER end. 
ADAMS,A. Non-Power Reactors, Decommissioning A Environmental Proj. Dir. (Post 
920517). 92/07/23. ANDERSEN, D.F. Brigham Young Univ., Provo, UT 2dd 
62588:124-62588:141. 

-9207310094 Order approving decommissioning plan A authorizing decommissioning of 
Univ L-77 research reactor A facility license R-109. 

BOGER.B.A. Division of Reactor Projects - lIMV.V (Post 901216), 92/07/23. Briaham 
Young Univ., Provo, UT. 3pp. 62588:126-62588:128. 


9207020154 Forwards insp rept 50-261/92-13 on 920427-0501 .No violations noted. 
JULIAN, C.A. Region 2 (Post 820201). 92/06/18. WATSON.R.A. Carolina Power A 
Ught Co. 3pp. 62249:016-62249:028. 

-9207020182 Insp rept 50-261/92-13 on 920427-0501 .No violations or deviations 
noted.Ma|or areas In8pected:in8ervice into work activities A maintenance. 
EC0N0M0S,N., BLAKE, J. Region 2 (Post 820201). 92/06/11. 10pp. 62249:019- 
62249:028. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features," 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207080109 Responds to NRC Itr re violations noted in Insp rept 50-261/92-11. Correc- 
tive actionsrProcodure FP-005 revised A review of Procedure MMM-001 initiated. 
DIETZ.C.R. Carolina Power A Ught Co. 92/07/01. Document Control Branch (Docu- 
ment Control Desk). 9pp. 62276:329-62276:337, 

9207080250 Forwards insp rept 60-261/92-15 on 92060e-12.No violations noted.Rept 
details withheld. 

COLLINS.D.M. Region 2 (Post 820201). 92/07/01. WATSON, R.A. Carolina Power A 
Ught Co. 5pp. 62293:304-62293:308. 


-9207310096 Environ assessment A finding of no significant impact re proposed order 
approving decommissioning plan A authorizing decommissioning for Univ L-77 re- 
search reactor A facility license R-1 09. 

WEISS.S.H. Non-Power Reactors, Decommissioning A Environmental Proj. Dir. (Post 
92051 7). 92/07/17. 4pp. 62588:1 29-62588:1 32. 

—9207310099 Safety evaluation finding licensee decommissioning plan to be 
acceptable.Staff will verify acceptance w/terminatlon field survey prior to terminating 
license. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/23. 9dd. 
62588:133-62588:141. ^ 


DOCKET 50-283 MONTICELLO NUCLEAR GENERATING PLANT 
F. Security, medical, emergency A fire protection plane 

9207070142 Discusses SALP Board results for plants-lnforms that Board concludes that 
regulator performance of licensee adequate. Also informs that concerns expressed 
^ Hcens^ will be comn^nt^ on after completion of SALP program for reactors. 
KEPPLER,J.G. Region III, IE (720101-810228). 81/01/20. MOSELEY, N.C. Ofc of In- 
spection A Enforcement, Director (820201-870413). 22pp. 62248:002-62248:042. 
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9207100083 Forwards FEMA 920603 Itr & associated final rept for Nov 1991 exercise of 
offsite radiological emergency response plans. FEMA identified one deficiency. 
MCCORMICK-BARGE Region 3 (Post 820201). 92/07/01. ELIASON.LR. Northern 
States Power Co. 2pp. 62382:171-62382:260. 

~920617CK)62 Forwards final rept for 911106 exercise of offsite radiological emergency 
response plans site-specific to Monticello Piant.One deficiency & two areas requiring 
corrective action identified. 

KWIATKOWSKI.D. Federal Emergency Management Agency. 92/06/03. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
62382:173-62382:173. 

- 920817010 ® “Exercise Rept Monticello Plant NSP Joint Exercise on 911105.” 

* Federal Emergency Management Agency. 92/03/30. 85pp. 62382:174-62382:260. 

9207140233 Revises 920131 submittal of ERDS data point library & plant attribute 
library, per Rev 1 to NUREG-1394.Software Spec ERDS-SRS-1.00-1, “ERDS Data 
Point Library " end. 

PARKER, T.M. Northern States Power Co. 92/07/08. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62394:294-62394:353. 

-9207140234 Software Spec ERDS-SRS-1.00-1, “ERDS Data Point Library.” 
SOFGE,J.T.. VAN DELUR.E. Northern States Power Co. 92/04/21. 58pp. 62394:296- 
62394:353. 

9207280002 Ack receipt of 920526 itr transmitting Rev 37 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/16. PARKER.T.M. Northern States 
Power Co. 2pp. 62583:360-62583:361. 

9207280029 Forwards insp rept 50-263/92-11 on 920706-1 0.No violations noted. 
CREED,J.R. Region 3 (Post 820201). 92/07/17. ELIASON.LR. Northern States Power 
Co. 2pp. 62488:022-62488:028. 

-9207280035 Insp rept 50-263/92-11 on 920706-1 0.No violations noted. Major areas 
inspected:physical security insp involving mgt support, protected & vital area 
barriers.detection & assessment aids.access control-personnel, packages & vehicle. 
KNICELEY,J.R., CREED, J.R. Region 3 (Post 820201). 92/07/17. 5pp. 62488:024- 
62488:028. 

9207300157 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Damage.” Fire barrier declared inoperable & will be restored by 930331 . 

PARKER.T.M. Northern States Power Co. 92/07/24. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62592:341-62592:344. 


P. Operating license stage dc»cuments & correspondence 

9207100237 Provides response to Generic Ltr 92-01, Rev 1 dtd 920306, “Reactor 
Vessel Structural Integrity.” 

PARKER.T.M. Northern States Power Co. 92/07/06. Document Control Branch (Doc- 
ument Control Desk). 31pp. 62365:015-62365:129. 

9207130207 Revises info in 910124 & 0822 Itrs re mods to implementation of station 
blackout rule, including transferring power supply for ternp recorder TR 23-115 to panel 
Y-80.Addl turbine temp info provided by temp recorder iR 23-115 unnecessary. 
PARKER.T.M. Northern States Power Co. 92/07/08. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62385:348-62385:349. 


Q. Inspection reports, IE Bulletins & correspondence 

9207070142 Discusses SALP Board results for piants.lnforms that Board concludes that 
regulatory performance of licensee adequate. Also informs that concerns expressed 
by licensees will be commented on after completion of SALP program for reactors. 
I<EPPLER.J.G. Region III. IE (720101-810228). 81/01/20. MOSELEY.N.C. Ofc of In- 
spection & Enforcement. Director (820201-870413). 22pp. 62248:002-62248:042. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207170055 Responds to NRC 920612 Itr re violation noted In Insp Rept 50-263/92- 
OS.Correctlve actlon:wrltten safety evaluation prepared which demonstrated that exist- 
ing configuration of reactor bid roof acceptal?le. 

ELIASON.LR. Northern States Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62456:314-62456:319. 

9207220265 Forwards Safety Insp Rept 50-263/92-09 on 920528-0708.No violations 
noted. 

PHILLIPS,M.P. Region 3 (Post 820201). 92/07/16. ELIASON.LR. Northern States 
Power Co. 2pp. 62457:300-62457:31 6. 

-9207220266 insp Rept 50-263/92-09 on 920528-0708.No violations noted. Major 
areas lnspected:operational safety verification, onsite followup of events, malnt & sur- 
veillance activities, engineering & technical support & followup of LERs. 

PHILLIPS.M. Region 3 (Post 820201). 92/07/14. 15pp. 62457:302-62457:316. 

9207260029 Forwards insp rept 50-263/92-11 on 920706-1 0.No violations noted. 
CREED, J.R. Region 3 (Post 820201). 92/07/17. ELIASON.LR. Northern States Power 
Co. 2pp. 62488:022-62488:028. 


-9207280035 Insp rept 50-263/92-1 1 on 920706-1 0.No violations noted. Ma^ areas 
inspected:physical security insp involving mgt support,protected & vital area 
bam’ers.detection & assessment aids.access control-personnei.packages & vehicle. 
KNICELEY,J.R.. CREED. J.R. Region 3 (Post 820201). 92/07/17. 5pp. 62488:024- 
62488:028. 


9207300157 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Damage.” Fire barrier declared inoperable & will be restixed by 930331. 

PARKER.T.M. Northern States Power Co. 92/07/24. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62592:341-62592:344. 


R. Periodic operating reports & related correspondence 


9207160145 Monthly operating rept for June 1992 for Monticello Nuclear Generating 
Plant. W/920710 Itr. 

PAUSTIAN.H.H.. PARKER.T.M. Northern States Power Co. 92/06/30. 5pp. 
62416:306-62416:310. 


S. Reportable occurrences, LERs & related correspondence 

9207070008 LER 92-006-01 -.during wk of 920406,NRC inspector questioned actions to 
combat lube oil break w/fire affecting upper 4,160-volt essential switchgeau-.Caused by 
error in fire hazards analysis.Fire watch established.W/920701 Itr. 

HIPPE.M.. PARKER.T.M. Northern States Power Co. 92/07/01. 5pp. 62292:152- 
62292:156. 

9207300211 LER 92-008-00:on 920624, fire barrier declared inoperable & continuous fire 
watch patrol established.per NRC Bulletin 92-001. Caused by failure of Thermo-Lag 
330 barrier during fire endurance testing.Remote alarm installed.W/920724 Itr. 
HIPPE.M., PARKER.T.M. Northern States Power Co. 92/07/24. 5pp. 62588:040- 
62588:044. 


V. Operator Examinations 


9207090280 Forwards exam answer key for forms A & B, grading results for facility & 
individual answer sheets for each applicant taking exams for facfllty.per 920610 gener- 
ic fundamentals exam at facility.AII candidates passed exam. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. Commonwealth Edison Co. 48pp. 
62266:001-62266:048. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007. Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C, Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


9207020266 Forwards Rev 30 to security plan.Rev withheld (ref 10CFR73.21). 
KOVACH,T.J. Commonwealth Edison Co. 92/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 62425:356-62425:356. 

9207090164 Revised EPIP8,including rev 4 to QEP 135-0, “Stores Director” & rev 3 to 
QEP 135-S3, “Stores Director General Emergency Checklist." 

* Commonwealth Edison Co. 92/06/23. 5pp. 62341:296-62341:300. 

9207010023 Advises that 920608 proposed scope of participation & objectives for reme- 
dial exercise at plant scheduled for 92071 6,acceptable. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/06/24. REED.C. Commonwealth 
Edison Co. ip. 62143:033-62143:033. 

9207090060 Revised EPIPs,including rev 19 to QEP 400-0, “On-site Response Ac- 
tions,” & rev 5 to QEP 400-SI, “Plant Assembly Checklist" , 

* Commonwealth Edison Co. 92/06/27, 4pp. 62308:349-62308:353. 

9207090041 Revised EPIPs, Including rev 11 to QEP 140-0, “Security Director,” & rev 6 
to QEP 140-SI, “Security Director Alert Checklist.” 

* Commonwealth Edison Co. 92/06/30. 8pp. 62309:337-62309:344. 

9207090058 Revised EPIP8,including rev 9 to QEP 160-0, “Operations Support Center 
Director,” & rev 7 to QEP 160-S3,^‘OSC Director General Emergency Checklist” 

* Commonwealth Edison Co. 92/06/30. 6pp. 62309:346-62309:352. 

9207090065 Revised EPIPs, Includlrig rev 5 to QEP 165-0, rev 4 to QEP 165-1, rev 4 to 
QEP 165-S8 A rev 3 to QEP 165-T1 . 

* Commonwealth Edison Co. 92/06/30. 6pp. 62308:334-62308:340. 

9207090071 Revised EPIPs,inciuding rev 20 to QEP 200-0, “Emergency Classification” 
& rev 9 to QEP 200-1, “Classificatron of GSEP Condition.” 

* Commonwealth Edison Co. 92/06/30. 4pp. 62308:344-62308:348. 

9207090090 Revised EPIP8,including rev 14 to QEP 600-0, “Onsite Emergency Facilities 
and Equipment" & rev 5 to QEP 600-S5, “United Medical Center and mini Hospital 
Radiological Emergency Inventory Checklist.” 

* Commonwealth Edison Co. 92/06/30. 5pp. 62309:306-62309:311. 

9207090127 Revised EPIP8.including rev 10 to QEP 125-0,rev 6 to QEP 125-SI, rev 7 to 
QEP 125-S2 & rev 4 to QEP 125-S3. 

* Commonwealth Edison Co. 92/06/30. 17pp. 62309:083-62309:099. 

9207090132 Revised EPIPs.including rev 16 to QEP 300-0,rev 9 to QEP 300-1, rev 5 to 
QEP 300-S3 & rev 6 to QEP 300-S6. 

* Commonwealth Edison Co. 92/06/30. 15pp. 62338:119-62338:134. 
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9207270308 Ack receipt of 920623 Itr transmitting Rev 30 ^ f curity pjamCh^^ 
sistant w/provisions of 1 0CFR50.54(p) & acceptaWe except for security plan conflicts 

re records of access authorization & t i nnmmonwealth 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/15. KOVACH.T.J. Commonweaiin 

Edison Co. 2pp. 62528:195-62528:196. 

9207280379 Revised procedures including rev ® '/ES'l to 

rev 6 to QEP 720-2, “Equipment and Communication Tests & rev 5 to utP /40 
“Monthly Equipment and Communi^tions Sys Test Checklist. 

* Commonwealth Edison Co. 92/07/20. 39pp. 62566:190-62566.228. 

9207280386 Revised procedures including rev 15 to QEP 600^, “Onsite ffll 

aSes and Equipment.*’ rev 4 to QEP 600-73. ‘•Emergency^mrnun, cation Kfetworks 
& rev 5 to QEP 600-T4, “Emergency Communicati^on Sys L^ation 

* Commonwealth Edison Co. 92/07/20. 8pp. 62562:348-62562.355. 

«i»n 73 i 0 l 7 l ResDonds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Bami^ 
sJfto Maintfn Wide Cable Trays & Small Conduits Free from Fire 

Damage." Subi matl usee! at all listed facilities.Compensatory measures 
JACkIon.M.A. Commonwealth Edison Co. 92/07/23. Document Control B a 
(Document Control Desk). 5pp. 62611:352-62611:356. 

9297300184 Fonwards insp repts 50-254/92-17 & 50-265/92-17 on 92071 6-1 7.No viola- 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/27. REED.C. Commonwealth 
Edison Co. 2pp. 62593:004-62593:011. 

inen rantQ SO-254/92-17 & 50-265/92-17 on 920716-1 7.No 

"" violations, deviations or deficiencies 

performance weaknesses identified during Apr ]j 992 EP exercise at pjam 
RoSKI.T. Region 3 (Post 820201). 92/07/27. 6pp. 62593:006-62593.011. 

K. Utility Final Safety Analysis Report (FSAR) & amends 

Forwards rev 1 to Quad Cities Station Units 1 & 2 updated FSAR.vols 1-7. 
®1cHaAGl?L"c?r^Z^^^ Co of Nuclear 

Reactor Regulation, Director (Post 870411). 4pp. 62356:001-62364.249. 

-9207090017 Rev 1 to Quad Cities Station Unit 1 & 2 updajfd FS/<R,vol 1- 7. 
*^mmonwealth Edison Co. 92/06/30. 1.500pp. 62356:005-62356:043. 

-9207090022 Cheqjter 1, “Introduction & General Description of Plant,” to Quad Cities 

•"cSnlrnonwSth^d^^^ 92/06/30. 58pp. 62366:044-62356:112. 

-9207090025 Chapter 2. “Site Characteristics." to Quad Cities units 1 & 2 updated 

•Commonwealth Edison Co. 92/06/30. 28pp. 62356:113-62356:143. 

-9207090030 App 2A, "Foundation Grouting," to Quad Cities Units 1 & 2 updated 
FSAR 

* Commonwealth Edison Co. 92/06/30. 300pp. 62356:144-62357:088. 

-920709(K)32 Chapter 3, “Design of Structures, Components, Equipment & Sys,’ to 
Quad Cities units 1 & 2 updateef FSAR. 

* (Commonwealth Edison Co. 92/06/30. 300pp. 62357:089-62358.111. 

-9207099035 App 3A, “Quad Cities Station Units 1 & 2," updat^ FSAR. 

* Commonwealth Edison Co. 92/06/30. 125pp. 62358:112-62358:273. 

-9207090038 Chapter 4. “Reactor," to Quad Cities units 1 & 2 updated FSAR. 
•^mmonwealth Edison Co. 92/06/30, 120pp. 62358:274-62359:069. 

-9207090039 Chapter 5, "Reactor Coolant Sys & Connected Sys," to Quad Cities units 

* Comrnonwealth Edison Co. 92/06/30. 200pp. 62359:070-62359:206. 

-9207090042 App 5A, "Reactor Vessel Rept," to Quad Cities Units 1 & 2 updated 

•Commonwealth Edison Co. 92/06/30. 170pp. 62359:207-62360:072. 

-9207090045 Chapter 6, "Engineered Safety Features," to Quad Cities units 1 & 2 up- 

* Commonwealth Edison Co. 92/06/30. 400pp. 62360:073-62361:028. 

-9207090049 Chapter 7, "Instrumentation & (Controls," to Quad Cities units 1 & 2 up- 

* Commonwealth Edison Co. 92/06/30. 270pp. 62361:029-62361:247. 

-9207090051 Chapter 8, "Electric Power," to Quad Cities units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 53pp. 62361:248-62361:307. 

-9207090053 Chapter 9, "Auxiliary Sys,” to Quad Cities units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 300pp. 62361:308-62362:189. 

—9207090058 Chapter 10, “Steam & Power Conversion Sys," to Quad Cities units 1 & 2 
•^Commonweatth Edison Co. 92/06/30. 54pp. 62362:190-62362:268. 

-9207090060 Chapter 11. “Radwaste Mgt," to Quad Cities units 1 & 2 updated FSAR. 

* Commonwealth Edison Cio. 92/06/30. 200pp. 62362:269-62363:065. 

-9207090061 Chapter 12, “Radiation Protection,” to Quad Cities units 1 & 2 updated 
FSAR 

* Corrimonwealth Edison Co. 92/06/30. 40pp. 62363:066-62363:104. 

-920709(K>66 App 12A, “Post-Accident Radiation Levels," to Quad Cities Units 1 & 2 

•^^^mmonwearth Edison Co. 92/06/30. 82pp. 62363:105-62363:231. 

-9207090070 Chapter 13, “Condu(Jt of Operations," to Quad Cities units 1 & 2 updated 

* Commonwealth Edison Co. 92/06/30. 58pp. 62363:232-62363:291. 

-9207090072 App 13A to Quad Cities Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 110pp. 62363:292-62364:032. 


-9207090083 Chapter 14, 
FSAR. 

• Commonwealth Edison 

-9207090087 Chapter 15, 
FSAR. 

• Commonwealth Edison 

-9207090088 Chapter 16, 
ed FSAR. 

• Commonwealth Edison 

-9207090092 Chapter 17, 

• (Commonwealth Edison 


“Inital Test Program," to Quad Cities units 1 & 2 updated 

Co. 92/06/30. 54pp. 62364:033-62364:090. 

“Accident Analyses," to Quad Cities Units 1 & 2 updated 

(Co. 92/06/30. 100pp. 62364:091-62364:244. 

"Technical Specifications," to Quad Cities units 1 & 2 updat- 

Co. 92/06/30. 2pp. 62364:245-62364:246. 

“QA," to Quad Cities units 1 & 2 updated FSAR. 

Co. 92/06/30. 3pp. 62364:247-62364:249. 


P. Operating license stag® documents & correspondence 

9207100152 Forwards advance notification of shipment of radioactive mails from facili- 
tii 9 <s tn Barnwell low level waste burial site in Type B heavy cask. 

POWELL, G. Commonwealth Edison Co. 92/06/15. Region 3 (Post 820201). 5pp, 
62331:315-62331:319. 

9207020284 Responds to 920212 staff requirements memo re performance of util 

^AvlfoR J M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62465:224. 

9207100156 Forwards advance notification of shipment of radioactive matls from facili- 
tn Barnwell low level waste disposal site In Type B heavy cask. 

POWELL, G. Commonwealth Edison Co, 92/06/25. Region 3 (Post 820201). 5pp. 
62331:321-62331:325. 

9207090155 Application for amends to Licenses DPR-19,DPR-25,DPR-29 & DPR- 
30 changing ts to reflect util efforts to upgrade TS 3/4.9 re auxiliary electneal sys to 
nrnvide as^jrance that adequate supply of power available during plant conditions. 

S^ P L Ca 92/06/29. MURLEYjT.E j^ce of Nuclear Re- 

actor Regulation, Director (Post 87041 1). 12pp. 62339:246-62339:339. 

-9207090157 Proposed TS Section 3/4.9 re auxillaiy electrical sys. 

* Commonwealth Edison Co. 92/06/29. 82pp. 62339:258-62339:339. 

9207070062 Confirms plans for 920710 mgt meeting in Glen Ellyn, I L to discuss plant 

^R^eS1mANE.G. Region 3 (Post 820201). 92/06/30. REED,C. Commonwealth 
Edison Co. Ip. 62205:145-62205:145. 

Q 9 n 7 n 700 ft 8 Submits suDDlemental info for 920507 amend to licenses DPR-19,DPR- 
^5 DP^9DPR 30.dK NPF-37.NPF.66.NPF.72 & NPF- 

77’Der NRC reauesLRevised TS re rev of onsite review of procedures end. 
SIMPKIN,T.W. Commonwealth Edison Co. 92/07/01. MU W-.EY,T.E.^^ of Nuclear 

Reactor Regulation, Director (Post 870411). 21pp. 62267:020-62267:089. 

—9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS.submitted as supplement to original request w/info necessary 

* Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 

0207090112 Responds to request for addi info to ensure that licensee complies w/ 
10CFR50.60 8l 10CFR50.61 regulatory requirements & that they fulfill commitments 

TASsort^"*^mrnon^^ Co. 92/07/01. Document Control Branch 

(Document (liontrol Desk). 67pp. 62308:267-62308:333. 

9207270137 Corrected Chapter 11 to, "Environ Radiological Monitoring Table of Con- 
tents ” ODCM.Revs O.C & G. 

* Commonwealth Edison Co. 92/07/02. 20pp. 62516:304-62516:324. 

9207160205 Application for amend to License DPR-29, reflecting mod to HPCI tuitine 
steam exhaust line.GE proprietary Calculation, ^^”^£-901^13-0491, Qu^ Cito 
HPCI Turbine Steam Supply Pressure Low Setpoint Calculation encI.Rept withheld. 
SCHRAGeTl SnmonSSiilth Edison Co. 92/07/06. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). lOpp, 62421:294-62421:330. 

9207220009 Forwards response to NRC 920520 telcon request for addI info re resolu- 
tion of single failure vulnerabilities associated w/combustible gas controLNitrogen in- 
erting sys used to establish inert atmosphere following puteaes. 

SCHmAGE,J.L. Ckjmmonwealth Edison (5o. 92/07/15. MURLEY.T.E. C^ice of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp. 62473:292-62473:295. 

9207300067 Forwards nonproprietary GE-NE-1 87-37-0991, “Shroud Support Access 
Hole Cover SER for Dresden & Quad Cities” to suppi 920221 proprietary submittal, as 
result of GE Sves Info Ltr (SIL) 462 & associated suppis, ^ ^ ^ , ,,, , 

SCHRAGE.J.L. (Commonwealth Edison Co. 92/07/21, MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87()411). 7pp. 62619:303-62619:344. 

-9207300073 Nonproprietary GE-NE-1 87-37-0991, "Shroud Support Access Hole (Cover 

CHLLL ^S!?era GE-NE-1 87-37-0991. 91/09/30. 35pp. 62619:310- 

62619:344. 

9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organlza- 

GREEn15aN,EG. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth 
Edison Co. 2pp. 62606:182-62506:183. 

9207270215 “Quad-Cities Nuclear Power Station, Unit 2, (Cycle 12 Startup Test Results." 
W/920723 Itr 

* Commonwealth Edison Co. 92/07/23. MURLEY.T.E. Office of Nuclear Reactor Reg- 
ulation, Director (Post 870411). 10pp. 62524:310-62524:319. 
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Q. Inspection reports, IE Bulletins & correspondence 


0207170105 Responds to NRC 920514 Itr re violations noted in insp rept 50-254/92-01 
& 50-266/92-01. Corrective actions:“Periodic HPCI Pump Operability Test,” successful- 
ly completed & HPCI declared operable. 

KOVACH.T.J. Commonwealth Edison Co. 92/06/12. Region 3 (Post 820201). 4pp. 
62446:346-62446:349. 

9207010077 Forwards insp repts 50-254/92-12 & 50-265/92-12 on 920420- 0508 & 
notice of violation. 

MILLER, H.J. Region 3 (Post 820201). 92/06/23. REED.C. Commonwealth Edison Co. 
2pp. 62143:193-62143:207. 

-9207010087 Notice of violation from insp on 920420-0508. Violation noted:920311 SE 
92-77 did not provide basis for determining that removing portion of internal support to 
2C room cooler in B/C RHR svc water pump vault did not involve USQ. 

MILLER, H.J. Region 3 (Post 820201). 92/06/23. Ip. 62143:195-62143:195. 

-9207010093 Insp repts 50-254/92-12 & 50-265/92-12 on 920420-0508. Violations 
noted.Major areas in8pected:engineering & technical support (E&TS) w/fotlowup of 
previously identified E&TS violation. 

NEJFELT.G.M., LERCH.R.M., BURGESS.B.L Region 3 (Post 820201). 92/06/22. 
11pp. 62143:196-62143:207. 

9207020118 Advises that proposed future insp plan for facility reactor head, acceptable. 
OLSHAN.L.N. Project Directorate III-2. 92/06/23. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 62183:359-62183:360. 

9207010242 Ack receipt of 920612 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-254/92-06 & 50-265/92-06. 

NORELIUS,C.E. Region 3 (Post 820201). 92/06/26. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 62230:280-62230:281. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-060, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200005 FonA^ards response to NRC 920501 Itr re unresolved items noted in Svc 
Water Operational Performance Insp Repts 50-254/92-201 & 50-266/92-201 .Correc- 
tive actions:long-term corrective actions to bo evaluated re check valves, 

KOVACH,T.M. Ck>mmonwealth Edison Co. 92/07/14. Document Control Branch (Doc- 
ument Control Desk). 12pp, 62447:285-62447:296. 

9207280174 Responds to NRC 920623 Itr re violations noted in insp repts 50-254/92-12 
& 50-265/92-1 2.Corrective actions:SE in question supplemented to document results 
of review of temporary repair of leaking tube in cooler. 

KOVACH, T.J. Commonwealth Edison Co. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62562:342-62562:345. 

9207310171 Responds to NRC Bulletin 92-001 , “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subj matl used at all listed facilitie8.Compensatory measures implemented. 
JACKSON, M.A. CJommonwealth Edison Co. 92/07/23. Document Controi Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 

9207300184 Forwards insp repts 50-254/92-17 & 50-265/92-17 on 92071 6-1 7.No viola- 
tions noted. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/27. REED.C. Commonwealth 
Edison Co. 2pp. 62593:004-62593:01 1 . 

-9207300187 Insp repts 50-254/92-17 & 50-265/92-17 on 92071 6-1 7.No 

violations, deviations or deficiencies noted.Major areas in8pected:response to three 
performance weaknesses identified during Apr 1 992 EP exercise at plant 
kOSKl.T., SIMONS.H., MCCORMICK-BARGE Region 3 (Post 820201). 92/07/27. 
6pp. 62593:006-62593:01 1 . 


R. Periodic operating reports & related correspondence 

9207070154 Fomrards errata to 1990 & 1991 annual environ operating rept for Quad- 
Cities Station. 

BAX.R.L Commonwealth Edison Co. 92/06/30. DAVIS, A.B. Region 3 (Post 820201). 
ip. 62262:263-62262:267. 

-9207070200 Errata to “1990 Quad-Cities Annual Environ Operating Rept.” 

* Commonwealth Edison Co. 90/12/31 . 2pp. 62262:264-62262:265. 

-9207070203 Errata to “1991 Quad-Cities Annual Environ Operating Rept” 

* Commonwealth Edison Co. 91/12/31 . 2pp. 62262:266-62262:267. 

9207150013 Monthly operating repts for June 1992 for Quad Cities Units 1 & 2.W/ 
920702 Itr. 

BENSON, M.. TIET2.G.C. Commonwealth Edison Co. 92/06/30. 22pp. 62389:329- 
62389:350. 

9207210217 Forwards listing of facility & procedure changes, tests & experiments raquir- 
ingsafety evaluations completed during months of May & June 1992. 

Tl]^Z,Q. Commonwealth Edison Co. 92/07/14. Document Controi Branch (Document 
Control Desk). 124pp. 62452:001-62452:125. 


S. Reportable occurrences, LERs & related correspondence 


9207020083 Forwards LER 88-06, Rev 2, for Quad-Cities nuclear power station re fiued 
head anchors.Page 1 replaced due to incorrect page submitted w/original rept. 
BARBER, T. Commonwealth Edison Co. 92/06/19. NRC - No Detailed Affiliation 
Given. Ip. 62292:048-62292:055. 

-9207020099 Errata to LER 88'006-02:on 880404,station notified that eleven fiued 
head anchors did not meet design requirements. Caused by misinterpretation of scope 
& design structures.Mod initiated to revise structure.W/920604 Itr. 

KUNZMANN.D., BAX,H.L Commonwealth Edison Co. 92/06/04. 7pp. 62292:049- 
62292:055. 

9207070090 LER 92-002-01 :on 920103.determined that TS 3.7.A.2.a.2 limit of 293.75 
SCFH exceeded.Cause not determined.Feedwater checkvalve 2-220-62A repaired.W/ 
920625 Itr. 

KUNZMANN,D.P., BAX,R.L. Commonwealth Edison Co. 92/06/25. 8pp. 62292:175- 
62292:182. 

9207070098 LER 92-003-01 :on 900205, determined that measured leakage rate of 528.6 
standard cubic feet per hr exceeded TS for all valves.Caused by excessive leakage of 
HPCI steam exhaust check valve. Valve replaced. W/92061 5 Itr. 

KUNZMANN.D., BAX,R.L. CJommonwealth Edison Co. 92/06/25. 7pp. 62292:183- 
62292:189. 

9207140188 LER 92-01 9-00:on 920606, discovered that door to lock high radiation area 
not secured.Caused by door wedging in door frame & not allowing lock mechanism to 
fully engage w/ striker plate.Door repaired.W/920701 Itr. 

POWELL,G., BAX.R.L. Commonwealth Edison Co. 92/07/06. 4pp. 62437:242- 
62437:245. 

9207300169 LER 92-021 -00:on 920623, while removing abandoned wires from control 
room panel 902-1 0.adjacent wiring moved, causing wire to lose contact at fuse 
connection.Caused by cocked saddle on terminal 2.Saddle 8traightened.W/920723 Itr. 
BUNDSCHUH,J.. BAX,R.L. Commonwealth Edison Co. 92/07/23. 5pp. 62588:030- 
62588:034. 


V. Operator Examinations 


9207090280 Forwards exam answer key for forms A & B,grading results for facility & 
individual answer sheets for each applicant taking exams for facility,per 920610 gener- 
ic fundamentals exam at facility.AII candidates passed exam. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. Commonwealth Edison Co. 48pp. 
62266:001-62266:048. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9207220140 Forwards safety insp repts 50-266/92-12 & 50-301/92-12 on 920504- 
0628.'No violations noted. 

JACKIW.I.N. Region 3 (Post 820201). 92/07/16. LINK.R,E. Wisconsin Electric Power 
Co. 2pp. 62438:036-62438:059. 

-9207220145 Insp repts 50-266/62-12 & 50-301/92-12 on 920504-0628.No violations 
noted.Major areas in8pected:plant operations, radiological controls,maint & 
surveiilance.emergency preparedne8s,security & Tl 2515/112 & 2515/113. 
JACKIW.I.N. Region 3 (Post 820201). 92/07/16. 22 pp. 62438:038-62438:059. 

9207280097 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subj fire barrier sys not installed at facilities.Bulletin inapplicable. 
FRIELTnG,G.D. Wisconsin Electric Power Co. 92/07/21. Document Control Branch 
(Document Osntrol Desk). 2pp. 62562:097-62562:098. 

9207270155 Forwards Rev 8 to security plan.Summary of changes listed. Rev withheld 
(ref 10CFR3.50.70 & 73). 

LINK,R.E. Wisconsin Electric Power Co. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62528:162-62528:164. 

9207280247 Ack receipt of Rev 7 to physical security plan.transmitted via 920313 
Itr.Changes consistent w/ provisions of 10CFR50.54(p) & acceptable.Understands that 
compensatory measures for instrusion alarms will be addressed. 

PEDERSON, C.D. Region 3 (Post 820201). 92/07/23. LINK,R.E. Wisconsin Electric 
Power Co. 2pp. 62566:279-62566:280. 


H. General correspondence 


9207080286 Requests that listed Itrs be docketed under plant dockets. 

SAMWORTH,B. NRC - No Detailed Affiliation Given. 92/07/06. Document Control 
Branch (Document Control Desk). Ip. 62277:297-62277:300. 

-9207080287 Requests info re NRC review of TN-24 cask.whether cask being reviewed 
for storage & transport & when ruling for USC-24 will apc^ar in FR. 

CAIN.F.S. Affiliation Not Assigned. 92/06/14. SAMWORTH NRC - No Detailed Affili- 
ation Given. 2pp. 62277:298-62277:299. 

-9207080289 Requests SAR for ventilated storage cask s^ & SER for USC-24 casks. 
CAIN.F.S. Affiliation Not Assigned. 92/06/15. SAMWORTH NRC - No Detailed Affili- 
ation Given. Ip. 62277:300-62277:300. 
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9207310215 Responds to 920615 Itr on behalf of constituent,requesting info about im- 
plementation of safety requirements at plant, including violations of rigulations & pen- 
alties levied. Forwards SALP repts for period 890401 -9201 31 .W/o end 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/07/27. KOH.LH. 
Senate. 3pp, 62581:347-62581:354. 

•-9207310218 Requests,on behalf of constituenLinfo re plant implementation of safety 
requirements, violations cited by NRC following Insps & any penalties levied against 
plant operator. 

KOHL,H. Senate. 92/06/15. CARR.K.M. Commissioners (Post 750119). Ip. 
62581:350-62581:354. 


K. Utility Final Safety Analysts Report (FSAR) & amends 

9207070017 “June 1992 Rev to Point Beach Nuclear Plant FSAR." W/920626 Itr. 
UNK.B. Wisconsin Electric Power Co. 92/06/26. 550pp. 62320:103-62322:355. 


P. Operating license stage doaiments & correspondence 

9207010243 Provides summary of data applicable to Point Beach, Units 1 & 2 from end 
B&W Rept BAW-2166, “B&WOG Response to GL 92-01," in response to QL 92-01, 
"Reactor Vessel Structural Integrity," per commitments In response to GL 88-1 1 
LINK,B. Wisconsin Electric Power Co. 92/06/25. Document Control Branch (Docu- 
ment Control Desk). 10pp. 62223:071-62223:356. 

9207280162 Advises that 920323 changes to QA program description meets require- 
ments of 10CFR50.54(p) & acceptable. 

WRIGHT, G.C. Region 3 (Post 820201). 92/06/25. L1NK.R. Wisconsin Electric Power 
Co. Ip. 62489:22^2489:225. 

9207080104 Confirms plans for 920709 mgt meeting at facility in Two Rivers,WI.Purpo8e 
of meeting to discuss plant acthrities & other items of mutual interest. 

GREENMAN.EG. Region 3 (Post 820201). 92/06/29. LINK,R.E. Wisconsin Electric 
Power Co. Ip. 62218:225-62218:225. 

9207170253 Responds to NRC request for review of WCAP-13360, “Westinghouse Dy- 
namic Rod Worth Measurement Technique," Util met w/Westinghouse on 920428 to 
discuss technique.Util requests to use technique to evaluate fuel rods. 

LINK,B. Wisconsin Electric Power Co. 92/07/10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62436:244-62436:245. 

9207230209 Requests that util update IPEEE plans to incoiporate provisions of generic 
Itr 88-20, suppi 4 & forward plans to NRC within 60 days of Itr date. Util should provide 
sufficient info in support of any new approach. 

SAMWORTH,R.B. Proiect Directorate III-3. 92/07/14. LINK.R.E. Wisconsin Electric 
Power Co. 3pp. 62459:148-62459:150. 

9207230227 Notification of 920730 meeting w/counteraarts in Oak Harbor, OH to dis- 
cuss items of generic interest between NHR,Region III & licensees for plants in NRR 
Proi^ Directorate III. Agenda end. 

HOPKINS.J.B. Project Directorate III-3. 92/07/16. HANNON.J.N. Project Directorate 
III-3. 4pp. 62478:319-62478:322. 

9207310137 Proposes to redemonstrate gas turbine generator reliability after overhaul & 
upgrade of gas turbine by May 1993 by completing 20 countable starts & load-runs w/ 
two or fewer failures.Status update for SBO implementation end. 

UNK,B. Wisconsin Electric Power Co. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 12pp. 62613:336-62613:347. 


9207140124 Ack receipt of 920626 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-266/92-08 & 50-301 /92-08 on 920528. 

MILLER, H.J. Region 3 (Post 820201). 92/07/08. LINK.R.E. Wisconsin Electric Power 
Co. 2pp. 62338:047-62338:055. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207170189 Ack receipt of 920615 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-266/92-04 & 50-301/92-04 on 920515. 

GREGER,L.R. Region 3 (Post 820201). 92/07/13. LINK.R.E. Wisconsin Electric Power 
Co. 1p. 62453:242-62453:242. 

9207170223 Forwards insp repts 50-266/92-16 & 50-301 /92-16.No violations noted 
GREENMAN.EG. Region 3 (Post 820201). 92/07/13. LINK.R.E. Wisconsin Electric 
Power Co. 2pp. 62436:091-62436:122. 

-9207170228 Insp repts 50-266/92-16 & 50-301/92-16 on 920527-061 4.No violations 
noted.Major areas inspect6d:review of apparent violations & areas of concern identi- 
fied during previous insp. 

JACKIW.I.hL Region 3 (Post 820201). 92/07/10. 29pp. 62436:093-62436:122. 

9207220140 Fonivards safety insp repts 50-266/92-12 & 50-301/92-12 on 920504- 
0628.No violations noted. 

JACKIW.I.N. Region 3 (Post 820201). 92/07/16. LINK.R.E. Wisconsin Electric Power 
Co. 2pp. 62438:036-62438:059. 

-9207220145 Insp repts 50-266/92-12 & 50-301/92-12 on 920504-0628.No violations 
noted.Major areas in8pected:piant operations, radiological controls, maint & 
survelHance, emergency preparedness.security A Tl 2515/112 & 2515/113. 

JACKIW.I.N. Region 3 (Post 820201). 92/07/16. 22 pp. 62438:038-62438:059. 

9207280097 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj fire barrier sys not installed at facilitie8.Bulletin inapplicable. 
FRIELING.G.D. Wisconsin Electric Power Co. 92/07/21. Document Control Branch 
(Document Control Desk). 2pp. 62562:097-62562:098. 


R. Periodic operating reports A related correspondence 


9207140301 Monthly operating repts for June 1992 for Point Beach Nuclear Plant Units 
1 8 2.W/920710ltr. 

PETERSON, D.C,, LINK,B. Wisconsin Electric Power Co. 92/06/30, 9pp. 62384*313- 
62384:321. 


S. Reportable occurrences, LERs A related correspondence 


9207020219 LER 92-005-00:on 920627, TS exceeded re cool-down transient. Caused by 
operator errorStnicturai integrity of reactor vessel assured A acceptable margins of 
safety will be maintained during operations.W/920626 itr. 

REISENBUECHLER, UNK,B. Wisconsin Electric Power Co. 92/06/26 Boo 
62292:092-62292:098. ' 


Q, Inspection reports, IE Bullstins A correspondence 

9207010342 Responds to NRC 920526 Itr re deviations noted in insp rept 50-266/92-08 
A 50-301/92-08 on 920420-24.Correctiv6 actions: procedures in question will be re- 
vised to add immediate operafcrility s^n-off by 920918. 

LINK,B. Wisconsin Electric Power Co. 92/06/26. Document Control Branch (Docu- 
ment Control Desk). 2pp, 62234:089-62234:090. 

9207010345 Responds to NRC 920528 Itr re violations noted in insp rept 50-266/92-06 
A 50-301 /92-O8.Corr0ctive actions:rev to PBNP 3.2.10 issued by 920814 A evaluation 
of unresolved items will be complete by 920731. 

LINK,B. Wisconsin Electric Power Co. 92/06/26. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62234:085-62234:088. 

9206230193 NRC Info Notice 92-047, “Intentional Bypa^r^ of Automatic Actuation of 
Plant Protective Featunra." 

ROSSI, C.E. CHvj8k>n of Cteerational Events Assessment (Post 070411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070232 Discusses arrangements for enforcement conference on 920707 at Region 
iii ofc in Glen EI(yn,ILPurp^ of conference to discuss firKlings of inM conducted on 
920527-0614. 

GREENMAN.EG. Region 3 (Post 820201). 92/06/29. UNK,R.E Wisconsin Electric 
Power Co. Ip. 62206:106.62206:187. 

9207140084 Forwards insp repts 50-266/92-14 A 50-301/92-14 on 920527- 0614.Two 
apparent violations identified re crevice flushing activities are being considered for es- 
calated enforcement action. 

GREENMAN,E.G. Region 3 (Post 820201). 92/06/30. LINK,R.E. Wisconsin Electric 
Power Co. 2pp. 62338:110-62338:118. 


111 Insp repts 50- 

vk)latior» identmed.M#»r areas in^sected: ckcumstanc^ surroundFng excc^si^ cool- 
down rate of unit 1 on 920527. 

JACKIW.I.N. Region 3 (Post 820201). 92/06/30. 7pp. 62338:112-62338:118. 

9200260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
ConsoiidatBd Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

92MM^7 NRC Info Notice 92-050, "OacWng of Valves In Ck>ndensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Kvlslon of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 


9207060190 LER 92-006.00:on 920531 ,SQ B MSIV 1 MS-201 8 failed to fully close 
during initiai test A when torque decreased, valve began sticking.Caused by misaliqn- 
ment of stuffing boxes on ga8ket8.ln-house Investigation team formed.W/920620 Itr 
KOEHLER, T.J., LINK,B. Wfeconsin Electric Power Co. 92/06/29. 7pp. 62292*123- 
62292:129. 

9207200248 Forwards corrected LER 92-004-00 re improper sequendna of 
ESF.Requests that LER 92-004-00 dtd 920618,incx>rr4^ly i^ni^ng event as an ex- 
clusive Unit 1 event be withdrawn. 

LINK,B. Wisconsin Electric Power Co. 92/07/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62480:319-62480:326. ^ 

-9207200252 Corrected LER 92-004-00:on 92061 5.determlned that on® svc water 
pump A one containment ventMatkwi fan sequenced onto EDO more times than listed 
in FSAR, Section 8.2.3.Cau8ed by time delay relay out of tderence.Evaluation under- 
way. 

KOEHLER, T.J. WIsconaIn Electric Power Co. 92/07/09. 6pp. 62460:321-62400:326. 

9M73000M LER 92-004^1 :on 92051 9,dl8covered that one svc water pump A one con- 
tainment ventilation fan sequenced onto EDG greater than timi listed In 
FSAR 8.2.3.Caused fcT d««ctent prooedure.time de^reteridjSd.W/ 
920723 Itr. ^ , 

' ‘-•NK.B. Wisconsin Electric Power Co. 92/07/23. 10pp. 62683:069- 

62683:078. 

y. Operator Examlnatioiie 

Forwards e^ answer k^ for forms A A B, grading results for fadllty A 
ndMdual answer sheets for each applicant taking exams tor fadllty, per 920610 gener- 
fadllty.AII candidates passed exam. ^ 

“/O’^^Tcommonwealth Edison Co. 48pp. 

•207310032 Advlaoajhrt NRC ptant to admInMsr QFE swdion al written operator I- 
cen aino ex a m on a2 1007.Autlioriied rsprasentative (tom facility should au^teliat- 

rtrator. 

Assigned. 3pp. 


NRC regionai administrator. 

Action Not Assigr 
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F. Security, medical, emergency & lire protection plane 

9207060192 issue 18 to Section FP 6.1 of fire protection plan consisting of table of con- 
tents entitled, “Fire Protection Operability Requirements." 

* Public Service Co. of Colorado. 92/06/17. 2pp. 62254:316-62254:317. 

9207090005 Issue 3 to Abnormal Operating Procedure AOP-l-2, “Chemical, Petroleum & 
Hazardous Waste Spill Response." W/920619 Itr. 

WAREMBOURG,D.W., DENISTON.M.E. Public Service Co. of Colorado. 92/06/19. 
9pp. 62307:304-62307:312. 


P. Operating licenae stage documents & correspondence 

92070S0120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withhold (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. ZECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080207 Provides summary of discussions re Fort Saint Vrain during 871117 & 18 
NRC senior managers meetIng.Facllity was categorized as requiring continued close 
monitoring. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. WALKER, R.F. 
Public Service Co. of Colorado. 2pp. 62324:025-62324:026. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to bo sent 
to licensees of plants that will be discussed at 880713 Commission meeting also end. 
STELLO,V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207090055 Provides summary of NRC discussions re Fort St Vrain at 880628 & 29 
senior managers meeting.Facility was categorized as requiring no further NRC special 
attention beyond regional ofc level of monitoring. 

STELLO,V. Ofc of the Executive Director for Operations. 88/07/07. WALKER,R.F. 
Public Service Co. of Colorado. Ip. 62324:072-62324:072. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

9207010021 Forwards addi info in support of environ rept on decommissioning covering 
analysis of population doses due to decommissioning & comparison of worker doses 
w/o shioid vifutior 

WAREMBOURG,D.W.' Public Service Co. of Colorado. 92/06/24. WEISS,S.H. Non- 
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 920517). 12pp. 
62234:098-62234:109. 

9207200112 Forwards safety evaluation rept as input for order authorizing decommis- 
sioning of Fort St Vrain. 

AUSTIN, J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/13. 
WEISS,S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). Ip. 62448:314-62448:343. 

-9207200119 Safety evaluation authorizing decommissioning of Fort St Vrain. 
PITTIGLIO,C.L Office of Nuclear Material Safety & Safeguards. 92/07/13. 30pp. 
62448:315-62448:343. 

9207220394 Forwards summary of 920617 meeting between PSC & CO Dept of Health 
Water Quality Control Division & Radiation Control Division re effluent releases during 
decommissioning & util decommissioning plans. 

WAREMBOURG,D.W. Public Service Q). of Colorado. 92/07/14. WEISS,S.H. Non- 
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 920517). 36pp. 
62474:227-62474:261. 

9207200240 Raises concerns re release of tritium into State of CO rivers.ltems of imme- 
diate concern include,what alternative treatment evaluated & calculations used to de- 
termine where in South Platte River tritium std would be met. 

NELSON,P.A. Colorado. State of. 92/07/16. WEISS.S.H. Non-Power Reactors. De- 
commissioning & Environmental Proj. Dir. (Post 92051 7). COHLMIA.P.J. Public Service 
Co. of Colorado. 2pp. 82451 :324-62451 :325. 


Q. inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Ck>. of New York. Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Diviston of Operational Events Assessment (Post 870411). 92/07/02. 
(k>nsolidated Edison Co. or New York. Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Ck>ndensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Ovision of Operational Events Assessment (Post 870411). 92/07/02. 
(Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017, 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001 -62480:006. 

9207170187 Ack receipt of 920609 itr informing NRC of steps taken to correct violations 
noted in insp repts 50-267/92-(^ & 72-(XX)9792-06 on 920511. 

BEACH.A.B. Region 4 (Post 820201). 92/07/13. CRAWFORD.A.C. Public Service Co. 
of Colorado. 3pp. 62430:342-62430:354. 


R. Periodic operating reports & related correspondence 

9207090001 Forwards semiannual fitness-for-duty performance data rept for Jan-June 
1992. 

WAREMBOURG.D.W. Public Service Co. of Colorado. 92/07/01. Document Control 
Branch (Document Control Desk), 4pp. 62307:287-62307:289. 

9207280268 Forwards “Fort St Vrain Station Annual Rept of Changes, Tests & Experi- 
ments not Requiring Prior Commission Approval Per 10CFR50.59,” covering 910123- 
920122.Updated fS^R not included based on possession-only license status. 
WAREMBOURG,D.W. Public Service Co. of Colorado. 92/07/22. Document Control 
Branch (Document Control Desk). 2pp. 62566:330-62566:353. 

-9207280269 “Fort St Vrain Station Annual Rept of Changes,Tests & Experiments not 
Requiring Prior Commission Approval Per 10CFR50.59," for period 910123-920122. 

* Public ^rvice Co. of Colorado. 92/01 /22. 22pp. 62566:332-62566:353. 


Y. Dry Cask Independent Spent Fuel Storage Instailatlona 

9207170187 Ack receipt of 920609 Itr informing NRC of steps taken to correct violations 
noted In insp repts 50-267/92-06 & 72-0009/92-06 on 920511. 

BEACH, A.B. Region 4 (Post 820201). 92/07/13. CRAWFORD, A.C. Public Service Co. 
of Colorado. 3pp. 62430:342-62430:354. 
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F. Security, medical, emergency & fire protection plana 

9207020159 Forwards meeting summary, Duke Power comments on SALP,SALP 
slides,revision sheet & final SALP rept for period 900801-920229 re insp repts 50- 
269/92-01,50-270/92-01, 50-287/92-01 & 72-0004/92-01 . 

EBNETER,S.D. Region 2 (Post 820201). 92/06/04. HAMPTON,J.W. Duke Power Co. 
29pp. 62224:240-62224:311. 

-9207020181 Provides addI info & comments re operator training assessment to be 
considered for inclusion in final SALP rept in connection w/insp repts 50-269/92- 
01,50-270/92-01, 50-287/92-01 & 72-0004/92-01 . 

HAMPTON, J.W. Duke Power Co. 92/05/14. EBNETER.S.D. Region 2 (Post 820201). 
14pp. 62224:269-62224:282. 

-9207020281 Final SALP repts 50-269/92-01,50-270/92-01,50-287/92-01 & 72-0004/ 
92-01 for Aug 1990-Feb 1992. 

• Region 2 (Post 820201). 92/06/04. 29pp. 62224:283-62224:311. 

9207010037 Forwards insp repts 50-269/92-12,50-270/92-12 & 50-207/92-12 on 
920526-29.No violations or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/06/25. HAMPTON,J.W. Duke Power Co. 
4pp. 62143:070-62143:074. 

-9207010042 Partially withheld insp repts 50-269/92-12,50-270/92-12 & 50-287/92-12 
on 920526-29 (ref 10CFR73.21).No violations or deviations notod.Major areas 
inspectedrmgt support,security program plans.audits & protected area barriers. 
STANSBERRY,W.M. Region 2 (Post 820201). 92/06/24. Ip. 62143:074-62143:074. 

9207090171 Rev 92-02 to vol A of “Oconee Nuclear Station Emergency Plan." W/ 
920630 Itr. 

HAMPTON, J.W. Puke Power Co. 92/06/30. 100pp. 62338:157-62339:034. 

9207270159 Forwards Rev 35 to ONS physical security plan.Rev withheld. 
HAMPTON,J.W. Puke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 2pp. 62528:158-62528:159. 

9207280010 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling In Wide C^ble Tr^s & Small Conduits Free from Fire 
Damage.” Neither Oconee nor Catawba uses Thermo-Lag matl.Bulletin inapplicable to 
units. 

TUCKER,H.B. Duke Power Co. 92/07/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 62562:110-62562:111. 


H. General correspondence 

9207160093 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft r^ guide 1.9,task DG-1 021. Opposes rule. 

TUCKER,H.B. Duke Power Co. 92/07/06. Docketing & Services Branch. 4pp. 
62375:112-62375:115. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207060137 Oconee Npclear Station 1991 rev to FSAR.W/920630 Itr. 

HAMPTON, J.W. Dukf Power Co. 92/06/30. 2,500pp. 62315:001-62320:102. 

9207150195 Forwards revised pages re App 13, “Chapter 13 Tables & Figures" inad- 
vertently omitted from 1991 FSAR rev. 

TUCKER,H.B, Duke Power Co. 92/07/02. Document Control Branch (Document Con- 
trol Desk). 7pp. 62409:296-62409:301 . 


P. Operating lleenae stage documents A correspondence 

0207020018 Summary of 920609 meeting w/util re schedule for NRC review of DPC 
topical repts planned to be submitted in next several years.List of attendees & DPC 
honcloijts ooci 

REED,T.A. Project Directorate 11-3. 92/06/25. Project Directorate 11-3. 13pp. 
62183:333-62183:345. 

9207140100 Forwards request for clarification of util changes for Topical Rept (Duke-1 - 
A), “QA Program". 

JULIAN,C.A. Region 2 (Post 820201). 92/06/30. TUCKER,H.B. Duke Power Co. 6pp. 
62311:230-62311:235. 
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9207220084 Discusses mgt meeting on 920624 at Region II ofc.ltems discussed includ- 
ed shutdown risk mgt,conduct of operations & radiological controls to be implemented 
for unit 3 outage scheduled to begin 920721 . _ 

JOHNSON, J.R. Region 2 (Post 820201). 92/06/30. HAMPTON.J.W. Duke Power Co. 
27pp. 62432:217-62432:243. 


-9207270077 Insp repts 50-269/92-11,50-270/92-11 & 50-287/92-11 on 920426- 
0523.Violation noted.Major areas inspected:operations & surveillance testing, maint ac- 
tivities & followup on previous insp findings. 

HARMON.P.E., DESAI.B.B., POERTNEaW.K. Region 2 (Post 820201). 92/06/11. 
1 1 pp. 62475:260-62475:270. 


9207090064 Forwards add! info re revised response to 10CFR50.63 reqirements for 
SBO. 

HAMPTON.J.W. Duke Power Co. 92/07/01. Document Control Branch (Document 
Control Desk). 19pp. 62308:101-62308:202. 

-9207090076 "Batteiy Load & Voltage Profile for SBO." 

* Duke Power Co. OSC-4756. 92/06/24. 14pp. 62308:121-62308:134. 

-9207090093 “Room Heat-up Calculation for SBO." 

HEMMINGS.J.O.. HARRELSON.D.K., LYTTON.R.S. Duke Power Co. OSC-4747. 92/ 
06/25. 69pp. 62308:135-62308:202. 


9207020014 Ack receipt of 920528 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/92-03, 50-270/92-03 & 50-287/92-03.Response meets re- 
quirements of 10CFR2.201. 

HERDT.A.R. Region 2 (Post 820201). 92/06/18. HAMPTON.J.W. Duke Power Co. 
3pp. 62234:321-62234:323. 

9207070341 Forwards supplement to 891229 response to NRC Bulletin 88-008 re ther- 
mal stresses in piping connected to RCS.per 920623 telcon w/NRC. 

HAMPTON.J.W. Duke Power Co. 92/06/24. Document Control Branch (Document 
Control Desk), 19pp. 62267:001-62267:019. 


9207080099 Responds to NRC GL 92-01 re compliance w/regulatory program to main- 
tain structural integrity of reactor vessels. ^ 

TUCKER, H.B. Duke Power Co. 92/07/03. Document Control Branch (Document Con- 
trol Desk). 69pp. 62335:100-62335:169. 


9207010037 Forwards insp repts 50-269/92-12.50-270/92-12 & 50-287/92-12 on 
920526-29. No violations or deviations noted. 

COLLINS.D.M. Region 2 (Post 820201). 92/06/25. HAMPTON.J.W. Duke Power Co. 
4pp. 62143:070-62143:074. 


9207200223 Fonvards listing & projected schedule for completion & submittal of new 
topical repts requiring NRC approval by util. Replacement SG design selected for 
McGuire Units 1 & 2 & Catawba Unit 1 . 

TUCKER.H.B. Duke Power Co. 92/07/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 62450:360-62460:361. 

9207210189 Forwards non-proprietary version B&W Rept 86-1202153-01, “MK-B9 
Spectrum LOCA LHR Limit Analysis for 177-Fuel Assembly Lowered Loop Plants.” 
HAMPTON, J.W. Duke Power Co. 92/07/09. Document Control Branch (Document 
Control Desk). 3pp. 62452:126-62452:205. 

-9207210201 Nonproprietary “MK-B9 Spectrum LOCA LHR Limit Analysis for 177-Fuel 
Assembly Lowered Loop Plants." 

• Babcock & Wilcox Co. 86-1202153-01. 92/06/27. 88pp. 62452:129-62452:205. 

9207200051 Application for amends to licenses DPR-38.DPR-47 & DPR-55. proposing 
to relocate certain cycle-specific parameter limits from TS to COLR. 

HAMPTON, J.W. Duke Power Co. 92/07/13. Document Control Branch (Document 
Control Desk). 4pp. 62451:161-62451:209. 

-9207200056 Proposed tech specs proposing to relocate certain cycle-specific parame- 
ter limits from TS to COLR. 

• Duke Power Co. 92/07/13. 45pp. 62451:165-62451:209. 

9207200199 Forwards corrected TS Page 4.20-3 to Amends 195,195 & 192 to Licenses 
DPR-38,DPR-47 & DPR-55, respectively. 

WIENS,L.A. Project Directorate 11-3. 92/07/13. HAMPTON.J.W. Duke Power Co. 3pp. 
62438:080-62438:084. 

-9207210160 Corrected TS Page 4.20-3 for amends 195,195 & 192 to licenses DPR- 
38,DPR-47 & DPR-5S,respectively. 

• Project Directorate 11-3. 92/07/13. 2pp. 62438:083-62438:084. 

9207230200 Requests addi info in order to complete review of util generic Itr 88-20 tPE 
submittal of Dec 1990.Response requested within 30 days of Itr date. 

WIENS, LA. Project Directorate 11-3. 92/07/17. HAMPTON.J.W. Duke Power Co. 5pp. 
62459:094-62459:098. 

9207300085 Forwards rewrite of Amend 15 to Duke Power Co Topical Rapt DUKE-1 -A, 
"QA Program." Amend supercedes submittal transmitted on 920422. 

PRIORY.R.B. Duke Power Co. 92/07/20. Document (Control Branch (Document Con- 
trol Desk). 4pp. 62592:256-62592:315. 


-9207010042 Partially withheld insp repts 50-269/92-12,50-270/92-12 & 50-287/92-12 
on 920526-29 (ref 10CFR73.21).No violations or deviations noted.Major areas 
inspected: mgt support, security program plans, audits & protected area barriers. 
STANSBERRY.W.M., MCGUIRE.D.R. Region 2 (Post 820201). 92/06/24. Ip. 
62143:074-62143:074. 

9207170006 Notification of significant licensee meeting w/util on 920717 at Region 11 
ofc to conduct enforcement conference re circumstances surrounding 920508 Unit 1 
reactor trip & Unit 1 operation w/only one operable flow path on 920511-24. 
BELISLE,G.A. Region 2 (Post 820201). 92/06/27. Region 2 (Post 820201). 3pp. 
62431:330-62431:332. 


9207220137 (Confirms 920618 arrangements concerning 920717 enforcement confer- 
ence to discuss 920508 event re one of two Unit 1 emergency feedwater sys flow 
paths required by TS not operable. 

JOHNSON. J.R. Region 2 (Post 820201). 92/06/27. HAMPTON.J.W. Duke Power Co. 
pp. 62432:351-62432:354. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
(Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207270012 Forwards insp repts 50-269/92-14,50-270/92-14 & 50-287/92-14 on 
920524-061 9.0ne violation noted & being considered for escalated enforcement 
action.No notice of violation being issued at this time. 

JOHNSON, J.R. Region 2 (Post 820201). 92/06/29. HAMPTON.J.W. Duke Power Co. 
4pp. 62475:004-62475:01 1 . 

-9207270019 Insp repts 50-269/92-14.50-270/92-14 & 50-287/92-14 on 920524- 
O619.On0 violation re failure to maintain two emergency feedwater flow paths opera- 
ble noted.Major areas inspected:plant operations. 

HARMON.P.E., DESAI.B.B.. POERTNER.W.K. Region 2 (Post 820201). 92/06/24. 
4pp. 62475:008-62475:01 1 . 

9207140152 Ack receipt of 920618 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/92-10, 50-270/92-10 & 50-287/92-10. 

HERDT,A.R. Region 2 (Post 820201). 92/07/01. HAMPTON.J.W. Duke Power Co. 
3pp. 6231 1:026-fe31 1:028. 


-9207300252 Rewrite of Amend 15 to Duke-1 -A. "QA Program,” Section 17.0 & 
17.3, responding to 920630 request for clarification. Amend 15 supersedes submittal 
transmitted on 920422. 

* Duke Power Co. 92/07/20. 55pp. 62592:260-62592:315. 

9207300194 Forwards request for addI info re plant IPE submittal for generic issues 
105, “Interfacing SYS LOCA at LWRs," 153, “Loss of essential Svc Water in LWRs" 
A 23, “RCP Seal Features." 

WIENS.LA. Project Directorate II-3. 92/07/21. HAMPTON.J.W, Duke Power Co. 30pp, 
62501:217-62581:246. 


Q. Inspection reports, IE Bulletins & correspondence 

9207020159 Fonvards meeting summary.Duke Power comments on SALP.SALP 
8lides,revi8ion sheet & final SALP rept for period 900801-920229 re insp repts 50- 
269/92-01.50-270/92-01. 50-287/92-01 & 72-0004/92-01. 

EBNETER,S.D. Region 2 (Post 820201). 92/06/04. HAMPTON.J.W. Duke Power Co. 
29pp. 62224:240-62224:311. 

-9207020181 Provides addi info A comments re operator training assessment to be 
considered for inclusion in final SALP rept in connection w/insp repts 50-269/92- 
01,60-270/92-01, 50-287/92-01 A 72-0004/92-01 . 

HAMPTON, J.W. Duke Power Co. 92/05/14. EBNETER.S.D. Region 2 (Post 820201). 
14pp. 62224:269-62224:282. 

-9207020281 Final SALP repts 50-269/92-01.50-270/92-01,50-287/92-01 A 72-0004/ 
fnr Alio 10dO-F^ 1999 

* Region 2 (?ost 820201). 92/06/04. 29pp. 62224:283-62224:311. 

9207270056 Forwards insp repts 50-269/92-11,50-270/92-11 A 50-287/92-11 on 
920426-0523 A notice of violation.Violation involves lack of attention to detail on 
behalf of licensed personnel In performing activities associated w/reactivity mgt 
HERDT.A.R. Region 2 (Post 820201). 92/06/12. HAMPTON,J.W. Duke Power Co. 
4pp. 62475:25^2475:270. 

-9207270071 Notice of violation from insp on 920426-0523.Violation noted:8tation was 
not operated In accordance with procedure OP/1 /A/1 102/01 In that Unit 2 Reactivity 
Balance Procedure, PT/2/A/1103/15 was used on several occasions on 920511. 

• Region 2 (Post 820201). 92/06/12. 2pp. 62475:258-62475:259. 


9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Ctonsolldated Edison Co. of Now York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-060, "Cracking of Valves In Condensate Return Lines 
of BWR Emergency CJondenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

0207150112 Responds to NRC 920520 Itr re violations noted in Insp Repts 50-269/92- 

11.50- 270/92-11 A 50-287/92-1 1 .Ck)rrective actions: estimated critical position calcu- 
lated A verified using Unit 1 reactivity curves A curves placed in unit-specific books. 
HAMPTON,J.W. Duke Power Co. 92/07/08. Document (Control Branch (Document 
Control Desk). 3pp, 62409:359-62409:361. 

9207200042 Revised response to 920325 Itr re violations noted in insp repts 50-269/92- 

08.50- 270/92-08 A 50-287/92-08 previously responded to on 920423.Corrective 
action8:addi changes to TS will be submitted by 921001. 

HAMPTON,J.W. Duke Power Co, 92/07/08. Document CJontrol Branch (Document 
(Control Desk). 2pp. 62451:317-62451:318. 

9207020233 NRC info Notice 92-051, “Misapplication A Inadequate Testing of Molded- 
Qaae Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
CJonsolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200196 Forwards second 10-yr insp interval Request for Relief 92-10 from 1980 
Edition Section XI of ASME, including winter 1980 addenda to allow volumetric exam 
to be used for branch welda off main steam lines due to inaccessibility. 

HAMPTON, J.W. Duke Power Ck). 92/07/15. Document (k>ntrol Branch (Document 
Control Desk). 8pp. 62449:303-62449:310. 

9207280010 Responds to NRC Bulletin 92-001. “Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Ckibllng in Wide Ckible Tr^ A Small Conduits Free from Rre 
Damage." Neither Oconee nor Catawba uses Thenno-Lag matl.Bulletln inapplicable to 
units. 

TUCKER.H.B. Duke Power Co. 92/07/22. Document Control Branch (Document (k)n- 
trol Desk). 2pp. 62662:110-62562:111. 
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R. Periodic operating reports it related correspondence 

9207210231 Forwards monthly operating repts for June 1992 for Oconee Nuclear Sta- 
tion Units 1,2 & 3 & revised monthly rept for May 1992 for Oconee Nuclear Station 
Unitl. 

MCCRAW.EO. Duke Power Co. 92/07/15. Document Ck)ntrol Branch (Document 
Control Desk). 2pp. 62471:220-62471:239. 


-9207210237 Monthly operating repts for June 1992 for Oconee Nuclear Station Units 
1,2 & 3. 

WILLIAMS, R.A., SIMMONS,N.C. Duke Power Co. 92/06/30. 15pp. 62471:222- 
62471:236. 


-9207210240 Revised monthly c^erating rept for May 1992 for Oconee Nuclear Station 
Unit 1, revising unit shutdowns & power reductions pages. 

• Duke Power Co. 92/05/31. 3pp. 62471:237-62471:239. 


S. Reportable occurrences, LERs & related correspondence 

9207170067 LER 92-005-00:on 920508, unit tripped from 14% full power & emergency 
feedwater actuated.Cau8ed by equipment failure & defective procedure.Solenoid valve 
replaced & post-trip review directive revised. W/920709 Itr. 

BENESOLE,S.G., HAMPTON,J.W. Duke Power Co. 92/07/09. 9pp. 62437:338- 

62437:346. 

92072700S9 LER 92-004-01 :on 920508, reactor tripped from 14% full power on RPS an- 
ticipatory trip signai.Caused by mat deficiency & low discharge pressure on main feed- 
water pump. Task-specific procedure developed. W/92071 5 Itr. 

BENESOLE,S.G., HAMPTON, J.W. Duke Power Co. 92/07/15. 8pp. 62587:138- 

62587:145. 

9207270114 LER 92-006-00:on 92061 6,di8covered that max TS SR of 45 days for 
incore detector & core exit thermocouple instrumentation violated due to inappropriate 
action.Test responsibilities clarified & applicable TS reviewed.W/920716 Itr. 
BENESOLE,S.G.. HAMPTON, J.W. Duke Power Co. 92/07/16. 9pp. 62587:153- 

62587:161. 


V. Operator Examinations 

9207020159 Forwards meetino summary,Duke Power comments on SALP,SALP 
slides, revision sheet & final sALP rept for period 900801-920229 re insp repte 50- 
269/92-01,50-270/92-01, 50-287/92-01 & 72-0004/92-01. 

EBNETER,S.D. Region 2 (Post 820201). 92/06/04. HAMPTON, J.W. Duke Power Ck). 
29pp. 62224:240-62224:311. 

-9207020161 Provides addi info & comments re operator training assessment to be 
considered for inclusion in final SALP rept in connection w/insp repts 50-269/92- 
01,50-270/92-01, 50-287/92-01 & 72-0004/92-01. 

HAMPTON.J.W. Duke Power Co. 92/05/14. EBNETER.S.D. Region 2 (Post 820201). 
14pp. 62224:269-62224:282. 

-9207020281 Rnal SALP repts 50-269/92-01,50-270/92-01.50-287/92-01 & 72-0004/ 
92-01 for Aug 1990-Feb 1992. 

* Region 2 (Post 820201), 92/06/04. 29pp. 62224:283-62224:311. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9207210116 Forwards Nortpropriety volume 1 & propriety volume 2 of rev 1 to "Calvert 
Cliffs ISFSI Updated SAR.” “Calvert Cliffs ISFSI Updated SAR Final Analysis & Eval- 
uation..." also end. Propriety volume 2 withheld.W/36 oversize drawings. 

CREEL,G.C. Baltimore Gas & Electric Co. 92/07/16. Office of Nuclear Material Safety 
& Safeguards. 4pp. 62639:001-62640:099. 
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9207280010 Responds to NRG Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Tr^s & Small Conduits Free from Fire 
Damage.” Neither Oconee nor Catawba uses Thermo-Lag matl.Bulletin inapplicable to 
units. 

TUCKER.H.B. Duke Power Co. 92/07/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 62562:110-62562:111. 


H. General correspondence 

9207160093 Comment on proposed rule 10CFR60 re loss of all alternating current 
power & draft reg guide 1.9,task DG-1 021 .Opposes rule. 

TUCKER,H.B. Duke Power Co. 92/07/06. Docketing & Services Branch. 4pp. 
62375:112-62375:115. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207060137 Oconee Nuclear Station 1991 rev to FSAR.W/920630 Itr. 

HAMPTON, J.W. Duke Power Co. 92/06/30. 2.500pp. 62315:001-62320:102. 

9207150195 Forwards revised pages re App 13, "Chapter 13 Tables & Figures" inad- 
vertently omitted from 1991 FSAR rev. 

TUCKER.H.B. Duke Power Co. 92/07/02. Document Control Branch (Document Con- 
trol Desk). 7pp. 62409:296-62409:301. 


P. Operating license stage documents & correspondence 

9207020018 Summary of 920609 meeting w/util re schedule for NRC review of DPC 
topical repts planned to be submitted in next several years.List of attendees & DPC 
hfindouts snci 

REED,T.A. Project Directorate 11-3. 92/06/25. Project Directorate 11-3. 13pp. 
62183:333-62183:345. 

9207140190 Fonwards request for clarification of util changes for Topical Rept (Duke-1 - 
A), "QA Program”. 

JULIAN,C.A. Region 2 (Post 820201). 92/06/30. TUCKER.H.B. Duke Power Co. 6pp. 
62311:230-62311:235. 

9207220084 Discusses mgt meeting on 920624 at Region II ofc. Items discussed includ- 
ed shutdown risk mgt,conduct of operations & radiological controls to bo implemented 
for unit 3 outage scheduled to begin 920721. 

JOHNSON, J.R. Region 2 (Post 820201). 92/06/30. HAMPTON.J.W. Duke Power Co. 
27pp. 62432:217-62432:243. 

9207090064 Forwards addI info re revised response to 10CFR50.63 reqirements for 
SBO. 

HAMPTON.J.W. Duke Power Co. 92/07/01. Document Control Branch (Document 
Control Desk). 1 9pp. 62308: 1 01 -62308:202. 

-9207090076 "Battery Load & Voltage Profile for SBO." 

* Duke Power Co. OSC-4756. 92/06/24. 14pp. 62308:121-62308:134. 

-9207090093 "Room Heat-up Calculation for SBO." 

HEMMINGS,J.O., HARRELSON.D.K., LYTTON.R.S. Duke Power Co. OSC-4747. 92/ 
06/25. 69pp. 62308:135-62308:202. 

9207080099 Responds to NRC GL 92-01 re compliance w/regulatory program to main- 
tain structural Integrity of reactor vessels. 

TUCKER.H.B. Duke Power Co, 92/07/03. Document Control Branch (Document Con- 
trol Desk). 69pp. 62335:100-62335:169. 

9207200223 Forwards listing & projected schedule for completion & submittal of new 
topical repts requiring NRC approval by utiI.Replacement SG design selected for 
McGuire Units 1 & 2 & Catawba Unit 1 . 

TUCKER.H.B. Duke Power Co. 92/07/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 62450:360-62450:361. 


F. Security, medical, emergency A fire protection plane 

9207020159 Forwards meetirig summary.Duke Power comments on SALP.SALP 
slides.r6vi8ion sheet & final SALP rept for period 900801-920229 re insp repts 50- 
269/92-01,50-270/92-01. 50-287/92-01 & 72-0004/92-01. 

EBNETER,S.D. Region 2 (Post 820201). 92/06/04. HAMPTON.J.W. Duke Power Co. 
29pp. 62224:240-6^24:311. 

-9207020181 Provides addi info & comments re operator training assessment to be 
considered for inclusion In final SALP rept in connection w/insp repts 50-269/92- 
01,50-270/92-01, 50-287/92-01 & 72-0004/92-01. 

HAMPTON,J.W. Duke Power Co. 92/05/14. EBNETER.S.D. Region 2 (Post 820201). 
14pp. 62224:269-62224:282. 

-9207020281 Rnal SALP repts 60-269/92-01.50-270/92-01,50-287/92-01 & 72-0004/ 

994)1 for Auo 199n.FAh 1999 

* Region 2 (^ost 820201). 92/06/04. 29pp. 62224:283-62224:311. 

9207010037 Fomrards insp repts 50-269/92-12,50-270/92-12 & 50-287/92-12 on 
920526-29.No violations or deviations noted. 

COLLINS.D.M. Region 2 (Post 820201). 92/06/26. HAMPTON.J.W. Duke Power Co. 
4pp. 62143:070-62143:074. 

-9207010042 Partially withheld insp repts 50-269/92-12.50-270/92-12 & 50-287/92-12 
on 920526-29 (ref 10CFR73.21).No violations or deviations noted.Major areas 
in8pected:mgt support.8ecurity program plans, audits & protected area barriers. 
STANSBERRY.W.M. Region 2 (Post 820201). 92/06/24. Ip. 62143:074-62143:074. 

9207090171 Rev 92-02 to voi A of “Oconee Nuclear Station Emergency Ran." W/ 
920630 Itr. 

HAMPTON. J.W. Duke Power Co. 92/06/30. 100pp. 62338:157-62339:034. 

9207270159 Forwards Rev 35 to ONS physical security plan.Rev withheld. 
HAMPTON,J.W. Duke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 2pp. 62528:158-62528:159. 


9207210189 Forwards non-proprietary version B&W Rept 86-1202153-01, "MK-B9 
Spectrum LOCA LHR Limit Analysis for 177-Fuel Assembly Lowered Loop Plants." 
HAMPTON,J.W. Duke Power Co. 92/07/09. Document Control Branch (Document 
Control Desk). 3pp. 62452:126-62452:205. 

-9207210201 Nonproprietaiy "MK-B9 Spectrum L(XA LHR Limit Analysis for 177-Fuel 
Assembly Lowered Loop Plants." 

* Babcock & Wilcox Co. 86-1202153-01. 92/06/27. 88pp. 62452:129-62452:205. 

9207200051 Application for amends to licenses DPR-38,DPR-47 & DPR-55, proposing 
to relocate certain cycle-specific parameter limits from TS to COLR. 

HAMPTON, J.W. Duke Power Co. 92/07/13. Document Control Branch (Document 
Control Desk). 4pp. 62451:161-62451:209. 

-9207200056 Proposed tech specs proposing to relocate certain cycle-specific parame- 
ter limits from TS to COLR. 

* Duke Power Co. 92/07/13. 45pp. 62451:165-62461:209. 

9207200199 Forwards corrected TS Page 4.20-3 to Amends 195,195 & 192 to Licenses 
DPR-38,DPR-47 & DPR-55.re8pectivefy. 

WIENS, L,A. Project Directorate 11-3. 92/07/13. HAMPTON, J.W. Duke Power Co. 3pp. 
62438:080-62438:084. 

-9207210160 Corrected TS Page 4.20-3 for amends 195,195 & 192 to licenses DPR- 
38,DPR-47 & DPR-55, respectively. 

* Project Directorate 11-3. 92/07/13. 2pp. 62438:083-62438:084. 

9207230200 Requests addi info in order to complete review of util generic Itr 88-20 IPE 
submittal of Dec lOOO.Response requested within 30 days of Itr date. 

WIENS,L.A. Project Directorate 11-3. 92/07/17. HAMPTON, J.W. Duke Power Co. 5pp. 
62459:094-62459:098. 

9207300085 Forwards rewrite of Amend 15 to Duke Power Co Topical Rept DUKE-1 -A, 
"QA Program." Amend supercedes submittal transmitted on 920422. 

PRIORY,R.B. Duke Power Co. 92/07/20. Document Control Branch (Document Con- 
trol Desk). 4pp. 62592:256-62592:315. 
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-92073CM}252 Rewrite of Amend 15 to Duke- 1 -A. “QA Program," Section 17.0 & 
17.3, responding to 920630 request for clarification. Amend 15 supersedes submittal 
transmitted on 920422. 

* Duke Power Co. 92/07/20. 55pp. 62592:260-62592:315. 

9207300194 Forwards request for addi info re plant IPE submittal for generic issues 
105, "Interfacing SYS LOCA at LWRs," 153, “Loss of essential Svc Water in LWRs” 
& 23, “RCP Seal Features." 

W(ENS,LA. Project Directorate 11-3. 92/07/21. HAMPTON.J.W. Duke Power Co. 30pp. 
62581:217-62581:246. 

9207300284 Forwards SE authorizing Relief for Request 92-04 from ASME Code re- 
quirements for addI weld exam in second 10 -yr interval inservice insp. 
MATTHEWS.D. 8 . Project Directorate 11-3. 92/07/22. HAMPTON,J.W. Duke Power Co. 
3pp. 62580:309-62580:315. 

-9207300286 SER granting relief from ASME Code requirements re addi weld exams 
when weld defect found. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/22. 4pp. 
62580:312-62580:315. 


9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207150112 Responds to NRC 920520 Itr re violations noted in Insp Repts 50-269/92- 

11.50- 270/92-11 & 50-287/92-11. Corrective actions: estimated critical position calcu- 
lated & verified using Unit 1 reactivity curves & curves placed in unit-specific books 
HAMPTON,J.W. Duke Power Co. 92/07/08. Document Control Branch (Document 
Control Desk). 3pp. 62409:359-62409:361. 

9207200042 Revised response to 920325 Itr re violations noted in insp repts 50-269/92- 

08.50- 270/92-08 & 50-287/92-08 previously responded to on 920423.Corrective 
actions:addl changes to TS will be submitted by 921001. 

HAMPTON.J.W. Duke Power Co. 92/07/08. Document Control Branch (Document 
Control Desk). 2pp. 62451 :31 7-62451 ;31 8. 


Q. Inspection reports, IE Bulletins & correspondence 

9207020159 Forwards meeting summary, Duke Power comments on SALP.SALP 
slides,revislon sheet & final SALP rept for period 900801-920229 re insp repts 50- 
269/92-01.50-270/92-01. 50-287/92-01 & 72-0004/92-01. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/04. HAMPTON.J.W. Duke Power Co. 
29pp. 62224:240-62224:31 1. 

-9207020181 Provides add! info & comments re operator training assessment to be 
considered for inclusion In final SALP rept in connection w/lnsp repts 50-269/92- 

01.50-270/92-01. 50-287/92-01 & 72-0004/92-01. 

HAMPTON.J.W. Duke Power Co. 92/05/14. EBNETER.S.D. Region 2 (Post 820201). 
14pp. 62224:269-62224:282. 

-9207020281 Rnal SALP repts 50-269/92-01,50-270/92-01,50-287/92-01 & 72-0004/ 
92-01 for Aug 1990-Feb 1992. 

* Region 2 (Post 820201). 92/06/04. 29pp. 62224:283-62224:311. 

9207270056 Forwards insp repts 50-269/92-11,50-270/92-11 & 50-287/92-11 on 
920426-0523 & notice Of vioiation.Violation involves lack of attention to detail on 
behalf of licensed personnel in performing activities associated w/reactivlty mgt. 
HERDT.A.R. Region 2 (Post 820201). 92/06/12. HAMPTON.J.W. Duke Power Co. 
4pp. 62475:254-62475:270. 

-9207270077 Insp repts 50-269/92-11,50-270/92-11 & 50-287/92-11 on 920426- 
0523. Violation noted.Major areas inspectad:operations & surveillance testing, main! ac- 
tivities & followup on previous Insp findings. 

HARMON,P.E., DESAI.B.B., POERTNER.W.K. Region 2 (Post 820201). 92/06/11. 
11pp. 62475:260-62475:270. 

9207020014 Ack receipt of 920528 Itr informing NRC of steps taken to correct violations 
noted in insp repts 60-269/92-03, 50-270/92-03 & 50-287/92-03.Response meets re- 
quirements of 10CFR2.201. 

HERDT,A.R. Region 2 (Post 820201). 92/06/18. HAMPTON.J.W. Duke Power Co. 
3pp. 62234:321-62234:323. 

9207070341 Forwards supplement to 891229 response to NRC Bulletin 88-008 re ther- 
mal stresses in piping connected to RCS.per 920623 telcon w/NRC. 

HAMPTON, J.W. Duke Power Co. 92/06/24. Document Control Branch (Document 
Control Desk). 19pp. 62267:001-62267:019. 

9207010037 Forwards insp repts 50-269/92-12,50-270/92-12 & 50-287/92-12 on 
920526-29.No violations or deviations noted. 

COLLINS.D.M. Region 2 (Post 820201). 92/06/25. HAMPTON.J.W. Duke Power Co. 
4pp. 62143:070-62143:074. 

“9207010042 Partially withheld insp repts 50-269/92-12,50-270/92-12 & 50-287/92-12 
on 920526-29 (ref 10CFR73.21).No violations or deviations noted.Major areas 
inspected:mgt support.8ecurity program plans, audits & protected area barriers. 
STANSBERRY.W.M.. MCGUIRE.D.R. Region 2 (Post 820201). 92/06/24. Ip. 
62143:074-62143:074. 

9207170006 Notification of significant licensee meeting w/util on 920717 at Region II 
ofc to conduct enforcement conference re circumstances surrounding 920508 Unit 1 
reactor trip & Unit 1 operation w/only one operable flow path on 920511-24. 
BELISLE,G.A. Region 2 (Post 820201^ 92/06/27. Region 2 (Post 820201). 3pp. 
62431:330-62431:332. v v / hk 


9207220137 Confirms 920618 arrangements concerning 920717 enforcement confer- 
ence to discuss 920508 event re one of two Unit 1 emergency feedwater sys flow 
paths required by TS not operable. 

JOHNSON. J.R. Region 2 (Post 820201). 92/06/27. HAMPTON.J.W. Duke Power Co. 
pp. 62432:351-62432:354. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207270012 Forwards Insp repts 50-269/92-14,50-270/92-14 & 50-287/92-14 on 
920524-061 9.0ne violation noted & being considered for escalated enforcement 
action.No notice of violation being issued at this time. 

JOHNSON, J.R. Region 2 (Post 820201). 92/06/29. HAMPTON.J.W. Duke Power Co. 
4pp. 62475:004-62475:011. 


9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09 
Consolidated Edison Co. of New York. Inc. 6 pp. 62480:001-62480:006. 

9207200196 Forwards second 10 -yr insp interval Request for Relief 92-10 from 1980 
Edition Section XI of ASME, including winter 1980 addenda to allow volumetric exam 
to be used for branch welds off main steam lines due to inaccessibility. 

HAMPTON, J.W. Duke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 8 pp. 62449:303-62449:3 10. 

9207280010 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Tr^s & Small Conduits Free from Fire 
Damage.” Neither Oconee nor Catawba uses Thermo-Lag matl.Bulletin inapplicable to 
units. 

TUCKER, H.B. Duke Power Co. 92/07/22. Document Control Branch (Document Con- 
trol Desk). 2 pp. 62562:1 1 0-62562:1 11. 

9207300284 Forwards SE authorizing Relief for Request 92-04 from ASME Code re- 
quirements for addi weld exam in second 10 -yr interval inservice insp. 

MATTHEWS, D.B. Project Directorate 11-3. 92/07/22. HAMPTON.J.W. Duke Power Co 
3pp. 62580:309-62580:315. 


R, Periodic operating reports & related correspondence 

9207210231 Forwards monthly operating repts for June 1992 for Oconee Nuclear Sta- 
tion Units 1,2 & 3 & revised monthly rept for May 1992 for Oconee Nuclear Station 
Unit 1. 

MCCRAW.E.O. Duke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 2pp. 62471:220-62471:239. 

“9207210237 Monthly operating repts for June 1992 for Oconee Nuclear Station Units 
1,2 & 3. 

WILLIAMS, R.A., SIMMONS, N.C. Duke Power Co. 92/06/30. 15 dd 62471-222- 


V. Operator Examinations 


9207020159 Forwards meeting summary.Duke Power comments on SALP SALP 
slldas,revision sheet & final SALP rept for period 900801-920229 re insp reots 50- 
269/92-01,50-270/92-01, 50-287/92-01 & 72-0004/92-01. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/04. HAMPTON.J.W. Duke Power Co 
29pp. 62224:240-62224:31 1 . 


“9207020181 Provides addi info & comments re operator training assessment to be 
considered for inclusion in final SALP rept in connection w/insp repts 50-269/92- 

01,50-270/92-01, 50-287/92-01 & 72-0004/92-01. ^ 

HAMPTON, J.W. Duke Power Co. 92/05/14. EBNETER.S.D. Region 2 (Post 820201) 
14pp. 62224:269-62224:282. 

“9207020281 Final SALP repts 50-269/92-01,60-270/92-01.60-287/92-01 & 72-0004/ 
92-01 for Aug 1990-Feb 1992. v a , 4 : 

* Region 2 (Post 820201). 92/06/04. 29pp. 62224:283-62224:311. 


Y. Dry Cask Independent Spent Fuel Storage installations 

9207210116 Forwards Noripropriety volume 1 & propriety volume 2 of rev 1 to "Calveil 
Cliffs ISFSI Updated SAlC" "Caliert Cliffs ISfIi Updated SAR Final MalySs & Eval- 
uation..." also end. Propriety volume 2 withheld.W/36 oversize drawings. 

CREEL, G.C. Baltimore Gas & Electric Co. 92/07/16. Office of Nuclear Material Safety 
& Safeguards. 4pp. 62639:001-62640:099. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 
F. Security, medical, emergency & fire protection plans 


“9207270019 Insp repts 50-269/92-14,50-270/92-14 & 50-287/92-14 on 920524- 
0619.One violation re failure to maintain two emergency feedwater flow paths opera- 
ble not 0 d.M^r areas inspectediplant operations. 

HARMON.P.E., DESAI.B.B., POERTNER.W.K. Region 2 (Post 820201). 92/06/24. 
4pp. 62476:008-62475:011. 


92070|M)020 Forwards partially withhold saf^uards insp rept 50-270/92-11 on 920518- 
22.No violations or safety concerns noted.Potential weaknesses Identified. 
JpYNER,J.H. Region 1 (Post 820201). 92/06/22. MURPHY, W.P. Vermont Yankee 
Nuclear Power Corp. 4pp. 62218:260-62218:271 


9307140152 Ack receipt of 920618 Itr informing NRC of steps taken to correct violations 
noted In Insp repts 50-269/92-10. 50-270/92-10 & 50-287/92-10. 

HERDT,A.R. Region 2 (Post 820201). 92/07/01. HAMPTON.J.W, Duke Power Co. 
3pp. 6231 1 :026-6231 1 :028. 


“9207(^22 Partially withheld insp rept 50-271/92-11 (ref 10CFR73.21). No violations 
areas in 8 pected:mgt suppoitsecurity program plans & 
paragraphs sanitizecfper 10CFR2.790. 

Region 1 (Post 820201). 92/06/19. 8 pp. 62218:264- 

62218:271. 



DOCKETED ITEMS 49 


9207220252 Forwards Rev 21 Errata A to physical security plan, reflecting enhance- 
ments recently made to security program to address concerns identified in NRC 
920409 Itr.Rev withheld (ref 10CFR73.21). 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 92/06/29. Document Control 
Branch (Document Control Desk). Ip. 62457:359-62457:359. 

9207280167 Notification of significant licensee meeting 92-113 in King of Prussia, PA on 
920714 to discuss EOP insp response. 

LEW,D. Region 1 (Post 820201). 92/07/06. Region 1 (Post 820201). 3pp. 62489:276- 
62489:278. 

9207160355 Ack receipt of 920508 Itr transmitting Rev 22 to physical securi^ 
plan.Changes consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion in 
plan w/listed exceptions. 

JOYNER,J.H. Region 1 (Post 820201). 92/07/10. TREMBLY,LA. Vermont Yankee 
Nuclear Power Corp. 3pp. 62413:350-62413:354. 

92072903(M) Revised EPlPs, including rev 12 to OP 3500,rev 13 to OP 3501, rev 25 to 
OP 3502, rev 27 to OP 3503 & rev 26 to OP 3504, incorporating change 107. 

* Vermont Yankee Nuclear Power Corp. 92/07/20. 200pp. 62619:001-62619:194. 

9207280267 Forwards insp rept 50-271/92-12 on 920527-0706.Two violations re inad- 
equate procedure for conduct of TS required surveillance of SGTS & workers failing to 
follow radiation work permit instructions not subj to enforcement. 

LINVILLE,J.C. Region 1 (Post 820201). 92/07/21. MURPHY,W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 62497:111-62497:138. 

-9207280272 Insp rept 50-271/92-12 on 920527-0706. No violations noted. Major areas 
inspected:piant operations,radioiogical controls,maint & surveillance,emergency pre- 
paredness, security & engineering & technical support. 

KELLY, E.M. Region 1 (Post 820201). 92/07/21. 25pp. 62497:114-62497:138. 

9207300099 Responds to NRC Bulletin 92-001 “Failure of Thermo-Lag 330 Fire Sys to 
Maintain Cabling in Wide Cable Trays & Small Conduits Free From Fire Damage.” 
Continuous fire watch for 3/4-inch conduit established. 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 92/07/24. Document Control 
Branch (Document Control Desk). 3pp. 62638:206-62638:208. 


H. General correspondence 

9207130020 Comment supporting proposed rule 10CFR50 re “Receipt of Byproduct & 
SNM." 

EDWARDS.D.W. Yankee Atomic Electric Co. 92/07/02. CHILK,S.J. Office of the Sec- 
retary of the Commission. Ip. 62285:028-62285:028. 

9207140015 Informs that effective 920701 J DeVincentis retired & J Thayer has been 
named to replace DeVincentis in his capacity. 

TREMBLAY,L.A. Vermont Yankee Nuclear Power Corp. 92/07/07. Document Control 
Branch (Document Control Desk). Ip. 62382:359-62382:359. 


P. Operating license stage documents & correspondence 

9207070026 Summary of 920610 meeting w/utll in Rockville, MD re status of licensing 
issues. 

SEARS,P.M. Project Directorate 1-3. 92/06/30. Project Directorate 1-3. 5pp. 
62237:344-62237:348. 

9207060252 Forwards “Startup Test Rept Vermont Yankee Cycle 16." 

TREMBLAY, L.A. Vermont Yankee Nuclear Power Corp. 92/07/01 . Document Control 
Branch (Document Control Desk). Ip. 62254:331-62254:344. 

-9207060255 “Startup Test Rept Vermont Yankee Cycle 16.” 

• Vermont Yankee Nuclear Power Corp. 92/07/01. 13pp. 62254:332-62254:344. 

9207170030 Responds to 920629 telcon & Itr dtd 920629 requesting temporary waiver 
of compliance from plant TS 3.6.H.1 to permit reactor operation for addi 48 h w/ “A” 
EDG inoperable.Waiver granted. 

HEHL,C.W. Region 1 (Post 820201). 92/07/01. MURPHY,W.P. Vermont Yankee Nu- 
clear Power Corp. 3pp. 62388:355-62388:361 . 

-9207170032 Requests temporary waiver of compliance from TS LCO requirements for 
EDG operability. 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 92/06/29. Region 1 (Post 
820201). 4pp. 62388:358-62388:361. 

9207090352 Fomvards response to GL 92-01 re reactor vessel structural integrity.Upper 
shelf life energies of vessel beltline matls not expected to be less than 50-ft pound by 
end of licensed operating period. 

PELLETIER, J.P. Vermont Yankee Nuclear Power Corp. 92/07/03. Document Control 
Branch (Document Control Desk). 10pp. 62341:171-62341:180. 

9207160375 Forwards response to request for addI info & revised application document 
incorporating, as appropriate info given in response to questions in ref to itr dtd 
920218 re disposal of slightly contaminated soil. 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 92/07/10. Document Control 
Branch (Document Control Desk). 13pp. 62426:295-62426:343. 

-9207160380 “Application to Dispose in Place Contaminated Soil.” 

* Vermont Yankee Nuclear Power Corp. 92/05/15. 34pp. 62426:309-62426:343. 

9207200032 Requests that license SOP 3044-5 be terminated,VYNP has determined 
that R Slauenwhite will no longer maintain license at facility. 

REID,D.A. Vermont Yankee Nuclear Power Corp. 92/07/10. Document Control 
Branch (Document Control Desk). Ip. 62447:345-62447:345. 

9207210140 Advises that 920417 rev 22 to operational QA program YOQAP-1-A ac- 
ceptable in that program continues to satisfy criteria of app B of 10CFR50. 
B^ENHAUSEN.L. Region 1 (Post 820201). 92/07/13. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 62421:093-62421:094. 

9207270133 Forwards “Reactor Containment Bldg Integrated Leak Rate Test, Vermont 
Yankee Nuclear Power Station.” 

PELLETIER,J.P. Vermont Yankee Nuclear Power Corp. 92/07/21. Document Control 
Branch (Document Control Desk). Ip. 62524:248-62524:309. 


-9207270135 “Reactor Containment Integrated Leak Rato Test Vermont Yankee Nucle- 
ar Power Station." 

TRASK.T.C,, CAPPUCCIO.G., BUTEAU.B.R. Vermont Yankee Nuclear Power Corp. 
92/07/08. 61pp. 62524:249-62524:309. 

9207280235 Forwards amend 1 34 to license OPR-28 & safety evaluation. Amend rein- 
states surveillance frequency required for testing automatic closure of primary contain- 
ment isolation valves. 

SEARS,P. Project Directorate 1-3. 92/07/21. TREMBLAY, L.A. Vermont Yankee Nucle- 
ar Power Corp. 3pp. 62528:352-62528:361. 

-9207280237 Amend 134 to license DPR-28,reinstating surveillance frequency required 
for testing automatic closure of primary containment isolation valves. 

NERSES>. Project Directorate 1-3. 92/07/21. 5pp. 62528:355-62528:359. 

-9207280238 Safety evaluation simporting amend 134 to license DPR-28. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/21. 2pp. 
62528:360-62528:361. 

9207290154 Forwards safety evaluation denying first part of 911227 amend request 164 
to revise applicable TS re deletion of supervisory titles from TS concerning composi- 
tion of plant operations review committee.Notice of denial also end. 

SEARS,P.M. Project Directorate 1-3. 92/07/21. TREMBLAY, L.A. Vermont Yankee Nu- 
clear Power Corp. 3pp. 62557:274-62557:280. 

-9207290160 Safety evaluation denying util requested changes to administrative con- 
trols section of Tech Specs for facility. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/21. 2pp. 
62557:277-62557:278. 

-9207290166 Notice of denial of amend to license DPR-28, requesting revision of TS 
deleting specific supervisory titles from section of Tech Specs relative to composition 
of plant operations review committee. 

BUTLER.W.R. Project Directorate 1-3. 92/07/21. 2pp. 62557:279-62557:280. 

9207300180 Notification of 920805 meeting w/util in Rockville,MD to discuss routine 
scheduling & prioriti 2 ation meeting. 

SEARS, p!m. Project Directorate 1-3. 92/07/22. NERSES,V. Project Directorate 1-3. 
3pp. 62581:213-62581:215. 


Q. in8p€»ction reports, IE Bulletins & correspondence 

9207080020 Forwards partially withheld safeguards insp rept 50-270/92-11 on 920518- 
22.No violations or safety concerns noted.Potential weaknesses identified. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/22. MURPHY, W.P. Vermont Yankee 
Nuclear Power Ck)rp. 4pp. 62218:260-62218:271. 

-9207080022 Partially withheld insp rept 50-271/92-11 (ref 10CFR73.21). No violations 
or safety concerns noted. Major areas inspected: mat support,security program plans & 
audits & protected.Portions of paragraphs sanitizeaper 1 0CFR2.790. 

ALBERT,R.J., KEIMIG.R.R. Region 1 (Post 820201). 92/06/19. 8pp. 62218:264- 
62218:271. 

9207070050 Responds to NRC 920528 Itr re violations noted in insp rept 50-271 /92-08 
on 92041 3-1 7.Corrective actions:suporvlsor counseled on importance of compliance 
w/all applicable pracedur6s,policie8 & correct method to initiate changes. 
MURPHY,W.P. Vermont Yankee Nuclear Power Com. 92/06/26. Document Control 
Branch (Document Control Desk). 3pp. 62269:258-62269:260. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207280167 Notification of significant licensee meeting 92-113 in King of Pru88ia.PA on 
920714 to discuss EOP insp response. 

LEW,D. Region 1 (Post 820201). 92/07/06. Region 1 (Post 820201). 3pp. 62489:276- 
62489:278. 

9207020233 NRG Info Notice 92-051. “Misapplication & inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison CJo, or New York, Inc. 6pp. 62480:001-62480:006. 

9207170214 FoHArards insp rept 50-271/92-13 on 920601 -OS.No violations noted.lnsp 
verified that engineering & technical support activities at plant were accomplished sat- 
isfactorily. 

ANDER^N.C. Region 1 (Post 820201). 92/07/10. MURPHY, W.P. Vermont Yankee 
Nuclear Power Ck>rp. 3pp. 62436:217-62436:232. 

-9207170229 Insp rept 50-271/92-13 on 920601 -OS.No violations noted. Major areas 
inspectedztechnical adequacy of design changes, progress in safety evaluation im- 
provement program & overall effectiveness of licensees engineering support program. 
CALVERT,!. CHAUDHARY.S.K., EAPEN,P.K. Region 1 (Post 820201). 92/07/08. 
12pp. 62436:220-62436:232. 

9207280034 Ack receipt of 920626 Itr informing NRC of steps taken to correct violations 
noted In insp rept 50-271 /92-06. 

JOYNER, J.H. Region 1 (Post 820201). 92/07/18. MURPHY,W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 62488:032-62488:037. 

9207280267 Forwards insp rept 50-271/92-12 on 920527-0706.Two violations re inad- 
equate procedure for conduct of TS required surveillance of SGTS & workers failing to 
follow radiation work permit instructions not subj to enforcement. 

LINVILLE,J.C. Region 1 (Post 820201). 92/07/21. MURPHY,W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 62497:111-62497:138. 
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-9207280272 Insp rept 50-271/92-12 on 920527-0706. No violations noted. Major areas 
inspected:plant operations.radiological controls, maint & surveillance, emergency pre- 
paredness. security & engineering & technical support. 

KELLY.E.M. Region 1 (Post 820201). 92/07/21. 25pp. 62497:114-62497:138. 

92073(K}099 Responds to NRC Bulletin 92-001 “Failure of Thermo-Lag 330 Fire Sys to 
Maintain Cabling in Wide Cable Trays & Small Conduits Free From Fire Damage." 
Continuous fire watch for 3/4-inch conduit established, 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 92/07/24. Document Control 
Branch (Document Control Desk). 3pp. 62638:206-62638:208. 


R. Periodic operating reports & related correspondence 

9207080183 “Supplemental Effluent & Waste Disposal Semiannual Rept for Third & 
Fourth Quarters.l 991 .Including Annual Radiological Impact on Man for 1991." W/ 
920630 Itr. 

TREMBLAY, LA. Vermont Yankee Nuclear Power Corp. 91/12/31. 44pp. 62276:001- 
62276:047. 

9207160172 Monthly operating rept for June 1992 for Vermont Yankee Nuclear Power 
Statoon.W/920710 Itr. 

WALUN.G.A., MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 92/06/30. 6pp. 
62423:337-62423:342. 


S. Reportable occurrences, LERe & related correspondence 

9207010045 PNO-l-92-034:on 920625, util reported positive drug indication for licensed 
(inactive) SRO based on results from random test on 92061 9.Security dept pulled site 
access & referred individual to employee assistance program. 

FISH.T., CONTE, R. Region 1 (Post 820201). 92/06/25. 2pp. 62234:050-62234:051. 

9207310086 LER 92-01 8-00:on 920627,during repairs.UPS trouble alarm 

received.Caused by design weakness in UPS control circuitry.Circuitry was reviewed & 
mod will be implemented into both UPS unit8.W/920727 Itr. 

REID,D.A. Vermont Yankee Nuclear Power Corp. 92/07/27. 5pp. 62683:084- 
62663:088. 


V. Operator Examinations 

9207170062 Requests details of circumstances surrounding NRC-licensed operator test- 
ing positive following fitness-for-duty test on 92061 9.Updated medical certification 
should be provided if individual resumes licensed duties. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/06/30. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 4pp. 62440:358-62440:361. 

9207230149 Responds to NRC request for addi info re rept made by VYNP on 920625 
of NRC-licens^ operator who tested positive following fitness-for-duty testResponse 
withheld (ref 10CFR2.790). 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 92/07/17. Document Control 
Branch (Document Control Desk). 3pp. 62482:262-62482:264. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

9207090243 Forwards Resident Safety Insp Repts 50-272/92-11, 50-311/92-07 & 50- 
354/92-07 on 920503-061 3. Violations noted. 

WEN2INGER,E.C. Region 1 (Post 820201). 92/07/02. MILTENBERGER,S. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 62309:242-62309:305. 

-9207090259 Resident Safety Insp Repts 50-272/92-07,50-311/92-07 & 50-354/92-07 
on 920503-061 3.Vioiations noted.Major areas in8pected:operation,radiologjcal 
controls, maint & surveillance testin 9 ,emergency preparedness & security. 

WHITE,J.R. Region 1 (Post 820201). 92/07/01. 59pp. 62309:247-62309:305. 

9207240155 Revised EPIPs,including Rev 2 to EPIP 405, Rev 6 to EPIP 601 & Rev 18 to 
EPIP table of contents emergency operations facility. 

* Public Sendee Electric & Gas Co, of New Jersey. 92/07/09. 31pp. 62515:183- 
62515:214. 

9207240162 Revised EPIPs, including Rev 7 to EPIP 104S,Rev 1 to EPIP 106S & Rev 31 
to EPIP table of contents. 

•_Publlc ^rvlce Electric & Gas Co. of New Jersey. 92/07/09. 32pp. 62524:217- 


9207280361 Revised EPIPs, including Rev 5 to EPIP 903, “Opening of EOF/ Emergency 
News ar” & revised EPIP table of contents re security procedures. 

* Public Service Electric & Gas Co. of New Jersey. 92/07/17. 17pp. 62566:283- 
62566:299. 

9207300173 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys." Thermo-Lag 330 fire barrier sys not installed at either facility. 

LABRUNA.S. Philadelphia Electric Co. 92/07/22. Document Control Branch (Docu- 
ment (Control Desk). 3pp. 62593:014-62593:016, 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207280132 Rev 12 to updated FSAR for Salem Generating Station,units 1 & 2.W/ 
920720 Itr. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/07/20. 325pp. 
62554:001-62555:288. 


P. Operating license stage documents & correspondence 

9207020236 Discusses review of plant emergency control air compressors. Exemption 
request currently being reviewed will be subj of separate correspondence. 

STONE,J.C. Project Directorate 1-2. 92/06/29. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 62194:269-62194:271. 

9207060071 Notification of 920701 meeting w/PSE&G in Rockville, MD to discuss de- 
tails of calculations of erosion/corrosion rate, min acceptable wall thickness & appli- 
cation of 1 .2 factor in allowable stress calculations. 

STONE,J.C. Project Directorate 1-2. 92/06/29. MURLEY,T., MIRAGLIA.F., 

RUSSELL, W. NRC - No Detailed Affiliation Given. 5pp. 62243:295-62243:299. 

9207070030 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity, to enable NRC to assess compliance w/10CFR50.60 & 10CFR50.61 & 
fracture toughness & matl surveillance requirements for RCS. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 92/06/30. Doc- 
ument Control Branch (Document Control Desk). 3pp. 62269:107-62269:158. 

—9207070032 Rev 0 to "Salem Unit 1 Response to Generic Ltr 92-01, Rev 1, 'Reactor 
Vessel Structural Integrity.'" 

* Public Service Electric & Gas Co. of New Jersey. 92/06/17. 24pp. 62269:110- 
62269:134. 

—9207070035 Rev 0 to "Salem Unit 2 Response to Generic Ltr 92-01, Rev 1, 'Reactor 
Vessel Structural Integrity.’” 

* Public Service Electric & Gas Co. of New Jersey. 92/06/17. 19pp. 62269:135- 
62269:158. 

9207140280 License Change Request 92-07 to Licenses DPR-70 & DPR-75, changing 
TS 6.3 re unit staff qualifications & 6.4 re training to clarify current requirements for 
licensed operator qualifications & training. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 92/07/08. Document 
Control Branch (Document Control Desk). 7pp. 62385:049-62385:059. 

-9207140283 Proposed TS 6.3 re unit staff qualifications & 6.4 re training. 

* Public Service Electric & Gas Co. of New Jersey. 92/07/08. 4pp. 62385:056- 
62385:059. 

9207200260 Summary of 920625 meeting w/util re erosion/corrosion program & results 
of feedwater sys exam at plants.Attendance list & viewgraphs end. 

PINDALE,S.M. Project Directorate 1-2. 92/07/10. Project Directorate 1-2. 47pp. 
62427:260-62427:306. 

9207200329 Summary of 920701 meeting w/util re resolution of open eroslon/corrosion 
issues identified at 920625 meeting. 

PINDALE,S.M. Project Directorate I-2. 92/07/10. Project Directorate 1-2. 17pp. 
62438:191-62438:208. 

9207210019 Informs NRC of plans re Salem unit 1 Cycle 1 1 reload core scheduled for 
920804.Cycle 11 reload core expected to achieve burnup of 15,750 MWD/MTU.EncI 
Figure reflects revised core loading pattern for Unit 1 Cycle 11. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 92/07/14. Document 
Control Branch (Document Control Desk). 6pp. 62459:356-62459:361. 

9207230147 Advises of completion of engineering & installation milestones for balance 
of App R cable wrap proj^,per comrriltments contained in util 91 0404 Itr.Milestone 
completion listing for fire areas end. 

LABRUNA.S. Public Senrice Electric & Gas Co. of New Jersey. 92/07/14. Document 
Control Branch (Document Control Desk). 2pp. 62479:323-62479:324. 

9207240099 Forwards supplemental info re request for amend to licenses DPR-70 & 
DPR-75 previously submitted on 920511. End marked up TS pages inadvertently omit- 
ted from previous submittal. 

LABRUNA,S. Public Senrice Electric & Gas Co. of New Jersey. 92/07/16. Document 
Control Branch (Document Control Desk). 5pp. 62482:171-62482:224. 

-9207240103 Proposed tech specs extending sun/eillance test intervals & allowed 
outage times. 

* Public Service Electric & Gas Co. of New Jersey. 92/07/16. 50pp. 62482:176- 
62482:224. 

9207310064 Advises that 901221 & 910620 remnse to Generic Ltr 90-06 do not meet 
10CFR50.109 requirements & unacceptable.Requests that response be resubmitted. 
STONE,J.C. Project Directorate 1-2. 92/07/24. MILTENBERGER.S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 62568:200-62588:203. 


Q. inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 
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9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.*’ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207090243 Forwards Resident Safety Insp Repts 50-272/92-11, 50-311/92-07 & 50- 
354/92-07 on 920503-061 3. Violations noted. 

WENZINGER.E.C. Region 1 (Post 820201). 92/07/02. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 62309:242-62309:305. 

-9207090253 Notice of violation from insp on 920503-061 S.Violation noted:licensee 
failed to satisfy requirement of NUREG 0737 Item lii.D.3.4 re release of ammonium 
hydroxide. 

* Region 1 (Post 820201). 92/07/02. 2pp. 62309:245-62309:246. 

-9207090259 Resident Safety Insp Repts 50-272/92-07,50-311/92-07 & 50-354/92-07 
on 920503-061 3. Violations noted.Major areas inspected:operation, radiological 

controls,maint & surveillance testing,emergency preparedness & security. 

WHITE, J.R. Region 1 (Post 820201). 92/07/01. 69pp. 62309:247-62309:305. 

9207160100 Fonwards insp rept 50-272/92-08 on 920526-29 & notice of deviation. 
ANDERSON,C. Region 1 (Post 820201). 92/07/08. MILTENBERGER.S. Public Serv- 
ice Electric & Gas Co. of New Jersey. 3pp. 62430:140-62430:150. 

-9207160154 Notice of deviation from insp on 920526-29. Deviation noted: disposition 
of degraded components in FW sys outside containment were below minimum design 
wail. 

* Region 1 (Post 820201). 92/07/08. Ip. 62430:143-62430:143. 

-9207160163 Insp rept 50-272/92-08 on 920526-29.Deviations noted.Major areas 
inspected:review of program & sample insp data on ISI eddy examination of SG tubes 
& erosion/corrosion monitoring of high energy piping. 

PATNAIK.P.. GRAY.E.H. Region 1 (Post 820201). 92/07/07. 7pp. 62430:144- 
62430:150. 

9207020233 NRC Info Notice 92-051 , “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207260100 Forwards insp repts 50-272/92-10 & 50-311/92-10 on 920623- 25.No vio- 
lations noted. 

ANDERSON,C.J. Region 1 (Post 820201). 92/07/20. MILTENBERGER.S. Public Serv- 
ice Electric & Gas Co. of New Jersey. 2pp. 62488:233-62488:238. 

-9207280105 Insp repts 50-272/92-10 & 50-311/92-10 on 920623-25.No violations 
noted.Major areas inspected:implementation of erosion/corrosion program.including 
records related to thickness measurements. 

HARRIS.R.. PETERSON, P.M., MCBREARTY.R. Region 1 (Post 820201). 92/07/16. 
3pp. 62488:235-62488:238. 

9207300173 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys." Thermo-Lag 330 fire barrier sys not installed at either facility. 

LABRUNA.S. Philadelphia Electric Co. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62593:014-62593:016. 


R. Periodic operating reports & related correspondence 

9207200338 Monthly operating rept for June 1992 for Salem Unit 1.W/ 920714 Itr. 
SHEDLCCK,M.. FEST.J., VDNDRA,C.A. Public Service Electric & Gas Co. of New 
Jersey. 92/06/30. 16pp. 62450:314-62450:329. 

9207300182 “NPDES Discharge Monitoring Rept for June 1992.” W/920723 itr. 
VDNDRA.C.A. Public Senrice Electric & Gas Co. of Now Jersey. 92/06/30. 
CAPCRALE,G. New Jersey. State of. 23pp. 62593:180-62593:204. 


S. Reportable occurrences, LERs A related correspondence 

9207070369 LER 92-01 2-00:on 920602,1 R11 A radiation monitoring sys channel spiked 
into alarm resulting in CP/P-VR sys isolation signal.Caused by equipment faiiure.Sy8 
returned to service after replacement of warning 8y8.W/920702 Itr. 

PGLLACK.M.J., VDNDRA,C.A. Public Service Electric & Gas Co. of New Jersey. 92/ 
07/02. 4pp. 62293:031-62293:034. 

9207070382 LER 92-01 3-00:on 920602, two ESF actuation signals initiated from radi- 
ation monitoring sys causing alarm.Cause attributed to an electrical fault in sys.Both 
channels returned to service after resetting alarm functions.W/920702 Itr. 
POLLACK.M.J.. VONDRA.C.A. Public Service Electric & Gas Co. of New Jersey. 92/ 
07/02. 4pp. 82293:035-62293:038. 

9207200052 Special Rept 92-5:on 920623, actuation capability of 78-ft lower electrical 
penetration C02 fire protection sys inoperable for more than 14 day8.Caused by re- 
quired maint work.Sy8 returned to svc on 920702. 

VONDRA,C.A. Public Service Electric A Gas Co. of New Jerssw. 92/07/09. Document 
Control Branch (Document Control Desk). 3pp. 62451:295-62451:297. 

9207200055 LER 91-017-01:on 91 041 3, sustained undervoltage relay min drop voltage 
found below TS min allowable value & monthly surveillance test of undervoltage relay 
setpoints not performed since 910109.Procedures enhanced.W/920709 Itr. 
POLLACK,M.X, VONDRA,C.A. Public Service Electric & Gas Co. of New Jersey. 92/ 
07/09. 5pp. 62480:226-62480:231. 

9207200291 NPDES noncompliance notifiGatlon:on 92061 8, loggerhead sea turtle recov- 
ered from circulating water sys intake trash screen8.Turtle placed in 800 gallon hold- 
ing tank for ob8enration.Turtle flipper-tagged & released. 

MILtENBERGER,S, Public Service Electric & Gas Co. of New Jersey. 92/07/14. Doc- 
ument Control Branch (Document Control Desk). 5pp. 62451:282-62451:286. 

9207310112 LER 92-01 4-00:on 920626,re8ult8 of radiographic exam on SG 13 indicated 
weld between feedwater nozzle & elbow had number of unacceptable linear 
indicatlon8.Cau3ed by equipment failure.indications removed.W/920723 Itr. 
POLLACK,M.J., VONDRA,C.A. Public Service Electric A Gas Co. of New Jersey. 92/ 
07/23. 6pp. 62683:191-62683:196. 


9207290311 NPDES noncompliance notification:on 92061 9,util reported oil sheen on 
Delaware River in area between svc water intake structure A circulating water sys 
intake.Sheen did not result from plant operations.Discharge rept retracted. 
THOMSON,F.X. Public Service Electric A Gas Co. of New Jersey. ^2/07/2A. New 
Jersey, State of. 2pp. 62593:354-62693:355. 


V. Operator Examinations 

9207140280 License Change Request 92-07 to Licenses DPR-70 & DPR-75, changing 
TS 6.3 re unit staff qualifications & 6.4 re training to clarify current requirements for 
licensed operator qualifications A training. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. 92/07/08. Document 
Control Branch (Document Control Desk). 7pp. 62385:049-62385:059. 

-9207140283 Proposed TS 6.3 re unit staff qualifications A 6.4 re training. 

* Public Service Electric & Gas Co. of New Jersey. 92/07/08. 4pp. 62385:056- 
62385:059. 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

9207020220 Concludes that changes to emergency plan for US Geological Survey 
TRIGA Reactor Facility maintains compliance w/ 10CFR50,App E.Determines that 
changes do not decrease effectiveness of approved plan & acceptable. 

ADAMS, A. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). 92/06/25. SMITH, D.B. Interior, Dept. of. Geological Survey. 3pp. 62194:264- 
62194:266. 

9207010162 Ack receipt of 920513 Itr re Rev VI to physical security plan (ref 
10CFR50.54(p)).Chango8 consistent w/10CFR50.54(p) A acceptable for inclusion into 
plan. 

CALLAN.LJ. Region 4 (Post 820201). 92/06/26. SMITH.D. Interior, Dept, of, Geologi- 
cal Survey. 4pp. 62234:30062234:305. 


S. Reportable occurrences, LERs & related correspondence 

9207080081 Forwards rept of fuel element cladding leak experienced during 920601- 
16.lnform8 that on 92061 1 .presence of fission product activity in reactor water & facili- 
ty air positively identified.Reactor returned to routine operation on 920617. 
SMITHMD.B, Interior, Dept, of, Geological Survey. 92/06/24. Document Control 
Branch (Document Control Desk). 4pp. 62269:182-62269:185. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

9207220022 Fon^rards “Field Exercise Scenario Jul 1992 Emergency Planning - 920708 
Diablo Canyon Annual Exercise” manual. 

GISCLON,J.M. Pacific Gas & Electric Co. 92/04/08. MARTIN,J.B. Region 5 (Post 
820201 ). 1 p. 62490:001 -62491 :331 . 

-9207220050 “Reid Exercise Scenario Jul 1992 Emergency Planning - 920708 Diablo 
(janyon Annual Exercise” manual. 

* Pacific Gas A Electric Co. 92/07/08. 2.500pp. 62490:00262491:331. 

9207170242 Forwards public version of revised EPIPs Vols 3A & 3B, including rev 21 to 
EP R-1,rev 21 to EP G6,rev 2 to EP RB-10 & rev 11 to EP EF-4.W/920713 release 
memo. 

GISCLON,J.M. Pacific Gas A Electric Co. 92/06/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62403:20162403:306. 

-9207170248 Public version of revised EPIPs vols 3A & 3B,lncluding rev 21 to EP R- 
1,rov 21 to EP G6,rev 2 to EP RB-10 & rev 1 1 to EP EF-4. 

* Pacific Gas & Electric Co. 92/06/11. 103pp. 62403:20462403:306. 

9207220180 Forwards public version of revised SOPs, including 111.06 HP-7, “Evacuee 
Decontamination,” 111.06 HP-9, “Emergency Worker Decontamination,” 111.13, “County 
Air Pollution District” A III.40.W/920713 release memo. 

GISCLON,J.M. Pacific Gas A Electric Co. 92/06/11. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62445:025-62445:236. 

-9207220191 Public version of revised SOPs, including lli.06 HP-7, “Evacuee Decon- 
tamination,” III.06 HP-9, “Emergency Worker Decontamination,” III.13, “County Air 
Pollution District" A 111.40, “Avila Beach Fire Rotection District" 

* Pacific Gas A Electric Co. 92/06/11. 200pp. 62445:03262445:236. 

9207210224 Forwards public version of rev 19 to EP M6, “Fire." W/920715 release 
memo. 

GISCLON,J.M. Pacific Gas A Electric Co. 92/06/22. Document Control Branch (Docu- 
ment Control Desk). 8pp. 62439:00162440:021. 

-9207210227 Public vemlon of rev 19 to EP M6, “Fire.” 

* Pacific Gas A Electric Co. 92/05/27. 150pp. 62439:010-62440:021. 

9207170282 Fonvards public version of rev 2,change 12 to "Emergency Plan.” W/ 
920714 release memo. 

GISCLON,J.M. Paciftc Gas & Electric Co. 92/06/26. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62400:00162403:056. 

-9207170265 Public version of rev 2,change 12 to “Emergency Plan.” 

* Pacific Gas A Electric Co. 92/05/27. 5^pp. 62400:007-62403:056. 

9207300094 Forwards public version of revised Emergency Response Plan Std Operat- 
ing Procedures,including 111.06, “Environ Health” A 111.06, HP-2, "Protecth/e Action 
Guidelines” & 111.06 HP-8, “Area & Equipment Decontamination.” W/920722 release 
memo. 

GISCLON.J.M. Pacific Gas A Electric Co. 92/07/08. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62605:001-62605:237. 
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-9207300205 Public version of revised San Luis Obispo County Nuclear Power Plant 
Emergency Response Plan Std Operating Procedures, including 111.06, "Environ 
Health" & 111.06, HP-2, "Protective Action Guidelines." 

* San Luts Obispo, CA. 92/07/08. 150pp. 62605:006-62605:237. 


H. General correspondence 

9207130040 Comment supporting proposed rules 10CFR19 & 20 re extension of imple- 
mentation date of stds for protection against radiation. 

MARTIN, J.B. Pacific Gas & Electric Co, 92/06/24. Docketing & Services Branch. 1p. 
62285:062-62285:052. 

9207270093 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG-1 021. Endorses comments submitted by 
NUMARC. 

RUEQER.G.M. Pacific Gas & Electric Co. 92/07/09. CHILK,S.J. Office of the Secre- 
tary of the Commission. 4pp. 62475:339-62475:342. 


0. Advisory Committee on Reactor Safeguards reports & correspondence 

9207220182 Submits comments on ACRS 910916-17 meetings re safety of 
facilities.USGS interpretation, favoring oblique slip of Hosgri Fault,reasonable. 
PAGE,8.M. Stanford Univ., Stanford, CA. 91/09/22. SIESS.C.P. Affiliation Not As- 
signed. 3pp. 62473:350-62473:352. 

9207230012 Submits comments on ACRS Subcommittee on Diablo Canyon 910916 & 
17 meetina$.Concurs w/ seismic-tectonic analysis prepared by util. 

THOMPSON, G.A. Stanford Univ., Stanford, CA. 91/09/22. SIESS,C. Affiliation Not As- 
signed. 2pp. 62476:346-62476:347. 

9207220194 Submits comments based on attendance at ACRS Subcommittee 910916 
& 17 meeting on Diablo Canyon Long Term Seismic program at San Luis Obispo, CA. 
DAVIS.P.R. Affiliation Not Assigned. 91/09/29. IGNE.A. ACRS - Advisory Committee 
on Reactor Safeguards. 1p. 62476:319-62476:319. 


P. Operating iicenae stage documents & correspondence 

9207070303 Forwards response to Rev 1 to Generic Ltr 92-01, "Reactor Vessel Struc- 
tural Integrity." Surveillance results evaluated to assure embrittlement levels bounded 
by prediction. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/06/30. Document Control Branch (Docu- 
ment Control Desk). 18pp. 62262:320-62262:336. 

9207100103 Discusses 920615-16 senior managers meeting to evaluate nuclear safety 
performance of operatirw reactors, fuel facilities & other matls licensees. Plant is identi- 
fied as good performer & Is noteworthy accomplishment. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/06/30. CLARKE,R.A. 
Pacific Gas & Electric Co. 4pp. 62284:305-62284:308. 

9207160017 Forwards amends 71 & 70 to licenses DPR-80 & DPR-82, respectively & 
safety evaluation.Amend revises TS to relocate cycle-specific info to COLR per GL 
88-16. 

ROOD.H. Project Directorate V. 92/07/01. RUEGER.G.M. Pacific Gas & Electric Co. 
3pp. 62396:163-62396:198. 


-9207100200 Notice of violation from insp on 92031 7-0427. Violation noted:work order 
instructions not implemented for maint of containment fan cooler units as listed 
* Region 5 (Post 820201). 92/06/19. 2pp. 62382:264-62382:265. 

9207060033 Responds to NRC ltr requesting licensee to submit addi info re molded- 
case circuit breakers that were either installed in operating plant or stored as 
sparesj>er NRC Bulletin 88-010. 

RUEGER.G.M. Pacific Gas & Electric Co, 92/06/25. Document Control Branch fDocu- 
ment Control Desk). 3pp. 62250:204-62260:206. ' 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29 
Consolidated Edison Co. or New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 


9207270286 Forwards insp repts 60-275/92-16 & 60-323/92-16 on 920421- 0601 & 
notice of violation. 



-9207270291 Notice of violation from insp on 920421 -0601 .Violations noted-licensee 
personnel Incorrectly used two one-ton cnainfalls for load leveling while lifting 10-142 
primary & secondary lids w/each chainfall loaded to approx 2400 Tbs. 

* Region 5 (Post 820201), 92/07/07. 2pp. 62501:093-62501:094. 

-9207270296 Insp repts 50-275/92-16 & 50-323/92-16 on 920421-0601. Violations 
noted.Major areas in8pected:plant operations, maint & surveillance activities & follow- 
up of onsite events. 

JOHNSON.P.H. Region 5 (Post 820201). 92/07/07. 24pp. 62501:095-62501:118. 

9207020233 NRC Info Notice 92-051 , "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207240240 Responds to NRC 920619 ltr re violations noted in insp 
A 5n-9M/fi9.i7.Corrective actlons:all containment fan cooler units 
DFCU test procedure for backdraft dampers revised. 

Pacific Gas & Electric Co. 92/07/20. Document Control Branch fDocu- 
esk). 9pp. 62498:339-62498:347. ' 


reinspected & i 
RUEGER.G.M. 
ment Control C 


repts 50-275/92-17 
(CFCU) thoroughly 


R. Periodic operating reports A related correepondence 

9207220215 Monthly operating repts for June 1992 for DCNPP Units 1 & 2. W/920715 
ltr. 

DAHAN.P., TOWNSEND, J.D. Pacific Gas & Electric Co. 92/06/30. 14pp. 62473:316- 


—9207160020 Amends 71 & 70 to licenses DPR-80 & DPR-82, respectively. Amend re- 
vises TS to relocate cycle-specific Info to COLR per GL 08-16. 

QUAY,T.R. Project Directorate V. 92/07/01. 18pp, 62396:166-62396:194. 

-9207160027 Safety evaluation supporting amends 71 & 70 to licenses DPR-80 A DPR- 
82, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/07/01. 4pp. 
62396:195-62396:198. v ; hw 


»M7240131^Re^t OT^Dtecharge Monitoring Diablo Canyon Power Plant Second Quarter 

TOWNSEND, JX> Pacific Gas & Electric Co. 92/06/30. LEONARD.W. California, State 
of. 92pp. 62516:051-62516:141. 

S. Reportable occurrences, LERe A related correspondence 


9207160139 Forwards License Amend Request 92-04 to License DPR-80 & DPR- 
82, changing expiration dates of full-power licenses from 080423 to 210922 A 101209 
to 250426, respectively. 

RUEGER.G.M. Padfkj Gas A Electric Co. 92/07/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62430:1 83-62430:228. 

-9207160146 License Amend Request 92-04 to Licenses DPR-80 A DPR-82, changing 
term of licenses to permit 40-yr operation of units from date of Issuance of OLs. 
RUEGER,G.M. Pacific Gas A Electric Co. 92/07/09. 44pp. 62430:185-62430:228. 

9207200214 Requests approval to use end ASME Code Case N-505 during UnH 1 fifth 
refilling outage scheduled to begin in Sept 1992.Subi code case approved by ASME 
Main Committee on 920508 A currently in final stage of approval. 

RUE^R.G.M. Pacific Gas A Electric Co. 92/07/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62451 :31 3-62451 :314. 

9207220344 Advises that util demonstrated that Diablo Canyon natural circulation tests 
applicable to Watts Bar, thus meeting guidelines of BTP RSB 5-1, per util 910711 
submittal.OetaJls of re^riew will be pubimhed in suppi 10 to SER. 

IJ/nif;?; (form^/ TVA project Directorate) (Post 900603). 

92/07/14. MEDFORD, M.O. Tennessee Valley Authority. 3pp. 62442:357-62442:359. 


or unusual event aeciared as result 
of spill of hazardous & noxious gases entering turbine bldg.Caused by exothermic 
r 0 action.Only small areas remain cnemlcally contaminated. 

'•OHNSON.P. Region 5 (Post 820201). 92/06/22, 2pp. 62230:290- 

d2230«'291 • 

92-148-01^:on 91 1 21 9, determined that COW water temp design basis 
limits may be exceeded-Caused by personnel error.Operatbns Dept shift suoervlsor 
noWied of potentlaJ for COW s^ to ewerience high temp.W/SSie^ tfr 

RUEGER.G.M. Pacific uas & Electric Co. 92/06/29. 8pp. 62293:013- 

o2293.020t 

92071(WM4 PNO-V-92-020:on 920620, two major earthquakes occurred In State of CA 
de84^.Unusual event d^ared at San Onofre A Diablo Canyon.Tremor8 felt at Palo 
? S'® rea^ch reacts A fuel facl%.Peak accelerations listed. 

GARCIA, E. Region 5 (Post 820201). 92/06/29, 3pp. 62365:001-62365:003. 

9M7150008 LCT :on 9^214,01^)6,19 & 25, plant operated outside of design 

to ^,ro»,atten«on to ^LFTre 


* ' Kr Tr'J'T awenuon lo aeiaii.Mre 

watc^hes establish^ operators notified & de^n change initiated. W/920708 ltr. 

JEGER,Q,M. Pacific Gas A Bectric Co, 92/07/08, 3Spp. 62437:292* 


THIERRY, R.L. RUI 
62437:326 


Q. Inspection reports, IE Bulletins ft corroepomtonce 


92070;N>309 Forwards Meeting Repts 50-275/92-19 A 50-323/92-19 from enforcement 
conference on 920519. 

2MMERMAN,R.P. Region 5 (Post 820201), 92/06/16. RUEQER,G.M. Pacific Gas A 
Electric Co. 3pp. 6231 3:001-62313:080. 


-9207090320 Enforcement Conference Repts 50-275/92-19 A 50-323/92-19 on 
9^519.MaJor area diecussedrcircumstances associated w/ apparent failure to comply 
w/TS action statements for inoperable fan cooler from 910327 to 920222. 
JOHNSON.P.H. Region 5 (Post 820201). 92/06/17. 77pp. 62313:004-62313:080. 


9M710O188 Forwards notice of violation from insp on 92031 7-0427, as documented in 
^ 50-323/92-17. Violation re CFCU inoperabiiity eliminated. 
2 MMERMAN.R.P. Reaion 6 (Post 820201). 92/06/19. RUEGER.G.M. Pacific Gas ft 
Electric Co. 3pp. 62362:261-62382:265. 


I woniainmem vermtauon isolation due to spuri- 
ous high radiation signaI.Rev submitted to report root C€ujs 6 & corrective actions for 
event. 

-9M7270M7 LER 92-005^1 :on 920428, containment ventilation isolation occurred 
when output^nal of r^atbn monitor RM-14B exceeded alarm setpoint.Cau8ed by 
tox repaired ft ventilation logfc reset ^ 

THIERRY.R.L Pacific Gas ft Electric Co. 92/07/20. 5pp. 62567:163-62587:167. 

9^726000C^ER 92^7-00:on 920620, CR ventilation sys manually shifted to pressur- 
^ to ^ Pomona o/taSne 
9M7M iS^ ^ Pereonnel enor.Operator counseled ft design changes made.W/ 

RUEGER,G,M. Pacific Gas ft Electric Co. 92/07/20. 9pp. 62587:195- 
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9207300066 LER 83-039-01 :on 91 11 21. discovered potential for CR ventilation sys 
(CRVS) to be outside CRVS design basis due to personnel error.Oesign changes will 
be implemented for CRVS.W/920722 Itr. 

THIERRY, R.L, RUEGER.G.M. Pacific Gas & Electric Co. 92/07/22. 10pp. 62587:363- 
62587:362. 

6207300070 LER 92-008-00:on 920624,TS 3.7.9.2 violated when required continuous 
fire watch was not performed for certain safety-related equipment rooms.Caused by 
personnel error. Shift foreman & operator involved counseled.W/920722 Itr. 
THIERRY.R.L, RUEGER.G.M. Pacific Gas & Electric Co. 92/07/22. 7pp. 62588:001- 
62588:007. 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 


F. Security, medical, emergency & fire protection plans 

9207010082 Forwards combined insp repts 50-277/92-11 & 50-278/92-11 on 920505- 
0608. Weakness noted re automatic depressurization sys safety relief valve insulation 
& inservIce testing program cold shutdown valve testing. 

WENZINGER.E. Region 1 (Post 820201). 92/06/19. SMITH.O.M. Philadelphia Electric 
Co. 3pp. 62143:242-62143:266. 

-9207010086 Insp repts 50-277/92-11 & 50-278/92-11 on 920505-0608.No violations 
noted.M^or areas inspected:operational safety, radiation protection, physical 
security, CR activities, license events & sun/elllance testing. 

LYASH,J.J. Region 1 (Post 820201). 92/06/17. 21pp. 62143:245-62143:266. 

9207170230 Forwards public version of revised emergency response procedures 
(ERP), including revs 80 & 81 to ERP index,rev 17 to ERP-140 app 1,rev 6 to ERP- 
llO.rev 1 to ERP-205,rev 10 to ERP-250 & rev 3 to ERP-520.W/920714 release 
memo. 

BECK,G.J. Philadelphia Electric Co. 92/06/19. Document Control Branch (Document 
Control Desk). 3pp. 62403:125-62403:197. 

-9207170237 Public version of revised emergency response procedures. Including revs 
80 & 81 to ERP index.rev 17 to ERP-140 app 1. rev 6 to ERP-110,rev 1 to ERP- 
205, rev 10 to ERP-250,rov 3 to ERP-620 & rev 5 to ERP-700. 

* Philadelphia Electric Co. 92/06/19. 70pp. 62403:128-62403:197. 

9207020310 Forwards scenario package for PBAPS,unit8 2 & 3 re annual emergency 
preparedness exercise,8cheduled for 920826.W/O end. 

BECK,G.J. Philadelphia Electric Co. 92/06/26. Document Control Branch (Document 
Control Desk). 2pp. 62234:345-62234:346. 

9207100227 Rev 82 to Emergency Response Procedure (ERP) ERP-410, “Chemistry 
Sampling & Analysis Team.” W/920702 Itr. 

BECR,G.J. Philadelphia Electric Co. 92/07/02. 22pp. 62366:093-62366:114. 

9207280310 Forwards proprietary response to request for info re use of security 
computer.Response withheld (ref 1 0CpR2.790(a)). 

SMltH,D.M. Philadelphia Electric Co. 92/07/15. Document Control Branch (Document 
Control Desk). 3pp. 62568:337-62568:339. 

9207230172 Requests temper^ waiver of compliance from TS 3.14.D.2, “Rre Bar- 
riers” to approve use or CCTV as acceptable means of satisfying TS fire watch 
requirement8.Hourly fire watch will continue until CCTV installed. 

BECK.G.J. Philadelphia Electric (^. 92/07/17. Document Control Branch (Document 
Control Desk). 6pp. 62479:325-62479:330. 

9207240020 Concludes that proposed CCTV sys will provide acceptable means of 
meeting TS requirement for continuous fire watch, in response to request for tempo- 
rary waiver of compliance from TS 3.14.D.2 & request for equivalent measures. 
CALVO,J.A. Assistant Director for Region I Reactors. 92/07/17. SMITH, D.M. Philadel- 
phia Electric Co. 4pp. 62482:357-62482:360. 

9207280170 Forwards insp repts 50-277/92-14 & 50-278/92-14 on 920704- 11. No vio- 
lations noted. 

WENZINGER,E. Region 1 (Post 820201). 92/07/20. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 62489:241-62489:265. 

-9207280175 Insp repts 50-277/92-14 A 50-278/92-14 on 920704-11. No violations 
noted.Major areas inspected:operational issues involving Unit 3 automatic reactor 
scram & issues re emergency planning. 

LYASH,J.J. Region 1 (Post 820201). 92/07/20. 21pp. 62489:244-62489:265. 

9207310183 Rev 3 to “Peach Bottom Units 2 & 3/Umorick Units 1 & 2 Emergency 
Communications Plan Implementing Procedure." W/ 920724 Itr. 

BECK,Q.J. Philadelphia Electric Ck). 92/07/24. 30pp. 62636:326-62636:355. 


K. Utility Final Safety Analyaia Report (FSAR) A amende 

9207240144 Forwards Rev 10 of “Peach Bottom Atomic Power Station UFSAR,” con- 
taining annual rev of QA program description.per 1 0CFR50.54(a)(3)). 

SMITH, D.M. Philadelphia Electric Co. 92/07/20. Document Control Branch (Document 
Control Desk). 12pp. 62521:001-62523:132. 

-9207240211 Rev 10 of “Peach Bottom Atomic Power Station UFSAR.” 

* Philadelphia Electric Co. 92/01/31. SeOpp. 62521:013-62523:132. 


P. Operating lleenee stage doouments & eorrespondance 

9207080120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Senrices, Inc. 3pp. 62324:002- 
62324:303. 

-8605190330 Summary of 860423-24 mgt meeting at Region Hi ofc re licensee 
performance, evaluation of plant discussions & fitness for duty.Task assignments & list 
of attendees end. 

SNIEZEK,J.H. Regional Operations & Generic Requirements. EDO (Pre 870413). 86/ 
05/13. DAVIS. J.G. Office of Nuclear Material Safety & Safeguards. 11pp. 62324:005- 
62324:015. 


-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Diredor for Operations. 87/12/08. ZECH Commis- 
sioners CPost 750119). 3pp. 62324:016-62324:018. 

-9207080283 Provides details of discussions re Peach Bottom during NRC senior man- 
agers meeting on 871117 & 18.Facillty categorized as requiring substantial improve- 
ment. 

STELLO.V. Ofc of the Executive Diredor for Operations. 87/12/08. AUSTIN.J.H, 
Philadelphia Eiedric Co. 17pp. 62324:035-62324:051. 

-9207080291 Summary of 880628-29 NRC senior md meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also end. 
STELLO.V. Ofc of the Executive Diredor for Operations, 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

—9207090044 Provides summary of discussions re Peach Bottom during NRC senior 
managers meeting on 880628 & 29.Facility was categorized as requiring substantial 
irnprovement. 

StELLO.V. Ofc of the Executive Diredor for Operations. 88/07/07. PAQUETTE,J. 
Philadelphia Electric Co. 2pp. 62324:057-62324:058. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 8^)601 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Diredor for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:1 1 1-62324:143. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

6232?:303^ 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior rr^t meeting & Itrs to be sent to licensees of plants that wilt be discussed at 
90021 5 Commission meeting. 

TAYLOR,J.M. Ofc of the Executive Diredor for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9207060257 Requests approval of end revised changes to QA program descriptions, per 
920608 discussions w/NRC.Procedure change tracking & trending process,speci^ 
in proposed change, being put into effed. 

BtCK.G.J. Philadelphia Eectric Co. 92/06/19. Document Control Branch (Document 
Control Desk). 12pp. 62254:265-62254:276. 

9207020032 Forwards request for addi info & results of discussions between PECO & 
NRC re mods to on-site power capability for plant. 

MILLER, C.L Projed Directorate 1-2. 92/06/23. SMITH, D.M. Philadelphia Electric Co. 
8pp. 62194:025-62194:032. 

9207020104 Discusses licensee commitment to completing testing program in response 
to generic itr 89-10, “Safety-Related MOV Testing & Surveillance.'’ 

SHEA,J.W. Projed Directorate 1-2. 92/06/25. BECK,G.J. Philadelphia Electric Co. 5pp. 
62183:346-62183:350. 

9207100097 Forwards amends 168 & 172 to licenses DPR-44 & DPR-56, respedively & 
safety evaluation.Amend8 modify requirements of TS sedion 4.5.F.1 re inoperability of 
EDGs. 

SHEA,J.W. Project Directorate 1-2. 92/07/06. BECK,G.J. Philadelphia Electric Co. 3pp. 
62284:290-62284:304. 

-9207100102 Amends 168 & 172 to licenses DPR-44 & DPR-56,respectively, modifying 
requirements of TS section 4.5. F.1 re inoperability of EDGs. 

MILLER,C.L. Projed DIredorate 1-2. 92/07/06. 8pp. 62284:293-62284:300. 

-9207100116 Safety evaluation supporting amends 168 & 172 to licenses DPR-44 & 
DPR-66,respectively. 

* Office of Nuclear Reactor Regulation, Diredor (Post 870411). 92/07/06. 4pp. 
62284:301-62284:304. 

9207170036 Responds to NRC 920611 request for addI info re 920518 application for 
amends to Licenses DPR-44 & DPR-56,changing TS re frequency of insp & replace- 
ment of main steam safety valves & relief valves. 

BECK,Q.J. Philadelphia Bectric Co. 92/07/09. Document Control Branch (Document 
Control Desk). 5pp. 62456:336-62456:343. 

-9207170039 Proposed TS 3.6.D & 4.6.D re LCXOs & sun/eillance requirements for 
safety & relief valves,respediv6ly. 

* Philadelphia Electric Co. 92/07/09. 3pp, 62456:341-62456:343. 

9207200156 Forwards response to GL 92-01, Rev 1, “Reader Vessel Structural Integri- 
ty” & Rev 1 to GE Rept SASR 88-24, “PBAPS Unit 2 Vessel Surveillance Matls Test- 
ing & Fradure Toughness Analysis,” dtd Dec 1991. 

BECK,G.J. Philadelphia Eiedric Co. 92/07/10. Document Control Branch (Document 
Control Desk). 14pp. 62657:001-62657:282, 

-9207200158 “PBAPS Unit 2 Vessel Surveillance Matls Testing & Fracture Toughness 
Analysis.” 

BRANLUND,B.J., CAINE, T.A., RANGANATH.S. General Electric Co. SASR 88-24 R01. 
91/12/31. 136pp. 62657:015-62657:282. 

9207210136 Advises that changes to QA program description acceptable in that QA 
program continues to satisfy criteria of app B of 10CFR50. 

BEfrENHAUSEN,L Region 1 (Post 820201). 92/07/14. SMITH,D.M. Philadelphia 
Electric Co. 3pp. 62421 :070-62421 :072. 

9207230044 Discusses commitment extension re plant sunreillance testing improvement 
pro)ed,per 911120 Itr.Informs that Surveillance test cross-ref will not be completed 
until 921130 due to misplaced data. 

MILLER, D.B. Philadelphia Electric Co. 92/07/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62476:288-62476:289. 

9207230164 Responds to NRC question8,tran8mitted in 920623 Itr re util proposal to 
install dedicated power source from Conowingo Hydroeledric Power Station to facility 
onsite distribution sys & station blackout analysis. 

BECK,G.J. Philadelphia Eiedric Co. 92/07/17. Document Control Branch (Document 
Control Desk). Ip. 62479:317-62479:317. 
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9207230172 Requests temporary waiver of compliance from TS 3.14.D.2, ‘‘Fire Bar- 
riers" to approve use of CCTV as acceptable means of satisfying TS fire watch 
requirements. Hourly fire watch will continue until CCTV installed. 

BECK.G.J. Philadelphia Electric Co. 92/07/17. Document Control Branch (Document 
(Control Desk). 6pp. 62479:325-62479:330. 

9207280277 Rev 1 to TS Change Request 91 -02, revising TS re allpwable out-of-syc 
times for emergency svc water sys.Tech Spec change being resubmitted due to omis- 
sion in 920110 submittal. 

BECK,G.J. Philadelphia Electric Co. 92/07/20. Document Control Branch (Document 
Control Desk). 17pp. 62562:126-62562:155. 

-9207280281 Proposed TS 3.9.C & 4.9.C re out-of-svc times for emergency svc water 
sys. 

• Philadelphia Electric Co. 92/07/20. 13pp. 62562:143-62562:155. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010082 Forwards combined insp repts 50-277/92-11 & 50-278/92-11 on 920505- 
0608.Weakness noted re automatic depressurization sys safety relief valve Insulation 
& inservIce testing program cold shutdown valve testing. 

WENZINGER.E. Region 1 (Post 820201). 92/06/19. SMITH.D.M. Philadelphia Electnc 
Co. 3pp. 62143:242-62143:266. 

-9207010086 Insp repts 50-277/92-11 & 50-278/92-11 on 920505-0608.No violations 
noted.Major areas inspected:operational safety, radiation protection, physical 
security, CR activities, license events & surveillance testing. 

LYASH,J.J. Region 1 (Post 820201). 92/06/17. 21pp. 62143:245-62143:266. 

9207010064 Forwards safety Insp repts 50-277/92-12 & 50-278/92-12 on 920601- 
05.No violations observed.Notes that overall program observed to be strong. 
JOYNER,J.H. Region 1 (Post 820201). 92/06/22. SMITH, D.M. Philadelphia Electric 
Co. 4pp. 62143:162-62143:172. 

-9207010069 Insp repts 50-277/92-12 & 50-278/92-12 on 920601 -OS.No violations 
noted.Major areas inspected:radwaste & transportation, iricluding 
organization, staffing,training, shipping & processing records for recent radioactive 
matl. 

CHAWAGA,D., PASCIAK.W. Region 1 (Post 820201). 92/06/22. 4pp. 62143:166- 
62143:172. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. or New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207170038 Responds to NRC 920611 request for addl info re 920518 application for 
amends to licenses DPR-44 & DPR-56,changing TS re frequency of insp & replace- 
ment of main steam safety valves & relief valves. 

BECK,G.J. Philadelphia Electric Co. 92/07/09. Document Control Branch (Document 
Control Desk). 5pp. 62456:336-62456:343. 

-9207170039 Proposed TS 3.6.D & 4.6.D re LCOs & surveillance requirements for 
safety & relief valves.respectively. 

* Philadelphia Electric Co. 92/07/09. 3pp. 62456:341-62456:343. 

9207280170 Forwards insp repts 50-277/92-14 & 50-278/92-14 on 920704- 11. No vio- 
lations noted. 

WENZINGER.E. Region 1 (Post 820201). 92/07/20. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 62489:241-62489:265. 

-9207280175 Insp repts 50-277/92-14 & 50-278/92-14 on 920704-11. No violations 
noted.Major areas jnspectad:operational issues involving Unit 3 automatic reactor 
scram & issues re emergency planning. 

LYASH.J.J. Region 1 (Post 820201). 92/07/20. 21pp. 62489:244-62489:265. 

9207300224 Requests relief from current practice of auditing all major paragraphs of TS 
over four year period. Practice developed in response to NRC concerns documented in 
Insp Repts 50-352/84-21 & 60-352/84-56. 

BECK,GJ. Philadelphia Electric Co. 92/07/23. Document Control Branch (Document 
Control Desk). 2pp. 62593:205-62593:211. 


R. Periodic operating repoite & releted correspondence 


9207200184 Monthly operating repts for June 1992 for Peach Bottom Atomic Power 
Station.Unit8 2 & 3.W/920714 Hr. 

BARON, M.J.. MILLER, D.B. Philadelphia Electric Co. 92/06/30. 14pp. 62449:328- 
62449:341. 


V. Operator Examinatione 


0207230039 Notifies that effective 920629,DB Warfel permanently reassigned from posi- 
tion requiring NRC License (SOP-38S1-4). Requests that license be terminated. 
POWERS, K. Philadelphia Electric Co. 92/07/17. Document Control Branch (Document 
Control Desk). 2pp. 62476:344-62476:345. 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plant 

9207010082 Forwards combined insp repts 50-277/92-1 1 & 50-278/92-1 1 on 920505- 
0608.Weakness noted re automatic depressurization sys safety relief valve insulation 
& Inservice testing program cold shutdown valve testing. 

WENZINGER.E. Region 1 (Post 820201). 92/06/19. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 62143:242-62143:266. 

-9207010086 Insp repts 50-277/92-1 1 & 50-278/92-1 1 on 920505-0608.No violations 
noted.Major areas inspected:operational safety, radiation protection.physical 
security, CR activities, license events & surveillance testing. 

LYASH,J.J. Region 1 (Post 820201). 92/06/17. 21pp. 62143:245-62143:266. 

9207170230 Forwards public version of revised emergency response procedures 
(ERP).jncluding revs 80 & 81 to ERP Index, rev 17 to ERP-140 app l.rev 6 to ERP- 
110, rev 1 to ERP-205,rev 10 to ERP-250 & rev 3 to ERP-520.W/920714 release 
memo. 

BECK,G.J. Philadelphia Electric Co. 92/06/19. Document Control Branch (Document 
Control Desk). 3pp. 62403:125-62403:197. 

-9207170237 Public version of revised emergency response procedures, including revs 
80 & 81 to ERP index, rev 17 to ERP-140 app 1, rev 6 to ERP-110,rev 1 to ERP- 
205, rev 10 to ERP-250.rev 3 to ERP-520 & rev 5 to ERP-700. 

* Philadelphia Electric Co. 92/06/19. 70pp. 62403:128-62403:197. 

9207020310 Forwards scenario package for PBAPS, units 2 & 3 re annual emergency 
preparedness exorcise.scheduled for 920826,W/o end. 

BECK,G.J. Philadelphia Electric Co. 92/06/26. Document Control Branch (Document 
Control Desk). 2pp. 62234:345-62234:346. 

9207100227 Rev 82 to Emergency Response Procedure (ERP) ERP-410, “Chemistry 
Sampling & Analysis Team." W/920702 Itr. 

BECK,G.J. Philadelphia Electric Co. 92/07/02. 22pp. 62366:093-62366:114. 

9207280310 Forwards proprietary response to request for info re use of security 
computer.Response withheld (ref 10CFR2.790(a)). 

SMlfH,D.M. Philadelphia Electric Co. 92/07/15. Document Control Branch (Document 
Control Desk). 3pp. 62568:337-62568:339. 

9207230172 Requests temporary waiver of compliance from TS 3.14.D.2, "Fire Bar- 
riers” to approve use of CCTV as acceptable means of satisfying TS fire watch 
requirements. Hourly fire watch will continue until (XTV installed. 

BECK,G.J. Philadelphia Electric Co. 92/07/17. Document Control Branch (Document 
Control Desk). 6pp. 62479:325-62479:330. 

9207240020 Concludes that proposed CCTV sys will provide acceptable means of 
meeting TS requirement for continuous fire watch, In response to request for tempo- 
rary waiver of compliance from TS 3.14.D.2 & request for equivalent measures. 
CALVO,J.A. Assistant Director for Region I Reactors. 92/07/17. SMITH.D.M. Philadel- 
phia Electric Co. 4pp. 62482:357-62^2:360. 

9207280170 Forwards insp repts 50-277/92-14 & 50-278/92-14 on 920704- 11, No vio- 
lations noted. 

WENZINGER.E Region 1 (Post 820201). 92/07/20. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 62489:241-62489:265. 

-0207280175 Insp repts 50-277/92-14 & 50-278/92-14 on 920704-11. No violations 
noted.Major areas Inspectedroperatlonal issues involving Unit 3 automatic reactor 
scram & issues re emergency planning. 

LYASH.J.J. Region 1 (Post 820201). 92/07/20. 21pp. 62489:244-62489:265. 

9207310183 Rev 3 to "Poach Bottom Units 2 & 3/Umorick Units 1 & 2 Emergency 
Communications Plan Irnplementing Procedure." W/ 920724 Itr. 

BECK,G.J. Philadelphia Electric Co. 92/07/24. 30pp. 62636:326-62636:355. 


K. Utility Final Safety Analyala Report (F8AR) & amende 


0207240144 Forwards Rev 10 of "Peach Bottom Atomic Power Station UFSAR," con- 
taining annual rev of QA program deacrlption.per 10CFR50,64(a)(3)). 

SMITH.D.M- Philadelphia Electric Co. 92/07/20. Document Control Branch (Document 
Control Desk). 12pp. 62521:001-62523:132. 

-0207240211 Rev 10 of "Peach Bottom Atomic Power Station UFSAR." 

• Philadelphia Electric (Do. 92/01/31. 880pp. 62521:013-62523:132. 


P. Operating llcanae atage documenta & correapondenoe 

9207080120 Final response to FOIA request for documents-App A documents end & 
being made available In PDR.Portlons of app A records withheld (ref FOIA exemption 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc, 3pp. 82324:002- 
62324:303. 

-6606190330 Summary of 860423-24 mgt meeting at Region III ofc re licensee 
performance, evaluation of plant discussions & fitness for duty.Task assignments & list 
of attendees end. 

SNIEZEK,J.H. Regional Operations & Generic Requirements. EDO (Pre 870413). 86/ 
05/13. DAVIS, J.G. Office of Nuclear Material ^fety & Safeguards. 11pp. 62324:005- 
62324:015. 

-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. 2ECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 
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-92070S02S3 Provides details of discussions re Peach Bottom during NRC senior man- 
agers meeting on 871117 & IS.Facility categorized as requiring substantial improve- 
ment. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. AUSTIN.J.H. 
Philadelphia Electric Co. 17pp. 62324:035-62324:051. 

-©207080291 Summary of 880628-29 NRC senior mat meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880/13 Commission meeting also enci. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

"9207090044 Provides summary of discussions re Peach Bottom during NRC senior 
managers meeting on 880628 & 29.Facllity was categorized as requiring substantial 

irnprovement 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. PAQUETTE, J. 
Philadelphia Electric Co. 2pp. 62324:057-62324:058. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

"9207090287 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

"9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior rngt meeting & itrs to be sent to licensees of plants that will be discussed at 
900215 Commission meeting. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9207060257 Requests apgroval of end revised changes to QA program descriptions, per 
920608 discussions w/NRC.Procedure change tracking 8 trerxnng process, specHbd 
in jprojQOsed change, being put into effect. 

BbCK,G.J. Philadelphia Sectric Co. 92/06/19. Document Ckjntrol Branch (Document 
Control Desk). 12pp. 62254:266-62254:276. 

9207020032 Forwards request for add! info & results of discussions between PECO & 
NRC re mods to on-site power capability for plant. 

MILLER.C.L. Project DirectorateTz. 92/06/23. SMITH, D.M. Philadelphia Electric Co. 
8pp. 62194:02542194:032. 

9207020104 Discusses licensee commitment to completing testing program in response 
to generic Itr 89-10, “Safety-Related MOV Testing & Surveillance. ' 

SHEA.J.W. Project Directorate 1-2. 92/06/25. BECK.G.J. Philadelphia Electric Co. 5pp. 
62183:346-62183:350. 

9207100097 Forwards amends 168 & 172 to licenses DPR-44 & DPR-56, respectively & 
safety evaluation. Amends modify requirements of TS section 4.5.F.1 re inoperability of 
EDGs. 

SHEA,J.W. Project Directorate 1-2. 92/07/06. BECK,G.J. Philadelphia Electric Co. 3pp. 
62284:290-62284:304. 

"9207100102 Amends 168 & 172 to licenses DPR-44 & DPR-56,re8pectively, modifying 
requirements of TS section 4.5.F.1 re inoperability of EDGs. 

MiLLER,C.L. Project Directorate i-2. 92/07/06. 8pp. 62284:293-62284:300. 

-9207100116 Safety evaluation supporting amends 168 & 172 to licenses DPR-44 & 
DPR-56 respectively 

* Office orNuclear Reactor Regulation, Director (Post 870411). 92/07/06. 4pp. 
62284:301-62284:304. 

9207170038 Responds to NRC 920611 request for addi info re 920518 application for 
amends to Licenses DPR-44 & DPR-56, changing TS re frequency of insp & replace- 
ment of main steam safety valves & relief valves. 

BECK,G.J. Philadelphia Electric Co. 92/07/09. Document Control Branch (Document 
Control Desk). 5pp. 62456:336-62456:343. 

"9207170039 Proposed TS 3.6.D & 4.6.D re LCOs & surveillance requirements for 
safety & relief valve8,re8pectively. 

* Philadelphia Electric Co. 92/07/09. 3pp. 62456:341-62456:343. 

9207200156 Forwards response to GL 92-01, Rev 1, "Reactor Vessel Structural Integri- 
ty” & Rev 1 to GE Rept SASR 88-24, “PBAPS Unit 2 Vessel Surveillance Matls Test- 
ing & Fracture Toughness Analysis,” dtd Dec 1991. 

B£CK,Q.J. Philadelphia Electric Co. 92/07/10. Document Control Branch (Document 
Control Desk). 14pp. 62657:001-62657:282. 

9207210136 Advises that changes to QA program description acceptable in that QA 
program continues to satisfy cnteria of app B of 10CFR50. 

BEfTENHAUSEN,L. Region 1 (Post 820201). 92/07/14. SMITH,D.M. Philadelphia 
Electric Co. 3pp. 62421:070-62421:072. 

9207230044 Discusses commitment extension re plant surveillance testing improvement 
projecLper 911120 Itr.Informs that Surveillance test cross-ref will not be completed 
until 921130 due to misplaced data. 

MiLLER.D.B. Philadelphia Electric Co. 92/07/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62476:288-62476:289. 

9207230164 Responds to NRC questions.transmitted in 920623 itr re util proposal to 
install dedicated power source from (Donowingo Hydroelectric Power Station to facility 
onsite distribution sys & station blackout analysis. 

BECK,G.J. Philadelphia Electric Co. 92/07/17. Document Control Branch (Document 
Control Desk). 1 p. 62479:31 7-62479:31 7. 

9207230172 Requests temporary waiver of compliance from TS 3.14.D.2. "Fire Bar- 
riers” to approve use of CCtV as acceptable means of satisfying TS fire watch 
requirement8.Hourly fire watch will continue until CCTV installed. 

B£CK,G.J. Philadelphia Electric Co. 92/07/17. Document Control Branch (Document 
Control Desk). 6pp. 62479:325-62479:330. 

9207280277 Rev 1 to TS Change Request 91-02,revising TS re allowable out-of-svc 
times for emergency svc water 8y8.Tech Spec change being resubmitted due to omis- 
sion in 920110 submittal. 

BECK,G.J. Philadelphia Electric Co. 92/07/20. Document Control Branch (Document 
Control Desk). 17pp. 62562:126-62562:155. 


"9207280281 Proposed TS 3.9.C & 4.9.C re out-of-svc times for entergency svc water 
sys. 

* Philadelphia Electric Co. 92/07/20. 13pp. 62562:143-62562:155. 


Q. Inspection reports, IE Bulletins Ik correspondence 

9207010082 Forwards combined insp repts 50-277/92-11 & 50-278/92-11 on 920505- 
0608.Weakness noted re automatic depressurization sys safety relief valve insulation 
& InservIce testing program cold shutdown valve testing. 

WENZINGER.E. Region 1 (Post 820201). 92/06/19. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 62143:242-62143:266. 

"9207010086 Insp repts 50-277/92-11 & 50-278/92-11 on 920505-0608.No violations 
noted-Major areas inspected:operational safety, radiation protection.physical 
security.CR activities, license events & surveillance testing. 

LYASH,J.J. Region 1 (Post 820201). 92/06/17. 21pp. 62143:245-62143:266. 

9207010064 Forwards safety insp repts 50-277/92-12 & 50-278/92-12 on 920601- 
05.No violations observed.Notes that overall program observed to be strong. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/22. SMITH.D.M. Philadelphia Electric 
Co. 4pp. 62143:1&-621 43:172. 

"9207010069 Insp repts 50-277/92-12 & 50-278/92-12 on 920601-06.No violations 
noted.Major areas inspected:radwast6 & transportation.including 
organization, staffing, training, shipping & processing records for recent radioactive 
mati. 

CHAWAGA,D., PASCIAK.W. Region 1 (Post 820201). 92/06/22. 4pp. 62143:166- 
62143:172. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Diviston of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, tnc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-82480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
C^ase Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207170036 Responds to NRC 920611 request for addI info re 920518 application for 
amends to Licenses DPR-44 & DPR-56,changing TS re frequency of insp & replace- 
ment of main steam safety valves & relief valves. 

BECK,G.J. Philadelphia Electric Co. 92/07/09. Document Control Branch (Document 
Control Desk). 5pp. 62456:336-62456:343. 

"9207170039 Proposed TS 3.6.0 & 4.6.D re LCOs & surveillance requirements for 
safety & relief valves, respectively. 

• Philadelphia Electric Co. 92/07/09. 3pp. 62456:341-62456:343. 

9207280170 Forwards insp repts 50-277/92-14 & 50-278/92-14 on 920704- 11. No vio- 
lations noted. 

WENZINGER.E. Region 1 (Post 820201). 92/07/20. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 62489:241-62489:265. 

"9207280175 Insp repts 50-277/92-14 & 50-278/92-14 on 920704-11. No violations 
noted.Major areas inspected:operational issues involving Unit 3 automatic reactor 
scram & issues re emergency planning. 

LYASH.JJ. Region 1 (Post 820201). 92/07/20. 21pp. 62489:244.62489:265. 

9207300224 Requests relief from current practice of auditing all major paragraphs of TS 
over four year period.Practice developed in response to NRC concerns documented in 
Insp Repts 50-352/84-21 & 50-352/84-56. 

BECK,G.J. Philadelphia Electric Co. 92/07/23. Document Control Branch (Document 
Control Desk). 2pp. 62593:205-62593:211. 


R. Periodic operating reports & related correspondence 


9207200184 Monthly operating repts for June 1992 for Peach Bottom Atomic Power 
Station.Units 2 & 3.W/920714 Itr. 

BARON, M.J.. MILLER.D.B. Philadelphia Electric Co. 92/06/30. 14pp. 62449:328- 
62449:341. 


S. Reportable occurrences, LERe & related correspondence 

9207160354 Summary of operating reactors events meeting 92-10 on 920708 re select- 
ed events occurring since last briefing on 920701 .List of attendees.s^ificant ele- 
ments of discussed events & reactor scram statistics for wk ending 920705 sncl. 
CHAFFEE, A.E. Events Assessment Branch. 92/07/10. ROSSI.C.E. Division of Oper- 
ational Events Assessment (Post 870411). 15pp. 62396:039-82396:053. 

9207240166 LER 91-01 7-01 :on 910924.MSRV SV wiring insulation was discovered to be 
degraded due to improper installation. Caused by temp increase from insulation 
in8tallation.Thermal insulation was property reinstalled. W/920720 Itr. 

FULVIO,A.A.. POWERS.K. Philadelphia Electric Co. 92/07/20. 7pp. 62520:316- 
62520:322. 

9207270027 LER 92-004-00:on 920625, HPCI sy declared inoperable due to high water 
level in turbine casing.Level in HPCI turbine exhaust drain pot will be monitored & 
maintained at normal icwel using drain vatve.W/920721 Itr. 

FULVIO.A.A.. POWERS.K. Philadelphia Electric Co. 92/07/21. 4pp. 62520:288- 
62520:292. 
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V. Operator Examinations 

920723CKJ39 Notifies that effective 920629, DB Warfel permanently reassigned from posi- 
tion requiring NRC License (SOP-3851 -4). Requests that license be terminated. 
POWERS, K. Philadelphia Electric Co. 92/07/17. Document Control Branch (Document 
Control Desk). 2pp. 62476:344-62476:345. 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. SecuHty, medical, emergency A fire protection plana 

9207270302 Final response to FOIA request for documents re 910827 incident involving 
pump motor & release of approx five gallons of low level radioactive water.Fonwards 
A documents which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/13. GARDNER, M.J. Clark & Stant, P.C. 3pp. 62546:070-62646:208. 

-9207280194 Partially deleted one liners for 910830. 

STOHR.J.P. Region 2 (Post 820201). 91/11/13. EBNETER.S.D. Region 2 (Post 
820201). 3pp. 62546:182-62546:184. 

-9207280214 Expresses appreciation for group participation in Region il response to 
plant transportation event.Requests that critique items from response be forwarded to 
be included In lessons leamed.Info requested before 910904. 

HUFHAM.J. Region 2 (Post 820201). 91/08/30. MILHOAN.J. Region 2 (Post 820201). 
Ip. 62646:196-62546:208. 

9207020235 Forward Initial SALP Repts 50-280/92-10 & 50-281/92-10 for stated 
period.Performance in four functional areas rated superior & other areas received rat- 
ings of good. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/09. STEWART. W.L Virginia Power 
(Virginia Electric & Power Co.). 4pp. 62249:039-62249:072. 

-9207020238 Initial SALP Repts 50-280/92-10 & 50-281/92-10 for stated period ending 
920404.Major areas evaiuated:piant operations, radiological controls, emergency 
preparedness, maint/ surveillance.security & engineering/technical support. 

• Region 2 (Post 820201). 92/06/09. 30pp. 62249:043-62249:072. 

9207240026 Revised EPIPs, including rev 8 to EPlP-1.02,rev 10 to EPIP-1.03,rev 10 to 
EPlp.1.04.rev 12 to EPlP-1 .05,rev 3 to EPIP-4.04,rev 3 to EPlP-4.24 & rev 2 to EPIP- 
4.25.W/920716 Itr. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 92/07/16. 76pp. 
62481:261-62482:004. 

9207280317 Forwards safety evaluation of revised post-fire safe shutdown methodology. 
BUCKLEY.B.C. Project Directorate 11-2. 92/07/23. STEWART. W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 2pp. 62528:310-62528:325. 

-9207280320 Safety evaluation re revised post-fire safe shutdown methodology. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/23. 14pp. 
62528:312-62528:325. 


P. Operating license stage documents & correspondence 


9207080120 Final response to FOIA request for documents.App A documents end & 
^ing made available in PDR. Portions of app A records withheld (ref FOIA exemption 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890206). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 


-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itis to be sent to licensees of plants that will be discuss^ at 890601 
Commission meeting.Details withhold. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. 2ECH Commis- 
sioners (Post 750119). 72pp. 62324:1 1 1-62324:143. 

-9207090146 Provides Commission w/summary of discussions held at 900612- 13 NRC 
senior rrwt meeting & Itrs to be sent to licensees of plants that will be discussed at 
900627 Commission meeting. Portions of discussion summary partially withheld. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/06/21. CARR Commis- 
sioners (Post 750119). 34pp. 62324:183-62324:217. 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 
900215 CJommission meeting. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:102. 


9207270302 Final response to FOIA request for documents re 910827 Incident involving 
pump motor & release of approx five gallons of low level radioactive water, Forwards 
app A documents which are being made available In PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890206). 91/11/13. GARDNER, M.J. Clark $l Stant, P.C. 3pp. 62546:070-62546:208. 

-9M7270325 Rev 1 to Procedure Change 91-5 to Procedure HP-7.1.40, "Packaging & 
Shipment of Radioactive Matl,” 

* Virginia Power (Virginia Electric & Power Co.). 01/04/09, 86pp. 62546:073- 
62646:181. 


-9207260196 Partially deleted items of interest for wk ending 910830. 

62^-196^ (Post 820201). 91/08/30. Region 2 (Post 820201). 11pp. 62646:185- 


9^7300005 "Reactor Containment Bldg Integrated Leak Rate Test, Surry Power 
Station,Unit 1 . ' W/920724 Itr, 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 92/04/30. 72dd- 
62619:239432619:909 


-9207010133 Rev 0 to Technical Rept NE-893, "Surry, Unit 1, Cycle 11 Core Perform- 
ance Rept.” 

NGUYEN, T.T., PSUIK.T.S., DZIADOSZ.D. Virginia Power (Virginia Electric & Power 
Co.). NE-893 ROO, 92/05/31 . 54pp. 62265:262-62265:31 7. 


9207020139 Commits to maintain five elements of Section 1.2 of Reg Guide 1 155 
"SBC," pending resolution & upon resolution of Generic Issue B-56. "EDG Reliabil- 
ity," per NRC supplemental SE provided w/920312 Itr approving stated SBO submit- 
tals. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 92/06/24. Document 
Control Branch (Document Control Desk). 3pp. 62219:347-62219:349. 


9207060069 Informs that 911220 response to GL 88-20, suppi 4 concerning IPEEE at 
facility acceptable. 

BUCKLEY.B.C. Project Directorate 11-2. 92/06/24. STEWART.W.L. Virainia Power A/ir 
ginia Electric & Power Co.). 3pp. 62204:203-62204:205. ^ 

9207140304 Grants relief from hydrostatic test requirements of 1980 addenda of section 
XI of ASME Boiler & Pressure vessel Code & forwards SE re subj. 

BERKOW.H.N. Project Directorate 11-2. 92/06/24. STEWART.W.L. Virginia Power (Vir. 
ginia Electric & Power Co.). 2pp. 62378:218-62378:221. ' 


-9207140306 Safety evaluation approving request for relief from hydrostatic test re- 
quirements for facility. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/24 2nn 
62378:220-62378:221. ‘ 


9207090290 Grants interim relief from section XI of ASME Boiler & Pressure Vessel 
C3ode for certain components in control room envelope air conditioning sys which was 
identified in 910322 submittal.as supplemented 920226. 

BERKOW.H.N. Project Directorate il-2. 92/06/26. STEWART.W.L Virginia Power A/ir 
ginia Electric & Power Co.). 3pp. 62271:200-62271:209. ^ 

-9207090296 Safety evaluation re 1ST program & request for relief for plant. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/26 7nn 
62271:203-62271:209. 


9207140293 Grants relief from repair requirements for threaded connections in class 1 
& 2 piping, as specified in const code & forwards SE re subj. 

BERKOW.H.N. Project Directorate 11-2. 92/06/26. STEWART.W.L. Virginia Power A/ir. 
ginia Electric & Power Co.). 3pp. 62378:212-62378:217. ' 


-9207140295 Safety evaluation approving request for relief from const code ASA 
B31.1,code cases N-3 requirements for threaded connections in nuclear pipe at plant 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 92/06/26 -inn’ 
62378:215-62378:217. 


9207060227 Forwards BAW-2166, "B&W Owners Group Response to Generic Ltr 92- 
01," to assess util compliance w/generic Itr re reactor vessel matls surveillance oro- 
gram & unirradiated & Irradiated properties of reactor vessel matls. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/06/29 Document 
Control Branch (Document Control Desk). 3pp. 62248:172-62248:246. 

9207230218 Forwards request for addi info re Individual plant exam submittal for generic 
issue GI-23 & draft reg guide DG-1008. Response to request should be submitted 
within 30 days of Itr receipt. 

BUCKLEY.B.C. Project Directorate 11-2. 92/07/17. STEWART.W.L Virginia Power A/lr- 
ginia Electric & Power Co.). 25pp. 62459:123-62459:147. ' 

9207300113 Accepts licensee clarification that normal source of power supply to Class 
IE buses is through reserve station svc transformors.per 920624 submittal In re- 
sponse to reg guide 1.155 on SBO pending resolution of Generic Issue B-56 
BUCKLEY.B.C. Project Directorate I1-2. 92/07/22. STEWART.W.L. Virginia Power A/ir. 
ginia Electric & Power Co.). 2pp. 62580:327-62580:328. ^ ^ 


Q. Inspection reports. IE Bulletins & correspondence 

9207260122 Notification of 920610 enforcement conference w/uti( to discuss util correc- 
tive action that failed to prevent recurrence of significant degradation of high head 
safety Injection sys. ^ 

2 (Post 820201). 2pp. 

9207020235 Forward Initial SALP Repts 50-280/92-10 & 50-281/92-10 for slated 
p«ric^^Pe«^*'mance In four functional areas rated superior & other areas received rat- 

eSnEtIr $.D. Region 2 (Post 820201). 92/06/08. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 4pp. 62249:039-62249:072. ^ 

50-280/92-10 a 50-281/92-10 for stated period ending 
920404.Major areas evauated:plant operations, radiological controls, emergency 

preparedness, maint/ surveillance.security & engineering/technica! support. 

* Region 2 (Post 820201). 92/06/09. 30pp. 62249:043%2249:072. ^ 

9207010270 Forwards summary of 920610 enforcement conference to discuss Inso 
Repts 50-280/92-12 & 50-281/92-12 re ability of automatic start feature of charglnj 
Jf^ction dunng potential DBA.List of attendees & viewgraphs end 
R^ES.LA. Region 2 (Post 820201). 92/06/19. STEWART.W.L Virginia Power (Vir- 
ginia Electric & Power Co.). 32pp. 62231:001-62231:032. ' 

9^2^193 NRC Info Notice 92-047. "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features. 

ROSSI, C.E. Division of Opwational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison CJo. of New York, Inc. 4pp. 62480:018-62480:021. 

JULiXn.OA. RMion 2 (Post 020201). 92/06/30. STEWART.W.L Virginia Power (Vlr- 
ginia Electric & Power Co.). 3pp. 62299:163-62299:166. “ ' 


9^7010127 Forwards Rev 0 to Technical Rept NE-893, "Surry Unit 1, Cycle 11 Core 
Performance Rept" for Info. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 92/06/24. Document 
Control Branch (Document Control Desk). Ip. 62265:261-62265:317. 


92071400W Forwards insp repts 50-280/92-13 & 50-281/92-13 on 92O51OKJ0O8 & 
notice of vtolation. 

820201). 92/07/01. STEWART.W.L Virginia Power (Vk- 
ginia Electnc & Power Co.). 3pp. 62299:101-62299:1 19. ^ ^ 
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-8207140036 Notice of violation from insp on 92061 0-0606. Violation hotedrsafety eval- 
uations were not performed for procedures that operated plant sys differently than de- 
scribed in UFSAR. 

* Region 2 (Post 820201). 92/07/01. 1p. 62299:104-62299:104. 

-9207140044 Insp repts 50-280/92-13 & 50-281/92-13 on 920510-0606. Violations 
noted.Major areas inspected:operations,nniaint, surveillance.LERs, action on previous 
insp items & safety assessment. 

BRANCH.M.W., YORK.J.W.. TINGEN.S.G. Region 2 (Post 820201). 92/07/01. 15pp. 
62299:105-62299:119. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

0206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140074 Ack receipt of 920529 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-280/92-07 & 50-281 /92-07. 

SINKULE,M.V. Region 2 (Post 820201). 92/07/02. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 62299:238-62299:239. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of Now York, Inc. 6pp. 62480:001-62480:006. 

9207240013 EN-92-051A:on 92071 3,notice of proposed imposition of civil penalty in 
amount of $50,000 instead of initial amount of $62,500 issued, based on reevaiuation 
of ^plied escalation & mitigation factors associated w/EA-91-114. 

TRO$KOSKI,W., LIEBERMAN,J. Ofc of Enforcement (Post 870413). 92/07/13. Ip. 
62587:116-62587:116. 


R. Periodic operating reports & reiated correspondence 

9207170100 Monthly operating repts for Juno 1992 for Surry Unit 1. W/920713 Itr. 
NEGRON,M.A., StEWART,W.L. Virginia Power (Virginia tlectrlc & Power Co.). 92/06/ 
30. 21pp. 62440:251-62440:272. 

9207200209 Informs that delay in mailing groundwater withdrawal rept for first quarter 
1992 due to delays experienced in internal routing procedures for such 
correspondence,in response to 920630 Itr.Rept sent on 920505 instead of due date 
920420. 

MARSHALL,B.M. Virginia Power (Virginia Electric & Power Co.). 92/07/10. 
SINHA,B.N. Virginia, Commonwealth of. Ip. 62451:321-62451:321. 


S. Reportable occurrences, LERs & related correspondence 

9207100117 Special reptwaste gas decay tank monitoring instrumentation out of svc for 
more than 30 days as result of replacement of pressure sensors due to instrument 
drift.Replacement pumps received in June 1992.Updated rept to be sent by 920731. 
STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 92/07/03. Region 2 
(Post 820201). 4pp. 62331:243-62331:246. 

9207290419 LER 92-003-02:on 92021 4.determined that certain ESF sys logic acutation 
relays not fully tested per TS.Caused by inadequate testing methodology.Surveillance 
procedures for channel functional test cnanged.W/920724 Itr. 
kANSLER,M.R. Virginia Power (Virginia Electric & Power Co.). 92/07/24. 7pp. 
62587:317-62587:324. 
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F. Security, medical, emergency & fire protection plans 

9207270302 Final response to FOIA request for documents re 910827 incident involving 
pump motor & release of approx five gallons of low level radioactive water.Forwards 
ai^ A documents which are being made available in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Sendees (Post 
890205). 91/11/13. GARDNER,M.J. Clark A Stant, P.C. 3pp. 62546:070-62546:208. 

-9207280194 Partially deleted one liners for 91 0630. 

STOHR.J.P, Region 2 (Post 820201). 91/11/13. EBNETER,S.D. Region 2 (Post 
820201). 3pp. 62546:182-62546:184. 

-9207280214 Expresses appreciation for group participation in Region II response to 
plant transportation eventRequests that critique items from response be forwarded to 
be included in lessons leamed.Info requested before 910904. 

HUFHAM,J. Region 2 (Post 820201), 91/08/30. MILHOAN,J. Region 2 (Post 820201). 
Ip. 62546:196-62546:208. 

9207020235 Forward Initial SALP Repts 50-280/92-10 & 50-281/92-10 for stated 
jjeriodP^^rmance in four functional areaa rat^ superior & other areas received rat- 

E^NCTiR^b. Region 2 (Post 820201), 92/06/09. STEWART,W.L Virginia Power 
(Virginia Electric & Power Co.). 4pp. 62249:039-62249:072. 

-9207020238 Initial SALP Repts 50-280/92-10 & 50-281/92-10 for stated period ending 
920404.Major areas evaluated:plant operations, radiological controls,emerg6ncy 
preparednes8,maint/ surveillance.8ecurity & engineering/technical support. 

* Region 2 (Post 820201). 92/06/09. 30pp. 62249:043-62249:072. 

9207240028 Revised EPIPs,lncluding rev 8 to EPIP-1.02,rev 10 to EPIP-1 .03,rev 10 to 
EPIP-1.04,rev 12 to EPIP-1 .OS.rev 3 to EPIP-4.04,rev 3 to EPIP-4.24 & rev 2 to EPIP- 
4.25.W/920716 Itr. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 92/07/16. 76pp. 
62481:261-62482:004. 

9207280317 Forwards safety evaluation of revised post-fire safe shutdown methodology. 
BUCKLEY, B.C. Project Directorate 11-2, 92/07/23. STEWART,W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 2pp. 62528:310-62528:325. 


-9207280320 Safety evaluation re revised post-fire safe shutdown methodology. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/23. 14ppi 
62528:312-62528:325. 


P. Operating license stage documents A correspondenc® 

9207080120 Final response to FOIA request for docurTvent$.App A documents enci & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5 )' 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-9207090114 Provides Commission w/ summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO,V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 7501 1 9). 72pp. 62324:1 1 1 -62324:1 43. 

—9207090146 Provides Commission w/summary of discussions held at 900612- 13 NRC 
senior rngt meeting & Itrs to be sent to licensees of plants that will be discussed at 
900627 Commission meeting. Portions of discussbn summary partially withheld. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/06/21. CARR CJommis- 
sloners (Post 750119). 34pp. 62324:183-62324:217. 

—9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 
900215 Commission meeting. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9207270302 Final response to FOIA request for documents re 910827 incident involving 
pump motor & release of approx five gallons of low level radioactive water.Forwards 
a|w A documents which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/13. GARDNER,M.J. Clark & Stant, P.C. 3pp. 62546:070-62546:208. 

-9207270325 Rev 1 to Procedure Change 91-5 to Procedure HP-7.1.40, "Packaging & 
Shipment of Radioactive Matl." 

* Virginia Power (Virginia Electric & Power Co.). 01/04/09, 86pp. 62546:073- 
62546:181. 

-9207280196 Partially deleted items of interest for wk ending 910830. 

* Region 2 (Post 820201). 91/08/30. Region 2 (Post 820201). 11pp. 62546:185- 
62546:195. 

9207020139 Commits to maintain five elements of Section 1.2 of Reg Guide 1.155, 
"SBC,” pending resolution & upon resolution of Generic Issue B-56, "EDG Reliabil- 
ity," per NRC supplemental SE provided w/920312 itr approving stated SBC submit- 
tals. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 92/06/24. Document 
Control Branch (Document Control Cjesk). 3pp, 62219:347-62219:349. 

9207060069 Informs that 911220 response to GL 88-20,8Uppi 4 concerning IPEEE at 
f&cility flcc 0 pt&bl 0 <* 

BUCKLEY, B.C. Project Directorate 11-2. 92/06/24. STEWART, W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 3pp. 62204:203-62204:205. 

9207090290 Grants interim relief from section XI of ASME Boiler & Pressure Vessel 
Code for certain components in control room envelope air conditioning sys, which was 
identified in 910322 submittal,as supplemented 920226. 

BERKOW,H.N. Project Directorate 11-2. 92/06/26. STEWART,W.L Virginia Power (Vir- 
ginia Electric & Power Co.). 3pp. 62271 :200-62271 :209. 

-9207090296 Safety evaluation re iST program & request for relief for plant 

Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/26. 7pp. 
62271:203-62271:209. 

9207140293 Grants relief from repair requirements for threaded connections in class 1 
& 2 piping,a8 specified in const code & fonwards SE re subj. 

BERKOW.H.N. Project Directorate 11-2, 92/06/26. STEWART,W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 3pp. 62378:212-62378:217. 

-9207140295 Safety evaluation approving request for relief from const code ASA 
B31.1,cod6 cases N-3 requirements for threaded connections in nuclear pipe at plant 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/06/26. 3pp. 
62378:215-62378:217. 

9207060227 Forwards BAW-2166, "B&W Owners Group Response to Generic Ltr 92- 
01," to assess util compliance w/generic itr re reactor vessel matls surveillance pro- 

§ ram & unirradiated & irradiated properties of reactor vessel matls. 

TEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/06/29. Document 
Control Branch (Document Control [Desk). 3pp. 62248:172-62248:246. 

9207230218 Forwards request for addi info re individual plant exam submittal for generic 
issue GI-23 & draft reg guide DG-1008. Response to request should be submitted 
within 30 days of Itr receipt 

BUCKLEY,B.C. Project Directorate 11-2. 92/07/17. STEWART, W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 25pp. 62459:123-62459:147. 

9207300113 Accepts licensee clarification that normal source of power supply to Class 
1E buses is through reserve station svc transformers, per 920624 submittal in re- 
sponse to reg guide 1.155 on SBO pending resolution of Generic Issue 6-56. 
BUCKLEY,B.C. Project Directorate fl-2. 92/07/22. STEWART,W.L Virginia Power (Vir- 
ginia Electric & Power Co.). 2pp. 62580:327-62580:328. 


Q. Inspection reports, IE Bulletins & correspondence 

9207280122 Notification of 920610 enforcement conference w/util to discuss util correc- 
tive action that failed to prevent recurrence of significant degradation of high head 
sflfotv ini 0 ctlon svs 

FREDRICKSON, P. Region 2 (Post 820201). 92/06/05. Region 2 (Post 820201). 2pp. 
62488:359-62488:360. 
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9207020235 Forward Initial SALP Repts 50-280/92-10 & 50-281/92-10 for stated 
period.Performance in four functional areas rated superior & other areas received rat- 
ings of good. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/09. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 4pp. 62249:039-62249:072. 

-9207020238 Initial SALP Repts 50-280/92-10 & 50-281/92-10 for stated period ending 
920404.Major areas evaluated:plant operations, radiological controls, emergency 
preparedness,maint/ surveillance, security & engineering/technical support. 

• Region 2 (Post 820201). 92/06/09. 30pp. 62249:043-62249:072. 

9207010270 Forwards summary of 920610 enforcement conference to discuss Insp 
Repts 50-280/92-12 & 50-281/92-12 re ability of automatic start feature of charging/ 
SI pumps to function during potential OBA.List of attendees & viewgraphs end. 

REYES, LA. Region 2 (Post 820201). 92/06/19. STEWART, W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 32pp. 62231:001-62231:032. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9207140030 Forwards Insp repts 50-280/92-13 & 50-281/92-13 on 920510-0606 & 
notice of violation. 

S1NKULE,M. Region 2 (Post 820201). 92/07/01. STEWART,W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 3pp. 62299:101-62299:119. 

-9207140036 Notice of violation from insp on 92051 0-0606. Violation noted:safoty eval- 
uations were not performed for procedures that operated plant sys differently than de- 
scribed in UFSAR. 

* Region 2 (Post 820201). 92/07/01. Ip. 62299:104-62299:104. 

-9207140044 Insp repts 50-280/92-13 & 50-281/92-13 on 920510-0606. Violations 
noted.Miyor areas inspected:operations,maint, surveillance, LERs,action on previous 
insp Herns & safety assessment. 

BRANCH,M.W., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 92/07/01. 15pp. 
62299:105-62299:119. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140074 Ack receipt of 920529 Itr informing NRC of steps taken to correct violations 
noted in Insp repts 50-280/92-07 & 50-281/92-07. 

SINKULE.M.V. Region 2 (Post 820201). 92/07/02. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 62299:238-62299:239. 

9207020233 NRC info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case CircuH Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. or New York, Inc. 6pp. 62480:001-62480:006. 


R. Periodic operating reports & reiated correspondence 

9207170100 Monthly operating repts for Juno 1992 for Surry Unit 1. W/920713 Itr. 
NEGRON, M.A., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/06/ 
30. 21pp. 62440:251-62440:272. 

9207200209 Informs that delay in mailing groundwater wHhdrawal rept for first quarter 
1992 due to delays experienced in internal routing procedures for such 
correspondence.in response to 920630 itr.Rept sent on 920505 instead of due date 
920420. 

MARSHALL, B.M. Virginia Power (Virginia Electric & Power Co.). 92/07/10. 
SINHA,B.N. Virginia, Commonwealth of. Ip. 62451:321-62451:321. 


S. Reportable occurrences, LERs 6 related correspondence 

9207100117 Special rept:waste gas decay tank monitoring instrumentation out of svc for 
more than 30 days as result of replacement of pressure sensors due to instrument 
drift.Replacement pumps received in June 1992.Updated rept to be sent by 920731. 
STEWART.W.L Virginia Power (Vir^nia Electric & Power c5o.). 92/07/03. Region 2 
(Post 820201). 4pp. 62331:243-62331:246. 

9207200117 LER 92-007-00:on 92061 5.portion of AFW sys full flow recirculation line 
was uncovered during excavation work. Caused by personnel error.Soil promptly re- 
placed restoring missile protection qualification of line.W/020715 Itr. 
kANSLER,M.R. Virginia Power C^rginia Electric & Power Co.). 92/07/15. 4pp. 
62480:256-62480:259. 


9207130178 Rev 13 to Prairie Island Nuclear Generating Plant ISFSI emergency 
plan.W/92O706 Itr. 

FEY.F.L. Northern States Power Co. 92/07/06. 200pp. 62384:040-62384:257. 

9207170044 Forwards rev to ERDS data point library to clarify problem areas identified 
by NRC during review of original data point libraries transmitted via util 911028 Itr.Data 
point libraiy high & low point range readings created. 

PARKER.T.M. Northern States Power Co. 92/07/13. Document Control Branch (Doc- 
ument Control Desk). 17pp. 62436:200-62436:216. 

9207300257 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Bam'er 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Plants currently use Thermo-Lag 330 sys in six individual fire areas. 
PARKER,T.M. Northern States Power Co. 92/07/24. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62595:309-62595:311. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents, App A documents end & 
being made available In PDR.Portions of app A records withheld (ref FOIA exemption 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting & Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 ODmmission meeting.Details withheld. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/06/14. CARR Commis- 
sioners (Post 750119). 42pp. 62324:254-62324:297. 

9207100290 Forwards application for amends to Licenses DPR-42 & DPR-60, changing 
TS re applicability of surveillance requirements per Generic Ltr 87-09 & incorporating 
STS, Section 4.0.3, per generic Itr, into TS. 

PARKER,T.M. Northern States Power Co. 92/06/15. Document Control Branch (Doc- 
ument Control Desk). Ip. 62366:115-62366:131. 

-9207100293 Application for amends to Licenses DPR-42 & DPR-60, changing applica- 
bility of TS surveillance requirements per Generic Ltr 87-09 & incorporating 
STS, Section 4.0.3,per generic Itr, into TS. 

PARKER.T.M. Northern States Power Co. 92/06/15. 5pp. 62366:117-62366:121. 

-9207100295 Proposed TS Section 4.0 re applicability of surveillance requirements. 

* Northern States Power Co. 92/06/15. 8pp. 62366:122-62366:131. 

9207100280 Responds to GL 92-01, Rev 1, “Reactor Vessel Structural Integrity." Data & 
plots of Units 1 & 2 reactor vessel Charpy data & initial RTNDT for beltline matls end. 
PARKER.T.M. Northern States Power Co. 92/07/06. Document Control Branch (Dioc- 
ument Control Desk). 67pp. 62366:026-62366:092. 

9207290120 Forwards amends 99 & 92 to licenses DPR-42 & DPR-60, respectively & 
safety evaluation.Amend revises TS 3.8.B to remove restriction re cask handling.adds 
section 4.19 & associated bases & revises section 5.6. 

MASCIANTONIO,A. Project Directorate III-1. 92/07/09. PARKER.T.M. Northern States 
Power Co. 5pp. 62583:234-62583:276. 

-9207290126 Amends 99 & 92 to licenses DPR-42 & DPR-OO.respectively, revising TS 
3.8.B to remove restriction re cask handling, adding 4.19 & associated rases & revis- 
ing TS 5.6. 

MARSH, L9. Project Directorate III-1. 92/07/09. 32pp. 62583:239-62583:270. 

-9207290135 Safety evaluation supporting amends 99 & 92 to licenses DPR-42 & DPR- 
SO.respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 6 dd 
62583:271-62583:276. 

9207170050 Forwards application for amends to Licenses DPR-42 & DPR-60, changing 
TS Section 3.8 to clarify applicability of requirements for containment closure during 
refueling. 

PARKEh.T.M. Northern States Power Co. 92/07/13. Document (Control Branch (Doc- 
ument Control Desk). 2pp. 62446:195-62446:226. 

-9207170052 Application for amends to Licenses DPR-42 & DPR-60, changing TS Sec- 
tion 3.8 to clarify applicability of requirements for containment closure during refueling. 
PARKER.T.M. Northern States Power Ck>. 92/07/13. 12pp. 62446:197-62446:208. 

-9207170054 Proposed TS Section 3.8 re core alterations during refueling & fuel han- 
dling. 

* Northern States Power Co. 92/07/13. 18pp. 62446:209-62446:226. 
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F. Sacurrity, medical, emergency A fire protection plane 

9207070142 Discusses SALP Board results for plants-lnforms that Board concludes that 
regulatory performance of licensee adequate. Also Informs that concerns expressed 
tty llcenseos will be commented on after completion of SALP program for reactors. 
KEPPLER.J,G. Region III. IE (720101-810228). 81/01/20, MOSELEY, N.C. Ofc of In- 
spection & Enforcement, Director (820201-870413). 22pp. 62248:002-62248:042. 


Q. Inspection reports, IE Bulletins A correspondence 

9208230193 NRC Info Notice 92-047, “intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exlde Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
CXmaolldated Edison Co. of New York, Inc. 4pp. 62460:007-62480:010. 


9207070311 Revised EPIP8.lncludlng rev 2 to F8,rev 1 to F8-1 ,F8-2,F8-3. F8-6,F8-8,F8- 
10 A F8-11,W/020630 Itr. 

FEY,F.L Northern States Power Co. 92/06/30. 95pp. 62274:215-62274:318. 


9207100148 Ack receipt of 920610 Hr transmHting proposed objectives A scope of par- 
ticipation for plant emergency preparedness exercise scheduled for 92091 S-Objectives 
A scope acceptable. 

MCXXJRMICK-BARGE Region 3 (Post 620201). 92/07/02. EUASON,LR. Northern 
States Power Ck>. 2pp. 62331:360-62331:361. 


9206290237 NRC Info Notice 92-050, "Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02, 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207140115 Forwards Insp rept 50-282/92-12 A 50-306/92-12 on 920622-26. No viola- 
tions noted. 

RINQ,M.A. Realon 3 (Post 820201). 92/07/07. ELIASON.LR. Northern States Power 
Co. 2pp. 62338^:032-62338:037. 
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-9207140120 Insp repts 50-282/92-12 & 50-302/92-12 on 920622-26.No violations 
noted.Major areas inspectedrto review & evaluate licensee ongoing & completed con- 
struction activities & preoperational testing of SBO/electrical sys upgrade mod. 
NEISLER,J.H.. GARDNER.R.N. Region 3 (Post 820201). 92/07/07. 4pp. 62338:034- 
62338:037. 

9207020233 NRC Info Notice 92-051. “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207170010 Responds to NRC 92061 1 Itr re deviations noted in Insp Repts 50-282/92- 
08 & 50-306/92-08 on 92041 4-0526.Correctlve actions:normal insenrice insp program 
for welds in high energy piping in auxiliary bldg will be augmented. 

ELIASON.LR. Northern States Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62440:331-62440:334. 

9207300257 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Plants currently use Thermo-Lag 330 sys in six individual fire areas. 
PARKER, T.M. Northern States Power Co. 92/07/24. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62595:309-62595:311. 


FI. Periodic operating reports & related correspondence 

9207130102 Monthly operating repts for June 1992 for Prairie Island Nuclear Generating 
PlantW/920708 Itr. 

DUGSTAD,D.. PARKER,T.M. Northern States Power Co. 92/06/30. 9pp. 62366:317- 
62366:325. 

920720009S Forwards rev to 1 991 annual radiological environ monitoring repLRev cor- 
rects summary page 2. 

FEY.F.L. Northern States Power Co. 92/07/07. Document Control Branch (Document 
Control Desk). Ip, 62447:338-62447:340. 

-9207200100 Rev to summary page 2 of 1991 annual radiological environ monitoring 
rept. 

* Northern States Power Co. 91/12/31. 2pp. 62447:339-62447:340. 


S. Reportabi® occurrences, LERs & related correspondence 

9207130230 LER 92-004-01 :on 920306,determined that full-flow test for turbine-driven 
auxiliary feedwater pumps may no longer be met due to increasing fuel cycle 
lengths.Caused by personnel oversighLRequired testing performed.W/ 920706 Itr. 
HUNSTAD.A.A., PARKER,T.M. Northern States Power Co. 92/07/06. 6pp. 62437:151- 
62437:155. 

9207200274 LER 92-007-00:on 92061 5,determined that design defect exists that may 
result in inadequate tornado missile protection for diesel generator room D1 .Caused 
by failure to apply now ciiteria.Missile protection provided.W/920715 Itr. 

HUNSTAD,A.. PARKER, T.M. Northern States Power Co. 92/07/15. 4pp. 62480:327- 
62480:330. 

9207300058 LER 92-008-00:on 920624.identified six inoperable Thermo-Lag 330 fire 
barriers on cable trays & conduits.Appropriate actions to restore fire barriers operabil- 
ity being developecl,i^r scope in NRC Bulletin 92-001. W/920724 Itr. 

HUNST^D,A.A.. PARKER.T.M. Northern States Power Co. 92/07/24. 4pp. 62588:119- 
62588:122. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam,admini8tered on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT,G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authori2ed representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C. Region 3 (Post 82O201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


Y. Dry Cask Independent Spent Fuel Storage Inatailatlona 

9207130178 Rev 13 to Prairie Island Nuclear Generating Plant ISFSI emergency 
plan.W/920706 Itr. 

FEY,F.L Northern States Power Co. 92/07/06. 200pp. 62384:040-62384:257. 

9207140235 Forwards response to NRC & LLL questions on TN-40 cask thermal analy- 
sis & procedure for unloading cask. 

PARKER,T.M. Northern States Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62387:359-62387:361. 
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F. Security, medical, emergencsy & fire protection plana 


9207230158 Rev 21 to EPIP-OSC-1, “Emergency Classification," including EPIP 
lndex.Page 1 & 3.W/920715 Itr. 

GATES, W.G. Omaha Public Power District. 92/07/15. 102pp. 62515:001-62515:102. 

9207290310 Rev 7 to Emergency Plan Implementing Procedure EPIP-TSC-8, “Core 
Damage Assessment,” including revised table of content. W/92071 7 Itr. 

GATES,W.G. Omaha Public Power District. 92/07/17. 45pp. 62612:001-62612:046. 

9207280158 Discusses insp rept 50-285/92-12 on 920526-29 & notice of violation re 
licensee failure to properly secure revised copy of physical security plan in corporate 
ofc.W/o end. 

MlLHOAN,J.L. Region 5 (Post 820201). 92/07/22. GATES, W.G. Omaha Public Power 
District. 4pp. 62489:106-62489:109. 

9207310015 Discusses insp rept 50-285/92-12 on 920526-29 & forwards notice of viola- 
tion. 

MILHOAN,J.L Region 4 (Post 820201). 92/07/22. GATES,W.G. Omaha Public Power 
District. 3pp. 62649:058-62549:062. 

-9207310020 Notice of violation from insp on 920526-29.Violation noted: copy of facili- 
ties physical security plan neither controied by authorized individual nor stored in 
locked security storage container when unattended. 

* Region 4 (Post 820201). 92/07/22. 2pp. 62549:061-62549:062. 


I. Financial Information 


9207200186 Forwards 1992/1993 statement of cash flow, as guarantee of deferred pre- 
miums for 920630-930630. 

GATES, W.G. Omaha Public Power District 92/07/13, Document Control Branch (Doc- 
ument Control Desk). 3pp. 62451 :304-62451 :306. 

9207300207 Advises that financial info submitted in 920713 Itr satisfies requirements of 
section 140.21 of 10CFR140. 

NASH,D.A. Inspection & Licensing Program Branch (Post 880913). 92/07/23. 
GATES. W.G. Omaha Public Power District. 2pp. 62580:287-62580:288. 


J. insurance & Indemnity information 

9207200186 Forwards 1992/1993 statement of cash flow, as guarantee of deferred pre- 
miums for 920630-930630. 

GATES, W.G. Omaha Public Power District 92/07/1 3. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62451:304-62451:306. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207280356 Volumes 1 through 7 of 1992 USAR for Fort CJalhoun Station. W/920722 
Itr. 

GATES, W.G. Omaha Public Power District. 92/07/31. 400pp. 62549:088-62550:201. 


P. Operating license stags documsnts A corrsspondence 

9207090063 Provides summary of NRC discussions re Fort Calhoun at 680628 & 29 
senior managers meetirra.Fadiity was categorized as requiring dose monitoring. 
STELLO.V. Ofc of the Bcecutive Director for Operations. 88/07/07. PETERSON, F.M. 
Omaha Public Power District. 2pp. 62324:075-62324:076. 

-9207590086 Summarizes discussions at 881206-07 senior mot meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO,V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

9207130107 Forwards suppi to 911111 application for amend to License DPR-40, revis- 
ing reporting reguirements upon loss of 161 kV, from contacting Region IV to contad- 
ing NRC Operations Ctr & clarifying type of written rept to be submmed. 

GATES, W.G. Omaha Public Power District. 92/06/25. Document Control Branch (Doc- 
ument Control Desk). Ip. 62366:252-62366:268. 

—9207130109 Suppi to 911111 application for amend to License DPR-40, revising re- 
porting requirements upon loss of 161 kV.from contacting Region IV to contacting 
NRC Operations Ctr & clarifying type of written rept to be submitted. 

GATES, W.G. Omaha Public Power District. 92/06/25. 4pp. 62366:253-62366:256. 

-9207130112 Proposed TS Section 2.7(2) re mod of min requirements for electrical sys 
& Section 5.9.3 re types of special repts to be submitted to regional administrator of 
appropriate NRC regional ofc. 

* Omaha Public Power District. 92/06/25. 12pp. 62366:257-62366:266. 

9207100138 Informs that use of LEDs has been previously endorsed by NRC & will sat- 
isfactorily resolve HED 93.LEDS will be installed by 921231. 

GATES, W.G. Omaha Public Power District 92/06/29. Document Control Branch (Doc- 
ument Control Desk). Ip. 62331:359-62331:359. 


9207010209 Ack receipt of 920526 Itr transmitting Rev 3 to security training & qualifica- 
tion plan.Changes consistent w/ provisions of iOCFR50.54(p) & acceptable for indu- 
sion into plan.Rrearms qualification course should be enhanced. 

BEACH.A.B. Region 4 (Post 820201). 92/06/24. GATES,W.G. Omaha Public Power 
District 2pp. 62230:343-62230:347. 

9207140154 Summarizes enforcement conference EA-92-109 on 920619, concerning 
apparent violation involving protection of safeguards info.List of attendees & presenta- 
tion end. 

BEACH.A.B. Region 4 (Post 820201). 92/07/08. GATES,W.G. Omaha Public Power 
District. 16pp. 6231 1 :029-6231 1 :045. 


9207080237 Submits info to resolve followup items for elevated ambient air temp effects 
on EOG.Util plans to perform hot weather testing of EOG-1 & EDQ-2 during Summer 
1992 to verify engineering evaluation results. 

GATES,W.G. Omaha Public Power District. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62243:349-62243:350. 

9207070377 Fonvards corrected TS page 2-15 to Amend 146 to License DPR- 
40.Amend revised TS to increase MSSV setpoints & specify lift setpoints for all 
MSSVs & for two pressurizer safety valves. 

BLOOM,S. Project Directorate IV-1. 92/06/30. GATES,W.G. Omaha Public Power Dis- 
trict. 3pp. 62236:356-62236:359. 
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-0207070384 Corrected TS page 2-1 5 to Amend 146 ^ *^*^*^"^°* 

• Project Directorate IV-1 . 92/06/30. 1 p. 62236:359-62236:359. 

0207000201 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor wssel struc- 
Tur^n^rity ChCVup^r Shelf lift projected at be 52.ft pounds at end of current 

^TES,w!g^ Omah^ P^ic Power^District. 92/07/06. Document Control Branch (Doc- 
ument Control Desk). 18pp. 62341:249-62341:266. 

0207140140 Documents rev to 920704 confirmatory action 
ments to take certain actions as result of 920703 reactor tnp/turbine tnp & subse- 

ffloAN, jlXion W 92/07/08. GATES, W.G. Omaha Public Power 

District. 3pp. 62310:037-62310:039. 

9207300064 Documents granting of one-time waiver of compliance to plaiit from survell- 
lance requirements of fs 3.17(3)(iii)3.Waiyer ^a^ 95 / 07/22 

VIRGiLiOiMJ. Assistant Director for Region IV/V Reartore (Post 901216). 92/07/22. 
GATES, W.G. Omaha Public Power Distnct. 4pp. 62555:346-62555.349. 

0207310160 Forwards Rev 1 to “Fort Calhoun Station Cycle 14 Core 
Rapt," revising Section 6.0 & Figure 3 to reflect permissible increase in linear heat 

GATE^v5!^G^Omah?Public1^^ District. 92/07/23. Document Ckjntrol Branch (Doc- 
ument Control Desk). Ip. 62638:183-62638:199. 

-9207310163 Rev 1 to "Fort Calhoun Station C^cle 14 , Core Operating Limits Rept. 
WEBER,W. Omaha Public Power DistrIcL 92/06/28. 14pp. 62638:184-62638:199. 

9207310165 Clarifies commitment re qualifications of QA ^ 

facility.contained in App A to updated SAR re wind loading requirements for QA file 

GATES WGO?;^Mi°cPol22®D^^ Document Control Branch (Doc- 

ument Control Desk). 3pp. 62638:200-62638:202. 


Q. Inspection reports, IE Bulletins & correspondence 

0206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 

RO&LaE^^i^on^of^bperati Events Assessment (P®®* 92/06/29. 

Consolidated Edison Co. ofNew York, Inc. 4pp. 62480:018-62480:021. 

9207080073 Notifies of plan & implementation schedule for 
capacity.per NRC 911122 ltr re violation noted in Insp Rept 50-285/91 -23.W/one 

^^S?W.G?Omaha Public Power District. 92/07/01. Document Control Branch (Doc- 
ument Control Desk). 5pp. 62270:356-62270:361. 

0206260043 NRC Info Notice 92-048. "Failure of Exide Batterie^’ 070 ^ 1 <j 9 /n 7/02 
ROSSI.C.E. Division of Operational Events Assessment 870411). 92/07/02. 
Ck)nsolidated Edison Co. ofNew York, Inc. 4pp. 62480:007-62480:010. 

0206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 

of BWR Emergency Condenser Sys." ♦ Q 7 nim\ oo/nT/nj) 

ROSSI.C.E. Division of Operational Events Assessment (P<^^8^7M11). 92/07/02. 
Consolidated Edison Co. ofNew York, Inc. 7pp. 62480:011-62480:017. 

9207060274 Ack receipt of 920615 ltr advising NRC of corrective actions in response to 
violations noted in Insp Rept 50-285/92-09. . « i-h r» 

BEACH, A.B. Region 4 (Post 820201). 92/07/02. GATES, W.G. Omaha Public Power 
District. 2pp. 62277:276-62277:282. 

92071400S7 Informs that NRC insp rept 50-285/92-13 has been cancelled & no insp 

BlACH.A*B'.^Mton 4 (Post 820201). 92/07/07. GATES.W.G. Omaha Public Power 
District. 3pp. 62299:144-62299:146. 

9207140154 Summarizes enforcement conference EA-92-109 on 920619, concerning 
apparent violation involving protection of safeguards info-List of attendees & presents- 
tion 6nd 

BEACH, A.B. Region 4 (Post 820201). 92/07/08. GATES,W.G. Omaha Public Power 
District. 16pp. 62311:029-62311:045. 

0207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 

R^S^Oe!^ SSsSi^of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Ck). ofNew York. Inc. 6pp. 62480:001-62480:006. 

9207230221 Informs that NRC planning to send contractor,PNL,to visit plant on 
920804.Contractor will accompany resident inspwtor In sys waikdown & verify accura- 
cy of info.Forwards “Auxiliary Feedwater Sys Risk-Based Insp Guide for.... 

BLOOM, S.D. Project Directiate IV-I. 92/07/17. GATES.W.G. Omaha Public Power 
District 3pp. 62478:329-62478:358. 

-9202190101 “Auxiliary Feedwater Sys Risk-Based Insp Guide for Fort Calhoun Nuclear 

MOFFITT.N.E. Battelle Memorial Institute, Pacific Northwest Labwaton^ 91 /(»/30. Di- 
vision of Radiation Protection & Emergency Preparedness (Post 870411). 27pp. 
62478:332-62478:358. 

9207260156 Discusses Insp rept 50-285/92-12 on 920526-29 & rwtlce of violation re 
licensee failure to properly secure revised copy of phy^cal security plan in corporate 

MILHOAn!j!l Region 5 (Post 820201). 92/07/22. GATES.W.G. Omaha Public Power 
District 4pp. 62489:106-62489:109. 

9207290046 Advises that based on confirmation provided by WC JonM during 920721 
telcon & Independent verification by NRC that all actions required by 9J20704 CAL had 
been completed, util released to allow reactor to return to cri^l condition. 
MILH0AN;J,L Region 4 (Post 820201). 92/07/22. GATES, W.G. Omaha Public Power 
District 3pp. 62506:062-62506:064. 

9207290322 Responds to NRC 920622 ltr re violations noted In Insp Rept 50-285/92-11 
on 920426-0e06.Corroctive actiona:current policies re cllmbinfl on piping, condutt & 
cable trays reviewed w/maint personnel & safety manual revised. 

GATES W.G. Omaha Public Power District 92/07/22. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62588:1 68-62586:1 70. 


9207310015 Discusses insp rept 50-285/92-12 on 920526-29 & forwards notice of viola- 

MILHOAN J L Region 4 (Post 820201). 92/07/22. GATES.W.G. Omaha Public Power 
District. 3pp, 62549:058-62549:062. 


-9207310020 Notice of violation from insp on 920526-29.Violation noted: copy of facili- 
ties physical security plan neither controled by authorized individual nor stored in 
locked security storage container when unattended. 

• j /Dnef Qi>/n7/P2. 2dd. 62549:061-62549:062. 


R. Periodic operating reports & related correspondence 

9207100340 Forwards “Fort Calhoun Station Performance Indicators. May 1992.” 

GATES WG Omaha Public Power District. 92/06/26. Document Control Branch (Doc- 


-#207100341 "Fort Calhouj^tionPerforma^^^ 


9207150135 Monthly operating rept for June 1992 for Fort Calhoun Station.W/920714 

CAVANAUGH.G.R., GATES.W.G. Omaha Public Power District. 92/06/30. 8pp. 
62396:342-62396:349. 


9207290318 “Annual 10CFR50.59 Rept for Fort Calhoun Station.” for 910201-920122. 
GATES WG Omaha Public Power District 92/07/22. Document Control Branch (Doc- 
ument Control Desk). 24pp. 62595:276-62595:299. 

9207310188 Forwards "Fort Calhoun Station Performance Indicators, June 1992.” 
GATES.W.G. Omaha Public Power District. 92/07/27. Document Control Branch (Doc- 
1n 62659:001-62659:112. 


-9207310189 “Fort Calhoun Station Performance Indicators, June 1992.” 


S. Reportable occurrences, LERs & related correepondence 

9207060177 LER 92-01 9-00:on 920531, indication received that control element assem- 
bly 36 dropp^ into reactor core.Caused by mat! failure of clutch coil in control ele- 
ment drive mechanism.Clutch ,5®P*®®®^*W/p55S30 ltr. 

BLESSIE,W.J.. GATES.W.G. Omaha Public Power District. 92/06/30. 5pp. 62292:109- 
62292:113. 

9207060264 LER 92-020-00:on 920601 .determined that operators failed to obtain appro- 
priate grab samples during radiation monitor inoperability.Caused by procedural 
teadeouacies-Procedure upgraded & personnel trained re monltor8.W/920701 ltr. 
BGOWe! GSr-ES.W.cr^Omaha l^ubllc Power District. 92/07/01. 6pp. 62292:137- 
62292:142. 

9207080278 PNO-IV-92-030:on 920703, plant entered alert due to LOCA that exceeded 
40 gpm when output of Inverter began oscillating between 0 & 120 volt8.Plant cooled 
down & placed on shutdown cooling.NRC will confirm util actions. 

BEACH, A.B. Region 4 (Post 820201). 92/07/06. 2pp. 62277:274-62277:275. 

9207150287 Revises completion dates for corrective actions to address LER 91-08 re 
Inappropriate surveillance requirements for RPS Level I bistables & LER 91-11 re 
pr^urlzer pressure tow signal setpoints to 921 1 20 & 1 231 .respe^ely. 

GATES.W.G. Omaha Public Power District. 92/07/08. Document Control Branch (Doc- 
ument Control D^k). 2pp. 62409:346-62409:347. 

9207160354 Summary of operating reactors events meeting 92-10 on 920708 re select- 
ed events occurring since last briefing on 920701. List of attendees, sianificant ele- 
ments of discussed events & reactor scram statistics for wk ending 920705 end. 
CHAFFEE, A.E. Events Assessment Branch, 92/07/10. ROSSI.C.E Division of Oper- 
ational Events Assessment (Post 870411). 15pp. 62396:039-62396:053. 

9207170011 Updated PNO-IV-92-030A:on 920703.plant entered alert due to LOCA that 
exceeded 40 gallons per rninute.Caused by weak solder connection on printed circuit 
board-Pressurlzer code safety valves sent to Wyle Labs for Insp/repair, 

BEACH.A.B. Region 4 (Post 820201). 92/07/10. 2pp. 62440:335-62440:336. 

9207160272 LER 92-021-00:on 92061 1 .failure to initiate fire watch for inoperable fire 
door noted.Caused by ambiguous instructions contained in noteProcedure revised & 
personnel informed of requirements for maintaining fire door.W/920713 ltr. 
BLESSIE,W.J,, GATES.W.G. Omaha Public Power District 92/07/13. 5pp. 62480:146- 
62480:150. 

9207270099 Speclat repton 92061 S.Rre Door 1007-19 damaged & declared inoperable 
due to rip in skin of ooor caused by cart. Appropriate compensatory measures, per TS 
2.19(7) instituted during impairmentDoor repaired & returned to svc on 920624. 
GATES,W.G. Omaha Public Power District. 92/07/21. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62517:212-62517:213. 

9207280092 PNO-IV-92-030B:updato of PNO-IV-92-030 re declaration of alert at 
plantConfirmatory action ltr Items completsd. 

BEACH, A.B. Region 4 (Post 820201). 92/07/22. 2pp. 62497:036-62497:037. 


V. Operator Examlnatloiis 

9207060178 Fonwards comments based on technical review of reactor & 

senior reactor operator licensing exams administered on 920622, per NUREQ-1021 
(Operator Ucenslng Examiner Std). ^ 

GATES.W.G. OmaM Public Power District 92/06/30. PELLET.J.L Region 4 (Post 
820201). 27pp. 62254:279-62254:305. 

8207140167 Forwards results of Generic Fundamentals Exam section of written opera- 
tor licensing exam that was administered on 920610. _ 

BEACH, A.B. Region 4 (Post 820201). 92/07/06. GATES.W.G. Omaha PubHc Power 
Diatrict. 100pp. 62310:253-62310:351. 
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F. Security, rnddlcal, emergency & fir® protection plane 

9207070138 Forwards summary of 920617 meeting in King of Prussia, PA to discuss 
proposed full-participation emergency exercise scenario. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/24. RUSSELL.J.E. Power Authority of 
the State of New York (New York Power Authority). 5pp. 62205:307-62205:311. 

9207070205 Forwards safety insp rept 50-286/92-11 on 920412-0606. Inspector noted 
deficiencies in svc water sys piping which will be evaluated in special NRC insp rept. 
COWGILL,C.J. Region 1 (Post 820201). 92/06/26. RUSSELL, J.E. Power Authority of 
the State of Now York (New York Power Authority). 3pp. 62206:132-62206:157. 

-9207070207 Safety insp rept 50-286/92-11 on 92041 2-0606.Maior areas 
inspected.'plant operations, radiological controls,maint. security, engineering & technical 
suf^rt & safety assessment/quality verification. 

ESELGROTH.P.W. Region 1 (Post 820201). 92/06/24. 26pp. 62206:135-62206:157. 

9207170041 Forwards safeguards insp rept 50-286/92-16 on 920607-11 & notice of 
violation. Physical security program effective & directed toward assuring public health 
& safety.Review of security force members training program requested. 

JOYNER, J.H. Region 1 (Post 820201). 92/07/02. RUSSELL, J.E. Power Authority of 
the State of New York (New York Power Authority). 4pp. 62387:151-62387:163. 

-9207170045 Notice of violation from insp on 920607-1 1 .Violation noted: security offi- 
cers whose uncorrected distance vision was 20/ 40 or less in better eye did not carry 
extra pair of eye glasses while on duty. 

* Region 1 (Post 820201). 92/07/02. Ip. 62387:155-62387:155. 

-9207170051 Insp rept 50-286/92-16 on 920607-1 1 .Violation noted.MaJor areas 
inspected:mgt support & audits, protected & vital area physical barrier8,detection & as- 
sessment aids,protected & vital area access control of personnel & lock & key con- 
trol. 

KING,E.B., KEIMIG,R.R. Region 1 (Post 820201). 92/06/29. 8pp. 62387:156- 
62387:163. 

9207180280 Forwards Safety Insp Rept 50-286/92-14 on 920601-05 & notice of viola- 
tion. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/10. RUSSELL,J.E. Power Author- 
ity of the State of New York (New York Power Authority). 3pp. 62423:273-62423:288. 

-9207160282 Notice of violation from insp on 920601 -05. Violation noted:on 920603.two 
areas identified w/o required 8 h emergency lighting necessary for operator to imple- 
ment safe shutdown functions delineated in safe shutdown procedure. 

* Region 1 (Post 820201). 92/07/10. Ip. 62423:276-62423:276. 

-9207160283 insp Rept 50-286/92-14 on 920601 -OS.Violation noted.MaJor areas 
inspected:implementation of 10CFR50, Sections III.G, III.J & ill.L re fire protection of 
safe shutdown capability,including fire protection program. 

CAPHTON,D.L., BLUMBERG,N.J. Region 1 (Post 820201). 92/07/09. 12pp. 
62423:277-62423:288. 

9207160339 Responds to 920615 correspondence re changes to Indian Point Unit 
3,physical security plan identified as Temporary Addendum,rev O.Extension of tempo- 
rary addendum until Apr 1993 acceptable. 

JOYNER, J.H. Region 1 (Post 820201). 92/07/10. BEEDLE,R. New York, State of. 
3pp. 62413:360-62413:362. 

9207280180 Forwards safety insp rept 50-286/92-17 on 920622-26. Effective implemen- 
tation of radiological environ monitoring program observed.No safety concerns or vio- 
lations noted. 

JOYNER, J.H. Region 1 (Post 820201). 92/07/18. RUSSELL, J.E. Power Authority of 
the State of New York (New York Power Authority). 3pp. 62489:279-62489:287. 

-9207280185 Insp rept 50-286/92-17 on 920622-26.No safety concerns or violations 
noted.Mi^or areas in8pected:radioiogical environ monitoring program,includlng mgt 
control8,QA audits, meteorological monitoring program & quality control program. 
PELUSO.L, BORES.R.J. Region 1 (Post 820201). 92/07/16. 6pp. 62489:282- 
62489:287. 

9207310131 Fonwards scenario package for full participation emergency exercise sched- 
uled to be conducted on 920923.Package withheld until exercise has been completed. 
BELL,D.D. Power Authority of the State of Now York (Now York Power Authority). 92/ 
07/23. MCCABE, E. Region 1 (Post 820201). 2p. 62657:314-62657:315. 

9207300168 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Neither Thermo-Lag 330 fire barrier sys nor matis installed in either plant 
BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/24. Document Control Branch (Document (Control Desk). 2pp. 62665:349- 
62665:350. 


H. General correspondence 

9207130013 (^mment supporting proposed rule 10CFR50.54 re receipt of byproduct & 
special nuclear matl. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/06. Docketing & Services Branch. 2pp. 62285:010-62285:011. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207240092 Forwards “1992 Indian Point Unit 3 FSAR Update." reflecting title changes 
& update to cross refs of Implementing documents for FSAR Chapter 17, “QA Pro- 
gram." 

BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/17. Document Control Branch (Document Control Desk). 2pp. 62512:215- 
62513:314. 

-9207240231 “1992 Indian Point Unit 3 FSAR Update." 

* Power Authority of the State of New York (New York Power Authority). 92/07/31. 
315pp. 62512:217-62513:314. 


P. Operating license stage dc»cuments & correspondence 

9207020240 Forwards amend 122 to license DPR-64 & safety evaluation. Amend re- 
vises Tech Spec Section 3.11 moveable in-core instrumentation, to specify 38 as min 
number of detector guide thimbles required operable. 

CONICELLA,N.F. Project Directorate 1-1. 92/06/25. BEEDLE,R.E. Power Authority of 
the State of New York (New York Power Authority). 2pp. 62194:272-62194:284. 

—9207020244 Amend 122 to license PDR-64,revising TS Section 3.11, moveable in-core 
instrumentation, to specify 38 as min number of detector guide thimbles required oper- 
able. 

CAPRA,R.A. Project Directorate 1-1. 92/06/25. 7pp. 62194:274-62194:279. 

-9207020246 Safety evaluation supporting amend 122 to license DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/25. 5pp. 
62194:280-62194:284. 

9207100234 Forward safety evaluation & notice of denial re 900710 & 0824 applications 
for amend to License DPR-64,revising TS 3.7.B.1 re outage time of EDG. 

CAPRA,R.A. Project Directorate 1-1. 92/06/25. BEEDLCr.E. Power Authority of the 
State of New York (New York Power Authority). 3pp. 62331:257-62331:265. 

-9207100241 Safety evaluation denying 900710 & 0824 applications for amend to Li- 
cense DPR-64,revising TS 3.7.B.1 re allowed outage time for EDG. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/25. 4pp, 
62331:260-62331:263. 

-9207100246 Notice of denial of application for amend to License DPR-64, revising TS 
3.7.B.1 re allowed outage time for tDG. 

CAPRA, R.A. Project Directorate 1-1. 92/06/25. 2pp. 62331:264-62331:265. 

9207160359 Forwards FR notice & environ assessment re application for amend to 
license.Am6nd extends expiration date of license DPR-64 to 151212,repre8enting 40 
yrs from dates of CP & OL. 

CONICELLA,N.F. Project Directorate 1-1. 92/06/25. BEEDLE.R.E. Power Authority of 
the State of New York (New York Power Authority). 3pp. 62396:317-62396:339. 

-9207160363 Notice of issuance of environ assessment & finding of no significant 
impact re amend to license DPR-64,extending expiration date to 151212. 

CAPRA,R.A. Project Directorate l-l. 92/06/25. 5pp. 62396:320-62396:324. 

-9207160366 Environ assessment supporting amend to license DPR-64 to extend expi- 
ration date to 151212. 

* NRC - No Detailed Affiliation Given. 92/06/25. 11pp. 62396:325-62396:339. 

9207060213 Acc^ts licensee selected IPEEE methods.in response to GL 88-20.Suppl 
A.Informs that IPEEE submittal schedule not acceptable.Requests that licensee reas- 
sess schedule & report results no later than 920918. 

CONICELU.N.F. Project Directorate 1-1. 92/06/29. BEEDLE.R.E. Power Authority of 
the State of New York (New York Power Authority). 5pp. 62209:040-62209:045. 

9207160184 Forwards amend 123 to license DPR-64 & safety evaluation. Amend re- 
vises ETS,part ll.section 2.7 & section 3.7 to specify lower limits of detection & report- 
ing requirements for 1-131 in environ samples of non-drinking water. 

CONICELLA,N.F. Project Directorate 1-1. 92/07/09. BEEDLE.R.E. Power Authority of 
the State of New York (New York Power Authority). 3pp. 62396:262-62396:274. 

-9207160186 Amend 123 to license DPR-64,revi8lng ETS.part ll.sections 2.7 & 3.7 to 
specify lower limits of detection & reporting requirements for 1-131 in environ samples 
of non-drinking water. 

CAPRA, R.A. Project Directorate 1-1. 92/07/09. 6pp. 62396:265-62396:270. 

-9207160190 Safety evaluation supporting amend 123 to license DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 4pp. 
62396:271-62396:274. 

9207170089 Forwards response to GL 92-01 .Rev 1 re reactor vessel integrity.Submittal 
delayed due to high workloads.since plants currently in outages. 

BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/09. Document Control Branch (Document Control Desk). 46pp. 62430:252- 
62430:297. 

9207220226 Forwards amend 124 to license DPR-64 & safety evaluation. Amend ex- 
tehds operation date of license from 090813 to 151212. 

CONICELLA.N.F. Project Directorate 1-1. 92/07/15. BEEDLE,R.E. Power Authority of 
the State of New York (New York Power Authority). 4pp. 62453:301-62453:312. 

-9207220229 Amend 124 to license DPR-64, extending expiration date of license from 
090813 to 151212. 

CAPRA,R.A. Project Directorate 1-1. 92/07/15. 3pp. 62453:304-62453:306. 

-9207220232 Safety evaluation supporting amend 124 to license DPR-64. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/15. 5pp. 
62453:307-62453:312. 

9207270003 Forwards application for amend to Ucense DPR-64, changing TS to change 
frequency of containment sys testing to accomodate 24-month operating cycle,per 
Generic Ltr 91-04. 

BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/17. Document (Control Branch (Document Control Desk). 2pp. 62516:325- 
62516:344. 

-9207270(M)4 Application for amend to License DPR-64,changing TS to extend contain- 
ment sys testing to accomodate 24-month operating cycle, per Generic Ltr 91-04. 
BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/17. ip. 62516:327-62516:327, 

-9207270005 Proposed TS re containment sys testing & 24-month operating cycles. 

* Power Authority of the State of New York (New York Power Authority). 92/07/17. 
17pp. 62516:328-62516:344. 

9207270172 Advises that licensee response to Generic Ltr 68-20,Suppl 4 re IPEEE sub- 
mittal schedule & selected method unacceptable. Util should reassess opportunity for 
submitting IPE results on more expeditious 8Chedule,no later than 930930. 
CONICELLA,N.F. Project Directorate 1-1. 92/07/21. BEEDLE,R.E. Power Authority of 
the State of New York (New York Power Authority). 4pp. 62491:345-62491:348. 
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Q. inspection reports, IE Bulletins & correspondence 

9207010019 Confirms 920622 telcon between P Eselgroth & J Macchiarulo re J Mac- 
chiaruio request for 14-day extension of time for responding to notice of violation & 
proposed imposition of civil penalty sent w/920521 Itr. 

MARTIN, T.T. NRC - No Detailed Affiliation Given. 92/06/23. BEEDLE.R. Power Au- 
thority of the State of New York (New York Power Authority). 3pp. 62143:010- 
62143:012. 

9207070205 Fonwards safety Insp rept 50-286/92-11 on 920412-0606. Inspector noted 
deficiencies in svc water sys piping which will be evaluated in special NRC insp rept. 
COWGILL.C.J. Region 1 {Post 820201). 92/06/26. RUSSELL, J.E. Power Authority of 
the State of New York (New York Power Authority). 3pp. 62206:132-62206:157. 

-9207070207 Safety insp rept 50-286/92-11 on 92041 2-0606.Maj[or areas 
inspected:plant operations, radiological controls, maint, security, engineering & technical 
support & safety assessment/quality verification. 

ESELQROTH.P.W. Region 1 (Post 820201). 92/06/24. 26pp. 62206:135-62206:157. 

9206230193 NRC Info Notice 92-047, ‘'Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207060249 Responds to NRC Itr re violations noted in insp rept 50-286/92-02,50-286/ 
92-03 & 50-286/92-1 0.Corrective actions: formal process for dealing w/potential 
design deficiencies established. 

RUSSELL,J.E. Power Authority of the State of New York (New York Power Authority). 
92/07/01. LIEBERMAN,J. Document Control Branch (Document Control Desk), 12pp. 
62277:001-62277:013. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. [Jtvision of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207100067 Forwards Insp rept 50-286/92-901 on 930330-0522.lnspection team identi- 
fied minor deficiencies w/respect to procedure adequacy, procedure adherence & fail- 
ure to meet commitment. 

VARGA, S.A. Division of Reactor Projects - l/II (Post 870411). 92/07/02. BEEDLE.R.E. 
Power Authority Of the State of New York (New York Power Authority). 4pp. 
62284:228-62284:262. 

-9207100073 Insp rept 50-286/92-901 on 920330-0522.Weakne8ses noted. Major 
areas in8pected:adequacy of outage planning & conduct w/regard to minimlTing nsk 
of initiation of accident sequences during shutdown conditions. 

WILCOX, J.D., IMBRO,E.V.. GRIMES, B.K. Division of Reactor Projects - I/ll (Post 
870411). 92/06/25. 31pp. 62284:232-62284:262. 

9207170041 Forwards safeguards insp rept 50-286/92-16 on 920607-11 & notice of 
violation.PhysIcal security program effective & directed toward assuring public health 
& safety. Review of security force members training program requested. 

JOYN^,J.H. Region 1 (Post 820201). 92/07/02. RlfeSELL.J.E. Power Authority of 
the State of New York (New York Power Authority). 4pp. 62387:151-62387:163. 

—9207170045 Notice of violation from insp on 920607-11. Violation noted: security offi- 
cers whose uncorrected distance vision was 20/ 40 or less in better eye did not carry 
extra pair of eye glasses while on duty. 

* Region 1 (Post 820201). 92/07/02. Ip. 62387:155-62387:155. 

-9207170051 Insp rept 50-286/92-16 on 920607-1 1 .Violation noted.Major areas 
inspected:mgt support & audit8,protected & vital area physical barriers.detection & as- 
sessment aid8,protected & vital area access control of personnel & lock & key con- 
trol. 

KING,E.B., KEIMIG,R.R. Region 1 (Post 820201). 92/06/29. 8pp. 62387:156- 
62387:163. 

9207020233 NRC info Notice 92-051, “Misapplication & inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207160280 Forwards Safety Insp Rept 50-286/92-14 on 920601-05 & notice of \riola- 
tlon. 

BETTENHAUSEN,L. Region 1 (Post 820201). 92/07/10. RUSSELL, J.E. Power Author- 
ity of the State of New York (New York Power Authority). 3pp. 62423:273-62423:288. 

—9207160282 Notice of violation from insp on 920601 -05.Vlolation noted:on 920603,two 
areas identified w/o required 8 h emergency lighting necessary for operator to Imple- 
ment safe shutdown functions delineated in safe shutdown procedure. 

* Region 1 (Post 820201). 92/07/10. Ip. 62423:276-62423:276. 

-9207160283 Insp Rept 50-286/92-14 on 920601 -OS.Violation noted.Major areas 
inspected:implomentation of 10CFR60, Sections lll.G, lil.J & III.L re fire protection of 
safe shutdown capabillty,including fire protection program. 

CAPHTON.D.L, BLUMBERG,N.J. pfegion 1 (Post 820201). 92/07/09. 12pp. 
62423:277-62423:288. 

9207260180 Forwards safety insp rept 50-286/92-17 on 920622-26. Effective implemen- 
tation of radiological environ monitoring program ob8erved.No safety concerns or vio- 
lations noted. 

JOYNER, J.H. Region 1 (Post 820201). 92/07/18. RUSSELL,J.E. Power Authority of 
the State of New York (New York Power Authority). 3pp. 62489:279-62489:287. 

—9207260185 Insp rept 50-286/92-17 on 920622-26.No safety concerns or violations 
noted.M^r areas in8pected:radioiogical environ monitoring program, including mgt 
control8.(jA audits, meteorological monitoring program & qualtW control program. 
PELUSO.L, BORES, R.J. Region 1 (Post 820201). 92/07/16. 6pp. 62489:282- 
62489:287. 

9207270249 Advises that due to 1992 outage emergent work & expanded scope of pre- 
viously identified tasks, Several action items contained in 911021 response to EDSFI 
Insp Rapt 50-286/91-80 re8cheduled.Revi8ed schedule listed on encl. 

RUSSELL, J.E. Power Authority of the State of New York (New York Power Authority). 
92/07/20. COWGILL.C.J. Regton 1 (Post 820201). 3pp. 62528:173-62528:175. 


9207300168 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Rre 
Damage.” Neither Thermo-Lag 330 fire barrier sys nor matls installed in either plant. 
BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/24. Document Control Branch (Document Control Desk). 2pp. 62665:349- 
62665:350. 

9207290026 Ack receipt of 920701 Itr & payment for civil penalty proposed by NRC in 
920521 Itr. 

L1EBERMAN,J. Ofc of Enforcement (Post 870413). 92/07/28, RUSSELL.J.E. Power 
Authority of the State of New York (New York Power Authority). lp. 62506:015- 
62506:015. 


R. Periodic operating reports 6 related correspondence 

9207150282 Monthly operating rept for June 1992 for Indian Point Unit 3.W/920711 Itr. 
KELLY, L, RUSSElL,J.E. Power Authority of the State of New York (New York Power 
Authority). 92/06/30. 5pp. 62411:331-62411:335. 


S. Reportable occurrences, LERs & related correspondence 

9207150029 LER 92-006-00:on 920604,125-volt dc coordination study identified poten- 
tial unanalyzed condition re single mode failures which could result in EDG 
inoperabllity.Caused by plant design defecLBreakers opened.W/920709 Itr. 

KLEIN,T.. RUSSELL,J.E. Power Authority of the State of New York (New York Power 
Authority). 92/07/09. 7pp. 62480:034-62480:040. 

9207170164 LER 92-007-00:on 920610,34 MCC supply breaker tripped on overcurrent 
resulting to 31 EDG inoperable.Caused by faulty amptector in MCC breaker.Suppiy 
breaker replaced & amptector & current settings were adjusted accordingly.W/920709 
Itr. 

BYSTRAK,R., RUSSELL.J.E. Power Authority of the State of New York (New York 
Power Authority). 92/07/09. 4pp. 62437:351 -62437:354. 

9207170161 Special rept:on 920509 & 20, cable spreading room fire barrier penetrations 
opened to pull cables to support installation of mod to replace existing containment 
m particulate & gas radiation monitors.Fire watch established. 

RUSSELL,J.E. Power Authority of the State of New York (New York Power Authority). 
92/07/13. MARTIN, T.T. Region 1 (Post 820201). 2pp. 62446:350-62446:351. 

9207170213 PNO-l-92-039:on 92071 4, util reported confirmed positive drug test results 
of licensed reactor operator.based on random drug test administered on 920708.lndi- 
vidual site access authorization removed for min of 14 days. 

BRIGGS, L. Region 1 (Post 820201). 92/07/15. 2pp. 62440:337-62440:338. 

9207230148 Special repton 920623,control bldg fire barrier penetrations to 480-voft 
switchgear room opened to pull cable for installation of 125-volt dc sys mods.Hourly 
fire watch Implemented & continued until 920713. 

RUSSELL,J.E. Power Authority of the State of New York (New York Power Authority). 
92/07/16. MARTIN, T.T. Region 1 (Post 820201). 2pp. 62479:339-62479:340. 

9207270277 LER 92-008-00:on 92061 9, confirmed that two series of containment isola- 
tion valves on compwnent cooling return header may not function under max design 
load.Caused by undersized MOV spring packs.GL-89-10 completed. W/920720 Itr. 
RAY,B., RUSSELL, J.E. Power Authority of the State of New York (New York Power 
Authority). 92/07/20. 6pp. 62587:168-62587:173. 

9207280295 LER 92-009-00:on 920622.determined that CCS had operated for 17 h w/o 
an operable process radiation monitor.Caused by personnel error.Compensatory sam- 
pling initiated & radiation monitor returned to svc.W/920722 Itr. 

RAY,B.. RUSSELL,J.E. Power Authority of the State of New York (New York Power 
Authority). 92/07/22. 6pp. 62587:260-62587:265. 

9207300076 LER 92-01 0-00:on 920625,control power fuse for EDG 31 blew, rendering 
EDG 31 inoperable.Caused by design deficiency. Design deficiency corrected on 
920630.W/920724 Itr. 

MACCHIARULO,J., RUSSELL, J.E. Power Authority of the State of New York (New 
York Power Authority). 92/07/24. 5pp. 62588:008-62588:012. 


V. Operator Examinations 

9207170185 Forwards exam forms A & B, answer key for A & B exams, exam summary & 
candidates individual answer sheets from 920610 generic fundamentals exam 
S6Ction.Re8ult8 should be forwarded to applicants.W/o encl. 

BETTENHAUSEN,L. Region 1 (Post 820201). 92/07/08. TANSKY,R. Power Authority 
of the State of New York (New York Power Authority). 2pp. 62433:355-62433:356, 

9207280118 Requests for info re 920714 rept that NRC licensed operator tested posi- 
tive following fitness-for-duty test taken on 920706. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/20. RUSSELL.J.E. Power Author- 
ity of the State of New York (New York Power Authority). 3pp. 62488:353-62488:355. 


DOCKET 50-267 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & firs protection plane 

9207020159 Fcxwards meeting summary, Duke Power comments on SALP,SALP 
slides, revision sheet & final SALP rept for period 900801-920229 re insp repts 50- 
269/92-01,50-270/92-01, 50-287/92-01 & 72-0004/92-01. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/04. HAMPTON, J.W. Duke Power Co* 
29pp. 62224:240-62224:311. 

-9207020181 Provides add! info & comments re operator training assessment to b© 
considered for inclusion in final SALP rept in connection w/insp repts 50-269/92- 
01,50-270/92-01, 50-287/92-01 & 72-0004/92-01 . 

HAMPTON, J.W. Duke Power Co. 92/06/14. EBNETER.S.D. Region 2 (Post 820201). 
14pp. 62224:269-62224:282. 
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-9207020281 Final SALP repts 50-269/92-01,50-270/92-01.50-287/92-01 & 72-0004/ 
92-01 for Aug 1990-Feb 1992. 

* Region 2 (Post 820201), 92/06/04. 29pp. 62224:283-62224:31 1. 

9207010037 Forwards insp repts 50-269/92-12,50-270/92-12 & 50-287/92-12 on 
920526-29.No violations or deviations noted. 

COLLINS.D.M. Region 2 (Post 820201). 92/06/25. HAMPTON. J.W. Duke Power Co. 
4pp. 62143:070-62143:074. 

-9207010042 Partially withheld insp repts 50-269/92-12,50-270/92-12 & 50-287/92-12 
on 920526-29 (ref 10CFR73.21).No violations or deviations noted.Major areas 
inspected:mgt support, security program plans.audits & protected area barriers. 
STANSBERRY. W.M. Region 2 (Post 820201). 92/06/24. Ip. 62143:074-62143:074. 

9207090171 Rev 92-02 to vol A of "Oconee Nuclear Station Emergency Plan." W/ 
920630 Itr. 

HAMPTON.J.W. Duke Power Co. 92/06/30. 100pp. 62338:157-62339:034. 

9207270159 Forwards Rev 35 to ONS physical security plan.Rev withheld. 
HAMPTON.J.W. Duke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 2pp. 62528:158-62528:159. 

9207280010 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Neither Oconee nor Catawba uses Thermo-Lag matl.Bulletin inapplicable to 
units. 

TUCKER, H.B. Duke Power Co. 92/07/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 62562:1 10-62562:1 1 1 . 


H. General correspondence 

9207180093 Comment on proposed rule 10CFR50 re loss of all alternating current 

? ower & draft r^ guide 1.9,task DG-1 021 .Opposes rule. 

UCKER,H.B. Duke Power Co. 92/07/06. Docketing & Senrices Branch. 4pp. 
62375:112-62375:115. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207060137 Oconee Nuclear Station 1991 rev to FSAR.W/920630 Itr. 

HAMPTON,J.W. Duke Power Co. 92/06/30. 2,500pp. 62315:001-62320:102. 

9207150195 FonA/ards revised pages re App 13, "Chapter 13 Tables & Figures” inad- 
vertently omitted from 1991 FSAR rev. 

TUCKER,H.B. Duke Power Co. 92/07/02. Document Control Branch (Document Con- 
trol Desk). 7pp. 62409:296-62409:301. 


P. Operating license stage documents & correspondence 

9207020018 Summary of 920609 meeting w/util re schedule for NRC review of DPC 
topical repts plann^ to be submitted in next several years.Ust of attendees & DPC 
handouts end. 

reed, T. A. Project Directorate 11-3. 92/06/25. Project Directorate 11-3. 13pp. 
62183:333-62183:345. 

9207140190 Forwards request for clarification of util changes for Topical Rept (Duke-1 - 
A), "QA Program". 

JULIAN.C.A. Region 2 (Post 820201). 92/06/30. TUCKER.H.B. Duke Power Co. 6pp. 
62311:230-62311:235. 

9207220084 Discusses mgt meeting on 920624 at Region 11 ofc. Items discussed includ- 
ed shutdown risk mgt,conduct of operations & radiological controls to be implemented 
for unit 3 outage scheduled to begin 920721. 

JOHNSON,J.R. Region 2 (Post 820201). 92/06/30. HAMPTON, J.W. Duke Power Co. 
27pp. 62432:217-62^432:243. 

9207090064 Forwards addi info re revised response to 10CFR50.63 reqirements for 
SBO. 

HAMPTON, J.W. Duke Power Co. 92/07/01. Document Control Branch (Document 
Control Desk). 19pp. 62308:101-62308:202. 

-9207090076 “Battery Load & Voltage Profile for SBO." 

* Duke Power Co. OSC-4756. 92/05 b/ 24. 14pp. 62308:121-62308:134. 

-9207090093 “Room Heat-up Calculation for SBO." 

HEMMINQS,J.O., HARRELSON,D.K., LYTTON.R.S. Duke Power Co. OSC-4747. 92/ 
06/25. 69pp. 62308:135-62308:202. 

9207080099 Responds to NRC GL 92-01 re compliance w/regulatory program to main- 
tain structural integrity of reactor vessels. 

TUCKER,H.B. Duke Power CJo. 92/07/03. Document Control Branch (Document Con- 
trol Desk). 69pp. 62335:100-62335:169. 

9207200223 Fonwards listing & projected schedule for completion & submittal of new 
topical repts requiring NRC approval by util. Replacement SG design selected for 
McGuire Units 1 & 2 & Catawba Unit 1. 

TUCKER.H.B. Duke Power Co. 92/07/08. Document (Control Branch (Document Con- 
trol Desk). 2pp. 62450:360-62450:361 . 

9207210189 Fonwards non-proprietary version B&W Rept 86-1202153-01, “MK-B9 
Spectrum LCX^A LHR Limit Analysis for 177-Fuel Assembly Lowered Loop Plants." 
HAMPTON, J.W. Duke Power Co, 92/07/09. Document Control Branch (Document 
Control Desk). 3pp. 62452:126-62452:205. 

-9207210201 Nonpropiietaiy “MK-B9 Spectrum LOCA LHR Umit Analysis for 177-Fuel 
Assembly Lowered Loop Plants." 

* Babcock & Wilcox Co. 86-1202153-01. 92/06/27. 88pp. 62452:129-62452:205. 

9207200051 Application for amends to licenses OPR-38,DPR-47 & OPR-55, proposing 
to relocate certain cycle-specific parameter limits from TS to COLR. 

HAMPTON, J.W. Duke Power Co. 92/07/13. Document Control Branch (Document 
Control Desk). 4pp. 62451:161-62451:209. 

-9207200056 Proposed tech specs proposing to relocate certain cycle-specific parame- 
ter limits from TS to COLR. 

* Duke Power Co. 92/07/13. 45pp. 62451:165-62451:209. 


9207200199 Forwards corrected TS Page 4.20-3 to Amends 195,195 & 192 to Licenses 
DPR-38,DPR-47 & DPR-55, respectively. 

WIENS,L,A. Project Directorate lt-3. 92/07/13. HAMPTON.J.W. Duke Power Co. 3pp, 
62438:080-62438:084. 

-9207210160 Corrected TS Page 4.20-3 for amends 195,195 & 192 to licenses DPR- 
38,DPR-47 & DPR-55.respectively. 

* Project Directorate 11-3. 92/07/13. 2pp. 62438:083-62438:084. 

9207230200 Requests addI info in order to complete review of util generic Itr 88-20 IPE 
submittal of Dec 1990.Response requested within 30 days of Itr date. 

WIENS.LA. Project Directorate 11-3. 92/07/17. HAMPTON.J.W. Duke Power Co. 5pp. 
62459:094-62459:098. 

9207300085 Fonvards rewrite of Amend 15 to Duke Power Co Topical Rept DUKE-1 -A, 
“QA Program." Amend supercedes submittal transmitted on 920422. 

PRIORY.R.B. Duke Power Co. 92/07/20. Document Control Branch (Document Con- 
trol Desk). 4pp, 62592:256-62592:315. 

-9207300252 Rewrite of Amend 15 to Duke-1 -A. “QA Program," Section 17.0 & 
17.3,responding to 920630 request for clarification. Amend 15 supersedes submittal 
transmitted on 920422. 

* Duke Power Co. 92/07/20. 55pp. 62592:260-62592:315. 

9207300194 Forwards request for addi info re plant IPE submittal for generic issues 
105, "Interfacing SYS LOCA at LWRs,” 153, “Loss of essential Svc Water in LWRs" 
& 23, “RCP Seal Features." 

WIENS.LA. Project Directorate 11-3. 92/07/21, HAMPTON.J.W, Duke Power Co. 30pp. 
62581:217-62581:246. 


Q. Inspection reports, IE Bulletins & correspondence 

9207020159 Forwards meeting summary.Duke Power comments on SALP, SALP 
slides,revision sheet & final SALP rept for period 900801-920229 re insp repts 50- 
269/92-01,50-270/92-01, 50-287/92-01 & 72-0004/92-01. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/04. HAMPTON.J.W. Duke Power Co. 
29pp. 62224:240-62224:311. 

—9207020181 Provides addi info & comments re operator training assessment to be 
considered for inclusion in final SALP rept in connection w/insp repts 50-269/92- 
01,50-270/92-01, 50-287/92-01 & 72-0004/92-01. 

HAMPTON.J.W. Duke Power Co. 92/05/14. EBNETER.S.D. Region 2 (Post 820201). 
14pp, 62224:269-62224:282. 

-9207020281 Final SALP repts 50-269/92-01,50-270/92-01,50-287/92-01 & 72-0004/ 
92-01 for Aug 1990-Feb 1992. 

• Region 2 (Post 820201). 92/06/04. 29pp. 62224:283-62224:311. 

9207270056 Forwards Insp repts 50-269/92-11,50-270/92-11 & 50-287/92-11 on 
920426-0523 & notice of violation.Violation involves lack of attention to detail on 
behalf of licensed personnel in performing activities associated w/reactivity mgt. 
HERDT,A.R. Region 2 (Post 820201). 92/06/12. HAMPTON.J.W. Duke Power Co. 
4pp. 62475:254-62475:270. 

-9207270077 Insp repts 50-269/92-11,50-270/92-11 & 50-287/92-11 on 920426- 
0523. Violation noted.Major areas inspected:operations & surveillance testing, maint ac- 
tivities & followup on previous insp findings. 

HARMON.P.E., DESAI.B.B., POERTNER.W.K. Region 2 (Post 820201). 92/06/11. 
11pp. 62475:260-62475:270. 

9207020014 Ack receipt of 920528 Itr informing NRC of steps taken to correct violations 
noted In insp repts 50-269/92-03, 50-270/92-03 & 50-287/92-03,Response meets re- 
quirements of 10CFR2,201. 

HERDT,A.R. Region 2 (Post 820201). 92/06/18. HAMPTON, J.W. Duke Power Co. 
3pp. 62234:321-62234:323. 

9207070341 Forwards supplement to 891229 response to NRC Bulletin 88-008 re ther- 
mal stresses in piping connected to RCS.per 920623 telcon w/NRC. 

HAMPTON,J.W. Duke Power Co. 92/06/24. Document CJontrol Branch (Document 
Control Desk). 19pp. 62267:001-62267:019. 

9207010037 Forwards insp repts 50-269/92-12,50-270/92-12 & 50-287/92-12 on 
920526-29. No violations or deviations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/06/25. HAMPTON,J.W. Duke Power CJo, 
4pp. 62143:070-62143:074. 

-9207010042 Partially withheld insp repts 50-269/92-12,50-270/92-12 & 50-287/92-12 
on 920526-29 (ref 10CFR73.21).No violations or deviations noted.Major areas 
inspected:mgt supporLsecurity program plans.audits & protected area barriers. 
STANSBERRY,W.M., MCGUIRE, D.R. Region 2 (Post 820201). 92/06/24. Ip. 
62143:074-62143:074. 

9207170006 Notification of significant licensee meeting w/util on 920717 at Region II 
ofc to conduct enforcement conference re circumstances surrounding 920508 Unit 1 
reactor trip & Unit 1 operation w/only one operable flow path on 920511-24. 
BELISLE.G.A. Region 2 (Post 820201). 92/06/27. Region 2 (Post 820201). 3pp, 
62431:330-62431:332. 

9207220137 Confirms 920618 arrangements concerning 920717 enforcement confer- 
ence to discuss 920508 event re one of two Unit 1 emergency feedwater sys flow 
paths required by TS not operable. 

JOHNSON. J.R. Region 2 (Post 820201). 92/06/27. HAMPTON, J.W, Duke Power Co. 
pp. 62432:351-62432:354. 

0206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolldatod Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207270012 Forwards insp repts 50-269/92-14,50-270/92-14 & 60-287/92-14 on 
920524-061 9.0ne violation noted & being considered for escalated enforcement 
action.No notice of violation being issued at this time. 

JOHNSON.J.R. Region 2 (Post 820201). 92/06/29. HAMPTON.J.W. Duke Power Co. 
4pp. 62475:004-62475:011. 
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-9207270019 Insp repts 60-269/92-14,50-270/92-14 & 60-287/92-14 on 920524- 
O619.0ne violation re failure to maintain two emergency feedwater flow paths opera- 
ble noted.Major areas inspected:plant operations. 

HARMON.P.E.. DESAl.B.B., POERTNER.W.K. Region 2 (Post 820201). 92/06/24. 
4pp. 62475:008-62475:011. 

9207140152 Ack receipt of 920618 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-269/92-10, 50-270/92-10 & 50-287/92-10. 

HERDT.A.R. Region 2 (Post 820201). 92/07/01. HAMPTON, J.W. Duke Power Co. 
3pp. 62311:026-62311:028. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207150112 Responds to NRC 920520 Itr re violations noted in Insp Repts 50-269/92- 

11.50- 270/92-11 & 50-287/92-11. Corrective actions: estimated critical position calcu- 
lated & verified using Unit 1 reactivity curves & curves placed in unit-specific books. 
HAMPTON, J.W. Duke Power Co. 92/07/08. Document Control Branch (Document 
Control Desk). 3pp. 62409:359-62409:361. 

9207200042 Revised response to 920325 Itr re violations noted In Insp repts 50-269/92- 

08.50- 270/92-08 & 50-287/92-08 previously responded to on 920423.Conrective 
actions:addl changes to TS will be submitted by 921001. 

HAMPTON, J.W. Duke Power Co, 92/07/08. Document Control Branch (Document 
Control Desk). 2pp. 62451:317-62451:318. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200177 Forwards Second 10-yr insp interval Request for Relief 92-11 from 1980 
Edition of ASME Section Xl.inciuding winter 1980 addenda to allow volumetric exam & 
operational pressure test to be usedT in lieu of required hydrostatic test. 

HAMPTON.J.W. Duke Power Co. 92/07/14. Document Control Branch (Document 
Control Desk). 7pp. 62447:297-62447:303. 

9207200255 Forwards Rev 1 to "ISI Rept Unit 3 Oconee 1991 Refueling Outage 12." 
TUCKER, H.B. Duke Power Co. 92/07/14. Document Control Branch (Document Con- 
trol Desk). 3pp. 62459:181-62459:305. 

-9207200257 Rev 1 to “ISI Rept Unit 3 Oconee 1991 Refueling Outage 12.” 

HOGGE.A.J. Duke Power Co. 92/07/01. 141pp. 62459:184-62459:305. 

9207200196 Forwards second 10-yr insp interval Request for Relief 92-10 from 1980 
Edition Section XI of ASME.including winter 1980 addenda to allow volumetric exam 
to be used for branch welds off main steam lines due to inaccessibility. 

HAMPTON,J.W. Duke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 8pp. 62449:303-62449:310. 

9207280010 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Cabling in Wide Cable Tr^s & Small Conduits Free from Fire 
Damage.” Neither Oconee nor Catawba uses Thermo-Lag matl.Bulletin inapplicable to 
units. 

TUCKER,H.B. Duke Power Co. 92/07/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 62562:110-62562:111. 


R. Periodic operating reports & related correspondence 

9207210231 Forwards monthly operating repts for June 1 992 for Oconee Nuclear Sta- 
tion Units 1,2 & 3 & revised monthly rept for May 1992 for Oconee Nuclear Station 
Unit 1. 

MCCRAW,E.O. Duke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 2pp. 62471:220-62471:239. 

-9207210237 Monthly operating repts for June 1992 for Occnee Nuclear Station Units 
1 ,2 & 3. 

WILLIAMS,R.A.. SIMMONS, N.C. Duke Power Co. 92/06/30. 15pp. 62471:222- 
62471:236. 


V. Operator Examinations 

9207020159 Forwards meeting summary.Duke Power comments on SALP.SALP 
slides, revision sheet & final SALP rept for period 900801-920229 re insp repts 50- 
269/92-01,50-270/92-01, 50-287/92-01 & 72-0004/92-01, 

EBNETER.S.D. Region 2 (Post 820201). 92/06/04. HAMPTON.J.W. Duke Power Co. 
29pp. 62224:240-62224:311. 

-9207020181 Provides add! info & comments re operator training assessment to be 
considered for inclusion in final SALP rept in connection w/insp repts 50-269/92- 

01.50-270/92-01, 50-287/92-01 & 72-0004/92-01. 

HAMPTON, J.W. Duke Power Co. 92/05/14. EBNETER.S.D. Region 2 (Post 820201). 
14pp. 62224:269-62224:202. 

-9207020281 Final SALP repts 50-269/92-01,50-270/92-01.50-287/92-01 & 72-0004/ 
92-01 for Aug 1990-Feb 1992. 

* Region 2 (Post 820201). 92/06/04. 29pp. 62224:283-62224:311. 


Y. Dry Cask Indapandant Spant Fual Storage Installations 

9207210118 Forwards Nonpropriety volume 1 & propriety volume 2 of rev 1 to “Calvert 
Cliffs ISFSI Updated SAR.” “Calvert Cliffs ISFSI Updated SAR Final Analysis & Eval- 
uation..." also end. Propriety volume 2 withheld.W/36 oversize drawings, 

CREEL,G.C. Baltimore Gas & Electric Co. 92/07/16. Office of Nuclear Material Safety 
& Safeguards. 4pp. 62639:001-62640:099. 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 


9207150322 Forwards insp rept 50-288/92-01 on 920403-24.No violations noted. 
REESE. J.H. Region 5 (Post 820201). 92/06/09. HADEN.W. Reed College. Portland 
OR. Ip. 62415:290-62415:294. 

-9207150327 Insp rept 50-288/92-01 on 920403-24.No violations noted. Major areas 
inspected:univ test plan to locate fuel element leak. 

REESE.J.H., DUVALLS.P. Region 5 (Post 820201), 92/06/09. 4pp. 62415:291- 
62415:294. 


DOCKET 50-280 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9207010025 Forwards EP insp rept 50-289/92-10 on 920520-22.No exercise weakness- 
es or safety inadequacies identified. 

JOYNER. J.H. Region 1 (Post 820201). 92/06/19. BROUGHTON, T.G. General Public 
Utilities Ck>rp. - GPU Service Corp. 4pp. 62234:110-62234:122. 

-9207010033 EP Insp rept 50-289/92-10 on 920520-22.No exercise weaknesses or 
safety inadequacies identified.Major areas inspected:observation of annual partial-par- 
ticipation exercise. 

ECKERT.L, MCCABE.E. Region 1 (Post 820201). 92/06/19. 9pp. 62234:114- 
62234:122. 

9207230263 Forwards Rev 14 to Vols I & II of “TMI Unit 1 Fire Hazards Analysis Rept" 
& Update 1 1 to Vol 1 of “TMI Unit 1 Uixlated FSAR." 

BROUGHTON, T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/14. Doc- 
ument Control Branch (Document Control Desk). 2pp. 62502:001-62505:345. 

-9207230281 Rev 14 to Vols I & II of “TMI Unit 1 Fire Hazards Analysis Rept." 

* General Public Utilities Corp. - GPU Service Corp. 990-1745 R14. 92/07/14. 65 dd. 
62502:003-62502:063. 

9207220337 Forwards Insp Repts 50-289/92-13 & 50-320/92-08 on 920526-0629.ln- 
spector observations indicated continued safe & conservative operation of facilities. 
BLOUGH.A.R. Region 1 (Post 820201). 92/07/16. BROUGHTON,T.G., LONG,R.L 
General Public Utilities Corp, - GPU Service Corp. 3pp. 62496:300-62496:315. 

-9207220341 Safety Insp Repts 50-289/92-13 & 50-320/92-08 on 920526-0629.Major 
areas lnspected:piant operations, maint & sunreillance, radiological controls, security & 
engineering & technical support activities re plant safety. 

RC5GGE,J.F. Region 1 (Post 820201). 92/07/16. 13pp. 62496:303-62496:315. 

9207240107 Rev 5 to EPIP-TMI-.03, “Emergency Offsite Notifications,” rev 4 to EPIP- 
TMI-.04, “Contact/Callout of Emergency Personnel,” & rev 7 to EPIP-TMI-.06, "Addi- 
tional Assistance & Notification." 

* General Public Utilities Corp. - GPU Service Corp. 92/07/21, 81pp. 62482:090- 
62482:170. 

9207300115 Forwards rept of Investigation into alleged improprieties & deficiencies of 
CR logs as corrmleted by nuclear equipment operators at plant.Rept withheld. 
BROUGHTON, T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/24. Doc- 
ument Control Branch (Document Control Desk). Ip. 62638:220-62638:220. 

9207310134 Rev 3 to Procedure 6610-PLN-4200.02, “TMI Emergency Dose Calculation 
Manual,” incorporating Procedure Change Request 1-RC-92-0040. 

WILLI AMS, S.E. General Public Utilities Corp. - GPU Service Com, 92/07/24. IOOdd. 
6261 8:074-6261 8:1 78. 

9207310133 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling In Wide Trays & Small Conduits Free From Fire Damage." 
List of fire zones at TMI Unit 1 w/one & three h Thermo-Lag 330 matl end. 
BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/28. Doc- 
ument Control Branch (Document Control Desk). 44pp. 62613:275-62613:317. 


H. General correspondence 


9207100309 Responds to 920609 Itr requesting info to help constituent re medical con- 
ditions attributed to radiation released from TMI after 790328 accident. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/07/02. WOFFORD, H. 
Senate. 4pp. 62366:177-62366:183. 

-9207100314 Forwards correspondence from A Byles for NRC consideration & review. 
WOFFORD, H. Senate. 92/06/09, THE CHAIRMAN, SELIN, I. Commissioners (Post 
7501 1 9). 3pp. 62366:1 81 -62366:1 83, 


K. Utility Final Safety Analysis Report (FSAR) & amende 

9207230283 Forwards Rev 14 to Vols I & II of “TMI Unit 1 Fire Hazards Analysis Rept" 
& U^ate 1 1 to Vol 1 of “TMI Unit 1 Updated FSAR.” 

BROUGHTON, T.G. General Public Utilities Corp. - GPU Service Coip- 92/07/14. Doc- 
ument Control Branch (Document Control Desk). 2pp. 62502:001-62505:345. 

-92OT230201 Rev 14 to Vols I A II of “TMI Unit 1 Fire Hazards Analysis Rept." 

* General Public Utilities Corp. - GPU Service Corp. 990-1745 R14. 92/07/14. 65pp. 
62502:003-62502:063. 

-9207230283 Update 11 to Vol 1 of "TMI Unit 1 Updated FSAR." 

* General Public Utilities Corp. - GPU Service Corp. 92/07/31. 1,000pp. 62502:064- 
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P. Operating licans® stag® documant® & correspondsnc® 

9207080120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withhold (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting & Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 Commission meeting. Details withheld. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/06/14. CARR Commis- 
sioners (Post 750119). 42pp. 62324:254-62324:297. 

9207010091 Forwards Rev 1 to TS Change Request (TSCR) 67 & Recovery Operations 
Plan Change Request (ROPCR) 46 for amend to License DPR-73.Rev 2 of ODCM & 
Certificate of Svc for proposed TSCR 67 & ROPCR 46, Rev 1 end also. 

LONG,R.L. Georgia Power Co. 92/06/18. Document Control Branch (Document Con- 
trol Desk). 2pp. 62252:119-62252:334. 

-9207010108 Rev 2 to 6610-PLN-4200.01. "ODCM” for TMI.Units 1 & 2. 

WILLIAMS.S.E. General Public Utilities Corp. - GPU Service Corp. 92/05/18. 150pp. 
62252:176-62252:334. 

9207020213 Informs that 911224 response to GL 88-20,suppl 4 re IPEEE at 
facility,acceptable. 

HERNAN.R.W. Project Directorate 1-4. 92/06/29. BROUGHTON, T.G. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 62203:001-62203:003. 

9207080302 Confirms substance of 920521 telcon w/NRC re clarification of NRC SER 
for TS Amend 164 issued on 920427 re spent fuel pool rerack.Utll proceeding w/in- 
stallation of new SF)ent fuel storage racks based on listed clarifications. 
BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/02. Doc- 
ument Control Branch (Document Control Desk). 2pp. 62271:354-62271:355. 

9207090176 Responds to Rev 1 to Generic Ltr 92-01 re reactor vessel structural 
integrity.Submits info to support extension of submittal date for plant-specific analysis 
until 1993. Comparison of analytical inputs in BAW-214d end. 

BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/02. Doc- 
ument Control Branch (Document Control Desk). 4pp. 62338:150-62338:153. 

9207280104 Forwards completed survey forms re deterioration & repair of concrete in 
nuclear plant facilities to assist NRC in development of concrete repair manual for 
concrete structure8,per NRC 92031 1 ltr. 

DEVINE,J.C. General Public Utilities Corp. - GPU Service Corp. 92/07/20. Document 
Control Branch (Document Control Desk). 17pp. 62566:229-62566:245. 

9207280336 Forwards application for amend to license DPR-50,consi8ting of TS change 
request 218,changing administrative requirements for licensed operator requaliflcation 
prcMram. 

BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/22. Doc- 
ument Control Branch (Document Control Desk). Ip. 62566:259-62566:265. 

-9207280347 Application for amend to license DPR-50,consisting of TS change request 
218,changing administrative requirements for licensed operator eligibility & requaltfica- 
tion. 

BROUGHTON,T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/22. 5pp. 
62566:260-62566:264. 

-9207280350 Proposed tech specs page 6-3 re administrative requirements for licensed 
operator requallfication. 

* General Public Utilities Corp. - GPU Service Corr. 92/07/22. Ip. 62566:265- 
62566:265. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010025 Forwards EP insp rept 50-289/92-10 on 920520-22. No exercise weakness- 
es or safety inadequacies identified. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/19. BROUGHTON.T.G, General Public 
Utilities Corp. - GPU Service Corp. 4pp. 62234:110-62234:122. 

-9207010033 EP insp rept 50-289/92-10 on 920520-22.No exercise weaknesses or 
safety inadequacies identified.Major areas inspected:observation of annual partial-par- 
ticipation exercise. 

ECKERT,L, MCCABE.E. Region 1 (Post 820201). 92/06/19. 9pp. 62234:114- 
62234:122. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Diviston of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison CJo. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

92(^290237 NRC Info Notice 92-050, "Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207220337 Forwards insp Repts 50-289/92-13 & 50-320/92-08 on 920526-0629.in- 
spector observations indicated continued safe & conservative operation of facilities. 
BLOUGH,A.R. Region 1 (Post 820201). 92/07/16. BROUGHTON,T.G.. LONG.R.L 
General Public Utilities C^rp. - GPU Service (Dorp. 3pp. 62496:300-62496:315. 

-9207220341 Safety Insp Repts 50-289/92-13 & 50-320/92-08 on 920526-0629.Maior 
areas inspected:piant operations, maint & 8urveiiiance,radiologicai controls,security & 
engineering & technical support activities re plant safety. 

R(5qGE,J.F. Region 1 (Post 820201). 92/07/16. 13pp. 62496:303-62496:315. 


9207310133 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Trays & Small Conduits Free From Fire Damage." 
List of fire xones at TMI Unit 1 w/one & three h Thermo-Lag 330 matl encl. 
BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/28. Doc- 
ument Control Branch (Document Control Desk). 44pp. 62613:275-62613:317. 


V. Operator Examinations 

9207280336 Forwards application for amend to license DPR-50, consisting of TS change 
request 218.changlng administrative requirements for licensed operator requallfication 
program. 

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/22. Doc- 
ument Control Branch (Document Control Desk). Ip. 62566:259-62566:265. 

—9207280347 Application for amend to license DPR-50.consisting of TS change request 
218,changing administrative requirements for licensed operator eligibility & requallfica- 
tion. 

BROUGHTON.T.G. General Public Utilities Corp. - GPU Service Corp. 92/07/22. 5pp. 
62566:260-62566:264. 

-9207280350 Proposed tech specs page 6-3 re administrative requirements for licensed 
operator requalification. 

* General Public Utilities Corp. - GPU Service Corp. 92/07/22. Ip. 62566:265- 
62566:265. 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9207070396 Forwards insp rept 50-293/92-08 on 920505-061 5.No violations noted. 
LINVILLE.J. Region 1 (Post 820201). 92/06/26. ANDERSON, R.A. Boston Edison Co. 
3pp. 62270:309-62270:355. 

-9207070405 Insp rept 50-293/92-08 on 920505-061 5.No violations noted. Major areas 
inspected:radiological controls.maint,security, safety assessment & quality verification. 
KELLY.E. Region 1 (Post 820201). 92/06/25. 40pp. 62270:312-62270:355. 

9207150035 Forwards insp rept 50-293/92-07 on 920527-29.Weakness noted In 
EOF.specIfically.emergency director erroneously announced to EOF & Commonwealth 
of MA personnel that there was apparent fuel damage & fission product release in 
progress. 

JOYNER, J.H. Region 1 (Post 820201). 92/07/06. ANDERSON,R.A. Boston Edison 
Co. 3pp. 62335:046-62335:056. 

-9207150038 insp rept 50-293/92-07 on 920527-29. Weakness noted.Major areas 
inspected:EP insp & observation of annual partial- participation & annual emergency 
exercise. 

LUSHER, J., MCCABE, E. Region 1 (Post 820201). 92/07/02. 8pp. 62335:049- 
62335:056. 

9207240174 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Bam'er 
Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Thermo-Lag matl not installed at facility. 

BOULETTE,E.T. Boston Edison Co. 92/07/10. Document Control Branch (Document 
Control Desk). 2pp. 62528:264-62528:265. 

9207280297 Notification of significant licensee meeting 92-119 w/utll on 920721 in 
Region I ofc to discuss review of security dept activities. 

LEW.D.C. Region 1 (Post 820201). 92/07/10. Region 1 (Post 820201). 3pp. 
62497:214-62497:216. 

9207200188 Advises that response to NRC Bulletin 92-001 , "Failure of Thermo-Lag 330 
Fire Barrier Sys,” adequate & complete. 

EATON,R.B. Project Directorate 1-3. 92/07/15. ANDERSON.R.A. Boston Edison Co. 
2pp. 62418:355-62418:356. 


H. General correspondence 

9207160070 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
SNM. 

ANDERSON,R.A. Boston Edison Co. 92/07/10. CHILK,S.J. Office of the Secretaiy of 
the Commission. Ip. 62375:086-62375:086. 

9207210243 Comment opposing draft rev 3 to reg guide 01.009. 

ANDERSON,R.A. Boston Edison Co. 92/07/10. Regulatory Publications Branch. Ip, 
62421:227-62421:227. 


K. Utility Rnal Safety Analysis Report (FSAR) & amends 

9207060279 Rev 14 to Pilgrim Nuclear Power Station FSAR.W/920623 ltr. 
ANDERSON,R.A. Boston Edison Co. 92/06/30. 750pp. 62294:001-62295:092. 


P. Operating license stage documents A correspondence 

9207080120 Final response to FOIA request for documents.App A documents encl & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
S). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-8605190330 Summary of 860423-24 mgt meeting at Region III ofc re licensee 
performance,evaluation of plant discussions & fitness for duty. Task assignments & list 
of Qttondoos 0 ncl 

SNIEZEK,J.H. Regional Operations & Generic Requirements, EDO (Pre 870413). 86/ 
05/13. DAVIS,J.G. Office of Nuclear Material Safety & Safeguards. 11pp. 62324:005- 
62324:015. 
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-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V, Ofc of the Executive Director for Operations. 87/12/08. ZECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080265 Provides details of discussion re Pilgrim during 871117 & 18 NRC senior 
managers meeting. Facility was categorized as requiring substantial improvement 
STELLO.V. Ofc of the ^ecutive Director for Operations. 87/12/08. SWEENEY,S.J. 
Boston Edison Co. 2pp. 62324:029-62324:030. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 88071 3 Commission meeting also end. 
STELLO.V. Ofc of the ^ecutive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

-920709(K)50 Provides summary NRC discussions re Pilgrim at 880628 & 29 senior 
managers meeting. Facility was categorized as requiring substantial improvement 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. SWEENEY.S.J. 
Boston Edison Co. 12pp. 62324:059-62324:071. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting & fonvards Itrs 
to be sent to licensees of plants to be discussed at 881 221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

“9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior rngt meeting & Itrs to be sent to licensees of plants that will be discussed at 
90021 5 Commission meeting. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9207070003 Fonwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.consisting of NRC-approved insp program governed by procedures & 
end TS. 

ANDERSON.R.A. Boston Edison Co. 92/07/01. Document Control Branch (Document 
Control Desk). 9pp. 62269:160-62269:180. 

-9207070004 Proposed TS 3.6 & 4.6 re primary sys boundary, 4.6.A re thermal & pres- 
surization limitations & Table 4.6.3 re reactor vessel matl surveillance withdrawal 
sotiociuio 

* Boston Edison Co. 92/07/01. 12pp. 62269:169-62269:180. 

9207140260 Approves response to GL 91-06, "Resolution of Generic Issue A-30, ’Ade- 
quacy of Safety-Related DC Power Supplies.'" TAG M81480 closed out. 

EATON.R.B. Project Directorate 1-3. 92/07/08. ANDERSON.R.A. Boston Edison Co. 
2pp. 62378:241-62378:242. 

9207200249 Summary of 920701 meeting w/util in Rockville, MD re licensee understand- 
ing & methodology to support submittal of proposed amends concerning GL 91-04 & 
adding add! spent fuel racks to spent fuel p^l. 

EATON.R.B. Project Directorate 1-3. 92/07/13. Project Directorate 1-3. 5pp. 
62427:307-62427:312. 

9207220310 Documents 920710 telcon re rescheduling of implementation of mods to 
panel C-7 per DCRDR.Mods required on panel C-7 will not bo completed until mid- 
cycle outage for refueling outage 10 due to complexity of mods. 

EATON, R.B. Project Directorate 1-3. 92/07/13. ANDERSON.R.A. Boston Edison Co. 
2pp. 62442:355-62442:356. 

9207210170 Forwards amend 142 to license DPR-35 & safety evaluation. Amend re- 
vises surveillance interval for local leak rate testing of main steam isolation valves & 

^TON.R.B. Project Directorate 1-3. 92/07/15. ANDERSON.R.A. Boston Edison Co, 
4pp. 62438:250-62438:259, 

-9207210174 Amend 142 to license OPR-d5, revising surveillance interval for local leak 
rate testing of main steam isolation valves & personnel airlock door seals. 

NERSES.V. Project Directorate 1-3. 92/07/15. 4pp. 62438:254-62438:267. 

-9207210177 Safety evaluation si^porting amend 142 to license DPR-d5. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/15. 2pp. 
62438:258-62438:259. 


Q. Inspection reports, IE Bulletins & corrsspondence 

9207010034 Forwards reg guide 1.97 safely insp rept 50-293/92-06 on 920504-08.Staff 
determined that licensee had established program to meet recommendations of reg 
guide 1.97. Understands that program will be fully implemented in 1993. 

ANDERSON, C,J. Region 1 (Post 820201). 92/06/23, ANDERSON, R.A. Boston Edison 
Co. 4pp. 62143:041-62143:059. 

-9207010036 Reg guide 1.97 safety insp rept 50-293/92-06 on 920504-08. No viola- 
tions noted.Major areas in$pect6d:licensee implementation of reg guide 1 .97, Rev 3,re 
post-accident monitoring instrumentation. 

CHEUNG, L, RUUND.W.H. Region 1 (Post 820201). 92/06/22. 14pp. 62143:045- 
62143:059. 

9207080027 Forwards insp rept 50-293/92-11 on 920601 -04.No violations noted.One 
unresolved Item re missing QA vendor audit rept, noted. 

JOYNER. J.H. Region 1 (Post 820201). 92/06/25. ANDERSON.R.A. Boston Edison 
Co. 4pp. 62218:274-62218:285. 

-9207080031 Insp rept 50-293/92-11 on 920601 -04.No violations noted.One unre- 
solved item identified.Ma|or areas inspected: organization changes, nuclear QA audits 
a surveillances a QC control insp repts, training & solid radwaste processing. 
NOGGLE,J.. PASCIAK,W. Region 1 (Post 820201). 92/06/19. 8pp. 62218:278- 
62218:285. 


9207070396 Forwards insp rept 50-293/92-08 on 920505-061 5.No violations noted. 
LINVILLE.J. Region 1 (Post 820201). 92/06/26. ANDERSON.R.A. Boston Edison Co. 
3pp. 62270:309-62270:365. 

-9207070405 Insp rept 50-293/92-08 on 920505-061 5. No violations noted. Major areas 
inspected:radiologlcal controls, maint, security, safety assessment a quality verification. 
KELLY.E. Region 1 (Post 820201). 92/06/25. 40pp. 62270:312-62270:355. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070003 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.consisting of NRC-approved insp program governed by procedures & 
end TS. 

ANDERSON, R.A. Boston Edison Co. 92/07/01. Document Control Branch (Document 
Control Desk). 9pp. 62269:160-62269:180. 

9206260043 NRC info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207150035 Forwards insp rept 50-293/92-07 on 920527-29, Weakness noted In 
EOF, specifically, emergency director erroneously announced to EOF & Commonwealth 
of MA personnel that there was apparent fuel damage & fission product release In 
progress. 

JOYNER,J.H. Region 1 (Post 820201). 92/07/06. ANDERSON.R.A. Boston Edison 
Co. 3pp. 62335:046-62335:056. 

-9207150038 Insp rept 50-293/92-07 on 920527-29. Weakness noted.Major areas 
inspected:EP insp & observation of annual partial- participation & annual emergency 
exercise. 

LUSHER, J.. MCCABE.E. Region 1 (Post 820201). 92/07/02. 8pp. 62335:049- 
62335:056. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207240174 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Dama ge." Thermo-Lag matl not installed at facility. 

BOULETTE,E.T. Boston Edison Co. 92/07/10. Document Control Branch (Document 
Control Desk). 2pp. 62528:264-62528:265. 

9207200188 Advises that response to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 
Fire Barrier Sys.” adequate & complete. 

EATON.R.B. Project Directorate 1-3. 92/07/15. ANDERSON.R.A. Boston Edison Co. 
2pp. 62418:355-62418:356. 

9207230060 Forwards Erosion/Corrosion Monitoring Program Insp Rept 60-293/92-12 
on 920608-1 2,per licensee commitments & procedures to address Generic Ltr 89- 
08. Erosion/corrosion program & program implementation satisfactory & effective. 
ANDERSON.C.J. Region 1 (Post 820201). 92/07/17. ANDERSON,R.A. Boston Edison 
Co. 3pp. 62482:262-62482:261. 

-9207230064 In^ Rept 50-293/92-12 on 920608-1 2.Engineering staff responsible for 
erosion/corrosion program well qualified. M^or areas inspected:erosion/corrosion (E/ 
C) & long-term E/C monitoring program, per ueneric Ltr 89-08. 

PATNAIK.P.. MCBREARTY.R.A., GRAY.E.H. Region 1 (Post 820201). 92/07/17. 7pp. 
62482:255-62482:261. 

9207280028 Ack receipt of 920604 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-293/92-80. 

ANDERSON.C.J. Region 1 (Post 820201). 92/07/20. ANDERSON.R.A. Boston Edison 
Co. 3pp. 62488:013-62488:021. 

9207300083 Forwards safety insp rept 50-293/92-13 on 920622-26.No violations 
noted.Mobil6 Lab was brought to site to make independent measures. 

JOYNER, J.H. Region 1 (Post 820201). 92/07/22. ANDERSON, R,A. Boston Edison 
Co. 4pp. 62528:065-62528:085. 

-9207300069 Safety insp rept 50-293/92-13 on 920622-26.No violations noted.Major 
areas inspected:confirmatory measurements- radlological,standards analyses-chemls- 
try & Lab QA/QC. 

MCNAMARA,N. Region 1 (Post 820201). 92/07/22. 17pp. 62528:069-62528:085. 

9207310219 Forwards Auoit 92050S, "Scientific Ecology Group Supplier Implementation 
& Qualification,” performed by utils under auspices of NRC Procurement issues 
Committee,per NRC Insp Rept 50-293/92-11. 

ANDERSON,R.A. Boston Edison Co. 92/07/24. Document Control Branch (Document 
Control Desk). 2pp. 62638:168-62638:180, 

-9207310221 Audit 92050S, "Scientific Ecology Group Supplier Implementation & Quali- 
fication," conducted on 920324-27. 

RYAN,J.C. Pacific Gas & Electric Co. GLIVINSKI,D.L. Portland General Electric Co. 
BARKER, A.R. American Electric Power Co., Inc. 92050S. 92/05/05. 11pp. 62638:170- 
62638:180. 


R. Periodic operating reports & related correspondence 

9207010319 “Rept of Changes,Te8t8 & Experiments for Pilgrim Nuclear Power Station 
for 1991." W/920626ltr. 

WAGNER, E.J. Boston Edison Co. 91/12/31. 7pp. 62234:091-62234:097. 

92071 SOI 39 Monthly operating rept for June 1992 for Pilgrim 1.W/920714 ltr. 
MUNRO.W., BOULETTE.ET. Boston Edison Co. 92/06/30. 8pp. 62409:335- 
62409:342. 
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§207220183 “NPDES Discharge Monitoring Rept for June 1992 for Pilgrim Nuclear 
Power Station." W/920716 Itr. 

WAGNER, E.J. Boston Edison Co. 92/06/30. 10pp. 62473:340-62473:349. 

§207100268 Forwards annual rept of changes to QA program description for Jul 1991 to 
June 1992. 

ANDERSON, R.A. Boston Edison Co. 92/07/03. Document Control Branch (Document 
Control Desk). 11pp. 62365:004-62365:014. 


S. Reportable occurrence®, LER® & related correspondence 


9207070146 Special repton 920601, fire water supply sys diesel fire pump declared in- 
operable for maintCaused by failure of manifold.Replacement manifold repaired & 
pump declared operable on 920616. 

ANDERSON,R.A. Boston Edison Co. 92/06/30. Document Control Branch (Document 
Control Desk). 2pp. 62267:355-62267:356. 

9207210320 LER 91-014-01:on 91 0627,determined that one Dresser main steam relief 
valve not within TS 3.6.D.1 Ilmits.Caused by setpoint drift. Valve refurbished.retested & 
verified to within TS Iimits,W/920716 Itr. 

GAY,R.A., ANDERSON,R.A. Boston Edison Co. 92/07/16. 7pp. 62481:001-62481:007. 


9207240022 LER ^-007-00:on 92061 8,during quarterly functional test, RCIC sys made 
inoperable per TS due to loose temp switch terminal.Caused by repeated torquino of 
terminal screw. Circuitry to be changed for frequent callbr.W/92071 7 Itr. 

ELLIS,D.W.. ANDERSON.R,A. Boston E&n Co. 92/07/17. 6pp. 62587:117- 
62587:122. 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 

9207020119 Change request A-92-0812 to rev 2,EPIP 180-2, ‘TSC Environ Director” 
* Commonwealth Edison Co. 92/06/13. 13pp. 62219:246-62219:258. 


9207020125 Change request A-92-0813 to rev 1,EPIP 180-4, “TSC ODCS Specialist" 
* Commonwealth Edison Co. 92/06/13. 15pp. 62219:259-62219:273. 


9207020264 Forwards Rev 29 to security plan.Rev withheld (ref 10CFR73.21). 
KOVACH,T.J. Commonwealth Edison Co. 92/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 62425:354-62425:354. 


9207020174 Change request 0-92-060 to rev I.EPIP 340-1. “Core Damage Assess- 
ment." 

* Commonwealth Edison Co. 92/06/24. 28pp. 62219:274-62219:301. 


9207080010 Forwards “Zion Station Updated FSAR.Vols 1-6." 

STIMAC.S.F. Commonwealth Edison Co. 92/06/25. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 300pp. 62345:001-62355:005. 


-9^7060031 Add 2E. “Site Airborne Effluent Diffusion & Record of Meteorological 
Monrtoring for Period of May 1971 - Apr 1972," to Zion Station Units 1 & 2 updated 

* Commonwealth Edison Co. 92/06/30. 87pp. 62347:121-62347:209. 


9207020166 Change request A-92-0811 to rev I.EPIP 180-1, “Radiation Protection Di- 
rector." 

* Commonwealth Edison Co. 92/06/26. 17pp. 62224:312-62224:328. 


9207150204 Rev 7A to “Nuclear Generating Station Emergency Plan.” 

JOHNSON, I.M., REED.C. Commonwealth Edison Co. 92/07/01. 38pp. 62405*257- 
62405:294. 


request to change date of Zion stations emer- 
}.Proposed date change acceptable. 

820201). 92/07/10. REED.d Commonwealth 


9207220359 Change Request A-92-0904 to EPIP 320-1, “Activation of GSEP Station 
Group," updating GSEP participants names & telephone numbers to reflect quarterly 
update to callout list. ' 

* Commonwealth Edison Co. 92/07/13. 10pp. 62474:328-62474:337. 


9207200027 Ack receipt of 920622 Itr re 
gency preparedness exercise to 920631 
MCCORMICK-BARGE Region 3 (Post 
Edison Co. 2pp. 62447:3^-62447:355. 


9207280013 Ack receipt of 920623 Itr transmitting Rev 29 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable except for listed conflicts in se- 
curity plan, including retention of records re access authorization. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/15. KOVACH, T.J. Commonwealth 
Edison Co. 2pp. 62562:346-62562:347. 


9207310171 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
facllitlos.Compen8atory measures Implemented. 
JACKSON, M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 


K. Utility Rnal Safety Analysis Report (FSAR) & amends 

9207060010 Forwards “Zion Station Updated FSAR,Vol8 1-6." 

STIMAC.S.F. Commonwealth Edison Co. 92/06/25, MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 300pp. 62345:001-62365:005. 

-9207060013 "Zion Station FSAR.Vols 1-6." 

* Commonwealth Edison Co. 92/06/30. 3,600pp. 62346:032-62346:200. 

-9^7060015 Chapter 1, "Introduction & General Description of Plant," to Zion Station 
Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 300pp. 62346:201-62346:310. 

-9207060016 ^p 1A, "Compliance to AEC Safety Guides," to Zion Station Units 1 & 2 
updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 36pp. 62346:311-62346:346. 

“^^7080019 Chapter 2, "Site Characteristics," to Zion Station Units 1 & 2 updated 

* (Commonwealth Edison Co. 92/06/25. 200pp. 62346:347-62347:105. 


Aircraft Using Waukegan Memorial Air- 
port Hitting Zion Station," to Zion Station Units 1 & 2 updated FSAR 

<^®''^®''ly Pickard, Lowe & Gam'ck. Inc.). 92/06/30. 1p. 62347:106- 

02347* lOo. 

App 2B, "Potential Effects of Aircraft Impact & Post-Crash Fires on Zion 
Station,” to Zion Station Units 1 &. 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. ip. 62347:107-62347:107. 

(WINDIF) for Chicago & Milwaukee," to 

Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Cki. 92/06/30. 9pp. 62347:108-62347:116. 

* Commonwealth Edison Co. 92/06/30. 4pp. 62347:117-62347:120. 

-9^706(^31 App 2E, “Site Airborne Effluent Diffusion & Record of Meteorological 
FSAR*'^'^^ 0^ May 1971 - Apr 1972," to Zion Station Units 1 a 2 upSated 

* Commonwealth Edison Co. 92/06/30. 87pp. 62347:121-62347:209. 

Structures,Components, Equipment & Sys." to Zion 

* Commonwealth Edison Co. 92/0*6/30. 450pp. 62347:210-62348:204. 

-<^7060^7 App 3A, “Analysis of Effects of Main Steam or Feedwater Pipe Break 
Outside Containment," to Zion Station Units 1 a 2 updated FSAR. ^ 

* Commonwealth Edison Co. 92/06/30. 68pp. 62348:205-62348:272. 

-9^70^^ App 3B, "Analysis of Effects of Break in Other High Energy Fluid Piping 
Sj^ Outside Containment," to Zion Station Units 1 a 2 updated FSAR ^ 

Commonwealth Edison Co. 92/06/30. 38pp. 62348:273-62348:310. 

~9M70600^ Am 3C, “^mple Result of Simplified Seismic Analysis," to Zion Station 
units 1*2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 8pp. 62348:311-62348:319. 

-9207060058 Chapter 4, “Reactor," to Zion Station Units 1 a 2 updated FSAR 

* Commonwealth Edison Co. 92/06/30. 200pp. 62348:320-62349:115. 

-920706^4 App 4A, “Fuel Densification - Zion Station Unit 1." to Zion Station Unit 1 
updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 67pp. 62349:1 1 6-62349:1 82. 

>-^704NK)68 Chapter 5, "RCS a Connected Sys," to Zion Station Units 1 a 2 updated 

* Commonwealth Edison Co. 92/06/30. 200pp. 62349:183-62350:022. 

-9207060070 App 5A, "Criteria for Vessels a Piping Within RCS Pressure Boundary," 
to Zion Station Units 1 a 2 updated FSAR. ^ 

* Commonwealth Edison Co. 92/06/30. 15pp. 62350:023-62350:037. 

-9^7060072 App 6B, “Determination of Reactor Pressure Vessel NDTT," to Zion Sta- 
tion Units 1 a 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 10pp. 62350:038-62350:047. 

-9207060074 App 5C, "Investigation of Indications Revealed by Ultrasonic Base Lino 
Reactor Vessel 610-0144-51," to Zion Station Unit 1 updated FSAR. 
BUSKEY,W.C., BARNES,!., WALTON,G.A. Ck>mmonwealth Edison 92/06/30 
104pp. 62350:048-62350:152. 

-9207060084 Chapter 6, “ESF,” to Zion Station Units 1 a 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 200pp. 62350:153-62350:331. 

-9^7060091 App 6A, "Thermal Recombiner Demonstration Tost," to Zion Station 
Units 1 a 2 updated FSAR. 

HENRIE,J.O. Atomics International. 92/06/30. 14pp. 62350:332-62350:345. 

— 9^7060M3 App 6B, “Iodine Removal Effectiveness Evaluation of Containment Spray 
Sys," to Zion Station Units 1 a 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 12pp. 62350:346-62350:357. 

-9207060095 App 6C, “NRC Related Commitments a Regulations for Zion Auxiliary 
Feedwater Sys, to Zion Station Units 1 a 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 3pp. &350:358-62350:360. 

7. "Instrumentation a Controls," to Zion Station Units 1 a 2 up- 
dated FSAR. 

* Commonwealth Edison Co. 92/06/30. 200pp. 62351:001-62351:199. 

-9207060099 Chapter 8, “Electric Power," to Zion Station Units 1 a 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 47pp. 62351:200-62351:248. 

-9207060104 Chapter 9, “Auxiliary Sys," to Zion Station Units 1 a 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 400pp. 62351:249-62352:176. 

~9M70M1M App 9A, “SvMngIng Spent Fuel Cask Accident Analysis," to Zion Station 
Units 1 a 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 10pp. 62352:177-62352:186. 

-9207060109 Chapter 10, “Steam a Power Conversion Sys," to Zion Station Units 1 a 
2 updated FSAR. 

^ Commonwealth Edison Co. 92/06/30. 45pp. 62352:187-62352:231. 

-9207060112 App 10A, “Rept Covering Effects of High Pressure Turbine Rotor Fracture 
a Low Pressure Turbine Disc Fractures at Design (Dverspeed," to Zion Station Units 1 
a 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 16pp. 62352:232-62352:247. 

-9M7060113 App 10B, "SER SG Water Hammer Zion Generating Station Units 1 a 2 
SMt 1979," to Zion Station Units 1 a 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 5pp. 62352:248-62352:252. 

Water Hammer Technical Evaluation Zion Units 1 a 2 Mar 
1979 EQaQ idaho,lnc,Revi8ed 790515,” to Zion Station Units 1 a 2 updated FSAR 

* Commonwealth Edison Co. 92/06/30. 17pp. 62352:253-62352:269 * 
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-9207060116 Chapter 11. "Radwaste Mgt.'' to 

• to^onwealth Edison Co. 92/06/30. 175pp. 62362:270^2353.032. 

-9207060117 Chapter 12. “Radiahon Protection,'’ to Zion StaSon Units 1 & 2 updated 

• tommonwealth Edison Co. 92/06/30. 32pp. 62353:033-62353:064. 

-9207060119 Chapter 13. "Conduct of Operations," to Zion Station Units 1 & 2 updat- 

^mmonweaith Edison Co. 92/06/30. 30pp. 62353:065-62363:094. 

-9207060124 Chapter 14. "Initial Test Program," to Zion Station Units 1 & 2 updated 
f Commonwealth Edison Co. 92/06/30. 43pp. 62353:095-62353:138. 

-9207060126 Chapter 15, ';Saf6^ ^sls ” to Zion Stefcn U^^ updated FSAR. 

• Commonwealth Edison Co. 92/06/30. 500pp. 62353.1 39 - 62304 . 441 . 

-9207060129 App ISA. “Various Aspects of ECCS Performance," to Zion Station Units 

• Com^^Mlth Etf^n Co. 92/06/30. 76pp. 62354:222-62354:297. 

-9207060130 App 15B, "RadiaSon Sources." to Zion StaSon Units 1 & 2 updated 

f^mmonwealth Edison Co. 92/06/30. 20pp. 62354:298-62354:317. 

Chaoter 16 “Tech Specs," to Zion Station Units 1 & 2 updated FSAR. 
"®SonleaK^^^^^ Co 92S 46pp. 62354:318-62355:002. 

0707fi«fii33 Chaoter 17. “QA." to Zion Station UnHs 1 & 2 updated FSAR. 

• Commonwealth Edison Co. 92/06/30. 3pp. 62355:003-62355:005, 


9207170195 Application for amends to Licenses DPR-39 & DPR-48, revising Specs 3/ 
4.3.1 .F & 3/4.3.2,G to address concerns in Generic Ltr 90-06, “Resolution of Generic 
Issue 70, 'PORV & Block Valve Reliability & Generic Issue 94, ’AddI Low...."' 
STIMAC.S.F. Commonwealth Edison Co. 92/07/08. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director {Post 870411). 13pp. 62436:123-62436:172. 

-9207170196 Proposed TS 3/4.3.1.F & 3/4.3.2.G re PORVs & block valves. 

• Commonwealth Edison Co. 92/07/08. 37pp. 62436:136-62436:172. 

9207220199 Notification of 920724 meeting w/util In Rockville, MD to discuss emergen- 
cy dlesels,radiation exposure & technical staff qualifications. 

PATEL. C.P. Project Directorate III-2. 92/07/14. BARRETT,R.J. Project Directorate 111- 
2. 3pp. 62453:335-62453:337. 

9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organiza- 
tional decisions. 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:183. 

9207300136 Forwards SSE accepting licensee response to SBC subj to satisfactory res- 
olution of listed deficiencies. 

PATEL, C.P. Project Directorate 111-2. 92/07/22. KOVACH, T.J. Commonwealth Edison 
Co. 2pp. 62580:336-62580:345. 

-9207300141 Supplemental SE accepting licensee response to SBO. 

PATEL,C.P. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/22. 
8pp. 62580:338-62580:345. 


Q. Inspection reports, (E Bulletins & correspondence 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents.App /V ^ 

teing made available in PDR.Portions of app A records withheld (ref FOIA exemption 

QRIMSLEY.D.H, Division of Freedom of Information & 

890205). 91/10/11. REDDA.T. Southern Technical Services, Inc. 3pp. 62324.002- 
62324:303. 

-9207090237 Provides Commission w/summary of discussions held 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 

910124 Csmmission meeting. Details withheld. Qi/f^i/i7 rARR Commls- 

TAYLOR J M Ofc of the Executive Director for Operations. 91/01/17. dahh commis- 
sioners (Post 750119). 36pp. 62324:218-62324:253. 

-9207090248 Provides summary of discussions held at 910604-06 NRC 
meeting & Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 Commission meeting.Det^ls ^hheld. _ , -aop 
TAYLOR J M. Ofc of the Executive Director for Operations. 91/06/14. CARR Commis- 
sioners (Post 750119). 42pp. 62324:254-62324:297. 

9207020123 Advises that rept BAW-2148P,rev 1 “Low Upper-Shelf Joughnew Fracture 
Analysis of Reactor Vessels of Zion Units 1 & 2 for Load Level A & B Conditions, will 
be withheld from oublic disclosure, per 920611 request. 

PATEL CP. Project Directorate i{l-2, 92/06/22. KOVACH, T.J- Commonwealth Edison 
Co. 4pp. 62183:355-62183:358. 

9207020284 Responds to 920212 staff requirements memo re performance of util 

^AYlfoR J M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25, 
18pp. 62465:207-62465:224. 

9207070076 Fonvards amends 139 6 128 to licenses DPR-39 & DPR-48, respectively & 
safeN 0valuation.Amends revise TS to support use of vantage 5 fuel, in combination 

PATEL C P. Project Directorate III-2. 92/06/26. KOVACH, T.J. Commonwealth Energy 
System’. 2pp. 62235:001-62235:117. 

-9207070093 Amends 139 & 128 to licenses DPR-39 & DPR-48.re8pectively. Amends 
revise TS to support use of vantage 5 fuel.ln combination w/OFA cora 
BARRETT, R.J. Project Directorate 111-2. 92/06/26. 98pp. 62235:003-62235:103. 

-9207070100 Safety evaluation supporting amends 139 & 128 to licenses DPR-39 & 

^*(55S*^^?^NiSear Reactor Regulation, Director (Post 870411). 92/06/26, 14pp. 
62235:104-62235:117. 

9207090357 Discusses 920616-16 meeting re plants catMorized as requiring clow 
monitoring & have been identified as having weaknesses that warrant Increased NRC 
attention from both Headquarters & Regional ofc until performance improves. 

TAYLOR, J.M, Ofc of the Exectwe Director for Qiperations. 92/06/30. 
0‘CONNOR.J.J. Commonwealth Edison Co. 4pp. 62269:296-62269:299. 

9207070088 Submits supplemental info for 920607 amend to !iS?h^ DI^-19.pPR- 
25,DPR-29.DPR-3O,DPR"39,DPR-40,NPF-11,NPF-18, NPF-37,NPF-66,NPF-72 & NPF- 
77, per NRC requestRevisod TS re rev of onsite review of pro^ures^cl. 
SIMPKIN.T.W. Commonwealth Edison Co. 92/07/01. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Direi^or (Post 870411). 21pp. 62267:020-62267:089. 

-9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS, submitted as supplement to original request w/info necessary 
to complete review. 

* Commonwealth Edison Co, 92/07/01. 49pp. 62267:041-62267:089, 

9207100283 Forwards B&W Rept BAW-2ie7,dtd June 1992 entitled, “Response to GL 
92-01 for Commonwealth Edison Co Byron Units 1 & 2, Braidwood Units 1 a 2 & Zion 
Units 1 a 2," In response to GL 92-01 .Rev 1 a GL 88-1 1 . ^ ^ ^ ^ , 

JACKSON, M.A. Commonwealth Edison Co. 92/07/02. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 3pp, 62365:156-62366:240. 

-8207100291 “Response to GL 92-01 for Commonwealth Edison Co Byron Units 1 a 
2,Braldwood Units 1 a 2 a Zion Units 1 a 2." 

♦ Babcock a Wilcox Co. BAW-2167. 92/06/30. 79pp, 62365:159-62365:240. 


9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207270303 Suppis 89041 1 response to violations noted in Insp Repts 50-296/89-04 & 
50-304/89-04.^heduled completion date for testing remaining Unit 1. Category 2 & 
Category 3 relay contacts extended until Apr 1994. 

KOVACH, T.J. Commonwealth Edison Co. 92/06/29. DAVIS, A.B. Region 3 (Post 
820201). 2pp. 62528:154-62528:155. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

RCSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02, 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

RCSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207140199 Responds to NRC 920610 ltr re violations noted in insp repts 50-295/92-09 
& 50-304/92-09.Correctlve actions-.problem identification form generated to investigate 
S provide trending data on failure of four kV breaker to close. 

KOVACH, T.J. Commonwealth Edison Co. 92/07/10. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62385:315-62385:320. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj matl used at all listed facilitles.Compensatory measures implemented. 
JACKSON, M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 


R. Periodic operating reports & related correspondence 

9207170273 Monthly operating repts for June 1992 few Zion Generating Station, Units 1 
& 2.W/920714 ltr. 

HERRON, R., JOYCE.T.P. Commonwealth Edison Co. 92/06/30. 13pp. 62440:309- 
62440:321. 


V. Operator Examlnationa 

9207090280 Forwards exam answer key for forms A & B.gradirra results for facility & 
Individual answer sheets for each applicant taking exams for facility, per 920610 gener- 
ic fundamentals exam at facility .All candidates passed exam. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Commonwealth Edison Co. 48pp. 
62266:001-62266:0^. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007. Authorized representative from facility should submit ltr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIQHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F, Security, medical, einergency & fire protection plans 

9207010058 Fonwards partially withheld insp repts 50-259/92-20, 50-260/92-20 & 50- 
296/92-20 on 92061 1-I6.N0 violations or deviatons noted. 

COLLINS, D.M. Region 2 (Post 820201). 92/06/24. MEDFORD, M.O. Tennmses Valhy 
Authority. 4pp. 62143:149-62143:153. 
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-«207010065 Partially withheld Insp repts 50-259/93-20.50-260/92-20 & 50-296/92- 
20.No violations noted.Details withheld ref 10CFR73.21 .Major areas inspectedrsecurity 
plan & procedures, mat effectiveness, security organization & program audit 
STANSBERRY. W.W. Region 2 (Post 820201). 92/06/24. Ip. 62143:153-62143:153. 

9207300245 Revised EPIPs.including Rev 13 to EPlP-1, "Emergen^ Plan Classification 
Logic," Rev 13 to EPiP-3, "Alert,” Rev 12 to EPIP-4, “Site Area tmergency,” Rev 13 
to EPIP-5, “General Emergency" & rev to EPIP-17, “Emergency....” W/920717 Itr. 
BARON.R.R. Tennessee Valley Authority. 92/07/17. 68pp. 62593:223-62593:289. 

9207210213 Forwards Revs 28 & 19 to physical security/contingency 

plans, respectively.Revs withhold (ref 10CFR73.21). 

BUR2YNSKI,M.J, Tennessee Valley Authority. 92/07/21. Document Control Branch 
(Document Control Desk). 2pp. 62467:358-62467:359. 


K. Utility Final Safety Anaiyaia Report (FSAR) & amends 

9207240212 Forwards Amend 9 to updated FSAR for Browns Ferry Nuclear 
PlantCommItments completed In Amend 9 include, FSAR logic diagrams.Diagrams 
updated.as necessary. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/07/22. Document Control Branch 
(Document Control Desk). 5pp. 62540:001-62543:312. 

-9207240215 Amend 9 to updated FSAR for Browns Ferry Nuclear Plant. 

* Tennessee Valley Authority. 92/07/22. 1,400pp. 62540:006-62543:312. 


P. Operating licenae stage documents & correspondence 

9207080120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA.T. Southern Technical Services. Inc. 3pp. 62324:002- 
62324:303. 

-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. ZECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080200 Provides details of discussions re Browns Ferry & Sequoyah during 
871 117 & 18 NRC senior managers meeting.Plants were categorized as requiring sub- 
stantial improvement 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. WHITE, S.A. Ten- 
nessee Valley Authority. 2pp. 62324:023-62324:024. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880/13 Commission meeting also end. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207080358 Provides summary of NRC discussions re Browns Ferry & Sequoyah 
during 880628 & 29 senior managers meeting.Browns Ferry & Sequoyah Unit 1 were 
categorized as requiring substantial improvement & Unit.close monitoring. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. WHITE, S.A. Ten- 
nessee Valley Authority. 2pp. 62324:055-62324:056. 

-9207090088 Summarizes discussions at 881206-07 senior mgt meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881 221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

-9207090148 Provides Commission w/summary of discussions held at 900612- 13 NRC 
senior rr^t meeting & Itrs to be sent to licensees of plants that will be discussed at 
900627 commission meeting. Portions of discussion summary partially withheld. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/06/21. CARR Commis- 
sioners (Post 750119). 34pp. 62324:183-62324:217, 

-9207090237 Provides Commission w/summary of discussions held at 910108- 09 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 
910124 Commission meeting. Details withheld. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/01/17. CARR Commis- 
sioners (Post 750119). 36pp. 62324:218-62324:253, 

-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting & Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 Commission meeting.Details withheld. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/14. CARR C^ommis- 
sionefs (Post 7501 1 9). 42pp. 62324:254-62324:297. 

-9207090287 Partially withheld summary of 861021-22 NRC m0 meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

-9207100371 Provides Osmmission w/summary of discussions held at 900122- 23 NRC 
senior rr^ meeting & Itrs to be sent to licensees of plants that will be discussed at 
900215 (Commission meeting. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9207020148 Summary of 92021 1 meeting w/utii to discuss planned work activities In 
Units 1 & 2. 

WiLSON.B.A. Region 2 (Post 820201). 92/06/15. MEDFORO,M.O. Region 2 (Post 
820201). 10pp. 62240:029-62249:038. 

9207080088 Discusses plant implementation schedule for generic Itr 89-10. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/06/30. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62204:206-62204:208. 


9207090339 Discusses 920615-16 meeting re BFNP as having weaknesses that warrant 
increased NRC attention until improvement demonstrated & remain in category of 
plants that require NRC authorization to operate.NRC meeting scheduled for 920702. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/30. 
KINGSLEY, O.D. Tennessee Valley Authority. 4pp. 62269:308-62269:311. 

9207080128 Discusses review of response to generic Itr 88-20, suppi 4 re individual plant 
exams for external events.Util 911220 submittal did not identify methods for perform- 
ing seismic portion of iPEEE. 

ROSS.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/02. MEDFORD.M.O. Tennessee Valley Authority. 4pp. 62243:303-62243:306. 

920713(X)75 Forwards TS 314 to Licenses DPR-33 & DPR-68,chanmng TS to support 
upgrade for switches used in RHR sys to prevent intersystem LOGA.Setpoint values 
based on Unit 2 calculations. 

BARON.R.R. Tennessee Valley Authority. 92/07/02. Document Control Branch (Docu- 
ment (Control Desk). 3pp. 62366:191-62366:211. 

—9207130077 Proposed TS Table 4.2.A, "Surveillance Requirements for Primary Con- 
tainment & Reactor Bldg isolation Instrumentation" & Table 4.2.B, "Surveillance Re- 
quirements for Instrumentation That Initiates or Controls CSCS." 

* Tennessee Valley Authority. 92/07/02. 18pp. 62366:194-62366:211. 

9207140298 Forwards operational readiness program & info re corrective action for 
tracking documents per employee concerns program & employee concerns special 
program. 

ZEhINGUE,O.J. Tennessee Valley Authority. 92/07/06. Document Control Branch 
(Document Control Desk). 34pp. 62384:271-62384:304. 

9207090177 Forwards response to Generic Itr 92-01, “Reactor Vessel Structural Integri- 
ty.” NUMARC recommended response guidelines utilized to extent practical. 
SHELL,R.H. Tennessee Valley Authority. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). 48pp. 62341:201-62341:248. 

9207150279 Notification of 920715 meeting w/util in Rockville, MD re facility RPV 
exams. 

WILLIAMS, J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/08. MURLEY.T., MIRAGLIA.F.. RUSSELL, W. NRC - No Detailed Affiliation 
Given. 3pp. 62378:267-62378:269. 

9207180304 Forwards SE accepting criteria for lower drywell steel platforms & miscella- 
neous steeI.Requests listed addi info. 

WILLIAMS, J.F. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/13. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62396:025- 
62396:032. 

-9207180305 Safety evaluation accepting design criteria for lower drywell steel plat- 
forms & miscellaneous steel. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/13. 5pp. 
62396:028-62396:032. 

9207220275 Summary of 920528 meeting w/licensee in Rockville, MD re program initia- 
tive to upgrade current analog control sys w/c^ital control sys. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/16. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
12pp. 62501:346-62501:357. 

9207220351 Summary of 920528 meeting w/util to discuss util plans for conducting ex- 
panded individual plant exam. Attendees listed in end 1. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 9CX)603). 
92/07/16. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603). 

1 6pp. 62445:237-62445:252. 

9207230158 Forwards safety evaluation of seismic design criteria for heating ventilation 
& air conditioning. 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/16. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62479:013-62479:022. 

-9207230163 Safety evaluation accepting proposed HVAC seismic design criteria. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/16. 7pp. 
62479:016-62479:022. 

9207230229 Accepts 920430 response to generic Itr 91-11, “Resolution of Generic 
Issues 48, ’LCOs for Class IE Vital Instrument Buses,' & 49. 'Interlocks & LCDs for 
Class IE Tie Breakers,’ per 10CFR50.54(f)." 

ROSS.T.M. Project Directorate IM (formerly TVA Project Directorate) (Post 900603). 
92/07/16. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62478:316-62478:318. 

9207240165 Responds to NRC 920103 SER of inservice testing program relief 
requests-Advises that Relief Request PV-36 re increase in stroke time from ref value 
instead of stroke time of previous test implemented at facilities. 

BARON.R.R. Tennessee Valley Authority. 92/07/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62515:359-62515:360. 

9207240138 Forwards plans for resolution of thermal growth issue in response to verbal 
agreements reached during meeting on 920430. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/07/20. Document Control Branch 
(Document Control Desk). 5pp. 62515:285-62515:289. 

9207270008 TS 310 to Licenses DPR-33.DPR-52 & DPR-68,changing TS to eliminate 
use of rod sequence control sys & decreasing power level setpoint above which rod 
worth minimizer no longer required. 

ZERINGUE,O.J. Tennessee Valley Authority. 92/07/20. Document Control Branch 
(Document Control Desk). 3pp. 62516:199-62516:266. 

-9207270010 Proposed TS Table 3.2.C re instrumentation that initiates rod blocks.4.2.C 
re surveillance requirements for instrumentation that initiate rod blocks & LCO 4.3.A.2 
re reactivity margin - inoperable control rods. 

* Tennessee Valley Authority. 92/07/20. 65pp. 62516:202-62516:266. 

9207300132 Fonvards comments on util expanded approach to IPE process as de- 
scribed in 920207 submittal & subsequently discussed at 920528 meeting.Accepts util 
commitment to submit summary rept of expanded PRA results. 

ROSS,T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/22. MEDFORD,M.O. Tennessee Valley Authority, 6pp. 62580:330-62580:335. 
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9207290133 Application for amends to licenses DPR-33,DPR*52 & DPR-68, consisting 
of TS Change TVA-BFN-TS-31 6, revising TS Section 3.2/4.2 by upgrading reactor & 
refuel zone radiation monitoring sys. 

ZERINGUE,OJ. Tennessee Valley Authority. 92/07/23. Document Control Branch 
(Document Control Desk). 3pp. 62567:039-62567:098. 

-9207290145 Proposed tech specs re upgrade to Reactor and Refuel Zone Radiation 
Monitoring Sys. 

* Tennessee Valley Authority. 92/07/23. 57pp. 62567:042-62567:098. 

9207310124 Concludes that technical rationale provided by util to justify operability of 
unit 2 brand rex cables for one more fuel cycle acceptable, per NUREG-1232,vol 
3,suppl 2. 

RO^.T.M. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/24. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62585:354-62585:356. 


0. Inspection reports, IE Bulletins & correspondence 

9207020061 Ack receipt of 920601 itr informing NRC of steps taken to correct violations 
noted In insp rept 50-259/92-11, 50-260/92-11 & 50-296/92-11. 

WILSON.B.A. Region 2 (Post 820201). 92/06/12. MEDFORD.M.O. Tennessee Valley 
Authority. 3pp. 62234:273-62234:275. 

9207020173 Forwards Insp Repts 50-259/92-16,50-260/92-16 & 50-296/92-16 on 
92051 1-15.No \riolations or deviations noted. 

CLINE. W.E. Region 2 (Post 820201). 92/06/15. MEDFORD.M.O. Tennessee Valley 
Authority. 3pp. 62249:001-62249:015. 

-9207020182 Insp Repts 50-259/92-16.50-260/92-16 & 50-296/92-16 on 920511- 
15.No violations or deviations noted.Major areas inspected:semi-annuai radiological 
effluent repts, annual environ monitoring repts,solid radwaste & shipping. 
GLOERSEN,W.B.. DECKER.T.R. Region 2 (Post 820201). 92/06/08. 10pp. 
62249:004-62249:015. 

9207010328 Forwards insp repts 50-259/92-15.50-260/92-15 & 50-296/92-15 on 
920420-24,0504-08 & 0518-22 & notice of violation. 

GIBSON, A.F. Region 2 (Post 820201). 92/06/18. MEDFORD.M.O. Tennessee Valley 
Authority. 4pp. 62202:218-62202:267. 

-9207010340 Notice of violation from insp on 920420-0522. Violation noted:licensee 
failed to adequately implement design requirements in switchyard operating procedure 
6055 & general operating procedure 0-G01-3001. 

* Region 2 (Post 820201). 92/06/17. 2pp. 62202:222-62202:223. 

-9207010346 Insp repts 50-259/92-15,50-260/92-15 & 50-296/92-15 on 920420- 
24,0504-08 & 051 8-22. Violations noted.Major areas inspected:de8ign of electrical sys 
& related engineering & maintenance activities. 

BRESLAU.B.. JULIAN, C. Region 2 (Post 820201). 92/06/17. 44pp. 62202:224- 
62202:267. 

9207010056 Forwards partially withheld insp repts 50-259/92-20, 50-260/92-20 & 50- 
296/92-20 on 92051 1-15.No violations or deviations noted. 

COLUNS,D.M. Region 2 (Post 820201). 92/06/24. MEDFORD.M.O. Tennessee Valley 
Authority. 4pp. 62143:149-62143:153. 

-9207010065 Partially withheld insp repts 50-259/92-20.50-260/92-20 & 50-296/92- 
20.No violations noted.Details withheld ref 10CFR73.21 .Major areas in8pected:8ecurity 
plan & procedures, mgt effectivene88,security organization & program audit. 
STANSBERRY, W.W.. MCGUIRE, D.R. Region 2 (Post 820201), 92/06/24. Ip. 
62143:153-62143:153. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. ot New York, Inc. 4pp. 62480:018-62480:021. 

9207070319 Re^nds to violations noted in Insp Repts 50-259/92-12, 50-260/92-12 & 
50-296/92-1 2.Correctlve actions:de8ign control of site telecommunications subcon- 
tractor initiated. 

BARON, R.R. Tennessee Valley Authority. 92/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62273:353-62273:354. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-&480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:01 1-62480:017. 

9207140081 Ack receipt of 920518 & 0629 Itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-259/92-12,50-260/92-12 & 20-296/92-12. 

JOHNSON, J.R. Region 2 (Post 820201). 92/07/02. MEDFORD.M.O. Tennessee 
Valley Authority. 3pp. 62299:254-62299:256. 

9207140094 Forwards insp repts 50-259/92-21,50-260/92-21 & 50-296/92-21 on 
920516-0616 & notice of violation. 

WILSON.B.A. Region 2 (Post 820201). 92/07/02. MEDFORD,M.O. Tennessee Valley 
Authority. 4pp. 62299:296-62299:323. 

-9207140100 Notice of violation from insp on 92051 6-061 6.Vlolation 
noted:requirement8 were not met for dispositioning listed examples of measuring & 
testing equipment nonconformance packages. 

• R^ton 2 (Post 820201). 92/07/02. 2pp. 62299:300-62299:301. 

-9207140102 Insp repts 50-259/92-21,50-260/92-21 & 50-296/92-21 on 920516- 
061 6. Violations noted.Major areas in8pected:maint ob8ervation.operational safety 
verification, rneasuring & test equipment program & restart activities. 

PATTERSON, CA, KELLOGG, P.J. Region 2 (Post 020201). 92/06/30. 20pp. 


9207270117 Forwards insp repts 50-259/92-19,50-260/92-19 & 50-296/92-19 on 
92051 0-22,No violations or deviations noted. 

JULIAN,C.A Region 2 (Post 820201). 92/07/06. MEDFORD, M.O. Tennessee Valley 
Authority. 4pp, 62476:054-62476:067. 


-9207270121 Insp repts 50-259/92-19,50-260/92-19 & 50-296/92-19 on 92051 8-22.No 
violations or deviations noted.Major areas inspected:large/small bore piping,tube track 
steel, platform steel & pipe stress calculation. 

CHOU.R.C., BLAKE, J.J. Region 2 (Post 820201). 92/07/01. 10pp. 62476058- 
62476:067. 

9207020233 NRC Info Notice 92-051, “Misapplication 6 Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 92/07/09 
Consolidated Edison Co. of New York, Inc. 6pp, 62480:001-62480:006. 

9207240149 Responds to NRC 920618 Itr re violations noted in Electrical Distribution 
Sys Functional Insp Repts 50-259/92-15, 50-260/92-15 & 50-296/92-15 on 920420- 
0622.Corrective actions:plant procedures revised. 

ZERINGUE.O.J. Tennessee Valley Authority. 92/07/20. Document Control Branch 
(Document Control Desk). 16pp. 62505:346-62505:361. 


R. Periodic operating reports 3t related correspondence 


9207010035 “AOEM Discharge Monitoring Rept for May 1992.” 

LOUDERMILK,A. Tennessee Valley Authority. 92/05/31. 9pp. 62234:041-62234:049. 

9207160157 Monthly operating repts for June 1992 for Browns Ferry Nuclear Plant W/ 
920713 Itr. 

RATLIFF, S.A., BARON,R.R. Tennessee Valley Authority. 92/06/30. 13pp. 62415:339- 
62415:351. 


DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR 


F. Security, medical, emergency & fire protection plans 


9207010207 Confirms meeting arrangements w/util at facility on 920715 to discuss 
status of research reactor safety program & other items of mutual interesLProposed 
meeting agenda end. 

STOHR,J-P. Region 2 (Post 820201). 92/06/22. PEREZ, P.B. North Carolina State 
Univ., Raleigh, hfc. 3pp. 62233:352-62233:355. 


P. Operating license stage documents & correspondence 


9207010172 Notification of significant licensee meeting w/util on 920715 to discuss 
status of reactor safety program at facility & other items of mutual interest. 
COLLINS,D.M. Region 2 (Post 820201). 92/06/22. Region 2 (Post 820201). 2pd. 
62233:360-62233:361. 


9207010207 Confirms meeting arrangements w/util at facility on 920715 to discuss 
status of research reactor safety program & other items of mutual interesLProposed 
meetir^ agenda end. 

STOHR.J.P. Region 2 (Post 820201). 92/06/22. PEREZ.P.B. North Carolina State 
Univ., Raleigh, NC, 3pp. 62233:352-62233:355. 

9207290015 Notification of significant licensee meeting w/licensee on 920903 to dis- 
cuss status of reactor safety program at facility & other items of mutual interest. 
COLLINS, D.M. Region 2 (Post 820201). 92/07/17. Region 2 (Post 820201). 2pp. 
62506:004-62506:005. 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plana 


9207220373 Forwards PDR version of revised EPIPs including Rev 18 to EPIP 5.7.6, 
"Notificafions" & Rev 13 to EPIP 5.7.22, “Communications.” W/920715 release 
memo. 

HORN.G.R. Nebraska Public Power District, 92/06/22. Document Control Branch 
(Document Control Desk). Ip. 62454:001-62454:029. 

-9207220380 PDR version of revised EPIPs.Including Rev 18 to EPIP 5.7.6, “Notifica- 
tions” & Rev 13 to EPIP 5.7.22, "Communications.” 

KRUMLAND.K.M., MACE.E.M. Nebraska Public Power District. 92/06/22. 27pp. 
62454:004-62454:029. 

9207070129 Advises that 920427 rev 28 to plant safeguards plan is consistent w/provi- 
sions of 10CFR50.54(p) & acceptable for inclusion Into plan. 

BEACH, A.B. Region 4 (Post 820201). 92/07/02. HORN,G.R. Nebraska Public Power 
District. 3pp. 62205:282-62206:287. 

9207240030 Ack receipt of 920622 Itr transmitting objectives for upcoming EP 
exerdse.Informs that objectives appear reasonable & staff has no significant com- 
ments. 

BEACH, A.B. Region 4 (Post 820201). 92/07/20. HORN,G.R. Nebraska Public Power 
District. 4pp. 62406:144-62456:148. 

9207310155 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subj matl currently used as 1 h fire barrier to protect conduit in control 
bldg. 

HORN,G.R. Nebraska Public Power District. 92/07/29. Document Control Branch 
(Document Control Desk). 3pp. 62638:147-62638:149. 


K. Utility Final Safety Analysla Raport (FSAR) & amanda 

9207260126 Rev 10 to Vols l-VI of Cooper Nuclear Station updated SAR. W/920701 Itr. 
HORN.G.R. Nebraska Public Power District 92/07/22. 450pp. 62556:001-62557:086. 
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f». Op®r@tln@ stag® docum®fit8 & corr«®pond®nc® 

9207060163 Forwards supplemental safety evaluation SBO rule for plant. 

SEVAN, R.B. Project Directorate IV-1. 92/06/30. HORN.G.R. Nebraska Public Power 
District 3pp. 62243:283-62243:294. 

-6207060166 Supplemental safety evaluation re SBO(10CFR50.63) for plant 
* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/30. 9pp. 
62243:286-62243:294. 

6207C^167 Informs that 911219 response to GL 88-20,suppl 4 concerning IPEEE at 
facility acceptable. 

BEVAN.R.B. Project Directorate IV-1. 92/07/01. HORN,G.R. Nebraska Public Power 
District 3pp. 62209:013-62209:015. 

9207080182 Fonwards response to Generic Ltr 92-01, Rev 1, “Reactor Vessel Structural 
lntMrity,10CFR50.54(f)." 

HORN.G.R. Nebraska Public Power District 92/07/01. Document Control Branch 
(Document CJontrol Desk). 21pp. 62277:018-62277:038. 

9207150233 Describes compensatory measures to address inoperability of alternate 
safe shutdown sys on 92061 1 .following review of NRC Info Notice 92-01 S.lnterim 
measures will remain in place until Spring 1993 refueling outage. 

HORN.G.R. Nebraska Public Power District. 92/07/08. Document Control Branch 
(Document Control Desk). 2pp. 62409:317-62409:318. 

9207160278 Forwards rept on NRC audit of erosion/corrosion program at plant on 
92061 5-1 8, per generic ltr 89-08, “Erosion/Corrosion -Induced Pipe Wall Thinning.” 
RICHARDSON.1E. Division of Engineering Technology (Post 890827). 92/07/10. 
VIRGILIO.M.J. Assistant Director for Region IV/V Reactors (Post 901216). 8pp. 
62396:001-62396:008. 


Q. Inspection reports, IE Bulletins A correspondence 


9206230193 NRC Info Notice 92-047, “Intentionai Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Ck>nsolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048. “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207150233 Describes compensatory measures to address inoperability of alternate 
safe shutdown sys on 920611, following review of NRC Info Notice 92-01 8.lnterim 
measures will remain in place until Spring 1 993 refueling outage. 

HORN.G.R. Nebraska Public Power District. 92/07/08. Document Control Branch 
(Document Control Desk). 2pp. 62409:317-62409:318. 

9207020233 NRC info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207160322 Ack receipt of 920612 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-298/92-06. 

BEACH.A.B. Region 4 (Post 820201). 92/07/10. HORN.G.R. Nebraska Public Power 
District 4pp. 62404:315-62404:321. 

9207160328 Ack receipt of 920619 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-298/92-04. 

BEACH.A.B, Region 4 (Post 820201). 92/07/10. HORN.G.R. Nebraska Public Power 
District. 4pp. 62415:352-62415:360. 

9207300049 Forwards insp rept 50-298/92-10 on 920531-0711. No violations or devi- 
ations noted 

BEACH.A.B.’ Region 4 (Post 820201). 92/07/24. HORN.G.R. Nebraska Public Power 
District. 4pp. 62528:051-62528:064. 

-9207300060 Insp rept 50-298/92-10 on 920531 -071 1 .No violations noted. Major areas 
inspected:on8ite followup of LER.followup of previously identificid insp 
findings.operational safety verification, maint & surveillance observations. 
HARRELUP.H. Region 4 (Post 820201). 92/07/24. 10pp. 62528:055-62528:064. 

9207310155 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Rre 
Damage." Subj matl currently used as 1 h fire barrier to protect conduit in control 
bldg. 

HORN.G.R. Nebraska Public Power District 92/07/29. Document Control Branch 
(Document Control Desk). 3pp. 62638:147-62638:149. 


R. Periodic operatinfl reports & related correspondence 

9207130086 Monthly operating rept for June 1992 for Cooper Nuclear Station.W/ 
920702 ltr. 

KERNES, EJ(.. QARDNER,R.L. Nebraska Public Power District. 92/06/30. 5pp. 
62366:228-62366:232. 


S. Reportable occurrences, LERa A related correapondence 

9207210005 LER 92-008-00:on 92061 1 ,HPCI sys discovered inoperable due to stem nut 
wear of MOV. Worn stem nut repiaced.Independent failure evaluation of stripped stem 
nut being performed.W/ 920710 ltr. 

REEVES,0.L.. GARDNER.R.L. Nebraska Public Power District. 92/07/10. 6pp. 
62480:337-62480:342. 


9207170233 LER 92-009-00:on 92061 1 .review of alternate shutdown capability revealed 
electrical hot short.Cau8ed by failure of ASD design.Temporary procedure change 
issued. W/920710 ltr. 

MYERS,J.R. Nebraska Public Power District. GARDNER,R.L. Omaha Public Power 
District 92/07/12. 5pp. 62480:218-62480:222. 

92072(M)143 Forwards corrected LER 92-008-00, containing info re component failure in- 
advertently omitted from initial submittal dtd 920710. 

GARDNER.R.L. Nebraska Public Power District 92/07/14. Document Control Branch 
(Document Ck)ntrol Desk). Ip. 62480:264-62480:269. 

-9207200144 LER 92-008-00:on 92061 1.HPCI sys determined inoperable when pump 
suction valve from torus would not stroke properly. Caused by worn bronze stem nut 
internal diameter threads. Nut replaced.operator reinstalled & settings adjusted. 
REEVES.D.L. Nebraska Public Power District. 92/07/10. 5pp. 62480:265-62480:269. 

9207280091 LER 92-01 0-00:on 920621 .during performance of surveillance procedure 
CR HVAC emergency bypass inlet valve failed to actuate correctly.C^used by failure 
of pneumatic relay in control clrcult.Temporaiy mod installed.W/920721 ltr. 

MYERS, J.R.. GARDNER.R.L. Nebraska Public Power District. 92/07/21. 5pp. 
62587:244-62587:248. 

9207300039 LER 92-01 1-00:on 920625, two installations of Thermo-Lag 330 fire bam'er 
matl.used to provide 1 h protection, identified per review of NRC Bulletin 92- 
001 .Caused by inadequate qualification testing.Restoration underway.W/920724 ltr. 
REEVES,D.L, GARDNER.R.L Nebraska Public Power District. 92/07/24. 4pp. 
62588:104-62588:107. 


V. Operator Examlrtatlons 

9207140145 Fonvards results of GFES of written operator licensing exam adminstered 
920610 to nominated employees of facility. Requests that util training dept forward in- 
dividual answer sheets A results to appropriate individuals. 

BEACH, A.B. Region 4 (Post 820201). 92/07/06. HORN.G.R. Nebraska Public Power 
District. 57pp. 62310:043-62310:147. 


DOCKET 50-301 POINT BEACH NUCUEAR PLANT, UNIT 2 


F. Security, medical, emergency A fire protection plana 

9207220140 Forwards safety insp repts 50-266/92-12 A 50-301/92-12 on 920504- 
0628.No violations noted. 

JACKIW.I.N. Region 3 (Post 820201). 92/07/16. LINK.R.E. Wisconsin Electric Power 
Co. 2pp. 62438:036-62438:059. 

-9207220145 insp repts 50-266/92-12 A 50-301/92-12 on 920504-0628.No violations 
noted.Major areas inspected:plant operations, radiological controls, maint A 
surveillance, emergency preparedness, security A Tl 2515/112 A 2515/113. 
JACKIW,I.N. Region 3 (Post 820201). 92/07/16. 22 pp. 62438:038-62438:059. 

9207280097 Responds to NRC Bulletin 92-001 , “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays A Small Conduits Free from Fire 
Damage." Subj fire barrier sys not installed at facilities.Bulletin inapplicable. 
FRIELTnG,G.D. Wisconsin Electric Power Co. 92/07/21. Document Control Branch 
(Document Control Desk). 2pp. 62562:097-62562:098. 

9207270155 Forwards Rev 8 to security plan.Summary of changes listed. Rev withheld 
(ref 10CFR3, 50,70 A 73). 

LINK,R.E. Wisconsin Electric Power Co. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62528:162-62528:164. 

9207280247 Ack receipt of Rev 7 to physical security plan,tran8mitted via 920313 
Itr.Changes consistent w/ provisions of 10CFR50.54(p) A acceptable.Understands that 
compensatory measures for instrusion alarms will be addressed. 

PEDERSON,C.D. Region 3 (Post 820201). 92/07/23. LINK,R.E. Wisconsin Electric 
Power Co. 2pp. 62^:279-62566:280. 


H. General correspondence 

9207080288 Requests that listed Itrs be docketed under plant dockets. 

SAMWORTH.B. NRC - No Detailed Affiliation Given. 92/07/06. Document Control 
Branch (Document Control Desk). Ip. 62277:297-62277:300. 

—9207080287 Requests info re NRC review of TN-24 cask, whether cask being reviewed 
for storage A transport A when ruling for USC-24 will appear in FR. 

CAIN,F.S. Affiliation Not /Assigned. 92/06/14. SAMWORTH NRC - No Detailed Affili- 
ation Given. 2pp. 62277:298-62277:299. 

-9207080289 Requests SAR for ventilated storage cask am A SER for USC-24 casks. 
CAIN,F.S. Affiliation Not Assigned. 92/06/15. SAMWORTH NRC - No Detailed Affili- 
ation Given. Ip. 62277:300-62277:300. 

9207310215 Responds to 920615 Hr on behalf of constituentrequesting info about im- 
plementation of safety requirements at plant, including violations of regulations A pen- 
alties levied. Forwards SM.P repts for period 890401 -9201 31 .W/o encT. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/07/27. KOH.LH. 
Senate. 3pp. 62581:347-62581:354. 

-9207310218 Reque8t8,on behalf of constituent, info re plant implementation of safety 
requirements, violations cited by NRC following insps A any penalties levied against 
plant operator. 

KOHLH. Senate. 92/06/15. CARR,K.M. Commissioners (Post 750119). Ip. 
62581:350-62581:354. 


K. Utility Rnai Safety Analysis Report (FSAR) A amends 

9207070017 “June 1992 Rev to Point Beach Nuclear Plant FSAR.” W/920626 ltr. 
LINK,B. Wisconsin Electric Power Co. 92/06/26. 550pp. 62320:103-62322:355. 
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P. Operating license stage documents & correspondence 

9207010243 Provides summary of data applicable to Point Beach, Units 1 & 2 from end 
B&W Rept BAW-2166, “B&WOG Response to GL 92-01," in response to GL 92-01, 
"Reactor Vessel Structural Integrity," per commitments in response to GL 88-1 1 
LINK,B. Wisconsin Electric Power Co. 92/06/25. Document Control Branch (Docu- 
ment Control Desk). 10pp. 62223:071-62223:356. 

9207280162 AcMses that 920323 changes to QA program description meets require- 
ments of 10CFR50.54(p) & acceptable. 

WRIGHT,Q.C. Region 3 (Post 820201). 92/06/25. LINK.R. Wisconsin Electric Power 
Co. ip. 62489:225-62489:225. 

9207080104 Confirms plans for 920709 mgt meeting at facility in Two Rivers, Wl. Purpose 
of meeting to discuss plant activities & other items of mutual interest. 

GREENMAN.E.G. Region 3 (Post 820201). 92/06/29. LINK.R.E. Wisconsin Electric 
Power Co. Ip. 62218:225-62218:225. 

9207170253 Responds to NRC request for review of WCAP-13360, "Westinghouse Dy- 
namic Rod Worth Measurement Technique." Util met w/Westinghouse on 920428 to 
discuss technique.Util requests to use technique to evaluate fuel rods. 

LINK,B. Wisconsin Electric Power Co. 92/0//10. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62436:244-62436:245. 

9207230209 Requests that util update IPEEE plans to Incorporate provisions of generic 
Itr 88-20, suppi 4 & forward plans to NRC within 60 days of Itr date.Util should provide 
sufficient info in support of any new approach. 

SAMWORTH.R.B. Project Directorate II1-3. 92/07/14. LINK.R.E. Wisconsin Electric 
Power Co. 3pp. 62459:148-62459:150. 

9207230227 Notification of 920730 meeting w/counterparts in Oak Harbor, OH to dis- 
cuss items of generic interest between NhR, R egion ill & licensees for plants in NRR 
Project Directorate III. Agenda end. 

HOPKINS.J.B. Project Directorate III-3. 92/07/16. HANNON, J.N. Project Directorate 
III-3. 4pp. 62478:319-62478:322. 

9207310137 Proposes to redemonstrate gas turbine generator reliability after overhaul & 
upgrade of gas turbine by May 1993 by completing 20 countable starts & load-runs w/ 
two or fewer failure8.Statu8 u^ate for SBO implementation end. 

LINK,B. Wisconsin Electric Power Co. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 12pp. 62613:336-62613:347. 


-9207170228 Insp repts 50-266/92-16 & 50-301/92-16 on 920527-0614 No violations 
notedMajor areas inspected:review of apparent violations & areas of concern identL 
fied dunng previous insp. wiwom 

JACK1W,LN. Region 3 (Post 820201). 92/07/10. 29pp. 62436:093-62436:122. 

50-266/92-12 & 50-301/92-12 on 920504- 

PO*- 

-92072M145 Insp repts 50-266/92-12 & 50-301/92-12 on 920504-0628 No violations 
noted.Major areas inspected:plant operations, radiological controls maint & 
sun/eillance, emergency preparedness, security & Tl 251 5/1 1 2 & 2515/1 1 3 ’ 
JACKIW.LN. Region 3 (Post 820201). 92/07/16. 22 pp. 62438:038-62438.059. 

9^7280097 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Rre Earner 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits^ Free from Rre 
ir>stalled at facilities.Bulletin inapplicable 

^lELING,aD. Wisconsin Electric Power Co. 92/07/21. Document Control Branch 
(Document Control Desk). 2pp. 62562:097-62562:098. " 

R. Periodic operating reports & related correspondence 

operating repts for June 1992 for Point Beach Nuclear Plant Units 

1 * 2.W/920710 Itr. 

Pg^R^N.D.C., LINK.B. Wisconsin Electric Power Co. 92/06/30. 9pp. 62384:313- 


S. Reportable occurrences, LERs & related correspondence 

9207220393 LER 91-007-00:on 911110,DHR requirement violated during SG crevice 
cleaning.Caused by inadequate procedural guidance. Need to continue Mrfoimina SG 
crevice cleaning procedure will be assessed W/9207 14 Itr. ^ 

HOEFERT.N.. LINK.B.E. Wisconsin Electric Power Co. 92/07/14. 8pp. 62481:208- 
62481:215. 


V. Operator Examinations 


Q. Inspection reports, IE Bulletins & correspondsnce 

9207010342 Responds to NRC 920528 Itr re deviations noted in insp rept 50-266/92-08 
& 50-301/92-08 on 920420-24.Corrective actions: procedures in question will be re- 
vised to add immediate operability sign-off by 920918. 

LINK.B. Wisconsin Electric Power Co. 92/06/26. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62234:089-62234:090. 

9207010345 Responds to NRC 920528 Itr re violations noted in insp rept 50-266/92-08 
& 50-301 /92-08.Corroctive action8:rev to PBNP 3.2.10 issued by 920814 & evaluation 
of unresolved items will be complete by 920731. 

LINK,B, Wisconsin Electric Power Co. 92/06/26. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62234:065-62234:066. 

9208230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Feakires." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc, 4pp. 62480:018-62480:021. 

9207070232 Discusses arrangements for enforcement conference on 920707 at Region 
III ofc in Glen Ellyn, IL.Purp08e of conference to discuss findings of insp conducteo on 
920527-0614. 

GREENMAN,E.G. Region 3 (Post 820201). 92/06/29. LINK,R.E. Wisconsin Electric 
Power Co. Ip. 62206:186-62206:187, 

9207140084 Forwards Insp repts 50-266/92-14 & 50-301/92-14 on 920527- 0614.Two 
apparent violations identifieo re crevice flushing activities are being considered for es- 
calated enforcement action. 

GREENMAN.EG. Region 3 (Post 820201). 92/06/30. LINK.R.E. Wisconsin Electric 
Power Co. 2pp. 62338:1 10-62338:1 18. 

-9207140111 Insp repts 50-266/92*14 & 50-301/92-14 on 920527-061 4.Two apparent 
violations identmed.Maior areas inspected: circumstances surrounding excessive cool- 
down rate of unit 1 on 920527. 

JACKIW.LN. Region 3 (Post 820201). 92/06/30. 7pp. 62338:112-62338:118. 

9206280043 NRC Info Notice 92-040, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 92/07/02. 
Consolidated Edison Co. of New York, Inc, 4pp. 62480:007-62480:010. 

9208290237 NRC Info Notice 92-050, "Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 


horwards exam answer key for forms A & B, grading results for facility & 
individual answer sheets for each applicant taking exams for facmty.per 920610 Gener- 
ic fundamentals exam at facility.AII candidates passed exam. 

^2^^'o?^2^48 ^ ®20201). 92/07/01. Commonwealth Edison Co. 48pp. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator 
^4^^8?-62549%T ^ ®20201). 92/07/28. Affiliation Not Assigned. 3pp. 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 


9207010288 Forwards insp rept 50-302/92-10 on 920404-0501 & notice of 
violation. Violations considered for discretion under provisions of section VII B of en- 
forcement policvybut not exercised due to inappropriate corrective actions. 
SINKULE.M.V. Region 2 (Post 820201). 92/05/22. BEARD.P.M. Florida Power Coro 
3pp. 62254:082-62254:094. ^ 


-9207010303 Insp rept 50-302/92-10 on 920404-0501. Violations noted.Major areas 
in8pected:plant operations, security, radiological controls & licensee action on previous 
Insp items. 

HOLMES-RAY,P., FREUDENBERGER, AIELLO, R. Region 2 (Post 820201 ). 92/05/22 
8pp, 62254:087-62254:094. ' ^ 


9207020074 Forwards insp rept 50-302/92-12 on 920502-30 & notice of violation 
SINKULE,M.V. Region 2 (Post 820201). 92/06/18. BEARD.P.M. Florida Power Com. 
3pp. 62234:234-62234:251. ^ 


-9207020076 Notice of violation from insp on 920502-30. Violation noted: failure to pre- 
vent recurrence of posted high radiation boundary area door left full open & unmoni- 
torod. 

* Region 2 (Post 820201). 92/06/18. 2pp. 62234:237-62234:238. 

-9207020084 Insp rept 50-302/92-12 on 920502-30. Violations notod.Major areas 
lnspectod:plant operatlons.security, radiological controls, quality verification & licensee 
action on previous inspection items. 

HOLMES-mAY.P., FREUDENBERGER, LANDIS, K. Region 2 (Post 820201). 92/06/18 

13pp. 62234:239-62234:251. ^ / w lo. 


9207140124 Ack receipt of 920626 Itr informing NRC of steps taken to correct violations 
noted In inw repts SO-266/92-08 & 50-301/92-08 on 920628. 

MILLER, H.J. Region 3 (Post 820201), 92/07/08. LINK.R.E. Wisconsin Electric Power 
CJo. 2pp. 62338:047-62338:065. 

»sm7020233 NRC Info Notice 92-061, "Misapplication & Inadequate Testing of Molded- 
Case qrcuit Breakers.” 

ROSSI, C,E. ^Wylslon of Operational Events Assessment (Post 870411). 92/07/09. 
(Sonsolldatod Edison Co. of New York, Inc. 6pp, 62480:001-62480:006. 

9207170189 Ack r^xript of 92CW15 Itr Informing NRC of steps taken to correct violations 
noted In insp imta 60-286/92-04 & 50-301/92-04 on 920515. 

QREQER.LR, Region 3 (Post 820201). 92/07/13. LINK.R.E. Wisconsin Electric Power 
Co. 1p, 62463:242-62463;242. 


8^1170223 Forwards insp repts 50-266/92-16 & 50-301 /92-16.No violationa noted. 
GREENMAN,E.G. Region 3 (Post 820201). 92/07/13. LINK.R.E Wisconsin Electric 
Power (k». 2pp. 62436:091-62436:122. 


9207020222 Forwards documentation of info received by Region 11 personnel from con- 
cerned indIvIduaI.EncI summarizes Allegation RII-92-0083 re industry safetv.EncI with- 
held (^ref 1 0CFR2.790(a)(6) & (7)). 7 y w. 

REYES.LA. Region 2 (Post 820201). 92/06/19. BEARD.P.M. Florida Power Com 
3pp. 62219:334-62219:336. ^ 

9207150205 Revised procedures, Includirw Rev 13 to Annunciator Response (AR) AR- 
303, “ESC Annunciator Response," Ffev 16 to AR-403, "PSA H Annunciator Re- 
s^rw^" Rev 10 to AR-604, “ICS L Annunciator Response" & Rev 11 to AR-602, 

MARSHALL, W. Florida Power Corp. 92/06/22. 118pp. 62399:215-62399:330. 

9207150053 Rev 14 to Annunciator Response Procedure AR-503. "ICS K Annunciator 
Response." 

MILLER,!. Florida Power Corp. 92/07/01. 16pp. 6241 1:131-6241 1:146, 

9207150048 Rev 6 to AP-801, "FSA Annunciator Response." 

• Roiida Power Corp. 92/07/02. 16pp. 62409:280-62409:295. 
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@207150043 Revised EPiPs, including rev 4 to AP-581 & rev 3 to AP-582. 

* Florida Power Corp. 92/07/03. 25pp. 62399:331-62399:355. 

9207150252 Rev'sed procedures, including Rev 6 to AP-790, “Station Blackout” & Rev 
20 to AP-380, “Engineered Safeguards Actuation." 

MILLER,T.A. Florida Power Corp. 92/07/03. 105pp. 62407:104-62407:208. 

9207150050 Revised EPIPs, including rev 5 to AP-330 & rev 2 to AP-470. 

* Florida Power Corp. 92/07/06. 36pp. 62399:172-62399:208. 

@207150067 Rev 8 to Annunciator Response Procedure AR-703, “SSF R Annunciator 
Rei^nse.” 

MARSHALL, W. Florida Power Corp. 92/07/09. 11pp. 62411:147-62411:157. 

9207310256 Rev 39 to EPIP EM-202, “Duties of Emergency Coordinator." 

* Florida Power Corp. 92/07/24. 59pp. 62618:268-62618:326. 


H. General correspondence 

9207090013 Informs of assignment of new postal zip for Crystal River Resident Site & 
Florida Power Corp.Records should be changed to reflect listed changes.Notice from 
postal SVC end. 

TITUS, A. NRC - No Detailed Affiliation Given. 92/07/02. SILVER,H. Project Director- 
ate 11-2. 3pp. 62305:359-62305:361 . 


K. Utility Final Safety Analysis Report (FSAR) & amende 

9207100196 Rev 17 to Crystal River Unit 3 FSAR.W/920701 Itr. 

BEARD, P.M. Florida Power Corp. 92/07/01. 900pp. 62376:001-62378:026. 


P. Operating license stage documents & correspondence 

9207020045 Forwards amend 143 to license DPR-72 & safety evaluation. Amend re- 
vises assembly description in TS 5.3.1 to permit use of stainless steel rods to replace 
dofoctivo fuol rods ^ 

SILVER, H. Project Directorate II-2. 92/06/25. BEARD, P.M. Florida Power Corp. 2pp. 
62194:037-62194:046. ^ ^ 

-9207020048 Amend 143 to license DPR-72, revising fuel assembly description in TS 
5.3.1 to permit use of stainless steel rods to replace defective fuel rods. 

BERKOW.H.N. Project Directorate 11-2. 92/06/25. 4pp. 62194:040-62194:043. 

-9207020049 Safety evaluation si^porting amend 143 to license DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/25. 4pp. 
62194:044-62194:046. 

9207020060 Forwards amend 144 to license DPR-72 & safety evaluation. Amend re- 
vises TSs 3.1. 3.3. & 4.1. 3.3 in support of installation of dual channel control rod posi- 
tion indicator. 

SILVER,H. Project Directorate 11-2. 92/06/25. BEARD.P.M. Florida Power Corp. 2pp. 
62198:097-62198:111. 

-9207020063 Amend 144 to license DPR-72, revising TSs 3.1. 3.3 & 4.1. 3.3 In support of 
installation of dual channel control position indicator. 

BERKOW.H.W. Project Directorate 11-2. 92/06/25. 7pp. 62198:100-62198:106. 

-9207020065 Safety evaluation supporting amend 144 to license DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/25. 6pp. 
62198:107-62198:111. 

9207150151 Rev 18 to Administrative Procedure AP 580, “Reactor Trip.” 

* Florida Power Corp. 92/06/29. 26pp. 62403:335-62403:360. 

9207060225 Grants relief per 10CFR50.55(a)(3)(i),for functional testing of hydraulic 
snubbers w/extension pieces similar to that of MSH-163 only during Refuel 8 outage. 
BERKOW.H.N. Project Directorate II-2. 92/06/30. BEARD.P.M. Florida Power Corp. 
3pp. 62209:046-62209:048. 

@207060147 Forwards page 8.inadvertently omitted from TER,SAIC-92/674, “Supple- 
mental TER, Crystal River Unit 3,SBO Evaluation," dtd 920317. 

SILVER, H. Project Directorate 11-2. 92/07/01. BEARD,P.M. Florida Power Corp. 3pp. 
62197:336-62197:338. 

9207240181 Forwards Rev 0 to “Crystal River Unit 3,Cyclo 9 Core Operating Limits 
Rept." 

BEARD.P.M. Florida Power Corp. 92/07/16. Document Control Branch (Document 
Control Desk). Ip. 62499:348-62499:360. 

-9207240182 Rev 0 to “Crystal River Unit 3, Cycle 9 Core Operating Limits Rept” 

* Florida Power Corp. 92/07/16. 12pp. 62499:349-62499:360. 

9207290168 Forwards amend 146 to license DPR-72 & safety evaluation. Amend 
changes upper limit for boron concentration in BWST from 2,450 to 3,000 ppm. Lower 
limit remains unchanged. 

SILVER.H. Project Directorate 11-2. 92/07/23. BEARD,P.M. Florida Power Corp. 4pp. 
62555:328-62555:345. 

-9207290172 Amend 146 to license DPR-72, changing upper limits for boron concentra- 
tion in BWST from 2,450 to 3,000 ppm.Lower limit remains unchanged. 

BERKOW.H.N. Project Directorate 11-2. 92/07/23. 7pp. 62555:332-62555:342. 

-9207290175 Safety evaluation supporting amend 146 to license DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/23. 3pp. 
62555:343-62555:345. 

9207290195 Fonwards amend 145 to license DPR-72 & safety evaluation. Amend re- 
places TS 3.6.2.2 for spray additive sys w/new TS 3.6.2.2 for containment emergency 
sump ph control sys. 

SILVER.H. Project Directorate 11-2. 92/07/23. BEARD.P.M. Florida Power Corp. 3pp. 
62583:277-62583:292. 

-92072902CK) Amend 142 to license DPR-72,replacing TS 3.6.2.2 for spray additive sys 
w/new TS 3.6.2.2 for containment emergency sump ph control sys. 

BERKOW.H.N. Project Directorate 11-2. 92/07/23. 8pp. 62583:280-62583:288. 


-92072^202 Safety evaluation supporting amend 145 to license DPR-72. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/23. 4i» 
62583:289-62583:292. v / 

9207300112 Advises that util decided to delay replacement of three spool pieces to 
contain minor pin hole leak & resolve minor areas of contamination until mid-cycle 
Outage 9M. Insps indicated no evidence of increased corrosion. 

BEARD.P.M. Florida Power Corp. 92/07/23. Document Control Branch (Document 
Control Desk). Ip. 62638:219-62638:219. 


Q. Inspection reports, IE Bulletins & correspondence 


9207010286 Forwards insp rept 50-302/92-10 on 920404-0501 & notice of 
violation. Violations considered for discretion under provisions of section Vll.B of en- 
forcement policy,but not exercised due to inappropriate corrective actions. 
SINKULE.M.V. Region 2 (Post 820201). 92/05/22. BEARD.P.M. Florida Power Corp. 
3pp. 62254:082-62254:094. 

-9207010293 Notice of violation from insp on 920404-0501 .Violation noted:failure to 
perform required review & approval of work request instructions. 

* Region 2 (Post 820201). 92/05/22. 2pp. 62254:085-62254:086. 

-9207010303 Insp rept 50-302/92-10 on 920404-0501 .Violations noted.Major areas 
inspected:plant operations.security, radiological controls & licensee action on previous 
insp items. 

HOLMES-RAY,P., FREUDENBERGER, AIELLO, R. Region 2 (Post 820201). 92/05/22. 
8pp. 62254:087-62254:094. ' 

9207020074 Fonvards Insp rept 50-302/92-12 on 920502-30 & notice of violation. 
SINKULE,M.V. Region 2 (Post 820201). 92/06/18. BEARD.P.M. Florida Power Corp. 
3pp. 62234:234-62234:251. 

—9207020076 Notice of violation from insp on 920502-30.Violation noted: failure to pre- 
vent recurrence of posted high radiation boundary area door left full open & unmoni- 
tored. 

* Region 2 (Post 820201). 92/06/18. 2pp. 62234:237-62234:238. 

-9207020084 Insp rept 50-302/92-12 on 920502-30.Violation8 noted.Major areas 
inspected:plant operations, security.radiological controls.quallty verification & licensee 
action on previous inspection items. 

HOLMES-RAY,P., FREUDENBERGER, LANDIS, K. Region 2 (Post 820201). 92/06/18. 
13pp. 62234:239-62234:251. 

9207140186 Fon^rards Exam Rept 50-302/92-300 of exam administered during wk of 
920526. 

PEEBLES.T.A. Region 2 (Post 820201). 92/06/23. BEARD,M.P. Florida Power & Light 
Co. 2pp. 62311:114-62311:145. 

—9207140187 Exam rept 50-302/92-300 on 920526.Exam results:all applicants passed 
exams. 

BALDWIN.R.S., CASTO,C.A. Region 2 (Post 820201). 92/06/11. 30pp. 62311:116- 
62311:145. 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207140101 Forwards insp rept 50-302/92-13 on 920601 -05.No violations or deviations 
noted. Negative trend observed in aggressiveness of health physics technicians in 
identification & correction of housekeeping problems. 

CLINE, W.E. Region 2 (Post 820201). 92^6/30. BEARD.P.M. Florida Power Corp. 
3pp. 6231 1 :239-6231 1 :254. 

-9207140107 Insp rept 50-302/92-13 on 920601 -05.No violations noted. Major areas 
in8pected:radiation protection program such as self assessments.changes to 
prc^ram.outage planning & preparation & training &. qualifications. 
tESTA,E.D., POTTER,J.P. Region 2 (Post 820201). 92/06/29. 11pp. 62311:242- 
62311:254. 


9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Moided- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207140213 Responds to NRC 920603 Itr re violations noted in insp rept 50-302/92- 

11. Corrective actions:valve EFV-14 & associated motor operator replaced w/different 
desiqn.Slmilar Valves EFV-11,32 & 33 also modified. 

BEARD.P.M. Florida Power Corp. 92/07/09. Document Control Branch (Document 
Control Desk). 6pp. 62385:305-62385:310. 

9207170056 Forwards 15-day rept of eddy current insp of once-through SG tubes on 
920629. 

BEARD.P.M. Florida Power (Jorp. 92/07/10. Document Control Branch (Document 
Control Desk). 11pp. 62456:290-fe456:300. 

9207210329 Responds to NRC 920618 Itr re violations noted in insp rept 50-302/92- 

12. Corrective actions:permanent change was made to general employee training on 
920707,8trengthening individual awareness of responsibilities re high radiation barriers. 
BEARD.P.M. Tlorida Power Corp. 92/07/17. Document Control Branch (Document 
Control Desk). 2pp. 62471 :258-62471 :259. 
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9207300112 Advises that util decided to delay replacement of three spool pieces to 
contain minor pin hole leak & resolve minor areas of contamination until mid-cycle 
Outage 9M. Insps indicated no evidence of increased corrosion. 

BEARD, P.M. Florida Power Corp. 92/07/23. Document Control Branch (Document 
Control Desk). Ip. 62638:219-62638:219. 


B. Periodic operating reports & related! correspondence 

9207160152 Monthly operating rept for June 1992 for Crystal River Unit 3.W/920710 Itr. 
BINKOWSKU.A., BOLDT.G.L. Florida Power Corp. 92/06/30. 5pp. 62415:306- 
62415:310. 


S. Reportable occurrences, LERs & related correspondence 

9207090068 Initial Part 21 rept re non-segregated phase electrical bus duct mfg in 
1972.lnitially reported on 920427. Detailed calculations being done by FPC to evaluate 
momentary fault current against supplied ratings of all bus sections. 

METCALFE, W.A. Calvert Co., Inc. 92/06/30. NRC - No Detailed Affiliation Given. 3pp. 
62308:341-62308:343. 

9207090181 LER 92-01 1-00:on 920605,failure to install electrical isolation device in 
Interlock relay branch circuit results in potential loss of control power to containment 
isolation valve.ControI power will be uninterrupted.W/920703 Itr. 

STEPHENSON.W.A.. BOLDT.G.L Florida Power & Light Co. 92/07/03. 4pp. 

62437:030-62437:033. 

9207090184 LER 92-01 0-00:on 920604, determined that inadequate level of detail of ini- 
tial plant design calculation causes operation outside design basis.Control transform- 
ers replaced w/larger control transformers.W/920703 Itr. 

STEPHENSON, W.A, BOLDT.G.L. Florida Power & Light Co. 92/07/03. 5pp. 

62293:140-62293:144. 

9207300249 LER 92-01 2-00:on 920627, valve in RCS drop line closed, isolating suction 
of operating DHR pump from RCS & interrupting cooling water flow to reactor 
core.Caused by personnel error.Training enhanced. W/920727 Itr. 

STEPHENSON.W.A.. BOLDT.G.L. Flonda Power Corp. 92/07/27. 5pp. 62588:099- 
62588:103. 


V. Operator Examinations 

9207140186 Forwards Exam Rept 50-302/92-300 of exam administered during wk of 
920526. 

PEEBLES,T.A. Region 2 (Post 820201). 92/06/23. BEARD.M.P. Florida Power & Light 
Co. 2pp. 62311:114-62311:145. 

-9207140187 Exam rept 50-302/92-300 on 920526.Exam results:all applicants passed 
exams. 

BALDWIN.R.S.. CASTO.C.A. Region 2 (Post 820201). 92/06/11. 30pp. 62311:116- 
62311:145. 

9207170007 Advises that in accordance w/10CFR55.25,due to disability License SOP- 
20816 should now be terminated. 

BOLDT.G.L. Florida Power Corp. 92/07/10. Document Control Branch (Document 
Control Desk). Ip. 62431:333-62431:333. 


DOCKET 50-304 ZION NUCLEAR POWER STATION. UNIT 2 


F. Security, medical, emergency & fire protection plana 

9207020119 Change request A-92-0812 to rev 2,EPIP 180-2, “TSC Environ Director." 

* Commonwealth Edison Co. 92/06/13. 13pp. 62219:246-62219:258. 

9207020125 Change request A-92-0813 to rev I.EPIP 180-4, “TSC ODCS Specialist." 

* Commonwealth Edison Co. 92/06/13. 15pp. 62219:259-62219:273. 

9207020264 Forwards Rev 29 to security plan.Rev withheld (ref 10CFR73.21). 

KOVACH, T.J. Commonwealth Edison Co. 92/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 62425:354-62425:354. 

9207020174 Change request 0-92-060 to rev 1,EPIP 340-1, "Core Damage Assess- 
ment." 

* Commonwealth Edison Co. 92/06/24. 28pp. 62219:274-62219:301. 

9207060010 Forwards "Zion Station Updated FSAR.Vols 1-6." 

STIMAC.S.F. Commonwealth Edison Co. 92/06/25. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 300pp. 62345:001-62355:005. 

-9207060031 App 2E, “Site Airborne Effluent Diffusion & Record of Meteorological 
Monitoring for Period of May 1971 - Apr 1972," to Zion Station Units 1 & 2 updated 
FSAR. 

* Commonwealth Edison Co. 92/06/30. 87pp. 62347:121-62347:209. 

9207020166 Change request A-92-0811 to rev 1,EPIP 180-1, "Radiation Protection Di- 

* Commonwealth Edison Co. 92/06/26. 17pp. 62224:312-62224:328, 

9207150204 Rev 7 A to “Nuclear Generating Station Emergency Plan." 

JOHNSON, I.M.. REED.C, Commonwealth Edison Co. 92/07/01. 38pp. 62405:257- 
62405:294. 

9207200027 Ack receipt of 920622 Itr re request to change date of Zion stations emer- 
gency preparedness exercise to 920630.Proposed date change acceptable. 
MCCORMICK-BARGE Region 3 (Post 820201). 92/07/10. REED.C, Commonwealth 
Edison Co. 2pp. 62447:35^62447:355. 

9207220359 Change Request A-92-0904 to EPIP 320-1, “Activation of GSEP Station 
Group,” updating GSEP participants names & telephone numbers to reflect quarterly 
update to callout list. 

Commonwealth Edison Co. 92/07/13. 10pp. 62474:328-62474:337. 


9207280013 Ack receipt of 920623 Itr transmitting Rev 29 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable except for listed conflicts in se- 
curity plan, including retention of records re access authorization. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/15. KOVACH, T.J. Commonwealth 
Edison Co. 2pp. 62562:346-62562:347. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj matl used at all listed facilities.Compensatory measures implemented 
JACKSON, M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 6261 1 :352-6261 1 :356. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207060010 Forwards “Zion Station Updated FSAR,Vols 1-6." 

STIMAC,S.F. Commonwealth Edison Co. 92/06/26. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 300pp. 62345:001-62355:005. 

-9207060013 “Zion Station FSAR.Vols 1-6." 

* Commonwealth Edison Co. 92/06/30. 3,600pp. 62346:032-62346:200. 

-9207060015 Chapter 1, "Introduction & General Description of Plant,” to Zion Station 
Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 300pp. 62346:201-62346:310. 

-9207060016 App 1 A, “Compliance to AEG Safety Guides,” to Zion Station Units 1 & 2 
updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 36pp. 62346:311-62346:346. 

-9207060019 Chapter 2, "Site Characteristics,” to Zion Station Units 1 & 2 updated 
FSAR. 

* Commonwealth Edison Co. 92/06/25. 200pp. 62346:347-62347:105. 

-9207060022 App 2A, "Study of Probability of Aircraft Using Waukegan Memorial Air- 
port Hitting Zion Station," to Zion Station Units 1 & 2 updated FSAR. 

* PLG, Inc. (formerly Pickard, Lowe & Garrick, Inc.). 92/06/30. Ip. 62347:106- 
62347:106. 

-9207060024 App 2B, “Potential Effects of Aircraft Impact & Post-Crash Fires on Zion 
Station," to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. Ip. 62347:107-62347:107. 

-9207060028 App 2C, “Five-Year Stability Data (WINDIF) for Chicago & Milwaukee," to 
Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 9pp. 62347:108-62347:116. 

-9207060030 App 2D, “Six Month Stability Data for Zion Power Station," to Zion Sta- 
tion Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 4pp. 62347:117-62347:120. 

-9207060031 App 2E. “Site Airborne Effluent Diffusion & Record of Meteorological 
Monitoring for Period of May 1971 - Apr 1972," to Zion Station Units 1 & 2 updated 
FSAR. 

* Commonwealth Edison Co. 92/06/30. 87pp. 62347:121-62347:209. 

-9207060034 Chapter 3, "Design of Structures, Components,Equipment & Sys," to Zion 
Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 450pp. 62347:210-62348:204. 

-9207060037 App 3A, “Analysis of Effects of Main Steam or Feedwater Pipe Break 
Outside Containment," to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 68pp. 62348:205-62348:272. 

-9207060038 App 3B, “Analysis of Effects of Break in Other High Energy Fluid Piping 
Sys Outside Containment," to Zion Station Units 1 & 2 updated hSAR. 

* Commonwealth Edison Co. 92/06/30. 38pp. 62348:273-62348:310. 

-9207060040 App 3C, "Sample Result of Simplified Seismic Analysis," to Zion Station 
Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 8pp. 62348:311-62348:319. 

-9207060058 Chapter 4, "Reactor,” to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 200pp. 62348:320-62349:115. 

-9207060068 Chapter 5, “RCS & Connected Sys," to Zion Station Units 1 & 2 updated 
FSAR. 

* Commonwealth Edison Co. 92/06/30. 200pp. 62349:183-62350:022. 

-9207060070 App 5A, "Criteria for Vessels & Piping Within RCS Pressure Boundary," 
to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 15pp. 62350:023-62350:037. 

-9207060072 App 5B, "Determination of Reactor Pressure Vessel NDTT," to Zfon Sta- 
tion Units 1 & 2 updated FSAR. 

Commonwealth Edison Co. 92/06/30. 10pp. 62350:038-62350:047. 

-9207060084 Chapter 6, "ESF," to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 200pp. 62350:153-62350:331. 

-9207060091 App 6A, “Thermal Recombiner Demonstration Test," to Zion Station 
Units 1 & 2 updated FSAR. 

HENRIE.J.O. Atomics International. 92/06/30. 14pp. 62350:332-62350:345. 

-9207060093 App 6B, "Iodine Removal Effectiveness Evaluation of Containment Spray 
Sys,” to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 12pp, 62350:346-62350:357. 

-9207060095 App 6C, "NRC Related Commitments & Regulations for Zion Auxiliary 
Feedwater Sys, to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 3pp. 62350:358-62350:360. 

-9207060096 Chapter 7. "Instrumentation & Controls,” to Zion Station Units 1 & 2 up- 
dated FSAR. 

* Commonwealth Edison Co. 92/06/30. 200pp. 62351:001-62351:199. 
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—92070600®© Chapter 8, “Electric Power.” to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 47pp. 62351:200-62351:248. 

-9207060104 Chapter 9. “Auxiliary Sys,” to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 400pp. 62351:249-62352:176. 

-9207060106 App 9A. “Swinging Spent Fuel Cask Accident Analysis,” to Zion Station 
Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 10pp. 62352:177-62362:186, 

—9207060109 Chapter 10, “Steam & Power Conversion Sys,” to Zion Station Units 1 & 
2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 45pp. 62352:187-62352:231. 

-9207060112 App 10A, “Rept Covering Effects of High Pressure Turbine Rotor Fracture 
& Low Pressure Turbine Disc Fractures at Design Overspeed,” to Zion Station Units 1 
& 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 16pp. 62352:232-62352:247. 

-9207060113 App 10B, "SER SG Water Hammer Zion Generating Station Units 1 & 2 
Sept 1979,” to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 5pp. 62352:248-62362:252. 

-9207060114 App IOC, "SG Water Hammer Technical Evaluation Zion Units 1 & 2 Meu- 
1979 EG&G Idaho.Inc, Revised 790515,” to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30, 17pp. 62352:253-62352:269. 

-9207060116 Chapter 11, “Radwaste Mgt," to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 175pp. 62352:270-62353:032. 

—9207060117 Chapter 12, “Radiation Protection," to Zion Station Units 1 & 2 updated 
FSAR. 

* Commonwealth Edison Co. 92/06/30. 32pp. 62353:033-62353:064. 

-9207060119 Chapter 13, “Conduct of Operations,” to Zion Station Units 1 & 2 updat- 
ed FSAR. 

* Commonwealth Edison Co. 92/06/30. 30pp. 62353:065-62353:094. 

-9207060124 Chapter 14, “Initial Test Program,” to Zion Station Units 1 & 2 updated 
FSAR. 

* Commonwealth Edison Co. 92/06/30. 43pp. 62353:095-62353:138. 

-9207060126 Chapter 15, “Safety Analysis," to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 500pp. 62353:139-62354:221, 

-9207060129 App 15A, “Various Aspects of ECCS Performance,” to Zion Station Units 
1 & 2 updated fSAR. 

* Commonwealth Edison Co. 92/06/30. 76pp. 62354:222-62354:297. 

-9207060130 App 15B, “Radiation Sources,” to Zion Station Units 1 & 2 updated 
FSAR 

* Commonwealth Edison Co. 92/06/30. 20pp. 62354:298-62354:317, 

-9207060132 Chapter 16, “Tech Specs," to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 46pp. 62354:318-62355:002. 

-9207060133 Chapter 17, “QA,” to Zion Station Units 1 & 2 updated FSAR. 

* Commonwealth Edison Co. 92/06/30. 3pp. 62355:003-62355:005. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GR1MSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical SenrIces, Inc. 3pp. 62324:002- 
62324:303. 

-9207090237 Provides Commission w/summary of discussions held at 910108- 09 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 
910124 Commission meeting. Details withheld. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/01/17. CARR (^mmis- 
sloners (Post 750119). 36pp. 62324:218-62324:253. 

-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting & Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 Commission meeting.Details withheld. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/06/14. CARR Commis- 
sioners (Post 750119). 42pp. 62324:264-62324:297. 

9207020123 Advises that rept BAW-2148P,rev 1 “Low Upper-Shelf Toughness Fracture 
Analysis of Reactor Vessels of Zion Units 1 & 2 for Load Level A & B Conditions,” will 
be withheld from public disclosure, per 92051 1 request 

PATEL,C.P. Project Directorate III-2. 92/06/22. KOVACH, T.J. Commonwealth Edison 
Co. 4pp. 62183:355-62183:358. 

9207020284 Responds to 920212 staff requirements memo re performance of util 
plants. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62466:224. 

9207070078 Fonfvards amends 139 & 128 to licenses DPR-39 & DPR-48, respectively & 
safety evaluation.Amend8 revise TS to support use of vantage 5 fuel,in combination 
w/OFA core. 

PATEL,C.P. Project Directorate I li-2. 92/06/26. KOVACH,T.J. Commonwealth Energy 
System. 2pp. 62235:001-62235:117. 

-9207070093 Amends 139 & 128 to licenses OPR-39 & DPR-48,respectively. Amends 
revise TS to support use of vantage 5 fuel.in combination w/OFA core. 

BARRETT, R.J. FVoject Directorate III-2. 92/06/26. 98pp. 62235:003-62235:103. 

-9207070100 Safety evaluation supporting amends 139 & 128 to licenses DPR-39 & 
DPR-48, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/26. 14pp. 
62235:104-62235:117. 


9207090357 Discusses 920615-16 meeting re plants categorized as requiring close 
monitoring & have been identified as having weaknesses that warrant increase NRC 
attention from both Headquarters & Regional ofc until performance improves. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/06/30. 
0’CONNOR,J.J. Commonwealth Edison (Do. 4pp. 62269:296-62269:299. 

9207070068 Submits supplemental info for 920507 amend to licenses DPR-19,DPR- 
25.DPR-29,DPR-30,DPR-39,DPR-48,NPF-11,NPF-18, NPF.37.NPF-66,NPF-72 & NPF- 
77, per NRCD requesLRevised TS re rev of onsite review of procedures end. 
SIMPKIN,T.W. Commonwealth Edison Co. 92/07/01. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 21pp. 62267:020-62267:089. 

-9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS,submitted as supplement to original request w/info necessary 
to complete review. 

* Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 

9207100283 Forwards B&W Rept BAW-2167,dtd June 1992 entitled, “Response to GL 
92-01 for (Dommonwealth Edison Co Byron Units 1 & 2, Braldwood Units 1 & 2 & Zion 
Units 1 & 2," in response to GL 92-01, Rev 1 & GL 88-11. 

JACKSON,M.A. Commonwealth Edison Co. 92/07/02. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 3pp. 62365:156-62365:240. 

-9207100291 “Response to GL 92-01 for Commonwealth Edison Co Byron Units 1 & 
2,Braidwood Units 1 & 2 & Zion Units 1 & 2.” 

* Babcock & Wilcox Co. BAW-2167. 92/06/30. 79pp. 62365:159-62365:240. 

9207170195 Application for amends to Licenses DPR-39 & DPR-48, revising Specs 3/ 
4.3. 1.F & 3/4.3.2.G to address concerns in Generic Ltr 90-06, “Resolution of Generic 
Issue 70. ’PORV & Block Valve Reliability & Generic issue 94, 'Addl Low....’” 
STIMAC,S.F. (Dommonwealth Edison Co. 92/07/08. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 13pp. 62436:123-62436:172. 

-9207170196 Proposed TS 3/4.3. 1.F & 3/4.3.2.G re PORVs & block valves. 

* Commonwealth Edison Co. 92/07/08. 37pp. 62436:136-62436:172. 

9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organiza- 
tional decisions. 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/22. REED.C. (Dommonwealth 
Edison Co. 2pp. 62506:182-62506:183. 

9207300136 Forwards SSE accepting licensee response to SBC subj to satisfactory res- 
olution of listed deficiencies. 

PATEL,C.P. Project Directorate III-2. 92/07/22. KOVACH.T.J. (Dommonwealth Edison 
Co. 2pp. 62580:336-62580:345, 

-9207300141 Supplemental SE accepting licensee response to SBO. 

PATEL, C.P. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/22. 
8pp. 62580:338-62580:345. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207270303 Suppis 89041 1 response to violations noted in Insp Repts 50-295/89-04 & 
50-304/89-04.scheduled completion date for testing remaining Unit 1, Category 2 & 
Category 3 relay contacts extended until Apr 1994. 

KOVACH, T.J. Commonwealth Edison Co. 92/06/29. DAVIS,A.B. Region 3 (Post 
820201). 2pp. 62528:154-62528:155. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
(Donsolldated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency (Dondenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051 , “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207140199 Responds to NRC 920610 ltr re violations noted in insp repts 50-295/92-09 
& 50-304/92-09.Corrective actions'.problem identification form generated to investigate 
& provide trending data on failure of four kV breaker to close. 

KOVACH, T.J. Commonwealth Edison Co. 92/07/10. Document (Dontrol Branch (Docu- 
ment (Dontrol Desk). 6pp. 62385:315-62385:320. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subj matl used at all listed facilities.Compensatory measures implemented. 
JACKSON,M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 6261 1 :352*6261 1 :356. 


R. Periodic operating reports ft related correspondence 

9207170273 Monthly operating repts for June 1992 for Zion Generating Station, Units 1 
ft 2.W/920714 ltr. 

HERRON,R., JOYCE,T.P. Commonwealth Edison Co. 92/06/30. 13pp. 62440:309- 
62440:321. 


S. Reportable occurrences, LERs ft related correspondence 

9207060017 LER 92-01 1-01 :on 900922,2W main power transformer experienced inter- 
nal fault causing explosion.Caused by nitrogen breakout.Tran8former ft bus ducts ft 
associated equipment were replaced & repaired.W/920629 ltr. 

BERGMANN,J.W.. JOYCE, T.P. CDommonwealth Edison Co. 92/06/29. 6pp. 
62292:099-62292:104. 
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920706(KI35 LER 89-006-01 :on 890426, operators discovered that f^wer mismatch 
switch.rod stop bypass switch & channel defeat switch were out of alignmentCaused 

by personnel error. Switch lineup properly restpred.W/920^^tr 

ZECH.LJ.. JOYCE,T.P. Commonwealth Edison Co. 92/06/29. 4pp. 62292.105- 
62292:108. 

V. Operator Examinations 

9207090280 Forwards exam answer key for forms A & ^.grading remits for fadhty & 
individual answer sheets for each applicant taking exams for facility, per 920610 gener- 
ic fundamentals exam at facility.AII candidates passed exam. c 

WRIGHT,G.C. Region 3 (Post 820201). 92/07/01. Commonwealth Edison Co. 48pp. 
62266:001-62266:048. 

9207310032 Advises that NRC plans to administer GFE s^tipn of written 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC r^onal ^ „„ 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned, 3pp. 
62549:081-62549:083. 

DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 
F. Security, medical, emergency & fire protection plane 

9207070224 Discusses FEMA Sept 1991 exercise of offsite radiolOjgi<»l emergen^ re- 
sponse plans for ptantApproval of plans will remain in eff^tUtil should interact w/ 
offsite officials to resolve outstanding concerns identifi^ by fg^^/o end. 
MCCORMICK-BARGE Region 3 (Post 820201). 92/06/26. EVERS, K.H. Washington 
Public Power Supply System. 2pp. 62206:029-62206:030. 

9207070143 Informs that rev 13 to emergency plan consistent w/NRC provisions & ac- 

reDlRSON,C.D. Region 3 (Post 820201). 92/06/30. SCHROCK,C.A. Wisconsin 
Public Service Corp. 2pp. 62206:104-62206:105. 

9207070204 Forwards insprept 50-305/92-1 6 on 92061 5-1 9^0 wolation^^ 

CREED.J.R. Region 3 (Post 820201). 92/06/30. SCHROCK,C.A. Wisconsin Public 
Service Corp. 2pp. 62206:007-62206:016. 

-9207070208 Insp rept 50-305/92-16 on 92061 5-1 9.No violations not^. Major areas 
ln8peded:protecteci & vital area barriers, detection & assessment aid8,protoction & 
vital areas access control of personnel & alarm stations. ««««„ ««« 

KNICELEY,J.R., CREED, J.R. Region 3 (Post 820201). 92/06/30. 8pp. 62206:009- 
62206:016. 

9207280248 Notification of 920901 meeting w/utll in Rockville,MD to discuss util new 
approach to station blackout (10CFR50.63). _ ^ * 

h[aNSEN,A.G. Project Directorate III-3. 92/07/22. HANNON, J.N. Project Directorate 
ill-3. 3pp. 62530:298-62530:300. 

9207310214 Responds to NRC Bulletin 92-001 re deficiencies associated w/Thermo- 
Lag 330 fire barriers.Subi fire barrier sys not Installed at facility. . . 

STEINHARDT,C.R. Wisconsin Public Service Corp. 92/07/27. Document Control 
Branch (Document Control Desk). 2pp. 62618:350-62618:351, 

I. Financial information 

9207170173 Provides financial info re WPSC In accordance w/1 0CFR1 40.21 . 
SCHROCK.C.A. Wisconsin Public Service Corp. 92/07/13. Office of Nuclear Reactor 
Regulation. Director (Post 87041 1). 2pp. 62430:357-62430:358. 

K. Utility Rnal Safety Anaiyaia Report (FSAR) & amende 

9207230258 Rev 10 to updated SAR for Kewaunee Nuclear Power PlantW/ 920719 Itr. 
SCHROCK,C.A. Wisconsin Public Service Corp. 92/07/19. 250pp. 62506:203- 
62508:130. 

9207270124 Forwards 1992 rev of updated FSAR, correcting duplication of several 
sheets in update. 

SCHROCK.C.A. Wisconsin Public Service Corp. 92/07/22. Document Control Branch 
(Document Control Desk). 2pp. 62527:332-62527:345. 

-9207270139 Ck>rrected pages to updated FSAR for 1992. 

* Wisconsin Public Service Corp. 92/07/22. 12pp. 62527:334-62527:345. 

P. Operating license stage documents ft correspondence 

9207070281 Ack receipt of 920610 changes to QA program de8cription.Rev8 meet re- 
quirements of 10CFR50 ft acceptable. 

WRIGHT.G.C. Region 3 (Post 820201). 92/06/29. SCHRCX:K.C.A. Wisconsin Public 
Service Corp. Ip. 62206:216-62206:216. 

9207080189 Advises that listed P&IO drawings sent to Region III for files. 

SCHROCK,C.A. Wisconsin Public Service Corp. 92/07/01. Document Control Branch 
(Document Control Desk). 5pp. 62254:349-62254:353. 

9207080230 Forwards re^se to Reg Guide 1.97, ‘^Accident Monitoring Instrumenta- 
tion.*' in response to NRC 920312 Itr forwarding results of Reg Guide 1.97 insp per- 
formed during wk of 920224-28. 

SCHROCK,C.A. Wisconsin Public Service Corp. 92/07/01. Document Control Branch 
(Document Control Desk). 23pp. 62247:331-62247:353. 

9207080012 Forwards response to QL 92-01 .Rev l.dtd 020306, “Reactor Vessel Struc- 
tural lnteg%.'’ 

STEINHARDT.C.R. Public Service Co. of Colorado. 92/07/02. Document Control 
Branch (Document (Control Desk). 26pp. 62307:103-62307:128. 

9207140238 Proposed Amend 108 to License DPR-43, changing Spec 3.4, “Steam ft 
Power Conversion Sys" ft 4.8, “AuxUiary Feedwater Sys" re min condensate storage 
tank inventory ft operation of auxiliary feedwater sys. 

STEINHARDT.C.R. Wisconsin Public Service Com. 92/07/08. Document Control 
Branch (Document Control Desk). 24pp. 62380:290-62380:320. 


—9207140237 Proposed TS 3.4 re steam & power conversion sys & 4.8 re auxiliary 
fee^ater sys. 

* Wisconsin Public Service Corp. 92/07/08. 7pp. 62380:314-62380:320. 

9207130240 Clarifies statement made in significant hazards determination for Figures 
TS 3.1-1 & 3.1-2 re heatup ft cooldown limit curves,per Proposed Amend 107 to Li- 
cense DPR-43. 

STEINHARDT,C.R. Wisconsin Public Service Corp. 92/07/09. Document Contol 
Branch (Document Control Desk). 22pp. 62374:312-62374:333. 

9207230151 Provides summary of 920708 meeting w/licensee at plant re plant 
performance,operation & maint costs,regulatory Impact & current issues-Meeting par- 
ticipants listed in end 1 . 

HANSEN,A.G. Project Directorate III-3. 92/07/14. Project Directorate 1II-3. 3pp. 
62459:038-62459:040. 

9207230227 Notification of 920730 meeting w/counterparts in Oak Harbor, OH to dis- 
cuss items of generic interest between NRR, Region 111 & licensees for plants in NRR 
Project Directorate ill. Agenda end. 

HOPKINS, J.B. Project Directorate III-3. 92/07/16. HANNON,J.N. Project Directorate 
III-3. 4pp. 62478:319-62478:322. 

9207240116 Forwards Rev J to “Pumps & Valves Inservice Testing Plan." Relief re- 
quests submitted as result of sys mods ft independent technical review performed by 
util also end. 

STEINHARDT,C.R. Wisconsin Public Service Corp. 92/07/17. Document Control 
Branch (Document Control Desk). 4pp. 62516:142-62516:198. 

-9207240117 Rev J to “Pumps ft Valves InservIce Testing Plan." 

* Wisconsin Public Service Corp. 92/04/30. 53pp. 62516:146-62516:198. 

9207280074 Advises that installed instrumentation high quality commercial grade & ex- 
isting range sufficient to ensure compliance w/Tech Specs during normal operating 
conditions, per 881024 Itr re Reg Guide 1.97. 

SCHROCK,C.A. Wisconsin Public Sen/ice Corp. 92/07/24. Document Control Branch 
(Document Control Desk). 1 p. 62568:352-625^:352. 

9207290159 Proposed amend 101B to license DPR-43,adding TS 3.1.a.1.C to TSs to 
prohibit starting of RCP when RCS bulk temp less than or equal to 338 F & temp 
difference between SG & RCS greater than 100 F,per GL 90-06 re GIs 70 & 94. 
STEINHARDT.C.R. Wisconsin Public Service Corp. 92/07/24. Document Control 
Branch (Dc^ument Control Desk). 23pp. 62610:300-62610:350. 

-9207290190 Proposed tech spec 3.1.a.1.C re requirements for starting reactor coolant 
pump, in response to GL 90-06 concerning resolution of GIs 70 ft 94. 

* Wisconsin Public Service Corp. 92/07/24. 28pp. 62610:323-62610:350. 

Q. Inspection reports, IE Bulletins ft correspondsnce 

9207070162 Forwards insp rept 50-305/92-13 on 920423-061 5.No violations noted. 
HAGUE,R.L Region 3 (Post 820201). 92/06/26. SCHROCK,C.A. Wisconsin Public 
Service Corp. 2pp. 62205:339-62205:352. 

-9207070184 Insp rept 50-305/92-13 on 920423-061 5.No violations noted. Major areas 
inspected:operational safety,surveillance testing, maint,followup of previous insp find- 
ings & C/A for violations. 

HAGUE, R.L Region 3 (Post 820201). 92/06/26. 12pp. 62205:341-62205:352. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." , , ^ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
ConsoHdated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207060195 Informs that licensee 910731 ft 920306 responses satisfy requirements set 
forth in NRC bulletin 89-001 ,Suppl 2, “Failure of Weatinghouse Steam Generator Tube 
Mochonicsi PIuqs*** 

HANSEN,A.G. woject Directorate III-3. 92/06/29. SCHROCK,C.A. Wisconsin Public 
Service 0)rp. 2pp. 62209:038-62209:039. 

9207070204 Forwards Insp rept 50-305/92-16 on 92061 5-1 9.No violations noted. 
CREED, J.R. Region 3 (Post 820201). 92/06/30. SCHROCK,C.A. Wisconsin Public 
Service Corp. 2pp. 62206:007-62206:016. 

-9207070208 Insp rept 50-305/92-16 on 92061 5-1 9.No violations noted. Major areas 
in8pected:protected & vital area barriers, detection & assessment aid8.protection & 
vital areas access control of personnel ft alarm stations. 

KNICELEY,J,R., CREED.J.R. Region 3 (Post 820201). 92/06/30, 8pp. 62206:009- 
62206:016. 

9207060230 Forwards response to Reg Guide 1.97, "AccWent Monitoring Instrumenta- 
tion,” In response to NRC 920312 Itr fonwarding results of Reg Guide 1.97 insp per- 
formed during wk of 920224-28. , « i. 

SCHROCK,C.A. Wisconsin Public Service Corp. 92/07/01. Document Control Branch 
(Document Control Desk), 23pp. 62247:331 -62247:353. 

9206260043 NRC Info Notice 92-048. "Failure of ExkJe Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Unas 
of BWR Emergency (Condenser Sys," ^ 

ROSSI.C.E, C^sion of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc, 7pp. 62480:011-62480:017. 

9207070343 Responds to NRC 920602 Itr re violations noted In EDSFI Rept 50-305/92- 
06 on 920330-0501 .Corrective actions:analy8is will be performed to document accept- 
ability of existing dc devices by end of Sept 1992. ^ 

SCHROCK,C.A. Wisconsin Public Service Corp. 92/07/02. Document Control Branch 
(Document Control Desk). 12pp. 62269:269-62269:280. 

9207140039 Forwards insp rept 50-305/92-07 on 920309-13.No violations 
noted.Expre88e8 concern that backlog of operational experience assessment items 
may prevent timely identification of potentially safety related info. , ^ 

GREGER.L.R. R^lon 3 (Post 820201). 92/07/02. SCHROCK.C.A. Wisconsin Public 
Service Corp. 2pp. 62299:121-62299:132. 
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-9207140050 Insp rept 50-305/92-07 on 920309-1 3.No violations noted. Major areas 
inspected: licensee practices to maintain reliable decay heat removal during outages & 
feedback of operational experience info.No SIMS items reviewed. 

HASSE.R.A. Region 3 (Post 820201). 92/07/02. 10pp. 62299:123-62299:132. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207240fMO Forwards “Owners Data Rept for Inservice Insps as R^uired by Provisions 
of ASME Code Class Rules." Rept contains details of various inservice exams per- 
formed during past refueling outage (920306-041 8). 

STEINHARDt.C.R. Wisconsin Public Service Corp. 92/07/17. Document Control 
Branch (Document Control Desk). 5pp. 62515:313-62515:332. 

“9207240258 “Owners Data Rept for Inservice Insps as Required by Provisions of 
ASME Code Class Rules.” 

‘ Wisconsin Public Service Corp. 92/07/17. 15pp. 62515:318-62515:332. 

9207310007 Forwards insp rept 50-305/92-18 on 920707-1 0.Noncited violation noted. 
SNELL. W.G. Region 3 (Post 820201). 92/07/27. SCHROCK.C.A. Wisconsin Public 
Service Corp. 2pp. 62549:026-62549:034. 

-9207310008 Insp rept 50-305/92-18 on 920707-1 0.Noncited violations noted.Major 
areas inspecteci:radiation protection program & review of previously identified insp 
items. 

LOUDEN, P.L, SNELL. W. Region 3 (Post 820201). 92/07/27. 7pp. 62549:028- 
62549:034. 

9207310214 Responds to NRC Bulletin 92-001 re deficiencies associated w/Thermo- 
Lag 330 fire bam'ers.Subj fire barrier sys not installed at facility. 

STEINHARDT.C.R. Wisconsin Public Service Corp. 92/07/27. Document Control 
Branch (Document Control Desk). 2pp. 62618:350-62618:351. 


R. Periodic operating reports & related correspondence 

9207150168 Monthly operating rept for June 1992 for Kewaunee Nuclear Power 
Plant.W/920709 Itr. 

RUITER.G.H., SCHRCKJK.C.A. Wisconsin Public Service Corp. 92/06/30. 4pp. 
62398:351-62398:355. 


S. Reportable occurrences, LERs &. related correspondence 

9207100270 LER 92-01 4-00:on 920607,discovored that steam exclusion door safe- 
guards alley to TDAWP room.full open & unobstructed. Caused by misapplication of 
fire door design.Fusible links removed from doors & training providod.W/920707 Itr. 
ROZELL,D.L., SCHROCK,C.A. Wisconsin Public Service Corp. 92/07/07. 8pp. 
62437:064-62437:071. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam,admlnistered on 92061 0.Master BWR/PWR subj exam w/ answer key end for 
info. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207300158 Advises that licensee response to Generic Ltr 88-20, SuppI 4 re iPEEE sub- 
mittal schedule & selected methods acceptable. 

HANSEN, A.G. Project Directorate III-3. 92/07/22. SCHROCK.C.A. Wisconsin Public 
Service Corp. 3pp. 62580:355-62580:357. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ina names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT,G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62649:081-62549:083. 
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F. Security, medical, emergency & fire protection plans 

9207070142 Discusses SALP Board results for plants.Informs that Board concludes that 
regulatory performance of licensee adequate. Also informs that concerns expressed 
by licensees will be commented on after completion of SALP program for reactors. 
kEPPLER.J.G. Region III, IE (720101-810228). 81/01/20. MOSELEY.N.C. Ofc of In- 
spection & Enforcement, Director (820201-870413), 22pp. 62248:002-62248:042. 

9207070311 Revised EPIPs,lncluding rev 2 to F8.rev 1 to F8-1 ,F8-2,F8-3. F8-6.F8-8,F8- 
10 & F8-11.W/920630 ltr. 

FEY,F.L Northern States Power Co. 92/06/30, 96pp. 62274:215-62274:318. 

9207100148 Ack receipt of 920610 Itr transmitting proposed objectives & scope of par- 
ticipation for plant emergency preparedness exercise scheduled for 92091 S.objectives 

Si 8COD0 £lCC0Dtt&li)l0 

MCXx5rMICK-BAR( 3E Region 3 (Post 820201). 92/07/02. ELIASON,LR. Northern 
States Power Co. 2pp. 62331 :360-62331 :361 . 

9207130178 Rev 13 to Prairie Island Nuclear Generating Plant ISFSI emergency 
plan.W/920706 Itr. 

FEY,F.L. Northern States Power Co. 92/07/06. 200pp. 62384:040-62384:257. 

9207170044 Forwards rev to ERDS data point library to clarify problem areas Identified 
by NRC during review of original data point libraries transmitted via util 911028 Itr.Data 
point library high & low point rarige readings created. 

PARKER, T.M. Northern States Power Co. 92/07/13. Document Control Branch (Doc- 
ument Control Desk). 17pp. 62436:200-62436:216. 

9207300257 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Plants currently use Thermo-Lag 330 sys in six individual fire areas. 
PARKER, T.M. Northern States Power Co. 92/07/24. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62595:309-62595:311. 


P. Operating license stag® document® 8 correspondence 


9207080120 Final response to FOIA request for documents-App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA.T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting & Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 Commission meeting.Details withheld. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/06/14. CARR Commis- 
sioners (Post 750119). 42pp. 62324:264-62324:297. 

9207100290 Forwards application for amends to Licenses DPR-42 & DPR-60, changing 
TS re applicability of surveillance requirements per Generic Ltr 87-09 & incorporating 
STS, Section 4.0.3, per generic ltr,into TS. 

PARKER, T.M. Northern States Power Co. 92/06/15. Document Control Branch (Doc- 
ument Control Desk). Ip. 62366:115-62366:131. 

-9207100293 Application for amends to Licenses DPR-42 & DPR-60, changing applica- 
bility of TS surveillance requirements per Generic Ltr 87-09 & incorporating 
STS,Section 4.0.3,per generic ltr, into TS. 

PARKER.T.M. Northern States Power Co. 92/06/15. 5pp. 62366:117-62366:121. 

—9207100295 Proposed TS Section 4.0 re applicability of surveillance requirements. 

* Northern States Power Co. 92/06/15. 8pp. 62366:122-62366:131. 

9207100280 Responds to GL 92-01, Rev 1, "Reactor Vessel Structural Integrity." Data & 
plots of Units 1 & 2 reactor vessel Charpy data & initial RTNDT for beltline metis end. 
PARKER,T.M. Northern States Power Co. 92/07/06. Document (Control Branch (Doc- 
ument CJontrol Desk). 67pp. 62366:026-62366:092. 

9207290120 Forwards amends 99 & 92 to licenses DPR-42 & DPR-60, respectively & 
safety evaluation.Amend revises TS 3.8.B to remove restriction re cask handling, adds 
section 4.19 & associated bases & revises section 5.6. 

MASCIANTONIO.A. Project Directorate III-1. 92/07/09. PARKER.T.M. Northern States 
Power Co. 5pp. 62583:234-62583:276. 

-9207290126 Amends 99 & 92 to licenses DPR-42 & DPR-60, respectively, revising TS 
3.8.B to remove restriction re cask handling, adding 4.19 & associated bases & revis- 
ing TS 5.6. 

MARSH, LB. Project Directorate III-1. 92/07/09. 32pp. 62583:239-62583:270. 

—9207290135 Safety evaluation supporting amends 99 & 92 to licenses DPR-42 & DPR- 
60,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 6pp. 
62583:271-62583:276. 

9207170050 Forwards application for amends to Licenses DPR-42 & DPR-60, changing 
TS Section 3.8 to clarify applicability of requirements for containment closure during 
refueling. 

PARKER.T.M. Northern States Power Co. 92/07/13. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62446:195-62446:226. 

-9207170052 Application for amends to Licenses DPR-42 & DPR-60,changing TS Sec- 
tion 3.8 to clarify applicability of requirements for containment closure during refueling. 
PARKER.T.M. Northern States Power Co. 92/07/13. 12pp. 62446:197-62446:208. 

—9207170054 Proposed TS Section 3.8 re core alterations during refueling & fuel han- 
dling. 

* Northern States Power Co. 92/07/13. 18pp. 62446:209-62446:226. 


Q. Inspection reports, IE Bulletins & correspondence 


9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
CJonsolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co, of New York, Inc. 7pp. 62480:01 1-62480:017. 

9207070152 Ack receipt of 920615 Itr 6 electronic transfer for $12,500 In payment of 
civil penalty proposed by NRC in 920521 Itr. Corrective actions will be examined 
during future insps. 

LIEBERMAN,J. Ofc of Enforcement (Post 870413). 92/07/02. ELIASON.LR. Northern 
States Power Co. Ip, 62206:107-62206:107. 

9207140115 Forwards insp rept 50-282/92-12 & 50-306/92-12 on 920622-26. No viola- 
tions noted. 

RING,M.A. Region 3 (Post 820201). 92/07/07. ELIASON.LR. Northern States Power 
Co. 2pp. 62338:032-62338:037. 

-9207140120 Insp repts 50-282/92-12 & 50-302/92-12 On 920622-26.No violations 
noted.Major areas lnspected:to review & evaluate licensee ongoing & completed con- 
struction activities & preoperational testing of SBO/electrical sys upgrade mod. 
NEISLER.J.H., GARDNER, R.N. Region 3 (Post 820201). 92/07/(57. 4pp. 62338:034- 
62338:037. ^ 


9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Aseessment (Post 870411), 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 
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9207170010 Responds to NRC 920611 Itr re deviations noted in Insp Repts 50-282/92- 
08 & 50-306/92-08 on 92041 4-0526.CorTective actions:normal inservice insp program 
for welds in high energy piping in auxiliary bldg will be augmented. 

ELIASON.L.R. Northern States Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62440:331-62440:334. 


9207140292 Accepts 9201 03 response to generic Itr 88-20, suppi 4 re IPE for external 
event. Reassessment of schedule & results should be reported soon. 

TROTTIER.EH. Project Directorate 1-3. 92/07/09. FRI2ZLE.C.D. Maine Yankes 
Atomic Power Co. 3pp. 62375:356-62375:358. 


9207300257 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Plants currently use Thermo-Lag 330 sys in six individual fire areas. 
PARKER, T.M. Northern States Power Co. 92/07/24. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62595:309-62595:311. 


R. Periodic operating reports & related correspondence 

9207130102 Monthly operating repts for June 1992 for Prairie Island Nuclear Generating 
Plant.W/920708 Itr. 

DUGSTAD.D., PARKER,T.M. Northern States Power Co. 92/06/30. 9pp. 62366:317- 
62366:325. 

9207200098 Forwards rev to 1991 annual radiological environ monitoring rept.Rev cor- 
rects summary page 2. 

FEY.F.L Northern States Power Co. 92/07/07. Document Control Branch (Document 
Control Desk). Ip. 62447:338-62447:340. 

-9207200100 Rev to summary page 2 of 1991 annual radiological environ monitoring 
rept. 

‘ Northern States Power Co. 91/12/31. 2pp. 62447:339-62447:340. 


9207150242 Forwards environ assessment & finding of no significant impact re aoDllca- 
tlon to delete license condition 2.B.7(a) for plant. 

TROTTIER.EH. Project Directorate 1-3. 92/07/10. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 3pp. 62395:280-62395:287. 


-9207150244 Environ assessment & finding of no significant impact re license aoDlica- 
tion to delete condition 2.B.7(a). » k «ppi(ca 

NERSES, V. Project Directorate 1-3. 92/07/10. 5pp. 62395:282-62395:287. 


9207280349 Forwards amend 131 to license DPR-36 a safety evaluation. Amend re- 
moves license condition 2.b.(7)(a) due to r^lacement by bridge a ‘740-acre" from 
section 2.a because site detail is not part of TS. 

TROTTIER.EH. Project Directorate 1-3. 92/07/21. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 3pp. 62528:340-62528:351 . 


-9207280354 Safety evaluation supporting amend 1 31 to license DPR-36. 

• Office of Nuclear Reactor Regulation. Director (Post 870411). 92/07/21 4do 
62528:348-62528:351. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam.administered on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007. Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.Q.C. Region 3 (Post 820201). 92/07/28. Aniliation Not Assigned. 3pp. 
62549:081-62549:083. 


Q. Inspection reports, IE Bulletins & correspondence 


9207220329 FOIA request for results of INPO most recent insp of Maine Yankee Nucle- 
ar Power Plant. 

HALUD.W. Affiliation Not Assigned. 91/11/01. GRIMSLEY.D.H. Division of Freedom 
of Information & Publications Services (Post 890205). Ip. 62462:335-62462:335. 


9207220334 Final response to FOIA request for results of INPO most recent insp of 
plant.No agency records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. HALL,D.W. Affiliation Not Assigned. Ip. 62462:336-62462:336. 


Y. Dry Cask Independent Spent Fuel Storage installations 

9207130178 Rev 13 to Prairie Island Nuclear Generating Plant ISFSI emergency 
plan.W/920706 Itr. 

fEY.F.L. Northern States Power Co. 92/07/06. 200pp. 62384:040-62384:257. 

9207140235 Forwards response to NRC & LLL questions on TN-40 cask thermal analy- 
sis & procedure for unloading cask. 

PARKER, T.M. Northern States Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62387:369-62387:361. 


DCXJKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


9207020289 Responds to NRC 920505 Itr re violations noted In Insp rept 50-309/92- 
03.Correctlve actions:personnel counseled & procedure 5-7-2 temporarily deleted 
HERBERT,J.R. Maine Yankee Atomic Power Co. 92/06/23. Document Qsntrol Branch 
(Document Control Desk). 4pp. 62300:001-62300:004. 


9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of Now York, Inc. 4pp. 62480:018-62480:021. 

9206280043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI,C.E. Division of OjDerational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 


F. Security, medical, emergency & fire protection plans 


9207020242 Informs NRC that util brought on site numerous ofc & supply trailers during 
1992 refueling outage.Effectiveness oi security program not decreased. 

HERBERT, J.R. Maine Yankee Atomic Power Co. 92/06/25. Document Control Branch 
(Document Control Desk). 2pp. 62219:359-62219:360. 


9SW7310196 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Damage.” 
Table listing application of Thermo-Lag matls at facility end. 

HERBERT,J.R. Maine Yankee Atomic Power Co. 92/07/24. Document Control Branch 
(Document Control Desk). 5pp. 62619:234-62619:238. 


H. General correspondence 


92062^237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017 


9207070247 Requests extension of interval for inservice Insp hydrostatic tests on two 
lines of LPSI sys from 921212 to 931212.During 1990 & 1992 refueling outages, util 
atternpted to hydro high pressure portions of LP^ lines. 

HEBERT, J.R. Maine Yankee Atomic Power Co, 92/07/02. Document Control Branch 
(Document Control Desk). 1p. 62268:356-62268:356. 


92^702(^33 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." ® 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison CJo. of New York, Inc. 6pp. 62480:001-62480:006. 


92^7130020 Comment supporting proposed rule 10CFR60 re "Receipt of Byproduct & 
SNM," 

EDWARDS, D.W. Yankee Atomic Electric Co. 92/07/02. CHILK,S.J. Office of the Sec- 
retary of the Commission. Ip. 62285:028-62285:028. 


K. Utility Final Safety Analysis Report (FSAR) & amende 


9207280233 Rev 
FRIZZLE, C.D. 
62533:336. 


10 to updated FSAR for Maine Yankee Nuclear Plant W/ 920722 Itr. 
Maine Yankee Atomic Power Co. 92/07/22. 270pp. 62533:001- 


NRC planning to send contractor, J Bumgardner,to visit plant 
on 920715 to assist NRC In development of risk- based Insp guide to be published as 
NUREG. 

TRO-n-|ER.E.H. Project Directorate I-3. 92/07/10. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 3pp. 62338:007-62338:009. 


9M7200106 Responds to NRC 920612 Itr re violations noted In Safety Sys Functional 
Insp Rept 50-309/92-80.Corrective actions: correc^e action processes to be revised 
to require assessment of generic implications whore appropriate. 

HERBERT, J.R. Maine Yankee Atomic Power Co. 92/07/13. Document Control Branch 
(Document Control Desk). 7pp. 62447:328-62447:334. 


P. Operating llconae stage documents & correspondence 

9207010300 Responds to 920331 request for addi Info to complete review of util recent 
mods to off-site electrical distribution & transfer sys.Spec for 6,900 volt & 4,160 volt 
switchgear & technical evaluation for mods end. 

HEBERT. J.R. Maine Yankee Atomic Power Co. 92/06/22. Document Control Branch 
(Document Control Desk). 100pp. 62233:116-62233:201. 

91^7070021 ^rwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
already transmitted In response to PTS rule 
f,<fehenc Ltr 88-01 on revised heatup & cooldown limits. 

RRIZZLE,C.D. Maine Yankee Atomic Power Co. 92/07/02. Document Control Branch 
(Document Control Desk). 12pp. 62246:346-62246:357. 

91^7070247 Requests extension of interval for insenrice insp hydrostatic tests on two 
fj?® from 921212 to 931212.During 1990 & 1992 refueling outages.utll 

^*0^ pressure portions of LPSI lines. 

HEBERT,J.a M^ne Yankee Atomic Power Co. 92/07/02. Document Control Branch 
(Document Control Desk). Ip. 62268:356-62268:356. 


9207280078 Ack receipt of 920623 Itr informing NRC of steps taken to correct violation 
noted in insp rej^ 50-309/92-03. 

UNVILLE.J.C. Jleglon 1 (Post 820201). 92/07/16. FRIZZLE.C.D. Maine Yankee 
Atomic Power Co. 2pp. 62488:1 28-62488:1 33. 

9207310196 Responds to NRC Bulletin 92-001, "Failure of Thermo-Ug 330 Rre Barrier 
Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free from Damage." 
Table listing application of Thermo-Lag matls at facility end. 

HERBERT,J.R. Maine Yankee Atomic Power Co. 92/07/24. Document Control Branch 
(Document Control Desk). 5pp. 62619:234-62619:238. 


R. Periodic operating reporte 6 related correapondenee 


91^71^319 Monthly operating rept for June 1992 for Maine Yankee Atomic Power 
Station.W/920706 Itr. 

HEBERT.J.R. Maine Yankee Atomic Power Co. 92/06/30. 5pp. 62385:161- 
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S. R®portabl® «>ecurr®nc®8, LERs & r®lat®d corraspondanc® 

0207170155 LER 92-00&‘00:on 92061 2.error discovered in surveillance procedure for 
emergency feedwater automatic start circuit. Caused by unclear communication of 
design change info.Review of operational event data base conducted. W/9207 13 Itr. 
EBERT.P., HEBERT.J.R. Maine Yankee Atomic Power Co. 92/07/12. 3pp. 62480:215- 
62480:217. 


V. Operator Examination® 

9207150051 Advises that months of Mar & Sept assigned for NRC operator license 
exams.Since util historically used Jul-June requalification cycle.impiementing exams in 
Mar has limited effectiveness of exam process. 

HEBERT, J.R. Maine Yankee Atomic Power Co. 92/07/07. Document Control Branch 
(Document Control Desk). Ip. 62375:261-62375:261. 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


-9207070035 Rev 0 to "Salem Unit 2 Response to Generic Ltr 92-01, Rev 1, ’Reactor 
Vessel Structural Integrity.’’’ 

• Public Service Electric & Gas Co. of New Jersey. 92/06/17. 19pp. 62269:135- 
62269:158. 

9207140280 License Change Request 92-07 to Licenses DPR-70 & DPR-75, changing 
TS 6.3 re unit staff qualifications & 6.4 re training to clarify current requirements for 
licensed operator qualifications & training. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 92/07/08. Document 
Control Branch (Document Control Desk). 7pp, 62385:049-62385:059. 

-9207140283 Proposed TS 6.3 re unit staff qualifications & 6.4 re training. 

* Public Service Electric & Gas Co. of New Jersey. 92/07/08. 4pp. 62385:056- 
62385:059. 

9207200260 Summary of 920625 meeting w/util re erosion/corrosion program & results 
of feedwater sys exam at plants.Attendance list & viewgraphs end. 

PINDALE.S.M. Project Directorate 1-2. 92/07/10. Project Directorate 1-2. 47pp. 
62427:260-62427:306. 


F. Security, medical, emergency & fire protection plan® 

9207090243 Forwards Resident Safety Insp Repts 50-272/92-11, 50-311/92-07 & 50- 
354/92-07 on 920503-061 S.Violations noted. 

WENZINGER.EC. Region 1 (Post 820201). 92/07/02. MILTENBERGER,S. Public 
Service Electric & Gas C^. of New Jersey. 3pp. 62309:242-62309:305. 

-9207090259 Resident Safety Insp Repts 50-272/92-07,50-311/92-07 & 50-354/92-07 
on 920503-061 S.Violations noted.Major areas inspected:operation,radiological 
controls, maint & surveillance testing,emergency preparedness & security. 

WHITE,J.R. Region 1 (Post 820201). 92/07/01, 59pp. 62309:247-62309:305. 

9207240155 Revised EPIP8,includlng Rev 2 to EPIP 405,Rev 6 to EPIP 601 & Rev 18 to 
EPIP table of contents emergency operations facility. 

* Public Sendee Electric & Gas Co. of Now Jersey. 92/07/09. 31pp. 6251 5:1 83- 
62515:214. 

9207240162 Revised EPIPs,including Rev 7 to EPIP 104S,Rev 1 to EPIP 106S 6 Rev 31 
to EPIP table of contents. 

* Public Senrico Electric & Gas Co. of New Jersey. 92/07/09. 32pp. 62524:217- 
62524:247. 

9207240217 Revised EPIP8,including Rev 7 to EPIP Attachment 1,Rev 4 to EPIP At- 
tachment 2, Rev 4 to EPIP Attachment 3,Rov 19 to EPIP Salem event classification 
guide table of contents & Rev 16 to EPIP signature attachment page. 

^ Public Senrico Electric & Gas Co. of New Jersey. 92/07/09. 32pp. 62524:185- 
62524:216. 

9207240141 Revised EPIPs, Including Rev 6 to EPIP 902,Rev 4 to EPIP 903, Rev 2 to 
EPIP 904 & Rev 10 to EPIP table of contents security. 

* Public Senrice Electric & Gas Co. of New Jersey. 92/07/10. 32pp. 62515:253- 
62515:284. 

9207160059 Requests corrections to SER and Approval Ltr dtd 890720 that granted util 
exemptions from requirements of 10CFR60 App R. Typographical errors i inconsis- 
tant info provide basis for request. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 92/07/14. Document 
Control Branch (Document Control Desk). 1 1 pp. 62423:348-62423:358. 


9207200329 Summary of 920701 meeting w/util re resolution of open erosion/corrosion 
issues identified at 920625 meeting. 

PINDALE,S.M. Project Directorate I-2. 92/07/10. Project Directorate 1-2, 17pp. 
62438:191-62438:208. 

9207230147 Advises of completion of engineering & installation milestones for balance 
of App R cable wrap project,per commitments contained In util 910404 Itr.Milestone 
completion listing for fire areas end. 

LABmUNA,S. PuDlic Service Electric & Gas Co. of New Jersey. 92/07/14. Document 
Control Branch (Document Control Desk). 2pp. 62479:323-62479:324. 

9207240099 Fonivards supplemental info re request for amend to licenses DPR-70 & 
DPR-75 previously submitted on 920511. End marked up TS pages inadvertently omit- 
ted from previous submittal. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 92/07/16. Document 
Control Branch (Document Control Desk). 5pp. 62482:171-62482:224. 

-9207240103 Proposed tech specs extending surveillance test intervals & allowed 
outage times. 

* Public Service Electric & Gas Co. of New Jersey. 92/07/16. 50pp. 62482:176- 
62482:224. 

9207310064 Advises that 901221 & 910620 re^nse to Generic Ltr 90-06 do not meet 
10CFR50.109 requirements & unacceptable.Requests that response be resubmitted. 
STONE,J.C. Project Directorate 1-2. 92/07/24. MILTENBER(§ER,S. Public Service 
Electric & Gas Co. of New Jersey. 4pp. 62588:200-62588:203. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047. "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.’’ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc, 4pp. 62480:007-te480:010. 


9207230147 Advises of completion of engineering & installation milestones for balance 
of App R cable wrap projecLper commitments contained in util 910404 Itr.Milestone 
completion listing for fire areas end. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 92/07/14. Document 
CJontrol Branch (Document Control Desk). 2pp. 62479:323-62479:324. 

9207260063 Notification of significant licensee meeting 92-120 w/util on 920717 to dis- 
cuss security issues. 

WHITE.J.R. Region 1 (Post 820201). 92/07/15. Region 1 (Post 820201). 2pp. 
62488:109-62488:1 10. 

9207280361 Revised EPIP8.including Rev 5 to EPIP 903, "Opening of EOF/ Emergency 
News Ctr" & revised EPIP table of contents re security procedures. 

* Public Service Electric & Gas CJo. of New Jersey. 92/07/17. 17pp. 62566:283- 
62566:299. 

9207300173 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys." Thermo-Lag 330 fire barrier sys not installed at either facility. 

LABRUNA,S. Philadelphia Electric Co. 92/07/22. Document Control Branch (Docu- 
ment Ck>ntrol Desk). 3pp. 62593:014-62593:016. 


K. Utility Final Safety Analysia Report (FSAR) & amends 

9207280132 Rev 12 to updated FSAR for Salem Generating Statlon,unlts 1 & 2.W/ 
920720 Itr. 

LABRUNA.S. Public Service Electric & Qas Co. of New Jersey. 92/07/20. 325pp. 
62554:001-62555:288. 


P. Operating license stage documents & correspondence 


9207020238 Discusses review of plant emergency control air compressors. Exemption 
request currently being reviewed will be subj of separate correspondence. 

STONE,J.C. Project Directorate I-2. 92/06/29. MILTENBERQER,S. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 62194:269-62194:271. 


0207080071 Notification of 920701 meeting w/PSE&Q in Rockville, MD to discuss de- 
tails of calculations of erosion/corrosion rate, min acceptable wall thickness & appli- 
cation of 1.2 factor in allowable stress calculations. 

STONE,J.C. Project Directorate 1-2. 92/06/29. MURLEY.T.. MIRAGLIA.F., 

RUSSELL.W. NRC - No Detailed Affiliation Given. 6pp. 62243:295-62243:299. 


9207070030 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity, to enable NRC to assess compliance w/10CFR50.60 & 10CFR60.61 & 
fracture toughness & matl surveillance requirements for RCS. 

MILTENBERGER.S. Public Service Electric a Qas Co. of New Jersey. 92/06/30. Doc- 
ument Control Branch (Document Control Desk). 3pp. 62269:107-62269:158. 


9206290237 NRC Info Notice 92-050, "Cracking of Valves in Ckjndensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. (Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 7pp. 62480:011-62480:017. 


9207090243 Forwards Resident Safety Insp Repts 50-272/92-11, 50-311/92-07 8 50- 
354/92-07 on 920503-061 S.Violations noted. 

WENZINQER,E.C. Region 1 (Post 820201). 92/07/02. MILTENBERGER.S. Public 
Service Electric 8 Gas Co. of New Jersey. 3pp. 62309:242-62309:305. 


-9207090253 Notice of violation from insp on 920503-061 S.Violation noted:licensee 
failed to satisfy requirement of NUREG 0737 Item III.D.3.4 re release of ammonium 
hydroxide. 

* Region 1 (Post 820201). 92/07/02. 2pp. 62309:245-62309:246. 

-9207090259 Resident Safety Insp Repts 50-272/92-07,50-311/92-07 8 50-354/92-07 
on 920503-061 S.Violations noted.Major areas in8pected:operation, radiological 
control8,maint 8 sunreiliance testing, emergency preparedness 8 security. 

WHITE.J.R. Region 1 (Post 820201). 92/07/01. 59pp. 62309:247-62309:305. 

9207020233 NRC Info Notice 92-051, "Misapplication 8 Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison C^. of New York. Inc. 6pp. 62480:001-62480:006. 


9207280100 Forwards insp repts 50-272/92-10 8 50-311/92-10 on 920623- 25.No vio- 
lations noted. 

ANDERSON.C.J. Region 1 (Post 820201). 92/07/20. MILTENBERGER.S. Public Serv- 
ice Electric 8 Gas Co. of New Jersey. 2pp. 62488:233-62488:238. 

-9207280105 Insp repts 50-272/92-10 8 50-311/92-10 on 920623-25.No violations 
noted.Major areas in8pected:implementation of erosion/corrosion program, including 
rea>rds related to thickness measurements. 

HARRIS.R., PETERSON.P.M., MCBREARTY.R. Region 1 (Post 820201). 92/07/16. 
3pp. 62488:235-62488:238. 

9207300173 Responds to NRC Bulletin 92-001 , "Failure of Thermo-Lag 330 Fire Barrier 
Sys." Thermo-Lag 330 fire barrier sys not installed at either facility. 

LABRUNA,S. Philadelphia Electric Co. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62593:01 4-62593:01 6. 


R, Periodic operating reports 8 related correspondence 

9207200215 Monthly operating rept for Juno 1992 for Salem Unit 2.W/ 920714 Itr. 
SHEDLOCK,M.. FEST.J., VONDRA.C.A. Public Service Electric 8 Gas Co. of New 
Jersey. 92/06/30. 10pp. 62449:351-62449:360. 



80 DOCKETED ITEMS 


Monitoring Rept for June 1992." W/920723 ^■ 
rAPnSt'cn M Service Eiectric & Gas Co. of New Jersey. 92/0.6/30. 
UAPUHALE,G. New Jersey, State of. 23pp. 62593:180-62593:204. 


S. Reportable occurrences, LERs & related correspondence 

920606.RMS channel fluctuation occurred. Caus^ bv 
switching to alternate feed & back to inverter.RMS 
PnlTArk- u ^ functionally test0d.W/92O7O2 Itr. 

0° oa 

9207200059 LER 91-008-01:on 91 0603, sustained undervoltage relay min dropout trip 
anSSh ^'’®® bus 2A undervoltage relays found below TS min 

™ Oa 6^ 


9207200036 NRC Staff response to Environ a Resources Conservation Organizations 
(ECOs) suppl to petition for leave to intervene a request for hearing,* W/Certificate of 
Svc. 

BARTH, C. A., REIS,E.J. Office of the General Counsel (Post 860701). #392 13104 
92/07/10. Atomic Safety a Licensing Board Panel. 33pp. 62404:066-62404:098. 



9207270107 Petitioner motion for order to compel service.* Environ a Resources Con- 
servation Organization urges board to order SMUD to serve counsel w/documents & 
for listed time. W/Certificate of Svc. 

MCGRANERY,J.P. Environmental a Resources Conservation Organization (formerlv 
Environmental Cons. #392 13166. 92/07/17. BECHHOEFER.C.. COLE.R.F., 
MURPHY, T.D. Atomic Safety a Licensing Board Panel. 6pp. 62476:197-62476:202. 


32-005-01 :cn 820225.vi;3 bus 9^e‘^c urderi^oltage relay setpoints for 
?-i =waE:-6 va.ue.Caussd by relay design inadequacy 
pr?l iA?v S ? -'ocec..re enhar ccc.V1,/92C709 !ir. , 

07 / 0 ^ ° * 

ument Control Branch (Document Control Desk). 5pp. 62451:282-62451:286. 

noncompliance notif»cation:on 92061 9, util reported oil sh^n on 
inteke shaS.'^hw ^ f®® between svc water intake structure a circulating water sys 
rSIntj P P'ant operations-Discharge rept retract^. 

iTrSi! Service Electric & Gas Co. of New Jersey. 92/07/24. New 

Jersey, State of. 2pp. 62593:354-62593:355 


9207270116 Petitioner contingent motion to withhold any order wholly denying petition 
for leave to intervene a/or request for hearing.* Urges Board to withhold any order 
wholly denying petition for leave to intenrene.W/Certificate of Svc. 

MCGRANERY,J.P. Environmental a Resources Conservation Organization (formerly 
Environmental Cons. #392 13115. 92/07/17. Atomic Safety a Licensing Board Panel. 
8pp. 62476:210-62476:217. 

9207300118 Advises that content of 920722 response to author 920617 Itr unrespon- 
sive to issues raised in Itr.NRC bound by rulings Murley made within scope of author- 
ity in Murley 891 109 Itr re pending decommissioning of facility. 

MCCRANERY,J.P. Environmental a Resources Conservation Organization (formerly 
Environmental Cons. MCCRANERY.J.P. McGranery, J.P., Jr. 92/07/24. BOGER.B, Di- 
vision of Reactor Projects - III.IV.V (Post 901216). 3pp. 62593:001-62593:003. 


P. Operating license stage documents & correspondence 


V. Operator Examinations 


'^®^^®®* 92-07 to Ucenses DPR'70 a DPR-75. changir 
staff qualifications a 6.4 re training to clarify current requirements f 

‘^Jsed of»rator qualifications a training 

^ Gas Co. of New Jersey. 92/07/08. Docume 
control Branch (Document Control Desk). 7pp. 62385:049-62385:059. 

“®*^ staff qualifications a 6.4 re training. 

62385:059® ^ ^ Go. of New Jersey. 92/07/08. 4pp. 62385:05 


DOCKET 50-312 RANCHO SECO NUCLEAR GENERATING STATiON 

F. Security, medical, emergency a fire protection plana 

^20415 Itr transmitting Rev 4 to Physical security 
on 10CFR50.54(p) except for Paragraph 5.1 .2.2 

PATE?i p RanC?® contents will be revised in Rev 5. * * i 

qualification plan conslst- 
into plan. , . 

Sacramento Municipal 



G. Adjudicatory correspondence 


9207080120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc, 3pp. 62324:002- 
62324:303. 

-8605190330 Summary of 860423-24 mgt meeting at Region III ofc re licensee 
performance, evaluation of plant discussions & fitness for duty.Task assignments & list 
of attendees end. 

SNIEZEK,J.H. Regional Operations & Generic Requirements, EDO (Pre 870413). 86/ 
05/13. DAVIS, J.G. Office of Nuclear Material Safety & Safeguards. 11pp. 62324:005- 
62324:015. 

-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. 2ECH Commis- 
sioners (Post 7501 19). 3pp. 62324:016-62324:018. 

-9207080279 Provides details of discussions re Rancho Seco during NRC senior man- 
agers meeting on 871117 & 18.Facility was categorized as requiring substantial im- 
provement. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. WILCOX, C. Sacra- 
mento Municipal Utility District, 2pp. 62324:033-62324:034. 

-9207060291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 860/13 Commission meeting also end. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 


*^lo7u^ conference.* Prehearing conlerenM scheduled fc 

presented on decon«ss»n,n 

AS^eW4U^'° Ucenslnftad Panel. #392 13038. 92/06/2! 

Atomic Safety & Licensing Board Panel. 3pp. 62182:019-62182:021. 

Fwon & Resources Conservation Organization amend & suppl to petitio 

MCGRANERY, J.P. Environmental & Resources Conservation Organization (former! 

06/29. Atomic Safety & Licensing Board Panel. 32pp. 62182:057-62102:101. 

organizational interest by AD Rossin, president of Environ < 
51^55®® ^seiyation Organization.* 

ranmentai Resources Conservation Organization (formerly Env 

ronmental Cons. 92/06/26. 6pp. 62182:089-62182:094. 

A«*clavit re environ evaluation of pl^t. 

ronmSirS;r ^ f^esources Conservation Organization (formerly Env 
ronmental Cons. 92/06/26. 7pp. 62182:095-62182:101. 

supporting consideration of issuance of exemption from Commit 

Information & Publications ^rvices (Post 890205). 10pp. 62182:001-62182:010. 

^TreKfnr°h25^/f£???' ^GO amend & suppl to petition for leave to interwn 
oeffi shnfirt ^ assertions of standing should be rejected . 

srrould be di8mi88ed.W/Certifjcate of Svc. 

& TrSvi^; Utility District. BAXTER, T.A Shaw. Pittman, Pott 

6227o!wl227W 92/07/08, Atomic Safety A Ucensing Board Panel. 39py 

®1ScGRANP^Tp®"i?r^^^ consideration of issuance of exemption. 

A PnwSSI el ■ McGranery, J.p., jr, 92/07/09. Division of Freedom of Informatio 
& Publications Services (Post 890205). 9pp. 62466:098-62456:106. 


-9207080351 Provides summary of NRC discussions re Rancho Seco during 880628 & 
29 senior managers meeting. Facility was categorized as requiring continued close 
monitoring. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. WILCOX, C. Sacra- 
mento Municipal Utility District. 1p. 62324:054-62324:054. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting & fonvards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:1 10. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

9207010206 Responds to NRC 920416 Itr on behalf of AD Rosin of Environ & Re- 
sources Conservation Organization (ECO), in ref to commitment made to ECO to give 
FR notice for opportunity to participate in licensing actions re decommissioning plant. 
MCGRANERY,J.P, Environmental & Resources Conservation Organization (formerly 
Environmental Cons. MCGRANERY, J.P. Dow, Lohnes & Albertson. 92/06/17. 
CRUTCHFIELD, D. Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp. 
62233:342-62233:343. 

9207170061 Notification of 920715 meeting w/plant in Rockville, MD to discuss status of 
Rancho Seco Decommissioning Plan & ISFSI reviews. 

BROWN, S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). 92/07/09. MURLEY,!., M1RAGUA,F., RUSSELL, W. NRC - No Detailed Affili- 
ation Given. 6pp. 62403:061-62403:066. 

9207170082 Advises that staff has sufficient info to continue review of util 910520 pro- 
posed Custodlal-SAFSTOR phase of decommissioning but unable to continue review 
of Hardened- SAFSTOR phase due to insufficient info.RAl end. 

BROWN, S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). 92/07/09. SHETLER,J.R. Sacramento Municipal Utility District. 5pp. 
62403:085-62403:089. 
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9207300056 Responds to 92061 7 Itr to DM Crutchfield on behalf of Environ Resources 
Conservation Organization re solicitation of public participation w/respect to licensing 
actions or other relief for piantAdvises that no exceptions made. 

BOGER.B. Division of Reactor Projects - III.IV.V (Post 901216). 92/07/22. 
MCGRANERY,J.P. Dow. Lohnes & Albertson. 3pp. 62555:350-62555:352. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Moided- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


T. Hearing transcripts on non-antitrust matters 

9207170146 Transcript of 920714 meeting in Bethesda.MD.Pp 1-180. 

* Atomic Safety & Licensing Board Panel. 92/07/14. 180pp. 62431:001-62431:185. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9207170061 Notification of 920715 meeting w/plant in Rockville, MD to discuss status of 
Rancho Seco Decommissioning Plan & ISFSI reviews. 

BROWN.S. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 
920517). 92/07/09. MURLEY.T., MIRAGUA.F.. RUSSELl^.W. NRC - No Detailed Affili- 
ation Given. 6pp. 62403:061-62403:066. 


DOCKET 50-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9207270279 Forwards REX - 92, “Arkansas Nuclear One Emergency Preparedness 
Exercise.Exercise Scenario." Exorcise objectives listed on end. 

FISICARO,J.J. Entergy Operations. Inc. 92/03/26. MARTI N.R.D. Region 4 (Post 
820201). 23pp. 62531:001-62532:143. 

-9207270263 “Arkansas Nuclear One Emergency Preparedness Exercise, Exercise 
3cGnQrlo ** 

* Entergy Operations. Inc. REX - 92. 92/06/24. 300pp. 62531:025-62532:143. 

9207080142 Update to plant manual, reflecting deletion of Rev 3 to Procedure/Form OP- 
1905.032, "Multichannel Analyzer Use.” 

* Entergy Operations. Inc. 92/06/24. Ip. 62277:358-62277:358. 

9207070379 Ack receipt of 920423 Itr transmitting Rev 24 to industrial security 
plan.Confirms that title of Paragraph 1.3.1 from personnel reliability to access authon- 
zation will be revised.Remainder of Rev 24 acceptable. 

BEACH.A.B. Region 4 (Post 820201). 92/07/02. CARNS.N.S. Entergy Operations, Inc. 
4pp. 62267:335-62267:340. 

9207090027 Forwards insp rept 50-313/92-06 & 50-368/92-06 on 920218-21 & notice 
of violations.Rept detdis withheld per 1 0CFR73.21 . 

BEACH.A.B. Region 4 (Post 820201). 92/07/06. CARNS.N.S. Entergy Corp. 6pp. 
62309:328-62309:335. 

-9207090038 Notice of violation from insp on 92021 8-21 .Violations noted: on or around 
920220, licensee conducted testing of metal detector w/test shape not positioned as 
required by procedure.Oetails withheld per 10CFR73.21. 

* Region 4 (Post 820201). 92/07/06. 2pp. 62309:334-62309:335. 

9207170274 Forwards Insp repts 50-313/92-19 & 50-368/92-19 on 920623-26.No viola- 
tions or deviations noted. 

BEACH, A.B. Region 4 (Post 820201), 92/07/15. CARNS,N.S. Entergy Operations, Inc. 
5pp. 62451:345-62451:359. 

-9207170277 Insp repts 50-313/92-19 & 50-368/92-19 on 920623-26.No violations or 
deviations noted.Major areas inspected: performance & capabilities during an annual 
exercise of emergency plan & procedures & activities in control room. 

MURRAY.B. Region 4 (Post 820201). 92/07/09. 10pp. 62461:350-62451:359. 

9207280083 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain (tabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." SubJ fire barrier matl not installed in Unit 1. 

FISICARO,J.J. Entergy Operations, Inc. 92/07/24. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62562:106-62562:109. 


K. Utility Rnal Safety Analyala Report (FSAR) A amends 

0207270136 Forwards Amend 10 to Arkansas Nuclear One Units 1 & 2 Updated 
SAR.ProprIetary Rev 2 to Drawing M-2001, “In-Core Instrument Assembly" of Amend 
10 to Arkansas Nuclear One Unit 2 Updated SAR also encl.Drawing withheld. 
FISICARO.JJ. Entergy Operations, Inc. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 30pp. 62620:001 -62636:279. 

-9207270158 Amend 10 to “Arkansas Nuclear One Unit 1 Updated SAR." 

• Entergy Operations, Inc. 92/07/22. 1,500pp. 62620:031-62620:081. 


-9207270160 Chapter 1, "Introduction & Summary," to Arkansas Nuclear One Unit 1 
updated SAR. 

* Entergy Operations, Inc. 92/07/22. 110pp. 62620:082-62620:187. 

-9207270162 Chapter 2, “Site & Environment,” to Arkansas Nuclear One Unit 1 updat- 
ed SAR, 

* Entergy Operations, Inc. 92/07/22. 130pp. 62620:188-62620:318. 

-9207270166 Chapter 3, "Reactor," to Arkansas Nuclear One Unit 1 updated SAR. 

‘ Entergy Operations, Inc. 92/07/22. 200pp. 62620:31982621:145. 

-9207270173 Chapter 3A, “Arkansas Nuclear One-Unit 1, Cycle 11 Reload Rept," to Ar- 
kansas Nuclear One Unit 1 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 84pp. 62621:14682621:200. 

-9207270177 Chapter 4, “Reactor Coolant Sys," to Arkansas Nuclear One Unit 1 up- 
dated SAR. 

* Entergy Operations, Inc. 92/07/22. 215pp. 62621:201-62621:337. 

-9207270180 Chapter 5, “Structures,” to Arkansas Nuclear One Unit 1 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 275pp. 62621:338-62622:144. 

-9207270182 Chapter 6, “Engineered Safeguards," to Arkansas Nuclear One Unit 1 up- 
dated SAR. 

* Entergy Operations, Inc. 92/07/22. 78pp. 62622:145-62622:216. 

-9207270184 Chapter 7, “Instrumentation & Control," to Arkansas Nuclear One Unit 1 
updated SAR. 

* Entergy Operations, Inc. 92/07/22. 250pp. 62622:21782622:362. 

-9207270186 Chapter 8, “Electric Power," to Arkansas Nuclear One Unit 1 updated 
SAR 

* Entergy Operations, Inc. 92/07/22. 84pp. 62623:001-62623:081. 

-9207270190 Chapter 9, “Auxiliary & Emergency Sys," to Arkansas Nuclear One Unit 1 
updated SAR. 

* Entergy Operations. Inc. 92/07/22. 350pp. 62623:082-62623:356. 

-9207270193 Chapter 10, “Steam & Power Conversion Sys," to Arkansas Nuclear One 
Unit 1 updated SAR. 

* Entergy Operations. Inc. 92/07/22. 39pp. 62623:357-62624:033. 

-9207270202 Chapter 11, “Radwaste & Radiation Protection," to Arkansas Nuclear 
One Unit 1 updated SAR. 

* Entergy Operations. Inc. 92/07/22. 144pp. 62624:034-62624:124. 

-9207270205 Chapter 12, “Conduct of Operations," to Arkansas Nuclear One Unit 1 
updated SAR. 

* Entergy Operations. Inc. 92/07/22. 19pp. 62624:125-62624:143. 

-9207270207 Chapter 13, “Initial Tests & Operation," to Arkansas Nuclear One Unit 1 
updated SAR. 

* Entergy Operations. Inc. 92/07/22. 59pp. 62624:144-62624:202. 

-9207270208 Chapter 14, “Safety Analysis," to Arkansas Nuclear One Unit 1 updated 
SAR 

* Entergy Operations, Inc. 92/07/22. 175pp. 62624:203-62625:011. 

-9207270211 Chapter 15, “Tech Specs," to Arkansas Nuclear One Unit 1 updated 
SAR 

* Entergy Operations, Inc. 92/07/22. 3pp. 62625:012-62625:014. 

-9207270213 App A, “Piping & Equipment Design," to Arkansas Nuclear One Unit 1 
updated SAR Chapter 15. 

* Entergy Operations, Inc. 92/07/22. 73pp. 62625:015-62625:085. 

-9207270222 Amend 10 to “Arkansas Nuclear One Unit 2 updated SAR." 

* Entergy Operations, Inc. 92/07/22. 2.300pp. 62625:08682625:165. 

-9207270226 Chapter 1 , “Introduction & General Description of Plant," to Arkansas Nu- 
clear One unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 88pp. 62626:16682625:247. 

-9207270228 Chapter 2, “Site Characteristics." to Arkansas Nuclear One unit 2 updat- 
ed SAR. 

* Entergy Operations, Inc. 92/07/22. 175pp. 62625:24882626:184. 

-9207270231 Chapter 3. “Design of Structures.Components, Equipment & Sys." to Ar- 
kansas Nuclear 6ne unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 400pp. 62626:185-62628:038. 

-9207270233 Chapter 4, “Reactor,” to Arkansas Nuclear One unit 2 updated SAR. 

* Entergy Operations. Inc. 92/07/22. 226pp. 62628:03982628:256. 

-9207270237 Chapter 4A, “Cycle 9 Reload Analysis Rept,” to Arkansas Nuclear One 
unit 2 updated SAR. 

* Entergy Operations. Inc. 92/07/22. 66pp. 62628:25782628:322. 

-9207270239 Chapter 5, “Reactor Coolant Sys," to Arkansas Nuclear One unit 2 updat- 
ed SAR. 

* Entergy Operations, Inc. 92/07/22. 1 50pp. 62628:32382629:152. 

-9207270241 Chapter 6, “Engineered Safety Features," to Arkansas Nuclear One unit 
2 updated SAR. 

* Entergy Operations. Inc. 92/07/22. 250pp. 62629:153-62630:118. 

—9207270244 Chapter 7, “Instrumentation & Controls." to Arkansas Nuclear One unit 2 
updated SAR. 

Entergy Operations, Inc. 92/07/22. 600pp. 62630:11982632:048. 

-9207270248 Chapter 8, “Electric Power," to Arkansas Nuclear One unit 2 updated 
SAR 

* Entergy Operations, Inc. 92/07/22. 350pp. 62632:04982632:328, 

-9207270250 Chapter 9, “Auxiliary Systems," to Arkansas Nuclear One unit 2 updated 
SAR 

* Entergy Operations, Inc. 92/07/22. 750pp. 62632:329-62634:179. 
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“9207270251 Chapter 10, “Steam & Power Conversion Sys," to Arkansas Nuclei One 
unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 30Opp. 62634:180-62634:355. 

“9207270253 Chapter 11, “Radwaste Mgt," to Arkansas Nuclear One unit 2 updated 
SAR 

* Entergy Operations, Inc. 92/07/22. 210pp. 62634:356-62635:188. 

“9207270254 Chapter 12, “Radiation Protection." to Arkansas Nuclear One unit 2 up- 
dsitoci 

* Entergy Operations, Inc. 92/07/22. 58pp. 62635:189-62635:245. 

-9207270256 Chapter 13. “Conduct of Operations," to Arkansas Nuclear One unit 2 
updated SAR. 

* Entergy Operations, Inc. 92/07/22. 22pp. 62635:246-62635:267. 

“9207270259 Chapter 14, “Initial Tests & Operation,’* to Arkansas Nuclear One unit 2 
updated SAR. 

* Entergy Operations, Inc, 92/07/22. 200pp. 62635:268-62636:059. 

“9207270261 Chapter 15, “Accident Analysis," to Arkansas Nuclear One unit 2 updated 
SAR. 

* Entergy Operations, Inc. 92/07/22. 175pp. 62636:060-62636:273. 

“9207270266 Chapter 16, “TS," to Arkansas Nuclear One unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 3pp. 62636:274-62636:276. 

“9207270268 Chapter 17, "Quality Assurance," to Arkansas Nuclear One unit 2 updat- 
ed SAR. 

* Entergy Operations, Inc. 92/07/22. 3pp. 62636:277-62636:279. 


Q. inspection reports, IE Bulletins & correspondence 


9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuin-' 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 8704111 92(f#r 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. ' ■“ 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 92/r" 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Reto 'i 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 03/c’ 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. " 

9207080252 Forwards insp repts 50-313/92-16 & 50-368/92-16 on 920518 - 
notice of violation. 

BEACH, A.B. Region 4 (Post 820201). 92/07/02. CARNS.N.S. Enterav Ooeratiftp^ - 
5pp. 62276:048-62276:087. , 

“9207080254 Notice of violation from insp on 92051 8-0605. Violation not 0 cl:certir ^ 1,1 
test procedures were not properly maintained, including testing of undervoltiM t 
ing relay. ^ “ 

* Region 4 (Post 820201). 92/07/02. 2pp. 62276:054-62276:055. 

“9207080255 Insp repts 50-313/92-16 & 50-368/92-16 on 92051 8-O6OS.N0 vifci 
noted.Major areas inspected:electricai distribution sys, functional design & 
of electrical distribution sys. 

STETKA.T.F., WAGNER,P.C. Region 4 (Post 820201). 92/07/01. 32pd 
62276:087. 


P. Operating license stage documents & correspondence 

9207150285 Notification of 920716 meeting w/util in Rockville,MD re engineering chal- 
lenges & initiatives at facilities. 

ALEXION.T.W. Proiect Directorate IV-1. 92/07/07. URKINS,J.T. Project Directorate 
IV-1. 7pp. 62378:260-62378:266. 

9207160082 Forwards amend 161 to license DPR-51 & safety evaluation. Amend re- 
vises TS based on recommendations provided in GL 87-09 re applica^sility of LCO & 
surveillance requirements of TS 3.0 & 4.0. 

ALEXION.T.W. Project Directorate IV-1. 92/07/07. CARNS,N.S. Entergy Operations, 
Inc. 3pp. 62396:067-62396:122. 

-9207160084 Amend 161 to license DPR-51, revising TS based on recommendations 
provided in GL 87-09 re applicability of LCO & surveillance requirements of TS 3.0 & 
4.0. 

LARKINS, J.T. Project Directorate IV-1. 92/07/07. 48pp. 62396:070-62396:117. 

“9207160085 Safety evaluation supporting amend 161 to license DPR-51. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/07. 5pp. 
62396:118-62396:122. 

9207160294 Ack granting temporary waiver of compliance from TS Section 3.1. 6.9 LCO 
re leakage critena for RCS pressure isolation valves, verbally requested on 920708.Re- 
quest based on 920708 backJeakage of RC^ pressure isolation check valve. 
MlLHOAN,J.L. Region 4 (Post 820201). 92/07/10. CARNS.N.S. Entergy Operations. 
Inc. 6pp. 62417:340-62417:355. 

“9207160312 Requests temporary waiver of compliance from TS LCO 3.1, 6.9 re leak- 
age criteria for RCS pressure isolation valves to allow corrective actions to be imple- 
mented to seat unseated check valve. 

FIS1CARO.J.J. Entergy Operations. Inc. 92/07/09. MILHOAN.J.L Region 4 (Post 
820201). 10pp. 62417:344-62417:355. 

9207210218 Notification of 920723 meeting w/util in RockvIlle.MD to discuss status of 
current licensing actions & activities of plants. 

ALEXION.T.W. Project Directorate IV-1. 92/07/16. LARKINS, J.T. Project Directorate 
lV-1. 3pp. 62438:263-62438:265. 

9207220404 Concurs bases of TS 3.3 should be changed to make peak clad temp limit 
consistent W/10CFR50.46 & revisions to Bases of TS 3.3 acceptable. 

ALEXION.T.W. Project Directorate IV-1. 92/07/16. CARNS.N.S. Entergy Operations, 
Inc. 5pp. 62453:354-62453:358. 

9207280058 Informs that, per 10CFR50.71 & 10CFR50.59(a)(3), Amend 10 to Arkansas 
Nuclear One Units 1 & 2 & Rev 15 to QA Manual Operations shipped under cover Itr 
dtd 920722 (1CAN079204. 2CAN079210 & 0CAN079210). 

MILHOAN,J.L. Entergy Operations, Inc. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 3pp, 62568:363-62568:355. 

9207280139 Forwards Rev 15 to Arkansas Nuclear One "QAM Operations,” per 
10CFR50.64(a){3) & 10CFR5O.71{o)). 

FiSICARO,J.J. Entergy Operations, Inc. 92/07/22. Document Confrol Branch (Docu- 
ment Control Desk). Spp. 62535:022-62536:253. 

“9207280146 Rev 15 to Arkansas Nuclear One “QAM Operations." 

* Entergy Operations, Inc. 92/07/22. 150pp. 62536:027-62635:253. 

9207310075 Fonwards dtd page 39 to licensee 920330 rev to TS bases re peak clad 
tennp limit 

ALEX!ON,T.W. Project Directorate IV-1. 92/07/24. CARNS,N.S. Entergy Operations. 
Inc. 3pp. 62588:188-62588:191. 

“9207310078 Corrected page 39 to amend 145, revising licensee TS bases re peak clad 
temp limitPage 39 previously undated. 

* Project Directorate lV-1. 92/07/16. Ip. 62688:191-62588:191. 

9207300037 Responds to 9^514 Itr providing supplemental response to 911121 Itr re 
alleged disciimiination against former contract employee for having engaged in pro- 

tdCtiOCi 

MILHOAN,J.L Region 4 (Post 820201). 92/07/27. CARNS,N.S. Entergy Operations, 
Inc. 4pp. 62528:022-62528:025. 


9207090027 Forwards insp rept 50-313/92-06 & 50-368/92-06 on 920218-21 S(\ir 
of violations.Rept details withheld per 10CFR73.21. 

BEACH, A.B. Region 4 (Post 820201). 92/07/06. CARNS.N.S. Enteroy Cm 
62309:328-62309:335. 

“9207090036 Notice of violation from insp on 92021 8-21. Violations noted: on 
920220, licensee conducted testing of metal detector w/test shape not pc^wj* 
required by procedure.Details withheld per 10CFR73.21, 

* Region 4 (Post 820201). 92/07/06. 2pp. 62309:334-62309:335. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing cl 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92a’''? 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006, 

9207170274 Forwards insp repts 50-313/92-19 & 50-368/92-19 on 920623*26.te s 
tions or deviations noted. 

BEACH.A.B. Region 4 (Post 820201). 92/07/15. CARNS.N.S. Entergy ' 

5pp. 62451 :345-62451 :359. 

“9207170277 Insp repts 50-313/92-19 & 50-368/92-19 on 920623-26.No vkAite ; 
deviations noted.Major areas insp>ect6d: performance & capabilities during 
exercise of emergency plan & procedures & activities in control room, 

MURRAY, B. Region 4 (Post 820201). 92/07/09. 10pp. 62451:350-62451:359 

9207210059 Forwards insp rept 50-313/92-09 & 50-368/92-09 on 92051 WCCt 
notice of violation. 

BEACH, A.B. Region 4 (Post 820201). 92/07/16. CARNS.N.S. Entergy Owate.- 
3pp. 62419:326-62419:350. 

“9207210069 Notice of violation from insp on 920510-0620.Violation notsd:tei 
emergency feedwater actuation sys will likely not actuate during ATWS. 

* Region 4 (Post 820201). 92/07/16. Ip. 62419:329-62419:329. 

“9207210076 Insp repts 50-313/92-09 & 50-368/92-09 on 92051 0-0620.MO 
noted.Major areas inspected:monthly maint observation, bimonthly 
observation, operational safety verification & onsite followup of LERs. 
JOHNSON, W.D. Region 4 (Post 820201). 92/07/13. 20pp. 62419:330-6241 

9207220018 Advises that util & B&W Owners Group completed stress & fitipw 
ses to ensure compliance w/applicable code requirements, per NRC Bulletin 
ressurizer surge line thermal stratification. 

ISICARO,J.J. Entergy Operations, Inc. 92/07/16. Document Control Srsndiitfe 
ment Control Desk). 4pp. 62473:264-62473:267. 

9207280052 Forwards insp repts 50-313/92-20 & 60-368/92-20 on 920608-12 4«! 
of violation. 

BEACH, A.B. Region 4 (Post 820201). 92/07/22. CARNS.N.S, Entergy Operitos 
Spp. 62497:011-62497:035. 

“9207280062 Notice of violation from insp on 920608-1 2, Violation no* ^ 
920424, addi work not covered by original job order was performed. 

* Region 4 (Post 820201). 92/07/22. 2pp. 62497:016-62497:017. 

“9207280072 Insp repts 50-313/92-20 & 50-368/92-20 on 920608-12. 
noted.Ma|or areas inspected:sys entry retest in areas of mods, temporary «• 
maint activities. 

GAGLIARDO,J.E, Region 4 (Post 820201). 92/07/20. 15pp. 62497 : 01 8424I7« 

9207280083 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free 
Damage.” Subj fire barrier matl not installed in Unit 1, 

FISICARO.J.J. Entergy Operations, Inc. 92/07/24. Document Control Brand? I» 
ment Control Desk). 4pp. 62562:106-62562:109. 


R. Periodic operating reports & related correspondence 

9207210102 Monthly operating rept for June 1992 for ANO.UnIt 1.W/920715fc 
HAYES,K.R., FISICARO.J.J: Entergy Operations. Inc. 92/06/30. 7pp. 
62471:246, 
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f. Security, medical, emergency Bl fire protection plans 

9207070299 Rev 3 to PMP 2081 EPP.105, “Initial Core Damage Assessment.” 
ANDERT.T.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
92/06/01- 51pp. 62269:052-62269:106. 

9207080156 Change Sheet 7 to Rev 6 to PMP 1080 EPP.107, “Notification of Plant Per- 
sonnel.” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 92/06/25. 
7pp. 62285:349-62285:355. 

9207280219 Fonwards insp repts 50-315/91-20 & 50-3 16/9 1-20. Violations noted but not 
subj to enforcement action due to util efforts In identifying & correcting violation. 
CREED.J.R. Region 3 (Post 820201). 92/07/23. FitZPATRICK.E. Tndiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 62489:347-62489:353. 

-9207280222 Insp repts 50-315/91-20 & 60-316/91-20 on 910917-920630. Violations 
noted but not cited.Major areas inspected: fitness-for-duty program & portions of per- 
sonnel security access authorization program. 

PIRTLE.G.L, CREED.J.R. Region 3 (Post 820201). 92/07/23. 5pp. 62489:349- 
62489:353. 

9207300133 Provides response to NRC Bulletin 92-001, “Fire Endurance Test Failures 
of Thermo-Lag 330 Fire Barrier Matl." Plant does not utilize Thermo-Lag 330 to pro- 
tect cables & conduits necessary for safe shutdown from fire damage. 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/07/24. MURLEY.T.E. NRC - No Detailed Affiliation Given. 7pp. 62592:329- 
62592:335. 


H. General correspondence 

9207130034 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
special nuclear matl. 

FITZPATRICK, E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/06/26. CHILK.S-J. Office of the Secretary of the Commission. 2pp. 
62285:045-62285:046. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207280364 Forwards 1992 update to Vols I through XII I of DC Cook Nuclear Plant 
Units 1 & 2 FSAR,reflecting rearrangement of containment integrity analysis presented 
in Unit 1 Chapter 14.3.4 to provide more usable format. 

FITZPATRICK, E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/07/22. MURLEY.T.E. Document Control Branch (Document Control Desk). 
7pp. 62551:001-62553:288. 

-9207280373 1992 update to Vols I through XIII of DC Cook Nuclear Plant Units 1 & 2 
FSAR. 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 92/07/31 . 
1,000pp. 62551:008-62553:288. 


P. Operating license stage documents & correspondence 

9207010009 Informs that 920421 submittal incorporating changes in QA program de- 
scription meet requirements of 10CFR50,app B i acc^table. 

WRIGHT.G.C. Region 3 (Post 820201). 92/06/18. FI'RPATRICK.E. Indiana Michigan 
Power Co. 2pp. 62143:005-62143:006. 

9207020292 Provides detailed info on how to operate, maintain & provide qualified re- 
placement parts for existing RPS in short term, & long term plans re RPS upgrad®- 
FITZPATRICK, E. Indiana Michigan Power Co. (formorfy Indiana & Michigan Electric 
Co.). 92/06/29. Document Control Branch (Document Control Desk). 2pp. 62234:329- 
62234:330. 

9207150292 Discusses withdrawal of amends to licenses DPR-58 & DPR-74. Confirma- 
tion re understanding of util proposed actions requested. 

STANG,J.F. Project Directorate III-1. 92/07/07. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 62378:257-62378:259. 

9207280249 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity,consi8tinQ of Westinghouse topical repts & SWRI repts.Proprietary 
WCAP-8047 withheld (ref 10CFR2.790). 

FITZPATRICK, E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/07/13. MURLEY.T.E. Document Control Branch (Document Control Desk). 
12pp. 62565:002-62566:068. 

-9207280261 “American Electric Power Co DC Cook Unit 2 Reactor Vessel Radiation 
Surveillance Program.” 

DAVIDSON,J.A., YANINCHKO.S.E., CHIRIGOS,J.N. Westinghouse Electric Corp. 
WCAP-8512. 75/11/30. 33pp. 62565:015-62566:048. 

-9207280271 “DC Cook Unit 1 Reactor Vessel RT PTS Evaluations.” 

CHICOTTS,J.M., RAY,N.K., MEYER,T.A. Westinghouse Electric Corp. 90/03/31. 19pp. 
62566:049-62566:068. 


Q. Inspection reports, IE Bulletins & correspondence 

9207150024 Responds to NRC 920629 ltr re violations noted in Insp Repts 50-316/92- 
10 & 50-316/92-10 on 920421-24 & 0613-20. Corrective actlons:wasto container re- 
turned to licensee & radiation measurements performed on contents. 

FITZPATRICK, E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/06/26. DAVIS, A.B. Document Control Branch (Document Control Desk). 8pp. 
62394:354-62394:361. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 


9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Unes 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207170180 Forwards insp repts 50-315/92-12 & 50-316/92-12 on 920520- 0630.No 
violations noted. 

JORGENSEN,B.L. Region 3 (Post 820201). 92/07/06. FITZPATRICK, E. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 62431:306-62431:325. 

-9207170183 Insp repts 50-315/92-12 & 50-316/92-12 on 920520-0630. No violations 
noted.Major areas inspected:plant operations, reactor trip,eloctric flash 
accident, reportable events & temporary instructions. 

JORGENSEN,B.L Region 3 (Post 820201). 92/07/13. 17pp. 62431:309-62431:325. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207150063 Ack receipt of 920629 ltr informing NRC of steps taken to correct violations 
noted in Insp repts 50-315/92-10 & 50-316/92-10. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/09. FITZPATRICK,E. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 62335:084-62335:084. 

9207280219 Forwards insp repts 50-315/91-20 & 50-31 6/91 -20. Violations noted but not 
subj to enforcement action due to util efforts in Identifying & correcting violation. 
CREED, J.R. Region 3 (Post 820201). 92/07/23. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 62489:347-62489:353. 

-9207280222 Insp repts 50-315/91-20 & 50-316/91-20 on 910917-920630. Violation# 
noted but not cited.Major areas inspected: fitness-for-duty program & portions of per- 
sonnel security access authorization program. 

PIRTLE,G.L.. CREED, J.R. Region 3 (Post 820201). 92/07/23. 5pp. 62489:349- 
62489:353. 

9207300133 Provides response to NRC Bulletin 92-001, "Fire Endurance Test Failures 
of Thermo-Lag 330 Fire Barrier Matl." Plant does not utilize Thermo-Lag 330 to pro- 
tect cables & conduits necessary for safe shutdown from fire damage. 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/07/24. MURLEY.T.E. NRC - No Detailed Affiliation Given. 7pp. 62592:329- 
62592:335. 

9207310012 Forwards exam rept 50-31 5/OL-92-02 during wk of 920706. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/24. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 62649:041-62549:057. 

-9207310013 Exam rept 50-31 5/OL-92-02 on 920706-1 0.Exam results:aH candidates 
passed operational exam.One reactor operator candidate & one senior reactor opera- 
tor candidate failed written exam. 

BAILEY.R.M., BURDICK.T.M. Region 3 (Post 820201). 92/07/24. 15pp. 62549:043- 
62549:057. 


R. Periodic operating report# & related correspondence 


9207170272 Monthly operating rept for June 1992 for DC Cook Nuclear Plant, Unit 1.W/ 
920707 ltr. 

TURNER, MICHAELSON, BLIND, A.A. Indiana Michigan Power Co. (formerly Indiana & 
Michigan Electric Co.). 92/06/30. 6pp. 62446:340-62446:345. 

9207150125 Submits annual rept of LCX^A evaluation model changes per 
10CFR50.46(a)(3)(ii). 

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/07/10. MURLEY Document Control Branch (Document Control Desk). Ip. 
62370:347-62370:347, 


S. Reportable occurrence#, LER# & related correspondence 

9207070236 NPDES noncompliance notification:on 920624.grab sample of Outfall 002 
circulating water discharge indicated TRC concentration of 0.33 mg/1. Caused by flow 
balance between plant sys-Unit 1 in shutdown condition. 

BAKER, D.L Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
92/06/29. MORLEY.F. Michigan, State of. 2pp. 62265:326-62265:327. 

9207070324 PNO-lll-92-038:on 920626, licensee reported that NRC-licensed reactor op- 
erator tested positive for cocaine use.Operator removed from duty & subsequently 
resigned.State of Ml informed. 

CREED, J., PEDERSON.C. Region 3 (Post 820201). 92/06/29. 1p. 62206:228- 
62206:228. 

9207140311 NPDES noncompliance notification:on 920630, minor inadvertent discharge 
of treatment chemical Ciam-trol CT-1 may have occurred.Fire protection Clam-trol 
treatment was suspended immediately & will not be resumed until alterations made. 
BAKER.D.L Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
92/07/02. MORLEY.F. Michigan, State of. 3pp. 62384:347-62384:349. 

9207230287 LER 92-006-00:on 920618 & 19,10 of 20 main steam safety valve lift set- 
tings found outside of TS tolerances-Caused by setpoint drift. Valves reset to accepta- 
ble values & retested 8atisfactorily.W/9207l7 ltr. 

WEBER, G.A., BLIND, A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 92/07/17. 5pp. 62587:063-62587:067. 

9207230290 LER 92-007-00:on 920705.accumulated leakage.found while performing 
Type B & C leak rate tests on containment penetrations.exceeded LCX) value of 
TS.Testing still in progress. Final rept to be submitted by 921 020.W/92071 7 ltr. 
WEBER.<a.A., BLIND, A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 92/07/1 7. 2pp. 62587:068-62587:069. 
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9207290003 LER 92-006-00:on 920622, ESF actuation resulted from spurious high read- 
ing from one of two source-range neutron flux detectors.Cause unknown.Both detec- 
tors replaced, channels calibr & cables checked.W/920721 Itr. 

BEILMAN.T.P., BLIND, A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.). 92/07/22. 4pp. 62587:272-62587:275. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam,administered on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207140302 Requests details re circumstances surrounding NRC licensed operator test- 
ing positive for cocaine followng for-cause drug test on 920625.Licensed operator fit- 
ness-for-duty questionnaire end. 

MILLER,H.J. Region 3 (Post 820201). 92/07/08. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 8pp. 62384:305-62384:312. 

9207310012 Forwards exam rept 50-31 5/OL-92-02 during wk of 920706. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/24. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 62549:041-62549:057. 

•>9207310013 Exam rept 50-31 5/OL-92-02 on 920706-1 0.Exam results:all candidates 
passed operational exam.One reactor operator candidate & one senior reactor opera- 
tor candidate failed written exam. 

BAILEY.R.M.. BURDICK, T.M. Region 3 (Post 820201). 92/07/24. 15pp. 62549:043- 
62549:057, 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 
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F. Security, medical, emergency & fire protection plana 

9207070299 Rev 3 to PMP 2081 EPP.105, “Initial Core Damage Assessment.” 
ANDERT.T.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
92/06/01. 51pp. 62269:052-62269:106. 

9207080156 Change Sheet 7 to Rev 6 to PMP 1080 EPP.107, “Notification of Plant Per- 
sonnet." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 92/06/25. 
7pp. 62285:349-62285:355. 

9207280219 Forwards insp repts 50-315/91-20 & 50-3 16/91 -20. Violations noted but not 
subj to enforcement action due to util efforts in identifying & correcting violation. 
CREED.J.R. Region 3 (Post 820201). 92/07/23. FITZPATRICK, E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 62489:347-62489:353. 

-9207280222 Insp repts 50-315/91-20 & 50-316/91-20 on 910917-920630. Violations 
noted but not cited. Major areas inspected: fitness-for-duty program & portions of per- 
sonnel security access authorization program. 

PIRTLE,Q.L. Region 3 (Post 820201). 92/07/23. 5pp. 62489:349-62489:353. 


9207150292 Discusses withdrawal of amends to licenses DPR-58 & DPR-74. Confirma- 
tion re understanding of util proposed actions requested. 

STANG,J.F. Project Directorate III-1. 92/07/07. FITZPATRICK,E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 62378:257-62378:259. 

9207280249 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity,consisting of Westinghouse topical repts & SWRI repts. Proprietary 
WCAP-8047 withheld (ref 10CFR2.790). 

FIT2PATRICK,E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/07/13. MURLEY.T.E. Document Control Branch (Document Control Desk). 
12pp. 62565:002-62566:068. 

-9207280261 “American Electric Power Co DC Cook Unit 2 Reactor Vessel Radiation 
Surveillance Program.” 

DAVIDSON, J.A., YANINCHKO,S.E., CHIRIGOS.J.N. Westinghouse Electric Corp. 
WCAP-851 2. 75/1 1 /30. 33pp. 62565:01 5-62566:048. 


Q. Inspection reports, IE Bulletins & correspondence 

9207150024 Responds to NRC 920529 Itr re violations noted in Insp Repts 50-315/92- 
10 & 50-316/92-10 on 920421-24 & 0513-20. Corrective actions:waste container re- 
turned to licensee & radiation measurements performed on contents. 

FITZPATRICK, E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/06/26. DAVIS, A.B. Document Control Branch (Document Control Desk). 8pp. 
62394:354-62394:361. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Dtvision of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207170180 Forwards insp repts 50-315/92-12 & 50-316/92-12 on 920520- 0630.No 
violations noted. 

JORGENSEN.B.L Region 3 (Post 820201). 92/07/06. FITZPATRICK.E. Indiana Michi- 
gan Power (Do. (formerly Indiana & Michigan Electric Co.). 3pp. 62431:306-62431:325. 

-9207170183 Insp repts 50-315/92-12 & 50-316/92-12 on 920520-0630.No violations 
noted.Major areas inspected:plant operations, reactor trip, electric flash 

accident, reportable events & temporary instructions. 

JORGENSEN.B.L. Region 3 (Post 820201). 92/07/13. 17pp. 62431:309-62431:325. 

9207020233 NRC Info Notice 92-051 , “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207150063 Ack receipt of 920629 Itr informing NRC of steps taken to correct violations 
noted in insp r^ts 50-315/92-10 & 50-316/92-10. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/09. FITZPATRICK.E. Indiana Michi- 
gan Power Co. (formerly Indiana & Michigan Electric Co.). Ip. 62335:084-62335:084. 


9207300133 Provides response to NRC Bulletin 92-001, “Fire Endurance Test Failures 
of Thermo-Lag 330 Fire Barrier Matl." Plant does not utilize Thermo-Lag 330 to pro- 
tect cables & conduits necessary for safe shutdown from fire damage. 

FITZPATRICK, E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/07/24. MURLEY.T.E. NRC - No Detailed Affiliation Given. 7pp. 62592:329- 
62592:335. 


H. General correspondence 


9207280219 Forwards insp repts 50-315/91-20 & 50-31 6/91 -20. Violations noted but not 
subj to enforcement action due to util efforts In Identifying & correcting violation. 
CREED, J.R. Region 3 (Post 820201). 92/07/23. FITZPATRICK, E. indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 62489:347-62489:353. 

-9207280222 Insp repts 50-315/91-20 & 50-316/91-20 on 910917-920630. Violations 
noted but not cited.Major areas inspected: fitness-for-duty program & portions of per- 
sonnel security access authorization program. 

PIRTLE.G.L, CREED.J.R. Region 3 (Post 820201). 92/07/23. 5pp. 62489:349- 
62489:353. 


9207130034 Comment supporting proposed rule 10CFR5C re receipt of byproduct & 
special nuclear matl. 

FITZPATRICK, E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/06/26. CHiLK,S.J. Office of the Secretary of the Commission. 2pp. 
62285:045-62285:046. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207280364 Forwards 1992 update to Vols I through XIII of DC Cook Nuclear Plant 
Units 1 & 2 FSAR, reflecting rearrangement of containment integrity analysis presented 
In Unit 1 Chapter 14.3.4 to provide more usable format. 

FITZPATRICK, E. Indiana Michig^ Power Co. (formerly Indiana & Michigan Electric 
Co.). 92/07/22. MURLEY.T.E. Document Control Branch (Document Control Desk). 
7pp. 62551:001-62553:288. 

—9207280373 1992 update to Vols I through XIII of DC Cook Nuclear Plant Units 1 A 2 
FSAR. 

* indiana Michigan Power Co. (formerly Indiana A Michigan Electric Co.). 92/07/31. 
1 .000pp. 62551:008-62553:288. 


P. Operating license stage documents A correspondence 

9207010009 Informs that 920421 submittal incorporating changes in QA program de- 
scription meet requirements of 10CFR50,app B A acceptable. 

WRIGHT,G.C. Region 3 (Post 820201). 9i/06/18. FITZPATRICK, E. Indiana Michigan 
Power Co. 2pp. 62143:005-62143:006. 


9207300133 Provides response to NRC Bulletin 92-001, “Fire Endurance Test Failures 
of Thermo-Lag 330 Fire Barrier Matl." Plant does not utilize Thermo-Lag 330 to pro- 
tect cables A conduits necessary for safe shutdown from fire damage. 

FITZPATRICK,E. Indiana Michigan Power Co. (formerly Indiana A Michigan Electric 
CoX 92/07/24. MURLEY.T.E. NRC - No Detailed Affiliation Given. 7pp. 62592:329- 
62592:335. 

9207310012 Forwards exam rept 50-31 5/OL-92-02 during wk of 920706. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/24. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerty Indiana A Michigan Electric Co.). 2pp. 62549:041-62549:057. 


R. Periodic operating reports A related correspondence 


9207170271 Monthly operating rept for June 1902 for DC Cook Nuclear Plant, Unit 2.W/ 
920707 Itr. 

TURNER, MICHAELSON, BLIND,A.A. Indiana Michigan Power Co. (formerly Indiana A 
Michigan Electric Co.). 92/06/30. 6pp. 62440:303-62440:308. 


9207150125 Submits annual rept of LOCA evaluation model changes per 
10CFR50.46(a)(3)(ii). a 

FITZPATRICK,E. Indiana Michigan Power Co. (formerty Indiana A Michigan Electric 
Co.). 92/07/10. MURLEY Document Control Branch (D^ument Control Desk). Ip. 
62370:347-62370:347. 


8. Reportable occurrertces, LERs & related correspondence 


9207020292 Provides detailed info on how to oporato,maintain A provide qualified re- 

^ term plans re RPS upgrade. 
FITZPATRICK, E. Indiana Michigan Power Co. (formerty Indiana A Michigan Electric 
Co.). 92/06/29. Document Control Branch (Document Control Desk). 2pp. 62234:329- 
62234:330. 


9207070236 NPDES noncompliance notification:on 920624,grab sample of Outfall 002 
circulating water discharge indicated TRC concentration of 0.33 mg/1. Caused by flow 
balance between plant sys.Unlt 1 in shutdown condition. 


BAKER.D.L. Indiana Michigan Power Co. (formerty indiana A Michigan Electric Co.). 
Michigan, State of. 2pp. 62265:326-62265:327. 


92/06/29. MORLEY,F. 
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PNo."| 92.038:on 920626, lioensoe repotted that NRC-licensed reactor op- 
reltenedSuSe'S Mrinform^"® use.Operator removed from duty & subsequerttly 

6^06° 28 3 (Post 820201). 92/06/29. Ip. 62206:228- 

? 21.7 of 20 main steam safety valve lift set- 
"r^umVr^r “e%i drlft.Setpoint ranges 

920630.minor inadvertent discharge 
chemical Clam-trol CT-1 may have occurred.Fire protection Clam>trol 
D A^cD n A will not bo resumed until alterations made. 

f^'/nT/no Indiana & Michigan Electric Co.). 

92/07/02. MORLEY.F. Michigan. State of. 3pp. 62384:347-62384:349. 

V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensino 
92061 0.Master BWR/PWR subj exam w/answer key end for 

3 (PPS' 820201). 92/07/01. Consumers Power Co. 51pp, 

9207140302 Requests details re circumstances surrounding NRC licensed operator test- 
ing positive for cocaine following for-cause drug test on 920625. Ucensed operator fit- 
ness-for-duty questionnaire end. 

MILLEaH.J. Region 3 (Post 820201). 92/07/08. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 8pp. 62384:305-62384:312. ^ 

''®P* 50-31 5/OL-92-02 during wk of 920706. 

WRIGHT, G C. Region 3 (Post 820201). 92/07/24. FITZPATRICK.E. Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co.). 2pp. 62549:041-62549:057. ^ 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007. Authorized representative from facility should submit Itr list- 
appropriate NRC regional administratqf. 

^4958'i- 62549X'! ‘ 820201). 92/07/28. Afilliaflon Not AsR'gnsd. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9^721 0<M6 Rev 13 to "Updated Final Safety Analysis Rept for Calvert Cliffs Nude 
Power Plant." W/92071 7 Itr. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/07/17. 700pp. 62466:001-62467:349. 


Assigned. 3pp. 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 
F. Security, medical, emergency & fire protection plans 

*20701M70^Revisod ERPIPs.Including rev 47.change 2 to ERPIP A.1 & rev 4.dienge 13 

* Baltimore Gas & Electric Co. 92/06/19. 12pp. 62248:160-62248:171. 

9207010079 Forwards initial SALP repts 50-317/91-99 & 50-318/91-99 for oeriod 
910401-920328.Note8 that licensee continued to operate facility safely & overall per- 
formance continued to improve. j y « v/y«iciii poi 

MARTIN.T.T. R^ipn 1 (Post 820201). 92/06/22. CREEL.G.C. Baltimore Gas & E|ec- 
tnc Co. 3pp. 62143:209-62143:239. 

-9207010085 Initital SALP repts 50-317/91-99 & 50-318/91-99 for 910401-920328 
Region 1 (Post 820201). 92/05/27. 28pp. 62143:212-62143:239. 

9207210221 P^Jblic version of rev O.change 2 to ERPIP-823. "Dose Assessment Com- 
Preparation & Control of ERPIPs" & rev 47.change 3 tq 
ERPIP A.1. W/92071 5 release memo. 

* Baltimore Gas & Electric Co. 92/06/24. 35pp. 62438:325-62438:359. 

9207070123 Forwards insp repts 50-317/92-15 & 50-318/92-15 on 920426-0606. No 
violations noted.Condudes that facility being operated in safe manner 

akp": 62M^i2Soffi:Pr^’' 

-92070701M Insp repts 50-317/92-15 & 50-318/92-15 on 920426-0606. No violations 
noted.Major areas in8pected:plant operations, radiological protection, surveillance & 
maint, emergency preparedness & security, 

NICHOLSON, LE. Region 1 (Post 820201). 92/06/24. 17pp. 62205:263-62205:279. 

9207280144 Notification of significant licensee meeting 92-112 w/util on 920716 to dis- 
cuss status of emergency preparedness program. 

S248?0^2489 (S9^*°" ^ 820201). 92/07/02. Region 1 (Post 820201). 4pp. 

92072^184 Ack receipt of 920602 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-317/92-06 & 50-318/92-06 & mgt meeting held on 920417 re 
emergency prmredness. 

» ^lec- 

-9207230230 Forwards response to NRC in^ rept 50-317/92-06 & 50-318/92-02 In ref 
to mgt meeting held in King of Prussia. PA on 92041 7,re opportunities to improve 
Emeraency preparedness program. 

CREELjG.C. Baltimore Gas & Electric Co. 92/06/02. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62482:234-62482:237. 

92072903M Responds to NRC Bulletin 92-001. "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Manton Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage. Subj fire barrier sys not installed at facilities. 

CREEL,G.C. Baltimore Gas & Electric Co. 92/07/21. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62588:150-62588:161. 

J. Insurance & Indemnity Information 

Forwards Endorsement 99 to NELIA Policy NF-0216 & Endorsement 84 to 
MAELU Policy MF-0076. 

CREEUG.C. Baltimore Gas & Electric Co. 92/06/26. Document Control Branch (Doc- 
ument Control Desk). 5pp. 62230:333-62230:337. 


P. Operating license stage documents & correspondence 

9^7080120 Final response to FOIA request for documents. App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

Freedom of Information a Publications Services (Post 
REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting a forwards Itrs 
^ discussed at 881221 Commission meeting. 
STELLO,y. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting a Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withhold. 

STELLO,y. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 7501 1 9). 72pp. 62324:1 1 1 -62324:1 43. 

-9207090146 Provides Commission w/summary of discussions held at 900612- 13 NRC 
meeting a Itrs to be sent to licensees of plants that will bo discussed at 
meeting. Portions of discussion summary partially withheld. 
TAYLOR J.M.^c of the Executive Director for Operations. 90/06/21. CARR Commis- 
sioners (Post 750119). 34pp. 62324:183-62324:217. 

-9207090237 Provides Commission w/summary of discussions hold at 910108- 09 NRC 
meeting a Itrs to be sent to licensees of plants that will be discuss^ at 
910124 Commission meeting. Details withheld. 

TAYLORJ.M. Ofc of the Executive Director for Operations. 91/01/17. CARR Commis- 
sioners (Post 750119). 36pp. 62324:218-62324:253. 

-92070902M Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting f Jtrs to sent to licensees of plants on problem plant list that will be dis- 
910620 Commission meeting.Details withheld. 

Director for Operations. 91/06/14. CARR Commis- 
sioners (Post 7501 1 9). 42pp. 62324:254-62324:297. 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
meeting a Itrs to be sent to licensees of plants that will be discussed at 
900215 Commission meeting. 

TAYLORJ.M. Wc of the Executive Director for Operations. 90/02/02. CARR Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9M7060107 Summary of 920415 meeting w/util at plant to discuss issues concerning 
* implementation of license renewal rule (10CFR54). 

WATKINS,R.L. License Renewal Project Directorate (901216-920516). 92/05/11 Li- 
cense Renewal Project Directorate (901216-920516). 86pp. 62203:239-62203:323. 

9207060003 Forwards addi info re plate metis in reactor ves8el8,per NRC 920331 re- 
quest for addI info re PTS rule.Surveillance test results for reactor vessel plate matls 
listed on end. 

CREEL^.C^. Bdtirnore Gas a Electric Co. 92/06/24. Document Ckintrol Branch (Doc- 
ument Control Desk). 3pp. 62250:222-62250:224. ' 

9207M(W1 2 Forwards proposed change to QA pollcy.clarifying regulatory controls that 
apply to changes to licensing documents. Marked-up sections of QA policy.delineatina 
changes.end. " 

CREEL,G.C. Bdtinriore Gas a Electric Co. 92/06/24. Document Control Branch (Doc- 
ument Control Desk). 8pp. 62250:171-62250:178. ' 

9207020044 Adyi^s that CE rept, "Response to USNRC Questions on Differences in 
Content will be withheld from public disclosure, per 

‘ 

^72 to licenw DPR-63 & safety evaluation. Amend ro- 
TS 4.6.1. b.1,4.6.2.1.b.2,4.6.2.2.b & 4.6.3.1.d.2 to change specific test signals to 
indicate appropriate ESFas test signal be used. ^ 

Project Directorate 1-1. 92/06/30. CREEL,G.C. Baltimore Gas a 
ilectric Co. 2pp. 62235:347-62235:359. 

aV?. 1® ‘*®®®®® DPR-53,amend revises TS 4.6.1.b.1, 

^ 4.6.3.1.d.2 to change specific test signals to Indicate appropri- 
ate ESFAS test signals be used. K 

CAPRA.R.A. Project Directorate 1-1. 92/06/30. 6pp. 62235:350-62235:355. 

-9207070019 Safety evaluation supporting amend 172 to license DPR-53. 

t Director (Post 870411). 92/06/30. 4pp. 

62235:306-62235:359. 

9207080151 Advises that util 911219 response to suppi 4 to generic Itr 88-20 re IPEEE 

9207080204 Requests relief from 1968 ASME Boiler a Pressure Vessel Code Section 

merS3^av!:;^e^ 

CREEL.G.C. Bdtirnore Gas a Electric Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 13pp. 62276:274-62276:286. orancniuoc 

9207080206 Forwards response to Generic Ltr 92-01 re reactor vessel strurtiirai 
integrity.Table listing upper shelf energy of Unde 124 welds end structural 

CREEL.G.C. Baltimore Gas a Electric Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 1 5pp. 62276:255-62276:269. 
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9207100259 Forwards correspondence from State of MD re review of util request to 
perform testing of C!amtrol-CT-1 to control macrofouling in saltwater sys at 
facilities.Request approved.subj to listed conditions. 

CREEUG.C. Baltimore Gas & Electric Co. 92/07/02. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62364:357-62364:359. 

9207100126 Advises that based on generic approval of C-E fuel & similarity between 
CEN-382(B)-P & CEN-386-P,CEN-382(B)-P acceptable ref for requesting single pin 
burnup to 60 MWD/Kg for plant, per 920207 request. 

MCDONALD, D.G. Project Directorate 1-1. 92/07/06. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 62284:309-62284:341. 

-9207020135 Fonvards SE supporting approval of C-E Topical Rept CEN-386-P, “Verifi- 
cation of Acceptability of l-Pin Bumup Umit of 60 MWD/kg for C-E 16X16 PWR 
Fuel.” 

THADANI.A.C. Division of Systems Technology (Post 890827). 92/06/22. 
SCHERER, A.E. ABB Combustion Engineering Nuclear Fuel (formerly Combustion En- 
gineering, Inc.). 29pp. 62284:312-62284:341. 

9207280026 Notification of significant licensee meeting 92-114 w/util on 920731 to dis- 
cuss general topics. 

NICHOLSON,L.E. Region 1 (Post 820201). 92/07/08. Region 1 (Post 820201). 3pp. 
62488:010-62488:012. 

9207200123 Forwards amends 173 & 150 to licenses DPR-53 & DPR-69. respectively & 
SE.Amends revise TS to provide conditions under which SG insp intervals may be ex- 
tended to 30-months, per GL 91-04. 

MCDONALD,D.G. Project Directorate 1-1. 92/07/13. CREEL, G.C. Baltimore Gas & 
Electric Co. 4pp. 62418:307-62418:345. 

“9207200127 Amends 173 & 150 to licenses DPR-53 & DPR-69,respectively, revising 
TS to provide conditions under which SG insp intervals may be extended to 30- 
months, per GL 91-04. 

CAPRA,R.A. Project Directorate 1-1. 92/07/13. 27pp. 62418:311-62418:337. 

“9207200130 Safety evaluation supporting amends 173 & 150 to licenses DPR-53 & 
DPR-69, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/13. 8pp. 
62418:338-62418:345. 

9207200154 Clarifies proposed change to QA program, contained In util 920624 Itr.per 
NRC 920702 r^uest. Wording changed from “prior to further internal review" to “prior 
to implementation." 

CREEL, G.C. Baltimore Gas & Electric Co. 92/07/13. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62464:326-62464:327. 

9207200213 Forwards SE accepting 911213 & 920522 responses to 1991 pressurized 
thermal shock rule,10CFR50.61 & forwards RAI on reported weight percent of copper 
& nickel for weld seams in reactor vessel of unit 2. 

MCDONALD.D.G. Project Directorate 1-1. 92/07/15. CREEL.G.C. Baltimore Gas & 
Electric Co. 3pp. 62418:346-62418:354. 


9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207150120 Responds to NRC 920605 Itr re violations & unresolved items noted in 
EDSFI Repts 50-317/92-80 & 50-31 8/92-80.Corrective actions:calculation re EDG ac- 
cident loading will be revised to consider sys cable losses & required operator actions. 
CREEL,G.C. Baltimore Gas & Electric Co. 92/07/08. Document Control Branch (Doc- 
ument Control Desk). 21pp. 62411:282-62411:302. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200123 Forwards amends 173 & 150 to licenses DPR-53 & DPR-69. respectively & 
SE.Amends revise TS to provide conditions under which SG insp intervals may be ex- 
tended to 30-months, per GL 91-04. 

MCDONALD.D.G. Project Directorate 1-1. 92/07/13. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 62418:307-62418:345. 

“9207200127 Amends 173 & 150 to licenses DPR-53 & DPR-69, respectively, revising 
TS to provide conditions under which SG insp intervals may be extended to 30- 
months.per GL 91-04. 

CAPRA, R. A. Project Directorate 1-1. 92/07/13. 27pp. 62418:311-62418:337. 

9207230184 Ack receipt of 920602 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-317/92-06 & 50-318/92-06 & mgt meeting held on 920417 re 
emergency preparedness. 

JOYNER,J.H. Region 1 (Post 820201). 92/07/15. CREEL.G.C. Baltimore Gas & Elec- 
tric Co. 3pp. 62482:231-62482:237. 

“9207230230 Forwards response to NRC insp rept 50-317/92-06 & 50-318/92-02 in ref 
to mgt meeting held in King of Prussia, PA on 92041 7,re opportunities to improve 
Emergency preparedness program. 

CREEL,G.C. Baltimore Gas & Electric Co. 92/06/02. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62482:234-62482:237. 

9207220074 Submits rept of SG tube plugging completed during recent inservice 
insp.Based on eddy current exam results, 11 tubes plugged in SG 11 & 7 tubes 
plugged in SG 12.Tube in SG 12 erroneously plugged on cold leg side (ref LER 317/ 
88-03). 

CREEUG.C. Baltimore Gas & Electric Co. 92/07/17. Document Control Branch (Doc- 
ument Control Desk). Ip. 62476:312-62476:312. 

9207290338 Responds to NRC Bulletin 92-001 , "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj fire barrier sys not installed at facilities. 

CREEUG.C. Baltimore Gas & Electric Co. 92/07/21. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62588:150-62588:151. 


“9207200217 Safety evaluation accepting util responses to 1991 PTS rule, 
10CFR50.61.RAI end. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/15. 6pp. 
62418:349-62418:354. 


9207220074 Submits rept of SG tube plugging completed during recent inservice 
insp.Based on eddy current exam results, 11 tubes plugged in sG 11 & 7 tubes 
p^^ged in SG 12.Tube in SG 12 erroneously plugged on cold leg side (ref LER 317/ 

CREEUG.C. Baltimore Gas & Electric Co. 92/07/17. Document Control Branch (Doc- 
ument Control Desk). 1p. 62476:312-62476:312. 


9207290345 Suppis 891031 response to Generic Ltr 88-20, “Individual Plant Exams for 
Severe Accident Vulnerabilities." Summary rept to address subj delayed from 920930 
to 930531 due to delays in training individual plant exam staff. 

CREEUG.C. Baltimore Gas & Electric Co. 92/07/21 . Document Control Branch (Doc- 
ument Control Desk). 2pp. 62588:152-62588:153. 


Q. inspection reports, IE Bulletins & correspondence 

9207010079 Forwards initial SALP repts 50-317/91-99 & 50-318/91-99 for period 
910401-920328.Not6S that licensee continued to operate facility safely & overall per- 
formance continued to improve. 

MART1N,T.T. Region 1 (Post 820201). 92/06/22. CREEUG.C. Baltimore Gas & Elec- 
tric Co. 3pp. 62143:209-62143:239. 

“9207010085 Initital SALP repts 50-317/91-99 & 50-318/91-99 for 910401-920328. 

* Region 1 (Post 820201). 92/05/27. 28pp. 62143:212-62143:239. 

9207210143 Notification of significant licensee meeting 92-108 w/utii on 920714 to dis- 
cuss SALP. 

NlCHOLSON,L.W. Region 1 (Post 820201). 92/06/25. Region 1 (Post 820201). 3pp. 
62421:095-62421:097. 


R. Periodic operating reports & reiated correspondence 

9207200137 Monthly operating repts for June 1992 for Calvert Cliffs Nuclear Power 
Plant.W/920714 Itr. 

SHANLEY,L., DENTON,R.E. Baltimore Gas & Electric Co. 92/06/30. 11pp. 
62464:307-62464:317. 

9207100258 Submits 1992 annual rept on ECCS codes & methods,reportlng number of 
tubes plugged in Unit 1 SGs during recently completed ISI,per 10CFR50.46 & TS 
4.4.5.5. 

CREEL,G.C. Baltimore Gas & Electric Co. 92/07/06. Document Control Branch (Doc- 
ument Control Desk). Ip. 62331:294-62331:294. 


S. Reportable occurrences, LERs & reiated correapondence 

9207010031 PNO-l-92-033:on 920621, Unit 2 reactor was manually tripped, due to loss 
of main condenser vacuum.Vacuum lost due to failure of 21 condenser expansion 
joint.Unit 2 will be cooled to cold shutdown (mode 5) to support repairs. 

HOWE, A., NiCHOLSON,L. Region 1 (Post 820201). 92/06/25. 2pp. 62143:039- 
62143:040. 

9207200155 NPDES noncompliance notification:on 920608.sample analysis for fecal 
coliform indicated concentration of 900 MPN/100 mi greater than max NPDES limit of 
400 MPN/100 mi.Cause not determined.Concentration of chlorine increased. 

DENTON, H.R. Baltimore Gas & Electric Co. 92/07/14. Document Control Branch 
(Document Control Desk). 3pp. 62464:322-62464:324. 

9207200179 LER 92-003-00:on 920701 .discovered that 18-month surveillance test pro- 
cedure did not inspect fire damper spring latch internals.Cause not 
determined-Damper latched shut & fire damper verified operable. W/92071 6 Itr. 
FRANKE,R.E., DENTON.H.R. Baltimore Gas & Electric Co, 92/07/16. 6pp. 
62480:285-62480:290. 


9208230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 


9207200322 LER 92-003-00:on 920521 ,MSrv pipe tunnel fire damper found inoperable 
due to surveillance test procedure omission. Inoperable fire damper repaired.Rndings 
re inoperable spring latch will be reported In rept suppl.W/920716 Itr. 

FRANKS, R.E., DENTON.R.E. Baltimore Gas & Electric Co. 92/07/16. 6pp. 62480:331- 
62480:336. 


9207070123 Forwards Insp repts 50-317/92-15 & 50-318/92-15 on 920426-0606.No 
violations noted.Concludes that facility being operated in safe manner. 

COWGILL,C.J. Region 1 (Post 820201). 92/06/30. CREEL,G.C. Baltimore Gas & Elec- 
tric Co. 3pp. 62206:260-62205:279. 

“9207070130 Insp repts 50-317/92-15 & 50-318/92-16 on 920426-0606.No violations 
noted.Maior areas inspected:plant operations, radiological protection, surveillance & 
maint,emergency preparedness & security. 

NICHOLSON,L.E Region 1 (Post 820201). 92/06/24. 17pp. 62205:263-62205:279. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 


9207230277 LER 92-006-00:on 920623, noticed that valve found in alert range not 
placed in supplemental test program for monthly testIng.Caused by personnel 
error.New set of administrative procedures scheduled for implementation.W/920722 
Itr. 

MUTH,D.W., DENTON,R.E. Baltimore Gas & Electric Co. 92/07/22. 5pp. 62587:001- 


92072M111 LER 92-004-00:ori 92051 8,three 45 foot SWGR fire dampers found 
inoperable.On 920629, determined that damper critical clearances not met during 
installation.Caused by conflicting design inro.Design reviews to be performed.W/ 
920723 Itr. 

FRANKE,R.E., DENTON.R.E. Baltimore Gas & Electric Co. 92/07/23. 6pp. 62587:296- 
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V. Operator Examinations 


9207210205 Notification of significant licensee meeting 92-109 w/util on 920707 to dis- 
cuss proposed licensed operator requalification exam scheduled for wk of 921019. 
NICHOLSON, LE. Region 1 (Post 820201). 92/06/30. Region 1 (Post 820201). 3pp. 
62421:195-62421:197. 

9207170166 Forwards exam forms A & B, answer key for A & B exams, summary & can- 
didates individual answer sheets from 920610 generic fundamentals exam 
section. Results should be forwarded to applicants. W/o end. 

BETTENHAUSEN,L. Region 1 (Post 820201). 92/07/08. HOLM.D. Baltimore Gas & 
Electric Co. 2pp. 62430:359-62430:360. 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9207210116 Forwards Nonpropriety volume 1 & propriety volume 2 of rev 1 to “Calvert 
Cliffs ISFS! Updated SAR." “Calvert Cliffs ISFSl Updated SAR Final Analysis & Eval- 
uation...” also end. Propriety volume 2 withheld. W/36 oversize drawings. 

CREEL,G.C. Baltimore Gas & Electric Co. 92/07/16, Office of Nuclear Material Safety 
& Safeguards. 4pp. 62639:001-62640:099. 

—9207210130 Rev 1 to “Calvert Cliffs ISFSl Updated Safety Analysis Rept Final Analy- 
sis & Evaluation (10CFR72.70(a)).” 

ROSA,J.M., TAYLOR,M. Pacific Nuclear Fuel Services. Inc. BGE-01-126 R01. 92/07/ 
31, 40pp. 62639:007-62639:046. 

-9207240156 Nonproprietary rev 1 to vol 1 “Calvert Cliffs ISFSl Updated Safety Analy- 
sis Rept.” 

* Baltimore Gas & Electric Co. 92/07/16. 400pp. 62639:047-62640:099. 
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F. Security, medical, emergency & fire protection plane 

9207010070 Revised ERPIPs.including rev 47, change 2 to ERPIP A.1 & rev 4,change 13 
to ERPIP A.2. 

• Baltimore Gas & Electric Co. 92/06/19. 12pp. 62248:160-62248:171. 

9207010079 Forwards initial SALP repts 50-317/91-99 & 50-318/91-99 for period 
910401-920328.Notes that licensee continued to operate facility safely & overall per- 
formance continued to improve. 

MARTIN.T.T. Region 1 (Post 820201). 92/06/22. CREEL, G.C. Baltimore Gas & Elec- 
tric Co. 3pp. 62143:209-62143:239. 

-9207010085 Initital SALP repts 50-317/91-99 & 50-318/91-99 for 910401-920328. 

• Region 1 (Post 820201). 92/05/27. 28pp. 62143:212-62143:239. 

9207210221 Public version of rev O.change 2 to ERPIP-823, “Dose Assessment CJom- 
putor," rev 1 to ERPIP-900, “Preparation & Control of ERPIPs" & rev 47, change 3 to 
ERPIP A.1.W/920715 release memo. 

• Baltimore Gas & Electric Co. 92/06/24. 35pp. 62438:325-62438:359. 

9207070123 Forwards insp repts 50-317/92-15 & 50-318/92-15 on 920426-0606.No 
violations noted.Concludes that facility being operated in safe manner. 

COWGILL,C.J. Region 1 (Post 820201). 92/06/30. CREEL.G.C. Baltimore Gas & Elec- 
tric Co. 3pp. 62205:260-62205:279. 

-9207070130 Insp repts 50-317/92-15 & 50-318/92-15 on 920426-0606.No violations 
noted.Major areas inspected:plant operations, radiological protection.surveillance & 
maint, emergency preparedness & security. 

NICHOLSON,L.E. Region 1 (Post 820201). 92/06/24. 17pp. 62205:263-62205:279. 

9207280144 Notification of significant licensee meeting 92-112 w/util on 920716 to dis- 
cuss status of emergency preparedness program. 

NICHOLSON.L.E. Region 1 (Post 020201). 92/07/02. Region 1 (Post 820201). 4pp. 
62489:086-62489:089. 

9207230184 Ack receipt of 920602 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-317/92-06 & 50-318/92-06 & mgt meeting held on 920417 re 
emergency preparedness. 

JOYNER,J.H, Region 1 (Post 820201), 92/07/15. CREEL,G.C. Baltimore Gas & Elec- 
tric Co. 3pp. 62482:231-62482:237. 

-9207230230 Forwards response to NRC injw rept 50-317/92-06 & 50-318/92-02 in ref 
to mgt meeting held in King of Prussia, PA on 92041 7, re opportunities to improve 
Emergency preparedness program. 

CREtL,G.C. Baltimore Gas & Electric Co. 92/06/02. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62482:234-62482:237. 

9207290338 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj fire barrier sys not installed at facilities. 

CREEL, G.C. Baltimore Gas & Electric <3o. 92/07/21. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62588:150-62588:151. 


J. Insurance & Indemnity information 

9207010267 Forwards Endorsement 99 to NELIA Policy NF-021 6 & Endorsement 84 to 
MAELU Policy MF.0076. 

CREEL,Q,C. Baltimore Gas & Electric Co. 92/06/26. Document Control Branch (Doc- 
ument Oantrol Desk). 5pp. 62230:333-62230:337. 


K. Utility Final Safety Anaiyele Report (FSAR) & amends 

9207210046 Rev 13 to “Updated Final Safety Analysis Rept for Calvert Cliffs Nuclear 
Power Plant" W/920717 Itr, 

CREEL,G.C. Baltimore Gas & Electric Co. 92/07/17. 700pp. 62466:001-62467:349. 


P. Operating license stage documents It correspondence 

9207080120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA.T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO,V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that wil! be discussed at 890601 
Commission meeting. Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

-9207090146 Provides Commission w/summary of discussions held at 900612- 13 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 
900627 Commission meeting. Portions of discussion summary partially withheld. 
TAYLOR. J.M. Ofc of the Executive Director for Operations. 90/06/21. CARR Commis- 
sioners (Post 750119). 34pp. 62324:183-62324:217. 

-9207090237 Provides Commission w/summary of discussions held at 910108- 09 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 
910124 Commission meeting. Details withheld. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/01/17. CARR Commis- 
sioners (Post 750119). 36pp. 62324:218-62324:253. 

-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting & Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 Commission meeting.Details withheld. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 91/06/14. CARR Commis- 
sioners (Post 750119). 42pp. 62324:254-62324:297. 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 
90021 5 ^mmission meeting. 

TAYLOR.J.M. Ofc Of the Executive Director for Operations. 90/02/02. CARR (Commis- 
sioners (Post 750119). 38pp. 62324:144-62324:182. 

9207080107 Summary of 920415 meeting w/util at plant to discuss issues concerning 
interpretation & implementation of license renewal rule (1 0CFR54). 

WATKINS.R.L License Renewal Project Directorate (901216-920516). 92/05/11. U- 
cense Renewal Project Directorate (901216-920516). 86pp. 62203:239-62203:323. 

9207060003 Fonvards addi info re plate matls in reactor vessels.per NRC 920331 re- 
quest for addI info re PTS rule.Survelllance test results for reactor vessel plate matls 
listed on end. 

CREEUG.C. Baltimore Gas & Electric Co. 92/06/24. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62260:222-62250:224. 

9207060012 Forwards proposed change to QA policy.clarifying regulatory controls that 
apply to changes to licensing documents. Marked-up sections of QA poiicy.delineating 
changes, end. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/06/24. DcxJument Control Branch (Doc- 
ument Control Desk). 8pp. 62250:171-62250:178. 

9207020044 Advises that CE rept, “Response to USNRC Questions on Differences in 
Repotted Nickel (Content" will be withheld from public disclosure.per 
10CFR2.790(b)(5). 

CAPRA.R.A. Project Directorate 1-1. 92/06/25. CREEL, G.C. Baltimore Gas & Electric 
Co. 5pp. 62183:302-62183:306. 

9207080151 Advises that util 911219 response to suppi 4 to generic Itr 88-20 re IPEEE 
acceptable.Submittal schedule unacceptable & util requested to reassess opportuni- 
ties for submitting IPEEE results on more expeditious schedule. 

MCDONALD, D.G. Project Directorate 1-1. 92/06/30. CREEL.G.C. Baltimore Gas & 
Electric Co. 4pp. 62259:352-62259:355. 

9207080204 Requests relief from 1968 ASME Boiler & Pressure Vessel Code Section 
II I, Article 9 to allow stop valve to remain Installed downstream of thermal overpres- 
sure relief device for regenerative HXs. 

CREEUG.C. Baltimore Gas & Electric Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 13pp. 62276:274-62276:286. 

9207080206 Forwards response to Generic Ltr 92-01 re reactor vessel structural 
integrity. Table listing upper shelf energy of Linde 124 welds end. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 16pp. 62276:255-62276:269. 

9207100259 Forwards correspondence from State of MD re review of util request to 
perform testing of Clamtrol-CT-1 to control macrofouling in saltwater sys at 
facilities.Request approved, subj to listed conditions. 

CREEL, G,C. Baltimore Gas &. Electric Co. 92/07/02. Document Control Branch (Doc- 
ument Control Desk), 3pp. 62364:357-62364:359. 

9207100126 Advises that based on generic approval of C-E fuel & similarity between 
CEN-382(B)-P & CEN-386-P,CEN-382(B)-P acceptable ref for requesting single pin 
burnup to 60 MWD/Kg for plant,per 920207 request. 

MCD(5naLD,D.G. Project Directorate 1-1. 92/07/06. CREEUG.C. Baltimore Gas & 
Electric Co. 4pp. 62284:309-62284:341. 

9207280026 Notification of significant licensee meeting 92-1 14 w/util on 920731 to dis- 
cuss general topics. 

NICHOLSON, UE. Region 1 (Post 820201). 92/07/08. Region 1 (Post 820201). 3pp. 
62488:010-62488:012. 

9207200123 Forwards amends 173 & 150 to licenses OPR-53 & DPR-69, respectively & 
SE.Amends revise TS to provide conditions under which SG insp inten/als may be ex- 
tended to 30-months, per GL 91-04. 

MCDONALD, D.G. Project Directorate 1-1. 92/07/13. CREEL.G.C, Baltimore Gas & 
Electric Co. 4pp. 62418:307-62418:345. 
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--S207200127 Amends 173 & 150 to licenses DPR-53 & DPR-69, respectively, revising 
TS to provide conditions under which SG insp intervals may be extended to 30- 
months.per GL 91-04. 

CAPRA.R.A. Project Directorate 1-1. 92/07/13. 27pp. 62418:311-62418:337. 

“9207200130 Safety evaluation supporting amends 173 & 150 to licenses DPR-53 & 
DPR-69, respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/07/13. 8pp. 
62418:338-62418:345. 

9207200154 Clarifies proposed change to QA program, contained in util 920624 Itr.p^r 
NRC 920702 requestWording changed from “prior to further internal review" to “prior 
to implementation." 

CREEL, G.C. Baltimore Gas & Electric Co. 92/07/13. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62464:326-62464:327. 

9207200213 Forwards SE accepting 911213 & 920522 responses to 1991 pressurized 
thermal shock rule,10CFR50.61 & forwards RAI on reported weight percent of copper 
& nickel for weld seams in reactor vessel of unit 2. 

MCDONALD, D.G. Project Directorate 1-1. 92/07/15. CREEL.G.C. Baltimore Gas & 
Electric Go. 3pp. 62418:346-62418:354. 

“9207200217 Safety evaluation accepting util responses to 1991 PTS rule, 
10CFR50.61.RA1 end. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/15. 6pp. 
62418:349-62418:354. 

9207290345 Suppis 891031 response to Generic Ltr 88-20, “Individual Plant Exams for 
Severe Accident Vulnerabilities." Summary rept to address sub] delayed from 920930 
to 930531 due to delays in training individual plant exam staff. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/07/21. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62588:152-62588:153. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010079 Forwards initial SALP repts 50-317/91-99 & 50-318/91-99 for period 
91O4O1-92O328,Not0S that licensee continued to operate facility safely & overall per- 
formance continued to improve. 

MARTIN, T.T. Region 1 (Post 820201). 92/06/22. CREEL, G.C. Baltimore Gas & Elec- 
tric Co. 3pp. 62143:209-62143:239. 

“9207010085 Initital SALP repts 50-317/91-99 & 50-318/91-99 for 910401-920328. 

* Region 1 (Post 820201). 92/05/27. 28pp. 62143:212-62143:239. 

9207210143 Notification of significant licensee meeting 92-108 w/util on 920714 to dis- 
cuss SALP. 

NICHOLSON,LW. Region 1 (Post 820201). 92/06/25. Region 1 (Post 820201). 3pp. 
62421:095-62421:097. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070123 Forwards insp repts 50-317/92-15 & 50-318/92-15 on 920426-0606.No 
violations noted.Concludes that facility being operated in safe manner. 

COWGILL.C.J. Region 1 (Post 820201). 92/06/30. CREEL.G.C. Baltimore Gas & Elec- 
tric Co. 3pp. 62205:260-62205:279. 

“9207070130 Insp repts 50-317/92-15 & 50-318/92-15 on 920426-0606. No violations 
noted. Major areas inspected.-plant operations, radiological protection.surveillance & 
maint, emergency preparedness & security. 

NICHOLSON, L,E. Region 1 (Post 820201). 92/06/24. 17pp. 62205:263-62205:279. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207150120 Responds to NRC 920605 Itr re violations & unresolved items noted in 
EDSFI Repts 50-317/92-80 & 50-31 8/92-8O,Correctlv0 actions:calculation re EDG ac- 
cident loading will be revised to consider sys cable losses & required operator actions. 
CREEL,G.C. Baltimore Gas & Electric Co. 92/07/08. Document Control Branch (Doc- 
ument Control Desk). 21pp. 62411:282-62411:302. 

9207020233 NRC Info Notice 92-051 , “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200123 Forwards amends 173 & 150 to licenses DPR-53 & DPR-69, respectively & 
SE.Amends revise TS to provide conditions under which SQ insp intervals may be ex- 
tended to 30-month8, per GL 91-04. 

MCDONALD, D.G. Project Directorate 1-1. 92/07/13. CREEL, G.C. Baltimore Gas & 
Electric CJo. 4pp. 62418:307-62418:346. 

“9207200127 Amends 173 & 150 to licenses DPR-53 & DPR-69,respectively, revising 
TS to provide conditions under which SG insp intervals may be extended to 30- 
months.per GL 91-04. 

CAPRA,R.A. Project Directorate 1-1. 92/07/13. 27pp. 62418:311-62418:337. 

9207230184 Ack receipt of 920602 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-317/92-06 & 50-318/92-06 & mgt meeting held on 920417 re 

JOYr?ER!j.H. ffegion 1 (Post 820201). 92/07/15. CREEL.G.C. Baltimore Gas & Elec- 
tric Co, 3pp. 62482:231-62482:237. 

“9207230230 Forwards response to NRC insp rept 50-317/92-06 & 50-318/92-02 In ref 
to mgt meeting held In King of Prussia, PA on 92041 7, re opportunities to Improve 
Emergency preparedness program. 

CREEL.G.C. Baltimore Gas & Electric Co. 92/06/02. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62482:234-62482:237. 


9207290338 Responds to NRC Bulletin 92-001 , “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj fire barrier sys not installed at facilities. 

CREEL, G.C. Baltimore Gas & Electric Co. 92/07/21. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62588:150-62588:151. 


R. Periodic operating reports & related correspondence 

9207200137 Monthly operating repts for June 1992 for Calvert Cliffs Nuclear Power 
Plant.W/920714 Itr. 

SHANLEY,L, DENTON, R.E. Baltimore Gas & Electric Co. 92/06/30. 11pp. 
62464:307-62464:31 7. 


S. Reportable occurrences, LERs & related correspondence 

9207010031 PNO-l-92-033:on 920621, Unit 2 reactor was manually tripped, due to loss 
of main condenser vacuum.Vacuum lost due to failure of 21 condenser expansion 
joint.Unit 2 will be cooled to cold shutdown (mode 5) to support repairs. 

HOWE.A.. NICHOLSON,L. Region 1 (Post 820201). 92/06/25. 2pp. 62143:039- 
62143:040. 

9207200155 NPDES noncompliance notiflcation:on 920608, sample analysis for fecal 
conform Indicated concentration of 900 MPN/100 mi greater than max NPDES limit of 
400 MPN/100 mi.Cause not determined.Concentration of chlorine increased. 

DENTON, H.R. Baltimore Gas & Electric Co. 92/07/14. Document Control Branch 
(Document Control Desk). 3pp. 62464:322-62464:324. 

9207230033 Special rept:on 920624,fire dampers for switchgear room HVAC found 
inoperable.Hourly fire watch established. Root cause & corrective actions for event will 
be discussed in upcoming LER, 

DENTON, R.E. Baltimore Gas & Electric Co. 92/07/20. Document Control Branch 
(Document Control Desk). 2pp. 62476:286-62476:287. 

9207290094 LER 92-003-00:on 920624, reactor manually tripped due to rapid loss of 
main condenser vacuum.Expansion joint belt in Main Condenser 21 replaced w/im- 
proved design.Preventative maint procedure will also be implemented.W/920724 Itr. 
GRADLE,R.C., DENTON, R.E Baltimore Gas & Electric Co. 92/07/24. 6pp. 
62587:285-62587:290. 


V. Operator Examinations 

9207210205 Notification of significant licensee meeting 92-109 w/util on 920707 to dis- 
cuss proposed licensed operator requalification exam scheduled for wk of 921019. 
N1CHOLSON.L.E. Region 1 (Post 820201). 92/06/30. Region 1 (Post 820201). 3pp. 
62421:195-62421:197. 

9207170166 Forwards exam forms A & B, answer key for A & B exams, summary & can- 
didates individual answer sheets from 920610 generic fundamentals exam 
section.Results should be forwarded to applicants. W/o end. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/08. HOLM.D. Baltimore Gas & 
Electric Co. 2pp. 62430:359-62430:360. 


Y. Dry Cask Independent Spent Fuel Storage installations 

9207210116 Forwards Nonpropriety volume 1 & propriety volume 2 of rev 1 to “Calvert 
Cliffs ISFSI Updated SAR." “Calvert Cliffs ISFSI Updated SAR Final Analysis & Eval- 
uation..." also end. Propriety volume 2 withheld.W/36 oversize drawings. 

CREEL,G.C. Baltimore Gas & Electric Co, 92/07/16. Office of Nuclear Material Safety 
& Safeguards. 4pp. 62639:001-62640:099. 

-9207210130 Rev 1 to “Calvert Cliffs ISFSI Updated Safety Analysis Rept Final Analy- 
sis & Evaluation (10CFR72.70(a))." 

ROSA,J.M., TAYLOR, M. Pacific Nuclear Fuel Services, Inc. BGE-01-126 R01. 92/07/ 
31. 40pp. 62639:007-62639:046. 

“9207240156 Nonproprietary rev 1 to vol 1 “Calvert Cliffs ISFSI Updated Safety Analy- 
sis Rept.” 

* Baltimore Gas & Electric Co. 92/07/16. 400pp. 62639:047-62640:099. 


DOCKET 50-320 THREE MiLE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

9207220337 Forwards Insp Repts 50-289/92-13 & 50-320/92-08 on 920526-0629.1 n- 
spector obsen/ations indicated continued safe & conservative operation of facilities. 
BLOUGH.A.R. Region 1 (Post 820201). 92/07/16. BROUGHTON, T.G. General Public 
Utilities Corp. - GPU Service CJorp. 3pp. 62496:300-62496:316. 

“9207220341 Safety Insp Repts 50-289/92-13 & 50-320/92-08 on 920626-0629.Major 
areas inspected:plant operations.maint & surveillance, radiological controls.security & 
engineering & technical support activities re plant safety. 

ROGGE.J.E Region 1 (Post 820201). 92/07/16. 13pp. 62496:303-62496:315. 

9207310134 Rev 3 to Procedure 6610-PLN-4200.02, “TMI Emergency Dose Calculation 
Manual," Incorporating Procedure Change Request 1-RC-92-0040. 

WILLIAMS.S.E. General Public Utilities Corp. - GPU Service Corp. 92/07/24. 100pp. 
62618:074-62618:178. 


H. General correspondence 

9207100309 Responds to 920609 Itr requesting info to help constituent re medical con- 
ditions attributed to radiation released from TMI after 790328 accident. 

TAYLCR,J.M. Ofc of the Executive Director for Cperations. 92/07/02. WCFFCRD.H. 
Senate. 4pp. 62366:1 77-62366: 1 83. 

“9207100314 Forwards correspondence from A Byles for NRC consideration & review. 
WOFFORD.H. Senate. 92/06/09. THE CHAIRMAN. SELIN.I. Commissioners (Post 
750119). 3pp. 62366:181-62366:183. 
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P. Operating license stage documents & correspondence 

9207010091 Forwards Rev 1 to TS Change Request (TSCR) 67 & Recovery Operations 
Plan Change Request (ROPCR) 46 for amend to License DPR-73.Rev 2 of ODCM & 
Certificate of Svc for proposed TSCR 67 & ROPCR 46, Rev 1 end also. 

LONG.R.L. Georgia Power Co. 92/06/18, Document Control Branch (Document Con- 
trol Desk). 2pp. 62252:119-62252:334. 

-9207010097 Rev 1 to TS Change Request 67 & Recovery Operations Plan Change 
Request 46 to License DPR-73, relocating TSs re radiological effluents to ODCM, per 
GL 89-01. 

LONG,R.L. General Public Utilities Corp. - GPU Service Corp. 92/06/18. 10pp. 
62252:121-62252:130. 

-9207010100 Proposed radiological effluents tech specs. 

* General Public Utilities Corp. - GPU Service Corp. 92/06/18. 44pp. 62252:131- 
62252:175. 

-9207010106 Rev 2 to 6610-PLN-4200.01, “ODCM” for TMI, Units 1 & 2. 

WILLIAMS, S.E. General Public Utilities Corp. - GPU Service Corp. 92/05/18. 150pp. 
62252:176-62252:334. 

9207150202 Forwards Rev 10 to Sys Description SD 3526-004, “Auxiliary Bldg Emer- 
gency Liquid Cleanup Sys (EPICOR II).” 

L0NG,R.L General Public Utilities Corp. - GPU Senrice Corp. 92/07/08. Document 
Control Branch (Document Control Desk). Ip. 62415:012-62415:100. 

-9207150205 Rev 10 to Sys Description SD 3526-004, “Auxiliary Bldg Emergency 
Cleanup Sys (EPICOR II)." 

* General Public Utilities Corp, - GPU Senrice Corp. SD 3526-004 R10. 92/06/30. 
88pp. 62415:013-62415:100. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exlde Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207220337 Forwards Insp Repts 50-289/92-13 & 50-320/92-08 on 920526-0629.ln- 
spector observations indicated continued safe & conservative operation of facilities. 
BLOUGH.A.R. Region 1 (Post 820201), 92/07/16. BROUGHTON, T.G., LONG,R.L 
General Public Utilities Corp. - GPU Service Corp. 3pp. 62496:300-62496:315. 

-9207220341 Safety Insp Repts 50-289/92-13 & 50-320/92-08 on 920526-0629.Major 
areas inspected;piant operations, maint & surveiilance.radiologicai controls.security & 
engineering & technical support activities re plarit safety. 

ROGGE.J.F. Region 1 (Post 820201). 92/07/16. 13pp. 62496:303-62496:315. 


R. Periodic operating reports A related correspondence 

9207150283 Monthly operating rept for June 1992 for TMI-2.W/920710 Itr. 
HEYSEK,W.G.. BROUGHTc5n.T.G. General Public Utilities Corp. - GPU Service Corp. 
92/06/30. 7pp. 62411:324-62411:330. 


T. Hearing transcripts on non-antItrust matters 

9207130216 Summary of 76th meeting of Advisory Panel for Decontamination of TMI-2 
in HanisburaPA on 920609.Agenda & transcript end. 

MASNIK,M.T. Advisory Panel for Decontamination of TMI Unit 2. 92/07/06. Advisory 
Panel for Decontamination of TMI Unit 2. 6pp. 62337:202-62337:336. 

-9207130220 Transcipt of Advisory Panel for Decontamination of TMI-2 76th meeting 
on 920609 in Harrisburg, PA.Pp 1-110.Supportlng documentation end. 

* Advisory Panel for Decontamination of TMI Unit 2. 92/06/09. 127pp. 62337:208- 
62337:336. 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

9207220071 Informs that corrections to Rev 12 to emergency plan meets planning stds 
of 10CFR50.47(b) & requirements of app E to 10CFR50. 

CLINE, W.E. Region 2 (Post 820201). 92/06/30. HAIRSTON,W.G. Georgia Power Co. 
3pp. 62432:204-62432:206. 

9207140048 Revised EPIPs.including rev 14 to 91204-C, "Emergency Response Com- 
munications” & Rev 10 to 91305-C, “Protective Action Guidelines.” W/920707 Itr. 
SHIPMAN, W.B. Georgia Power Co. 92/07/07. 64pp. 62385:170-62386:233. 

0207240184 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Ug 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Fire Damage.^’ Fire watch for drywell access room will be performed. 

BECKHAI^J.T. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 6pp. 62528:240-62528:245. 


H. General correspondence 

9207130049 Comment supporting proposed rule 10CFR50.63 re “Loss of All Alternating 
Current Power.” 

MCCOY, C.K. Georgia Power Co. 92/07/02. CHILK,S.J. Office of the Secretary of the 
Commission. 2pp. 62285:060-62285:061. 

9207290063 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. 

MCCOY, C.K. Georgia Power Co. 92/07/20. CHiLK.S.J. Office of the Secretary of the 
Commission. 2pp. 62506:090-62506:090. 

9207290068 Comment supporting proposed rule 10CFR20 & 61, “Low-Level Waste 
Shipment Manifest Info & Reporting.” 

MCCOY,C.K. Georgia Power Co. 92/07/20. CH!LK,S.J. Office of the Secretary of the 
Commission. 2pp. 62506:092-62506:093. 


P. Operating license stage documents & correspondence 

9207200007 Fonwards info to enable util to review info re Allegation RII-92-A-0016,per 
920604 discus8lons.lnfo withheld (ref 10CFR2.790(a)(6)(7)). 

REYES,L.A. Region 2 (Post 820201). 92/06/15. HAIRST6 n,W.G. Georgia Power Co. 
3pp. 62453:231-62453:233. 

9207020255 Forwards amends 181 & 122 to licenses DPR-57 & NPF-5, respectively & 
safety evaluation.Amends revise Unit 1 TS 4.6.L & Unit 2 TS 4.7.4 re snubber surveil- 
lance to reflect guidance in generic Itr 90-09. 

JABBOUR,K.N. Project Directorate 11-3, 92/06/19. HAIRSTON, W.G. Georgia Power 
Co. 3pp. 62194:307-62194:332. 

-9207020259 Amends 181 & 122 to licenses DPR-57 & NPF-5,ro8pectlvely, revising 
unit 1 TS 4.6. L & unit 2 TS 4.7.4 re snubber surveillance. 

MATTHEWS,D.B. Project Directorate 11-3. 92/06/19. 20pp. 62194:310-62194:329. 

-9207020261 Safety evaluation supporting amends 181 & 122 to licenses DPR-57 & 
NPF-5,respectlvely. 

' • Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/19. 3pp. 
62194:330-62194:332. 

9207080248 Advises that util 911223 response to 910628 suppi 4 to generic Itr 88-20 re 
IPEEE acceptable. Util requested to update IPEEE plans & provide projected mile- 
stones & schedules to NRC no later than 920928. 

JABBOUR,K.N. Project Directorate 11-3. 92/07/01. HAIRSTON,W.G. Georgia Power 
Co. 4pp. 62260:004-62260:007. 

9207070011 Suppis 920424 Itr containing commitments to comply w/Generic Ltr 89-10 
re safety-related motor-operated valve testing & surveillance, per findings in Insp Repts 
50-321/92-04 & 50-366/92-04. Exceptions for in situ testing discussed. 

BECKHAM,J.T. Georgia Power Co. 92/07/02. Document Control Branch (Document 
Control Desk). 3pp. 62262:339-62262:341. 

9207070402 Forwards response to GL 92-01 ,F{ev 1 re reactor vessel structural integrity. 
BECKHAM.J.T. Georgia Power Co. 92/07/02. Document Control Branch (Document 
Control Desk). 36pp. 62267:155-62267:190. 

9207200078 Application for amends to licenses DPR-57 & NPF-5,propo8ing to revise 
several portions of TS involving shutdown & refueling operations. 

BECKHAM,J.T. Georgia Power Co. 92/07/17. Document Control Branch (Document 
Control Desk). 23pp. 62450:144-62450:214. 

-9207200082 Proposed tech specs revising several portions of plants shutdown & refu- 
eling operations. 

* Georgia Power Co. 92/07/17. 48pp. 62450:167-62460:214. 

9207240128 Application for amends to licenses DPR-57 & NPF-5, revising TSs to add 
addi electrical sys requirement8,per Generic Ltr 91-11, “Resolution of Generic Issues 
48, ’LCDs for Class It’ & 49, ’Interlocks & LCDs for Class IE Tie Breakers..,.’” 
BECKHAM,J.T. Georgia Power Co. 92/07/17. Document Control Branch (Document 
Control Desk). 16pp. 62616:001-62516:045. 

-9207240137 Proposed tech specs proposing addition of electrical sys requirements. 

* Georgia Power Co. 92/07/17. 28pp. 62516:017-62516:045. 


Q. Inspection reports, IE Bulletins A correspondence 

9207020216 Notification of 920630 SALP Board meeting in Atlanta,GA to discuss per- 
formance of plant during period of 910303-920530. 

SKINNER,P.H. Region 2 (Post 820201). 92/06/16. Region 2 (Post 820201). 2pp. 
62221:331-62221:332. 

9207020011 Ack receipt of 920528 itr Informing NRC of steps taken to correct violations 
noted in insp repts 50-321/92-08 & 50-366/92-08. 

HERDT,A.R. Region 2 (Post 820201). 92/06/18. HAIRSTON.W.G. Georgia Power Co. 
3pp. 62234:324-62234:326. 

9207180348 Forwards corrected cover Itr to insp repts 50-321/91-11 & 50-366/92-11. 
COLLINS,D.M. Region 2 (Post 820201). 92/06/22. HAIRSTON.W.G. Georgia Power 
Co. 9pp. 62429:346-62429:355. 

-9207170014 Corrected Itr forwarding insp repts 50-321/92-11 A 50-366/91-11 A 
notice of violation. 

COLLINS, D.M. Region 2 (Post 820201). 92/06/22. HAIRSTON.W.G. Georgia Power 
Co. 7pp. 62429:349-62429:355. 

9207270101 Forwards insp repts 50-321/92-12 A 50-366/92-12 on 920419-0530 A 
notice of violation. 

HERDT.A.R. Region 2 (Post 820201). 92/06/23. HAIRSTON.W.G. Georgia Power Co. 
4pp. 62476:019-62476:053. 

-9207270104 Notice of violation from insp on 92041 9-0530. Violation noted:excess flow 
check valve 1B21-F051C inoperable A bypassed for approx 18 h. 

* Region 2 (Post 820201). 92/06/23. Ip. 62476:023-62476:023. 
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-9207270110 Insp repts 50-321/92-12 & 50-366/92-12 on 920419-0530. Violations 
noted.Major areas inspected:surveillance testing including failure to obtain required 
stack sample & maint activities including recent solenoid valve failures. 

WERT.LD., MUSSER,R.A.. SKINNER.P.H. Region 2 (Post 820201). 92/06/23. 30pp. 
62476:024-62476:053. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. CHvision of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207080208 Ack receipt of 920624 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-321/92-11 & 50-366/92-1 1 on 920529. 

COLLINS, D.M. Region 2 (Post 820201). 92/07/01. HAIRSTON, W.G. Georgia Power 
Co. 3pp. 62272:358-62272:360. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:01 0. 

92062^237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207070011 Suppis 920424 Itr containing commitments to comply w/Generic Ltr 89-10 
re safety-relat^ motor-operated valve testing & surveillance, per findings In Insp Repts 
50-321/92-04 & 50-366/92-04.Exceptlons for In situ testing discussed. 

BECKHAM, J.T. Georgia Power Co. 92/07/02. Document Control Branch (Document 
Control Desk). 3pp. 62262:339-62262:341. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

R0SS1,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

920722CN)19 Confirms 920807 mgt meeting for NRC presentation of SALP of facility 
during period between 910303 & 920530. 

JOHNSON.J.R. Region 2 (Post 820201). 92/07/13. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 62432:031-62432:033. 

9207280189 Notification of 920807 significant meeting w/util in Baxley, GA to discuss 
SALP Board assessment. 

SKINNER, P.H. Region 2 (Post 820201). 92/07/13. Region 2 (Post 820201). 3pp. 
62489:288-62489:290. 

9207240252 Responds to NRC 920623 Itr re violations noted In insp rept 50-321 /92- 
12.Corrective actions:on 920507 clearances 1-92-539 & 2-92-381 were issued on con- 
trol switches for excess flow check valves 1B21-F051C & 2B21-F051C. 

BECKHAM, J.T. Georgia Power Co. 92/07/17. Document Control Branch (Document 
Control Desk). 3pp. 62497:359-62497:361. 

9207240184 Fonvards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Bam'er Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Rre Damage." Rre watch for drywell access room will be performed. 

BECKHAM,J.T. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 6pp. 62528:240-62528:245. 


R. Periodic operating reports & related correspondence 

operating rept for June 1992 for El Hatch Nuclear Plant Units 1 & 

2.W/920710 Itr. 

TIDWELL,T.W., BECKHAM, J.T. Georgia Power Co. 92/06/30. 12pp. 62416:294- 


S. Reportable occurrences, UERs & related correspondence 

9207140178 LER 92-01 5-00:on 92061 0.PCIS valve automatically closed, resulting In trip 
of operating RWCU sys pump.Caus^ by feulty temp switch.Cracked temp switch 
replaced.W/920709 ltr. 

TIPPS.S.B., BECKHAM, J.T. Georgia Power Co. 92/07/09. 7pp. 62437:217-62437:223, 

92071M277 LER 92-016-00:on 920616, blown fuse resulted in unplanned engineered 
saM ^^^ure m actuations.Fu8e replaced. W/92071 0 Itr. 

TIPPS,S.B., BECKHAM,J.T. Georgia Power Co. 92/07/10. 5pp. 62480:156-62480:160. 

92-01 7-00:on 920626, determined that requirements of Unit 1 TS Table 
3.2-8, Item 3 not beirw metCaused by less tfian adequate prooedures.WIring changes 
* Procedure 57SV-D1 1-007-2S will be revl8ed.W/92071 7 Itr. 
TIPPS,S.B., BECKHAM, J.T. Georgia Power Co. 92/07/21. 7pp. 62520:309-62520:315. 

9M7310173 LER 92-020-00:on 92071 0,main CR environ control sys automatically trans- 
Kr ^ Prassurization mode when CR air Intake radiation monitor tripped.Caused by 
drifLTrip setpoint adiusted.W/920727 ltr. 

TIPPS,S.B., B£CKHAM,J.T, Georgia Power Co. 92/07/27. 6pp. 62683:279-62683:284. 

V. Operator Examinations 

requallfication program evaluation scheduled for wk 
^*A"’ST0N.W.Q. Georgia Power 


-9207070037 Insp rept 50-322/92-03 on stated date.No violations noted. Major areas 
inspectedifacillty tours, radiological controls, surveillance & maint, physical plant 
security, housekeeping & pre-decommissioning & decommissioning plans. 

NORRIS, B.S., LYASH,J.J. Region 1 (Post 820201). 92/06/26. 19pp. 62205:054- 
62205:072. 


G. Adjudicatory correspondence 


9207070101 Order.* Order granting petitioners motion to dismiss, w/ prejudice interven- 
tion petitions & hearing requests. Decommissioning order proceeding termlnated.W/ 
Certificate of Svc.Served on 920618. 

MOORE, T.S., FERGUSON.G.A.. KLINE, J.R. Atomic Safety & Licensing Board Panel. 
#392 13055, 92/06/17. Shoreham- Wading River Central School District, NY. 5pp. 
62206:229-62206:233. 

9207070115 Order.* Order granting petitioners to dismiss w/prejudice, pending interven- 
tion petitions & hearing requests.* License transfer proceeding terminated. W/Certifi- 
cate of Svc. Served on 920618. 

MOORE.T.S.. FERGUSON, G.A., KLINE.J.R. Atomic Safety & Licensing Board Panel. 
#392 13054. 92/06/17. Shoreham-Wading River Central School District, NY. 4pp. 
62206:234-62206:237. 


Q. Inspection reports, IE Bulletins & correspondence 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070031 Forwards insp rept 50-322/92-03 on stated date.No violations noted.Finds 
that housekeeping & matl condition of plant, generally good.Informs that NRC will 
review status of decommissioning plans following receipt of info. 

WENZINGER.E.C. Region 1 (Post 820201). 92/06/29. HILL,LM. Long Island Power 
Authority. 7pp. 62205:047-62205:072. 

-9207070037 Insp rept 50-322/92-03 on stated date.No violations noted. Major areas 
jnspected:facility tours,radiological controls, surveillance & maint, physical plant 
security, housekeeping & pre-decommissioning & decommissioning plans. 

NORRIS.B.S.. LYASH,J.J. Region 1 (Post 820201). 92/06/26. 19pp. 62205:054- 
62205:072. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co, of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


W. Decommissioning Stags Documents & Corrsspondsncs 


9207310237 Forwards Order approving licensee decommissioning plan & authorizing de- 
^mmmissioning of facility, per 910102 application.Safety evaluation supportino 
Order, end. rr » 


.T.. a environmental rroj. uir. irosi 

920517). 92/06/11. HILL,LM. Long Island Power Authority. 4pp. 62581:273- 
62581:314. 


~*f^il^^l?C(w?8e NPF 8^^°'^*^^ decommissioning plan & authorizing decommissioning of 
BOGER,B.A. Division of Reactor Projects - III, IV, V (Post 901216). 92/06/11. Lena 

Island Power Authority, 6pp. 62581:277-62581:282. 


-9207310247 Safety evaluation concluding that issuance of order to implement decom- 
kiIa® ^ inimical to common defense & security or health & safety 

OT pUDliC* 

R® 9 ulation, Director (Post 870411). 92/06/11. 32pp. 


9207W0140 Prowdes addi info re decommissioning plan changes covering component 
cutting/removal techniques.por NRC request.lt©m8 described Include.ln-core instru- 
ment tu^,dryer/s®parator guide rods & In-vessel core spray headers & elbows. 
HILULM, Long Island Power Authority. 92/06/26. BERNERO,R. Office of Nuclear Ma- 
tenal Safety & Safeguards. 6pp. 62250:133-62250:138. 

violation# noted.Hnds 


docket 50-322 SHOREHAM NUCLEAR POWER STATION 

F. Security, medical, emergency & Are protection plana 

on stated date.No violations noted.Finds 
It. generally good, informs that NRC will 
wing receipt of info. 

92/06/29. HILULM. Long Island Power 


9^070031 Forwards insp rept 50-322/92- 
that housekeeping & matl condition of i 
decommissioning plans fc 
WB^GER.E.C. Rmion 1 (P^ 82020 
Auflionty. 7pp. 62205:047-62205:072. 


—9207070037 Insp rept 50-322/92-03 on stated date.No violations noted. Major areas 
insp^ed:faciiity tours.radiological controls, surveillance & maint, physical plant 
Pre-decommlsslonlng & decommissioning plans. ^ ^ 

ft§55 07?'^'’ ^ 820201). 92/06/26. 19pp. 


62206:054- 


decommissioning equipment & activities in place/ 
impl^errted at facility on or before 920611 which are inconsistent w/deserbtions 
provided in decommissioning pian.per NRC 920623 site visit w/aescriptions 

HILL.LM. Long Island Power Authority. 92/07/01. BERNERORM Office of Nuclear 
Material Safety & Safeguards. 6pp. 62269:261-62269:268. 
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9207070254 Requests clarification & approval of change to decommissioning plan re 
control of heavy loads.Equipment associated w/disposal of radwaste burial liner 
meets requirements specified in NUREG-0612. 

HILL,L.M. Long Island Power Authority. 92/07/01. BERNERO.R. Office of Nuclear Ma- 
terial Safety & Safeguards. 2pp. 62260:353-62260:354. 

9207060020 Forwards “Long Island Power Authority Shoreham Decommissioning 
Project, Shoreham Nuclear Power Station, Technical Rept on Water Processing & 
Water Mgt Activities for Reactor Pressure Vessel & Wet Cutting Station." 

HILL,L.M. Long Island Power Authority. 92/07/06. BERNERO,R.M. Office of Nuclear 
Material Safety & Safeguards. 7pp. 62250:100-62250:132. 

-9207060021 “Long Island Power Authority Shoreham Decommissioning 
Project,Shoreham Nuclear Power Station, Technical Rept on Water Processing & 
Water Mgt Activities for Reactor Pressure Vessel & Wet Cutting Station." 
TUCKER.M.P. Long Island Power Authority. 92/06/25. 26pp. 62250:107-62250:132. 

9207090159 Identifies changes LI PA desires to implement in activities identified in Shor- 
eham DP & supplements. 

HILL,L.M. Long Island Power Authority. 92/07/07. BERNERO,R. Document Control 
Branch (Document Control Desk). 3pp. 62341 :293-62341 :295. 

9207160389 Discusses review of commitment re heavy loads as provided in util 911206 
Itr.Concludes that removal for disposal of components stored in spent fuel storage 
pool within scope of decommissioning plan. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Pro]. Dir. (Post 
920517). 92/07/09. HILL,L. Long Island Power Authority. 4pp. 62396:035-62396:038. 

9207170070 Concludes that Wet Cutting Station changes can be made & filtration units 
can be operated w/o having significant impact on public health & safety. 

BROWN,S.W. Non-Power Reactors, Decommissioning & Environmental Pro). Dir. (Post 
920517). 92/07/09. HILL.L. Long Island Power Authority. 4pp. 62403:057-62403:060. 

9207200133 Responds to Long Island Power Authority (LIRA) change request re decom- 
missioning order.W/o end. 

AUSTIN, Xh. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/09. 
WEISS, S.H. Non-Power Reactors, Decommissioning & Environmental Pro]. Dir. (Post 
920517), 2pp. 62448:348-62448:349. 

9207140222 Forwards erratum to prior Itr LSNRC-1969 dtd 920626.Last line of page 2 
inadvertently omitted due to formatting error, 

HILL,LM. Long Island Power Authority. 92/07/10. BERNERO.R. Office of Nuclear Ma- 
terial Safety & Safeguards. Ip. 62465:001-62465:002. 

—9207220132 Erratum to author 920626 Itr (LSNRC-1929) re decommissioning plan 
changes for component cutting/removal techniques. Last line of Page 2 was inadvert- 
ently omitted due to formatting error. 

HILULM. Long Island Power Authority. 92/06/26, BERNERO.R. Office of Nuclear Ma- 
terial Safety & Safeguards. Ip. 62465:002-62465:002. 

9207230003 Informs that 920707 request for changes In sequence of performing de- 
commissioning activities & component cutting & removal locations for listed equipment 
acceptable. 

BROWN,S.W. Non-Power Reactors. Decommissioning & Environmental Pro]. Dir. (Post 
920517). 92/07/17. HILL.L.M. Long Island Power Authority. 3pp. 62459:020- 
62459:022. 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plana 

9207220022 Forwards “Field Exercise Scenario Jul 1992 Emergency Planning - 920708 
Diablo Canyon Annual Exercise" manual. 

GISCLON,J.M. Pacific Gas & Electric Co. 92/04/08. MARTIN.J.B. Region 5 (Post 
820201). Ip. 62490:001-62491:331. 

-9207220050 “Field Exercise Scenario Jul 1992 Emergency Planning - 920708 Diablo 
Canyon Annual Exercise” manual. 

* Pacific Gas & Electric Co. 92/07/08. 2.500pp. 62490:002-62491:331. 

9207170242 Forwards public version of revised EPIPs Vols 3A & 3B. including rev 21 to 
EP R-1,rev 21 to EP G-3,rev 2 to EP RB-10 & rev 11 to EP EF-4.W/920713 release 
memo. 

GISCLON,J.M. Pacific Gas & Electric Co. 92/06/11. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62403:201-62403:306. 

-9207170248 Public version of revised EPIPs vols 3A & 3B, including rev 21 to EP R- 
l.rev 21 to EP G-3.rev 2 to EP RB-10 & rev 11 to EP EF-4. 

* Pacific Gas & Electric Co. 92/06/11. 103pp. 62403:204-62403:306. 

9207220180 Forwards public version of revised SOPs,including 111,06 HP-7. “Evacuee 
Decontamination.” 111.06 HP-9. “Emergency Worker Decontamination.” 111.13, “County 
Air Pollution District" & III.40.W/920713 release memo. 

GISCLON,J.M. Pacific Gas & Electric Co. 92/06/11. Document Control Branch (Docu- 
ment Control Desk), 6pp. 62445:025-62445:236. 

-9207220191 Public version of revised SOPs.includIng 111.06 HP-7. “Evacuee Decon- 
tamination,” 111.06 HP-9, "Emergency Worker Decontamination,” 111.13, “County Air 
Pollution District" & 111.40, “Avila Beach Fire Rotectlon District." 

* Pacific Gas & Electric Co. 92/06/11. 200pp. 62445:032-62445:236. 

9207210224 Forwards public version of rev 19 to EP M-6, “Fire.” W/920716 release 
memo. 

GISC;lON,J.M. Pacific Gas & Electric Co. 92/06/22. Document Control Branch (Docu- 
ment Control Desk). 8pp. 62439:001-62440:021. 

-9207210227 Public version of rev 19 to EP M-6, “Fire.” 

* Pacific Gas & Electric Co. 92/05/27. 150pp. 62439:010-62440:021. 

9207170262 Fonwards public version of rev 2,change 12 to “Emergency Plan." W/ 
920714 release memo. 

GISCLON.J.M. Pacific Gas & Electric Co. 92/06/26. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62400:001-62403:056. 

-9207170265 Public version of rev 2,change 12 to “Emergency Plan." 

* Pacific Gas & Electric Co. 92/05/27. 500pp. 62400:007-62403:056. 


9207300094 Forwards public version of revised Emergency Response Plan Std Operat- 
ing Procedures,including 111.06, “Environ Health” & 111.06, HP-2, “Protective Action 
Guidelines” & 111.06 HP-8, “Area & Equipment Decontamination.” W/920722 release 
memo. 

GISCLON,J.M. Pacific Gas & Electric Co. 92/07/08. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62605:001-62605:237. 

—9207300205 Public version of revised San Luis Obispo County Nuclear Power Plant 
Emergency Response Plan Std Operating Procedures,including 111.06, “Environ 
Health” & 111.06, HP-2, “Protective Action Guidelines." 

* San Luis Obispo, CA. 92/07/08. 150pp. 62605:006-62605:237. 


H. General correspondence 


9207130040 Comment supporting proposed rules 10CFR19 & 20 re extension of imple- 
mentation date of stds for protection against radiation. 

MARTIN.J.B. Pacific Gas & Electric Co. 92/06/24. Docketing & Services Branch. Ip. 
62285:052-62285:052. 

9207270093 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9,task DG-1 021 .Endorses comments submitted by 
NUMARC. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/07/09. CHILK.S.J. Office of the Secre- 
tary of the Commission. 4pp. 62475:339-62475:342. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9207220182 Submits comments on ACRS 910916-17 meetings re safety of 
facllities.USGS interpretation, favoring oblique slip of Hosgri Fault,reasonable. 
PAGE.B.M. Stanford Univ., Stanford, CA. 91/09/22. SIESS.C.P. Affiliation Not As- 
signed. 3pp. 62473:350-62473:352. 

9207230012 Submits comments on ACRS Subcommittee on Diablo Canyon 910916 & 
17 meetings.Concurs w/seismic-tectonic analysis prepared by util. 

THOMPSON,G.A. Stanford Univ.. Stanford, CA. 91/09/22. SIESS.C. Affiliation Not As- 
signed. 2pp. 62476:346-62476:347. 

9207220194 Submits comments based on attendance at ACRS Subcommittee 910916 
& 17 meeting on Diablo Canyon Long Term Seismic program at San Luis Obispo,CA. 
DAVIS,P.R. Affiliation Not Assigned. 91/09/29. IGNE.A. ACRS - Advisory Committee 
on Reactor Safeguards. Ip. 62476:319-62476:319. 


P. Operating license stage documents & correspondence 


9207070303 Forwards response to Rev 1 to Generic Ltr 92-01, "Reactor Vessel Struc- 
tural Integrity.” Surveillance results evaluated to assure embrittlement levels bounded 
by prediction. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/06/30. Document Control Branch (Docu- 
ment Control Desk). 18pp. 62262:320-62262:336. 

9207100103 Discusses 920615-16 senior managers meeting to evaluate nuclear safety 
performance of operating reactors.fuel facilities & other matls licensees.Plant is identi- 
fied as good performer & is noteworthy accomplishment. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/06/30. CLARKE, R.A. 
Pacific Gas & Electric Co. 4pp. 62284:305-62284:308. 

9207160017 Forwards amends 71 & 70 to licenses DPR-80 & DPR-82, respectively & 
safety evaluation. Amend revises TS to relocate cycle-specific info to COLR per GL 

ROOD.H. Project Directorate V. 92/07/01. RUEGER.G.M. Pacific Gas & Electric Co. 
3pp. 62396:1 63-62396: 1 98. 

-9207160020 Amends 71 & 70 to licenses DPR-80 & DPR-82,respectively, Amend re- 
vises TS to relocate cycle-specific info to COLR per GL 88-16. 

QUAY.T.R, Project Directorate V. 92/07/01. 18pp. 62396:166-62396:194. 

-9207160027 Safety evaluation supporting amends 71 & 70 to licenses DPR-80 & DPR- 
82.respectively. 

• Office of Nuclear Reactor Regulation, Director (Post 870411), 92/07/01. 4pp. 
62396:195-62396:198. 

9207160139 Forwards License Amend Request 92-04 to License DPR-80 & DPR- 
82,changing expiration dates of full-power licenses from 080423 to 210922 & 101209 
to 250426, resjp^tlvely. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/07/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62430:183-62430:228. 

-9207160148 License Amend Request 92-04 to Licenses DPR-80 & DPR-82, changing 
term of licenses to permit 40-yr operation of units from date of issuance of OLs. 
RUEGER.G.M. Pacific Gas & Electric Co. 92/07/09. 44pp. 62430:185-62430:228. 

9207220344 Advises that util demonstrated that Diablo Cariyon natural circulation tests 
applicable to Watts Bar, thus meeting guidelines of BTP RSB 5-1 .per util 910711 
submittaLDetails of review will be published in suppi 10 to SER. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/14. MEDFORD, M.O. Tennessee Valley Authority. 3pp, 62442:357-62442:359. 


Q. Inspection reports, IE Bulletins & correspondence 

9207090309 Forwards Meeting Repts 50-275/92-19 & 50-323/92-19 from enforcement 
conference on 92051 9. 

ZIMMERMAN, R.P, Region 5 (Post 820201). 92/06/18. RUEGER.G.M. Pacific Gas & 
Electric Co. 3pp. 62313:001-62313:080. 

-9207090320 Enforcement Conference Repts 50-275/92-19 & 50-323/92-19 on 
92051 9.Major area discussed:circumstances associated w/ apparent failure to comply 
w/TS action statements for inoperable fan cooler from 910327 to 920222. 
JOHNSON.P.H. Region 5 (Post 820201). 92/06/17. 77pp. 62313:004-62313:080. 
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9207100188 Forwards notice of violation from insp on 92031 7-0427, as documented in 
Insp Repts 50-275/92-17 & 50-323/92-17. Violation re CFCU inoperability eliminated. 
ZIMMERMAN.R.R Region 5 (Post 820201). 92/06/19. RUEGER.G.M. Pacific Gas & 
Electric Co. 3pp. 62382:261-62382:265. 

“9207100200 Notice of violation from insp on 92031 7-0427.Violation noted:work order 
instructions not implemented for maint of containment fan cooler units as listed. 

• Region 5 (Post 820201). 92/06/19. 2pp. 62382:264-62382:265. 

920706<K>83 Responds to NRC Ifr requesting licensee to submit addi info re molded- 
case circuit breakers that were either installed in operating plant or stored as 
spares.per NRC Bulletin 88-010. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/06/25. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62250:204-62250:206. 

92(^230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI .C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

920€28(K}43 NRC info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI .C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C,E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

92071 4(K>01 Responds to NRC Itr re violations noted In insp rept 50-323/92-14 on 
920605.Corrective actions:field change made to design package to move code piping 
break to include bellows. 

RUEGER,G.M. Pacific Gas & Electric Co. 92/07/02. Document CJontrol Branch (Docu- 
ment Control Desk). 3pp. 62386:359-62386:361. 

9207270286 Forwards insp repts 50-275/92-16 & 50-323/92-16 on 920421- 0601 & 
notice of violation. 

RlCHARDS,S.A. Regfon 5 (Post 820201). 92/07/07. RUEGER,G.M. Pacific Gas & 
Electric Co. 3pp. 62^1:090-62501:118. 

“9207270291 Notice of violation from insp on 920421 -0601 .Violations noted:licensee 
personnel incorrectly used two one-ton chainfalls for load leveling while lifting 10-142 
primary & secondary lids w/each chainfall loaded to approx 2400 Tbs. 

* Region 5 (Post 820201). 92/07/07. 2pp. 62501:093-62501:094. 

“9207270296 Insp repts 50-275/92-16 8 50-323/92-16 on 920421-0601. Violations 
noted.Major areas inspected:plant operations, maint & surveillance activities & follow- 
up of onsite events. 

JOHNSON,P.H. Region 5 (Post 820201). 92/07/07. 24pp. 62501:095-62501:118. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207240240 Responds to NRC 920619 Itr re violations noted in insp repts 50-275/92-17 
& 50-323/92-1 7.Correctlve actions:all containment fan cooler units (CFCU) thoroughly 
reinspected & CFCU test procedure for backdraft dampers revised. 

RUEGER.G.M. Pacific Gas & Electric Co. 92/07/20. Document Control Branch (Docu- 
ment Control Desk). 9pp. 62498:339-62498:347. 


9207080191 Forwards Rev 14A to industrial security plan.incorporating changes associ- 
ated w/access authorization program that implements requirements of 
10CFR73.56.Rev withheld (ref 10CFR73.21). 

MCCARTHY.D.C. Carolina Power 8 Light Co. 92/06/29. Document Control Branch 
(Document Control Desk). Ip. 62451:344-62451:344. 

9207140109 Forwards insp repts 50-324/92-17 & 50-325/92-1 7. Violation identified but 
not sub] to enforcement action.C!oncem noted re emergency response program for 
non-radloactive toxic matis. 

CLINE. W.E. Region 2 (Post 820201). 92/07/02. EURY.LW. Carolina Power & Uoht 
Co. 3pp. 6231 1 :267-6231 1 :283. ^ 

“9207140114 Insp repts 50-324/92-17 & 50-325/92-17 on 920526-28. Violation noted 
but not subj to enforcement action.Major areas inspected:emergency plan & plant 
emergency procedures & incident command & control. 

GOODEN. A.. RANKIN.W. Region 2 (Post 820201). 92/07/02. 13pp. 62311-271- 
62311:283. 

9207220064 Discusses FEMA findings during plant exercise on 920602. Two deflden- 
cies involving public alert & notification process noted.W/o end. 

CLINE. W.E. Region 2 (Post 820201). 92/07/02. WATSON.R.A. Carolina Power & 
Ught Co. 3pp. 62432:173-62432:175. 


P. Operating license stage documents & correspondence 

9207170005 Notification of significant licensee meeting w/util on 920625 in Region II 
ofc to discuss util plans to resolve structural steel issues at facility. 

CHRISTENSEN.H. Region 2 (Post 820201). 92/06/19. Region 2 (Post 820201). 2pp. 
62431:328-62431:329. 

9207080178 Responds to allegation RII-92-A-0093 re incorrectly sized structural beam 
installed between 50 & 80 foot elevations. Beams in different location in reactor bldg 
self-identified & permanent fixes completed in 1991. 

MCCARTHY, D.C. Carolina Power & Light Co. 92/06/29. Document Control Branch 
(Document Control Desk). 2pp. 62285:304-62285:305. 

9207100038 Submits summary of NRC discussions re review of performance of operat- 
ing nuclear power plants licensed by NRC for plant from 920615 & 16 meetings w/ 
senior managers. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/30. SMITH,S.H. 
Carolina Power & Light Co. 4pp. 62366:353-62366:356. 

9207140248 METALLURGICAL EVALUATION OF WELD OVERLAID PIPE SECTIONS 
FROM BRUNSWICK UNIT 2 NUCLEAR POWER STATION. 

CZAJKOWSKI,C.J., BOWERMAN.B., SCHUSTER,M. Brookhaven National Laboratory. 
FIN L-1438. NUREG/CR-5885. 92/06/30. Division of Engineering Technology (Post 
890827). 113pp. 62372:098-62372:221 . 

9207220087 Fonwards summary of 920625 meeting w/utll in Atlanta,GA re licensee 
plans in resolving structural steel issues at facility.List of attendees end. 

JOHNSON, J.R. Region 2 (Post 820201). 92/07/01. WATSON, R.A. Carolina Power & 
Light Co. 28pp. 62432:249-62432:276. 

9207090278 Notification of 920708 meeting w/util in Southport,NC to discuss CP&L 
review plan for steel equipment supports. 

LO,R.H. Project Directorate 11-1. 92/07/02. MURLEY,T., MIRAGLIA,F.. RUSSELLW. 
NRC - No Detailed Affiliation Given. 4pp. 62370:339-62370:342. 


R. Periodic operating reports & related correspondence 

9207220215 Monthly operating repts for June 1992 for DCNPP Units 18 2. W/920715 
Itr. 

DAHAN.P., TOWNSEND, J.D. Pacific Gas 8 Electric Co. 92/06/30. 14pp. 62473:316- 
62473:329. 

9207240131 “Rept on Discharge Monitoring Diablo Canyon Power Plant Second Quarter 
of 1992.” W/920720 Itr. 

TOWNSEND,J.D. Pacific Gas 8 Electric Co. 92/06/30. LEONARD,W. California, State 
of. 92pp. 62516:051-62516:141. 


S. Reportable occurrenceSp LERs & related correspondence 

9207010054 PNO-V-92-01 9:on 920620, notification of unusual event declared as result 
of spill of hazardous 8 noxious ga^ entering turbine bldg.Caused by exothermic 
readtion.Only small areas remain chemically contaminated. 

MILLER,M., JOHNSON, P. Region 5 (Post 820201). 92/06/22. 2pp. 62230:290- 
62230:291. 


9207100065 Summary of 920610 meeting w/util In Rockville,MD re initiatives on ISP. 
LO,R.H. Project Directorate 11-1. 92/07^2. Project Directorate 11-1. 14pp. 62284:214- 
62284:227. 

9207100204 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.Table listing load factor vs days end. 

STARKEY,R.B. Carolina Power 8 Light Co. 92/07/06. Document Control Branch 
(Document Control Desk). 14pp. 62365:142-62365:155. 

9207290020 Notification of significant licensee meeting w/utii on 920716 to discuss re- 
start issues at facility 

CHRISTENSEN,H. Region 2 (Post 820201). 92/07/07. Region 2 (Post 820201). 2pp. 
62506:01 1 -62506:01 2. 

9207150064 Notification of cancelled 920716 meeting w/util in Atlanta, GA to discuss 

LE,N.B. Project Slrectorate 11-1. 92/07/09. MURLEY.T., MIRAGLIA,F., RUSSELL, W. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 62395:240- 


9207100264 PNO-V-92-020;on 920628, two major earthquakes occurred in State of CA 
desert.Unusual event declared at San Onofre 8 Diablo Canyon.Tremors felt at Pak) 
Verde 8 at two research reactors 8 fuel facility.Peak accelerations listed. 

GARCIA,E. Region 5 (Post 820201). 92/06/29. 3pp. 62365:001-62365:003. 


9207160001 Notification of 920716 meeting w/util in Atlanta,GA re status of licensing 
actions. 

LE,N.B. Project Directorate 11-1. 92/07/09. MURLEY,T., MIRAGUA,F., RUSSELL,W. 
NRC - No Detailed Affiliation Given. 4pp. 62396:258-62396:261, 


92071IK)363 LER 92-005-00:on 920604.d6termined that an environ qualification prdblem 
existed w/ABV ws dampers 8 fan motor control drcuits.Root cause 8 corrective ac- 
tions will be provided in supplement by 920721 .W/920706 Itr. 

SOKOLSKY,D., RUEGER,G.M. Pacific Gas 8 Electric Co. 92/07/06. 2pp. 62437:077- 
62437:078. 

9207270360 LER 92-005-01 :on 920604, determined that surge suppression diodes in 
ABV ws did not meet radiation qualification requirements.Caused by personnel 
error.EQ will be reviewed 8 procedures will be revised for future program.W/920721 
Itr. 

SOKOLSKY.D., RUEGER.G.M. Pacific Gas 8 Electric Co. 92/07/21. 8pp. 62587:180- 
62587:187. 
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9207200233 Notification of 920721 meeting w/util In Rockville,MD to discuss status of 
licensing actions. 

LO.R.H. Project Directorate 11-1. 92/07/14. ADENSAM,E.G. Project Directorate 11-1. 
3pp. 62438:088-62438:090. 

9M71 40099 Confirms 920615 telcon between WR Murray of util 8 HO Christensen of 
NRC re 920625 mgt meeting In Atlanta.GA to discuss licensee plans to resolve struc- 
tural steel issues at plant. 

REYES,LA. Region 2 (Post 820201). 92/07/19. WATSON,R.A. Carolina Power 8 
Light Co. 2pp. 6231 1 :237-6231 1 :238. 

9207280157 Notification of 920723 meeting w/util in Rockville,MD to discuss topical 
repts. ^ 

Branch. 92/07/20. JONES,R.C. Reactor Systems Branch. 

2pp. 62530:286-62530:287. 


F. Security, medical, emergency 8 fire protection plans 

9207090007 Rev 32 to “Emergency Response Plan." Vol XIII.Book 1. 

FLOYD.S.D. Carolina Power 8 Light Co. 92/06/23. 100pp. 62308:001-62308:100. 


^niirms inai aiw.osi eiectronicaily transferred to US Dept of 
payment of NRC Part 50 application fees for period 

91 0630-1 228jper 10CFR170. 

* Lig^ Co. 92/07/22. Division of Accounting 8 Fi- 
nance (Post 890205). 1 p. 62568:356-82^:356. 
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9207290388 Notification of 920729 meeting w/util in Rockville, MD to discuss CP&L in- 
tergrated schedule program. 

LO.R.H. Project Directorate 11-1. 92/07/24. MURLEY.T., MIRAGLiA.F.. RUSSELL.W. 
NRC - No Detailed Affiliation Given. 3pp. 62555:358-62555:361. 

9207310048 Responds to 920706 Itr which transmitted resolution R-12-92 re plantNRC 
placed plant on watch list as plant requiring increased NRC attention & wilt ensure 
that util act to correct problems. 

VARGA.S.A. Division of Reactor Projects - I/ll (Post 870411). 92/07/24. 
TURNAGE,F.E. North Carolina Municipal Power Agencies. Ip. 62588:192-62588:196. 

--9207310053 Provides Resolution R-12-92 of Board of Commissioners of facility re in- 
adequate operation performance of Brunswick. 

TURNAGE,F.E. North Carolina Eastern Municipal Power Agency. 92/07/06. THE 
CHAIRMAN, SELIN, I. Commissioners (Post 750119). 4pp. 62588:193-62588:196. 


Q. Inspection reports, IE Bulletins & correspondence 


9207220129 Forwards study rept “Criteria for Evaluating & Performing Computerized 
Piping Analyses of Existing Sys w/Minor Modifications (Applicable for NRC Bulletins 
IE 79-07 & 79-14),’’ in response to NRC RAI re masonry block walls. 

STARKEY.R.B. Carolina Power & Light Co. 92/07/16. Document Control Branch 
(Document Control Desk). 21pp. 62501:160-62501:345. 

-9207220138 Study Rept “Criteria for Evaluating & Performing Computerized Piping 
Analyses of Existing Sys w/Minor Modifications (Applicable for NRC Bulletins IE 79-07 
& 79-14).” 

* Carolina Power & Light Co. 7865.007-S-M-020 R02. 89/07/28. 130pp. 62501:187- 
62501:345. 

9207310159 Forwards response to issues raised in Insp Repts 50-324/90-12 & 50-325/ 
90-1 2. End outlines methodology & criteria for defining work that will bo completed 
prior to startup & details corporate improvement program. 

WATSON.R.A. Carolina Power & Light Co. 92/07/23. EBNETER.S.D. Region 2 (Post 
820201). 40pp. 62619:195-62619:233. 


9207020195 Forwards attendees & copy of handout re enforcement conference summa- 
ry meeting,per Insp Repts 50-325/92-10 & 50-324/92-10. 

REYES, LA. Region 2 (Post 820201). 92/06/05. WATSON.R.A. Carolina Power & 
Light Co. 25pp. 62224:337-62224:362. 

9207010246 Advises that reactor operator & senior reactor operator licensing exams 
(Exam Rept 50-324/92-301) scheduled for wk of 921005 & written &! operating exams 
scheduled for wk of 921019.Ref matls listed on end requested by 920817. 
PEEBLES,R.A. Region 2 (Post 820201). 92/06/15. EURY.LW. Carolina Power & Light 
Co. 11pp. 62224:181-62224:191. 

9207270016 Forwards insp repts 50-324/92-15 & 50-325/92-15 on 920502- 0604 & 
notice of violation.Concern re omission of certain components from inservice insp pro- 
gram & failure to perform required engineering evaluation noted. 

REYES, LA. Region 2 (Post 820201). 92/06/19. WATSON.R.A. Carolina Power & 
Light Co. 3pp. 62475:013-62475:044. 

—9207270024 Notice of violation from insp on 920502-0604. Violations notod:second 10- 
yr insp program did not include insp plan for pump bases, HX supports & pump tur- 
bines in unit 2 reactor vessel skirt & lateral supports. 

* Region 2 (Post 820201). 92/06/19. 4pp. 62475:016-62475:019. 

-9207270030 Insp repts 50-324/92-15 & 50-325/92-15 on 920502-0604. Violations 
noted.Major areas inspected:maint observation, operational safety 
verification,enginoering & technical support & inservice insp program review. 
PREVATTE,R.L, NELSON, D.J., BYRON,P.M. Region 2 (Post 820201). 92/06/19. 
25pp. 62475:020-62475:044. 

9207140095 Requests review of end info re concerns that should be addressed in per- 
formance improvement plan.Performance improvement plan complete w/proposed 
schedules should be submitted within 30 days of Itr date.per SALP. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/23. SMITH,S.H. Carolina Power & 
Light Co. 6pp. 62299:324-62299:329. 

9207010222 Responds to NRC Itr re violations noted in insp repts 50-324/92-1 1 & 50- 
325/92-1 1 .Corrective action8:training on ENP-12 revision will be provided to appropri- 
ate technical support & NED personnel. 

SPENCER,J.W. Carolina Power & Light Co. 92/06/24. Document Control Branch 
(Document Control Desk). 4pp. 62231 :348-62231 :351 . 

9207140110 Ack receipt of 920619 & 24 Itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-324/92-11 & 50-325/92-11. Responses meet require- 
ments of 1 0CFR2.201 . 

JOHNSON, J.R. Region 2 (Post 820201). 92/06/26. WATSON,R,A. Carolina Power & 
Light Co. 2pp. 6231 1 :369-6231 1 :360. 

9206230193 NRC Info Notice 92-047, “intentional Bypassing of Automatic Aduation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207070042 Submits suppi to response to notice of violation re operability of RHR 
sys.Short term structural integrity engineeririg evaluation. 

SPENCER,J.W. Carolina Power & Light Co. 92/07/02. Document Control Branch 
(Document Control Desk). 1 p. 62265:359-62265:359. 

9207140109 Forwards insp repts 50-324/92-17 & 50-325/92-1 7. Violation identified but 
not sub] to enforcement actton.Concem noted re emergency response program for 
non-radioactive toxic matls. 

CLINE, W.E. Region 2 (Post 820201), 92/07/02, EURY.LW. Carolina Power & Light 
Co. 3pp. 6231 1 :267-6231 1 :283. 

-9207140114 Insp repts 50-324/92-17 & 60-325/92-17 on 920526-28. Violation noted 
but not subj to enforcement action. Major areas inspected:emergency plan & plant 
emergency procedures & incident command & control. 

GOODEN.A.. RANKIN, W. Region 2 (Post 820201). 92/07/02. 13pp. 62311:271- 
62311:283. 


9207140246 Responds to NRC assessment of 920527 response to deviations noted in 
insp repts 50-324/92-04 & 50-325/92-04.Corrective actions’.review of facility automat- 
ed commitment tracking sys conducted & NRC docketed correspondence reviewed. 
SPENCER,J.W. Carolina Power & Ught Co. 92/07/02. Document Control Branch 
(Document (Control Desk). 2pp. 62385:094-62385:095. 


9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 


R. Periodic operating reports & related correspondence 


920715(K)09 Monthly operating repts for June 1992 for Brunswick Steam Electric 
PlantUnits 1 & 2.W/920702 Itr. 

RUMPLE, R.. SPENCER, J.W, Carolina Power & Light Co. 92/06/30. 7pp. 62395:205- 
62395:211. 


S. Reportable occurrences, LERs & related correspondence 

9207150260 Special Rept 2-SR-92-004:on 920603,05 & 06,LCOs initiated due to open 
fire barrier penetration seal,hole in east wall of reactor bldg & opening of Fire Door 
102.respectively.Fire watches established & penetration seal restored. 

SPENCER,J.W. Carolina Power & Light CJo. 92/07/10. Document Control Branch 
(Document Control Desk). 2pp. 62398:328-62398:329. 


V. Operator Examinations 

9207010246 Advises that reactor operator & senior reactor operator licensing exams 
(Exam Rept 50-324/92-301) scheduled for wk of 921005 & written & operating exams 
schedulecf for wk of 921019.Ref matls listed on end requested by 920817. 
PEEBLES,R.A. Region 2 (Post 820201). 92/06/15. EURY.LW. Carolina Power & Light 
Co. 11pp. 62224:181-62224:191. 

9207200131 Advises that licensed operator removed from licensed duties as result of 
10CFR26 violation identified by licensed individual to supervisor prior to standing 
watch. Unauthorized access terminated. 

RICHEY, R.B. Carolina Power & Light Co. 92/07/15. Document Control Branch (Docu- 
ment Control Desk). Ip. 62447:273-62447:273. 


Y. Dry Cask Independent Spent Fuel Storage Installations 


9207310091 Forwards payment of NRC review fees re ISFSI for NRC Part 170 license 
application for Invoice JR0554-92. 

MuCARTHY.D.C. Carolina Power & Light Co. 92/07/27. Document Control Branch 
(Document Control Desk). Ip. 62612:351-62612:351. 
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F. Security, medical, emergency & fire protc»ctlon plans 


9207090007 Rev 32 to “Emergency Response Plan," Vol XIII, Book 1. 

FLOYD.S.D. Carolina Power & Light Co. 92/06/23. 100pp. 62308:001-62308:100. 

9207080191 Forwards Rev 14A to industrial security plan.incorporating changes associ- 
ated w/access authorization program that implements requirements of 
10CFR73.56.Rov withheld (ref 10CFR73.21). 

MCCARTHY.D.C. Carolina Power & Light Co. 92/06/29. Document Control Branch 
(Document Control Desk). Ip. 62451:344-62451:344. 

9207140109 Forwards Insp repts 50-324/92-17 & 50-325/92-1 7.Violation Identified but 
not subj to enforcement action.Concern noted re emergency response program for 
non-radioactive toxic matls. 

CLINE, W.E. Region 2 (Post 820201). 92/07/02. EURY,L.W. Carolina Power & Light 
Co. 3pp. 62311:267-62311:283. 

-9207140114 Insp repts 50-324/92-17 & 50-325/92-17 on 920526-28. Violation noted 
but not subj to enforcement actlon.Major areas inspected:emergency plan & plant 
emergency procedures & incident command & control. 

GCX)DEN.A. Region 2 (Post 820201). 92/07/02. 13pp. 62311:271-62311:283. 

9207220064 Discusses FEMA findings during plant exercise on 920602, Two deficien- 
cies involving public alert & notification process noted.W/o end. 

CLINE, W.E. Region 2 (Post 820201). 92/07/02. WATSON.R.A. Carolina Power & 
Light Co. 3pp. 62432:1 73-62432:1 75. 


P. Operating license stage documents & correspondence 

9207170005 Notification of significant licensee meeting w/util on 920625 in Region II 
ofc to discuss util plans to resolve structural steel issues at facility. 

CHRISTENSEN, H. Region 2 (Post 820201). 92/06/19. Region 2 (Post 820201), 2pp. 
62431:328-62431:329. 

9207080178 Responds to allegation RII-92-A-0093 re incorrectly sized structural beam 
installed between 50 & 80 foot elevations. Beams in different location in reactor bldg 
self-identified & permanent fixes completed in 1991. 

MCCARTHY,D.C. Carolina Power & Light Co. 92/06/29. Document Control Branch 
(Document Control Desk). 2pp. 62285:304-62285:305. 
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9207100038 Submits summary of NRC discussions re review of performance of operat- 
ing nuclear power plants licensed by NRC for plant from 920615 & 16 meetings w/ 
senior managers. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/30. SMITH, S.H. 
Carolina Power & Light Co. 4pp. 62366:353-62366:366. 

920722(K)87 Forwards summary of 920625 meeting! w/util in Atlanta, GA re licensee 
plans in resolving structural steel issues at facility.List of attendees end. 

JOHNSON, J.R. Region 2 (Post 820201). 92/07/01. WATSON, R.A. Carolina Power & 
Ught Co. 28pp. 62432:249-62432:276. 

9207090278 Notification of 920708 meeting w/util in Southport, NC to discuss CP&L 
review plan for steel equipment supports. 

LO,R.H. Project Directorate 11-1. 92/07/02. MURLEY.T., MIRAGLIA.F., RUSSELL.W. 
NRC - No Detailed Affiliation Given. 4pp. 62370:339-62370:342. 

9207100065 Summary of 920610 meeting w/util in Rockville, MD re initiatives on ISP. 
LO,R.H. Project Directorate 11-1. 92/07/02. Project Directorate 11-1. 14pp. 62284:214- 
62284:227. 

9207100204 Fon^rards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.Table listing load factor vs days end. 

STARKEY,R,B, Carolina Power & Light Co. 92/07/06. Document Control Branch 
(Document CJontrol Desk). 14pp. 62365:142-62365:155. 

9207290020 Notification of significant licensee meeting w/util on 920716 to discuss re- 
start issues at facility 

CHRISTENSEN.H. Region 2 (Post 820201). 92/07/07. Region 2 (Post 820201). 2pp. 
62506:011-62506:012. 


-9207270030 Insp repts 50-324/92-15 & 50-325/92-15 on 920502-0604. Violations 
noted.Major areas inspected:maint observation, operational safety 
verification,engineering & technical support & inservice insp program review. 
PREVATTE,R.L., NELSON, D.J., BYRON, P.M. Region 2 (Post 820201). 92/06/19 
25pp. 62475:020-62475:044. 

9207140095 Requests review of end info re concerns that should be addressed in per- 
formance improvement plan.Performance improvement plan complete w/proposed 
schedules should be submitted within 30 days of ltr date,per SALP. 

EBNETER,S.D. Region 2 (Post 820201). 92/06/23. SMITH,S.H. Carolina Power & 
Light Co. 6pp. 62299:324-62299:329. 

9207010222 Responds to NRC ltr re violations noted in Insp repts 50-324/92-1 1 & 50- 
325/92-1 1 .Corrective actions:training on ENP-12 revision will be provided to appropri- 
ate technical support & NED personnel. 

SPENCER, J.W. Carolina Power & Light Co. 92/06/24. Document Control Branch 
(Document Control Desk). 4pp. 62231:348-62231:351. 

9207140110 Ack receipt of 920619 & 24 Itrs informing NRC of steps taken to correct 
violations noted in insp repts 50-324/92-1 1 & 50-325/92-1 1 .Responses meet require- 
ments of 10CFR2.201. 

JOHNSON,J.R. Region 2 (Post 820201). 92/06/26. WATSON.R.A. Carolina Power & 
Light Co. 2pp. 6231 1 :359-6231 1 :360. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 


9207150064 Notification of cancelled 920716 meeting w/util in Atlanta, GA to discuss 
status of licensing actions. 

LE.N.B. Project Directorate 11-1. 92/07/09. MURLEY.T., M1RAGLIA,F., RUSSELL.W. 
Office of Nuclear Reactor Regulation, Diredor (Post 870411). 4pp. 62395:240- 
62395:243. 

9207160001 Notification of 920716 meeting w/util In Atlanta, GA re status of licensing 
actions. 

LE,N.B. Project Directorate 11-1. 92/07/09. MURLEY,T., MIRAGLIA,F.. RUSSELL, W. 
NRC - No Detailed Affiliation Given. 4pp. 62396:258-62396:261. 

9207200233 Notification of 920721 meeting w/util in Rockville,MD to discuss status of 
licensing actions. 

LO.R.H. Project Directorate 11-1. 92/07/14. ADENSAM,E.G. Project Directorate 11-1. 
3pp. 62438:088-62438:090. 

9207140099 Confirms 920615 telcon between WR Murray of util & HO Christensen of 
NRC re 920625 mgt meeting in Atlanta, GA to discuss licensee plans to resolve struc- 
tural steel Issues at plant 

REYES.LA. Region 2 (Post 820201). 92/07/19. WATSON, R.A. Carolina Power & 
Light Co. 2pp, 6231 1:237-6231 1:238. 

9207280157 Notification of 920723 meeting w/util in Rockville, MD to discuss topical 
repts. 

ORR.F.R. Reactor Systems Branch. 92/07/20. JONES.R.C. Reactor Systems Branch. 
2pp. 62530:286-62530:287. 

9207280051 Confirms that $149,591 electronically transferred to US Dept of 
Treasury,NRC on 920717 for payment of NRC Part 50 application fees for period 
91 0630-1 228,per 10CFR170. 

MCCARTHY, D.C. Carolina Power & Light Co. 92/07/22. Division of Accounting & Fi- 
nance (Post 890205). 1 p. 62568:356-62568:356. 

9207310021 Forwards safety evaluation accepting licensee proposed alternative to 
ASME Code Section XI requirement re ISI program, MSRV pressure test. 
ADENSAM,E.G. Project Directorate 11-1. 92/07/22. WATSON,R.A. Carolina Power & 
Light Co. 3pp. 62588:1 81 -62588:1 87. 


9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411*). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207070042 Submits suppi to response to notice of violation re operability of RHR 
sys.Short term structural integrity engineering evaluation. 

SPENCER, J.W. Carolina Power & Light C^. 92/07/02. Document Control Branch 
(Document Control Desk). Ip. 62265:359-62265:359. 

9207140109 Forwards insp repts 50-324/92-17 & 50-325/92-1 7. Violation identified but 
not sub] to enforcement action.Concern noted re emergency response program for 
non-radioactive toxic matls. 

CLINE,W.E. Region 2 (Post 820201). 92/07/02. EURY,L.W. Carolina Power & Light 
Co. 3pp. 6231 1 :267-6231 1 :283. 

-9207140114 Insp repts 50-324/92-17 & 50-325/92-17 on 920526-28. Violation noted 
but not subj to enforcement action.Major areas in8pected:emergency plan & plant 
emergency procedures & incident command & control. 

GOODEN.A., RANKIN, W. Region 2 (Post 820201). 92/07/02. 13pp. 62311:271- 
62311:283. 

9207140246 Responds to NRC assessment of 920527 response to deviations noted in 
insp repts 50-324/92-04 & 50-325/92-04.Corrective actlons:review of facility automat- 
ed commitment tracking sys conducted & NRC docketed correspondence reviewed. 
SPENCER, J.W. Carolina Power & Light Co. 92/07/02. Document Control Branch 
(Document Control Desk). 2pp. 62385:094-62385:095. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
CkJnsolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


—9207310026 Safety evaluation accepting licensee proposed alternative to examine 
subject welds to more stringent optional requirement of ASME Code,Section lll,Class 
3 (using radiograph exam), per 10CFR50.55(a)(3)(il). 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/22. 4pp. 
62588:184-62588:187. 


9207220129 Fonwards study rept “Criteria for Evaluating & Performing Computerized 
Piping Analyses of Existing Sys w/Minor Modifications (Applicable for NRC Bulletins 
IE 79-07 &. 79-14)," in response to NRC RAI re masonry block walls. 

STARKEY,R.B. Carolina Power & Light Co. 92/07n6. Document Control Branch 
(Document Control Desk). 21pp. 62501:160-62501:345. 


9207290388 Notification of 920729 meeting w/util in Rockville,MD to discuss CP&L in- 
tergrated schedule program. 

LO,R.H. Project Directorate 11-1. 92/07/24. MURLEY,T., MIRAGLIA,F., RUSSELL.W. 
NRC - No Detailed Affiliation Given. 3pp. 62655:358-62555:361. 

9207310048 Responds to 920706 ltr which transmitted resolution R-12-92 re plant.NRC 
placed plant on watch list as plant requiring increased NRC attention & will ensure 
that util act to correct problems. 

VARGA,S.A. Division of Reactor Proj^s - I/ll (Post 870411). 92/07/24. 
TURNAGE.F.E. North Carolina Municipal Power Agencies. Ip. 62588:192-62588:196. 


-9207220138 Study Rept “Criteria for Evaluating & Performing Computerized Piping 
Anafyws of Existing Sys w/Minor Modifications (Applicable for NRC Bulletins IE 79-07 

* Carolina Power & Light Co. 7865.007-S-M-020 R02. 89/07/28. 130pp. 62501:187- 

aoc/A'i.Ovic 


9207310021 Forwards safety evaluation accepting licensee proposed alternative to 
ASME Code Section XI requirement re ISI program, MSRV pressure test 
ADENSAM,E.G. Project Directorate 11-1. 92/07/22. WATSON,R.A. Carolina Power & 
Ught Co. 3pp. 62688:181-62588:187. 


—9207310053 Provides Resolution R-12-92 of Board of Commissioners of facility re in- 
adeouate operation performance of Brunswick. 

TURNAGE,kE. North Carolina Eastern Municipal Power Agency. 92/07/06, THE 
CHAIRMAN, SELIN,!. Commissioners (Post 750119). 4pp. 62588:193-62588:196. 


Q. Inspection reports, IE Bulletins A correspondence 

9207020195 Forwards attendees & copy of handout re enforcement conference summa- 
ly meeting,per Insp Repts 50-325/92-10 & 50-324/92-10. 

REYES,LA. Region 2 (Post 820201). 92/06/05. WATSON, R.A. C^olina Power & 
Ught Co. 25pp. 62224:337-62224:362. 

9207270016 Forwards insp repts 60-324/92-15 & 50-325/92-15 on 920502- 0604 & 
notice of violation.Concem re omission of certain components from inservice Insp pro- 

S am & failure to perform required engineering evaluation noted. 

EYES,L.A. Region 2 (Post 820201). 92/06/19. WATSON,R.A. Carolina Power & 
Ught Co. 3pp. 62475:013-62475:044. 

—9207270024 Notice of violation from insp on 920502-0604. Violations noted:second 10- 

S r insp program did not include Insp plan for pump ba8e8,HX supports & pump tur- 
ines in unit 2 reactor vessel skirt & lateral supports. 

* Region 2 (Post 820201 ). 92/06/ 1 9. 4pp. 62475:01 6-62475:01 9. 


9207310159 Forwards response to issues raised in Insp Repts 50-324/90-12 & 50-325/ 
90-12.Encl outlines methodology & criteria for defining work that will be completed 
prior to startup & details corporate improvement program. 

WATSON, R.A. Carolina Power & Light Co. 92/07/23. EBNETER.S.D. Region 2 (Post 
820201). 40pp. 62619:196-62619:233. 


R. Periodic operating reports A related correspondence 

92971500W Monthly operating repts for Juno 1992 for Brunswick Steam Electric 
Plant,Units 1 & 2.W/920702 ltr. 

RUMPLE.R., SPENCER, J.W. Carolina Power & Ught Co. 92/06/30. 7pp. 62395:205- 


S. Reportable occurrences, LERs A related correspondence 

9207010225 Special rept 1-SR-92.003:on 920527.0615 A 0610,LCO exceeded 7,14 & 7 
day8,respecwely.(^U8ed by open fire door,blocked sprinklers A open fire barrier pon- 
*'![® '*'atehes remained in effect until LCO cancelled. 
SPENCER J W. Carolina Power A Light Co. 92/06/26. Document Control Branch 
(Document Ck)ntrol Desk). 2pp. 62234:083-62234 084 



DOCKETED ITEMS 95 


9207070125 LER 92-01 7-00:on 920520, discovered that spring charge/ discharge indica- 
tor on 480 volt substation breaker E6 indicated “spring charged” after breaker closed 
due to breaker misdiagnosed.Prepare training courses. W/920701 Itr. 

JONES.T.M., SPENCER, J.W. Carolina Power & Light Co. 92/07/01. 8pp. 62292:202- 
62292:209. 


V. Operator EKaminatlons 

9207200131 Advises that licensed operator removed from licensed duties as result of 
10CFR26 violation identified by licensed individual to supervisor prior to standing 
watch. Unauthorized access terminated. 

RICHEY,R.B. Carolina Power & Light Co. 92/07/15. Document Control Branch (Docu- 
ment Control Desk). Ip. 62447:273-62447:273. 


y. Dry Cask Independent Spent Fuel Storage installations 

9207310091 Forwards payment of NRC review fees re ISFSI for NRC Part 170 license 
application for Invoice JR0554-92. 

M(XARTHY,D.C. Carolina Power & Light Co. 92/07/27. Document Control Branch 
(Document Control Desk). 1p. 62612:351-62612:351. 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

9207230095 Forwards requalification exam rept 50-326/OL-92-01 administered on 
920706-07. 

GALLO,R.M. Operator Licensing Branch. 92/07/17. SMITH,D. California, Univ. of, 
Irvine, CA. 2pp. 62479:035-62479:072. 

-9207230100 Requalification exam rept 50-326/OL-92-01 on 920706-07,Exam 
results:both candidates passed written & operating sections of exam. 

CALDWELL.J.L Operator Licensing Branch. 92/07/17. 36pp. 62479:037-62479:072. 


S. Reportable occurrences, LERs & related correspondence 

9207100264 PNO-V-92-020:on 920628, two major earthquakes occurred in State of CA 
desert.Unusual event declared at San Onofre & Diablo Canyon.Tremors felt at Palo 
Verde & at two research reactors & fuel facility. Peak accelerations listed. 

GARCIA, E. Region 5 (Post 820201). 92/06/29. 3pp. 62365:001-62365:003. 


V. Operator Examinations 

9207230095 Fonwards requalification exam rept 50-326/OL-92-01 administered on 
920706-07. 

GALLO, R.M. Operator Licensing Branch. 92/07/17. SMITH, D. California, Univ. of, 
Irvine, CA. 2pp. 62479:035-62479:072. 

-9207230100 Requalification exam rept 50-326/OL-92-01 on 920706-07.Exam 
results:both candidates passed written & operating sections of exam. 

CALDWELL, J.L Operator Licensing Branch. 92/07/17. 36pp. 62479:037-62479:072. 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9207090345 Revised EPIPs, Including rev 6 to EPIP-2,rev 6 to EPIP-3.rev 6 to EPIP-4,rev 
6 to EPIP-5,rev 6 to EPIP-6,rev 7 to EPIP-6 attachment 3, rev 5 to EPIP-7,rev 1 to 
EPIP-1 attachment 1 & rev 7 to EPIP-7 attachment 2.W/920702 Itr. 

WILSON,J.L. Tennessee Valley Authority. 92/07/02. 95pp. 62340:249-62340:339. 

9207210213 Forwards Revs 28 & 19 to physical security/contingency 

plan8,respectively.Revs withheld (ref 10CFR73.21). 

BURZYNSKI,M.J. Tennessee Valley Authority. 92/07/21. Document Control Branch 
(Document Control Desk). 2pp. 62467:358-62467:359. 

9207300253 Forwards updated emergency response data sys data point library, per NRC 
request. 

BURZYNSKI,M.J. Tennessee Valley Authority. 92/07/24. Document Control Branch 
(Document Control Desk). 131pp. 62593:024-62693:179. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents. App A documents end & 
being made available In PDR.Portlons of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA.T. Southern Technical Services. Inc. 3pp. 62324:002- 
62324:303. 

-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
mission meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. ZECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080200 Provides details of discussions re Browns Ferry & Sequoyah during 
871117 & 18 NRC senior managers meeting.Plants were categorized as requiring sub- 
stantial improvement. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. WHITE,S.A. Ten- 
nessee Valley Authority. 2pp. 62324:023-62324:024. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also end. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 


-9207080356 Provides summary of NRC discussions re Browns Ferry & Sequoyah 
during 880628 & 29 senior managers meeting.Browns Ferry & Sequoyah Unit 1 were 
categorized as requiring substantial improvement & Unit, close monitoring. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. WHITE, S.A. Ten- 
nessee Valley Authority. 2pp. 62324:055-62324:056. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Oammission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting. Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

9207060148 Application for amend to licenses DPR-77 & DPR-79, consisting of TS 
change 92-06.revising TS pages 6-5,section 6.2.3.4 to include position title change 
from manager of nuclear managers review group to manager of nuclear reviews. 
BURZYNSKl.M.J. Tennessee Valley Authority. 92/06/30. Document Control Branch 
(Document Control Desk). 4pp. 62243:345-62243:348. 

-9207060220 Proposed tech specs.changing pages 6-5 section 6.2.3.4 to include 
change in position title from Manager of Nuclear Review Group to Manager of Nuclear 
Reviews for both units. 

* Tennessee Valley Authority. 92/06/30. 2pp. 62243:347-62243:348. 

9207220052 Forwards summary of 920701 meeting w/util in Region II ofc re util self- 
assessment of activities at plant. Meeting beneficial in aiding NRC understanding of 
ongoing programs & areas for future improvement. 

WILSON.B.A. Region 2 (Post 820201). 92/07/02. MEDFORD,M.O. Tennessee Valley 
Authority. 60pp. 62432:100-62432:160. 

9207090177 Forwards response to Generic Itr 92-01, “Reactor Vessel Structural Integri- 
ty.” NUMARC recommended response guidelines utilized to extent practical. 

SHELL, R.H. Tennessee Valley Authority. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). 48pp. 62341:201-62341:248. 

9207130237 Conveys appreciation for assistance rendered by util at plant on 920527 & 
28 re Generic Issue 143, “Availability of Chilled Water Sys & Room Coolers." 
LABARGE,D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/08. MEDFORD,M.O. Tennessee Valley Authority. 3pp. 62338:010- 
62338:012. 

9207160385 Fonvards amends 159 & 149 to licenses DPR-77 & DPR-79, respectively fk 
safety evaluation.Amends revise TS to incorporate balance of RG 1.97 instrumenta- 
tion involving PAM & Cl valves instrumentation. 

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/09. MEDFORD, M.O. Tennessee Valley Authority. 3pp. 62397:188- 
62397:223. 

—9207160387 Amends 149 & 159 to licenses DPR-79 & DPR-77,respectively, revising 
TS to incorporate balance of RG 1.97 instrumentation involving PAM & Cl valves in- 
strumentation. 

HEBDON,F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/09. 28pp. 62397:191-62397:218. 

-9207160388 Safety evaluation supporting amends 159 & 149 to licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 5pp. 
62397:219-62397:223. 

9207170275 Application for amends to licenses DPR-77 & DPR-79,revising TS to reflect 
administrative changes to section 6.0. 

SHELUR.H. Tennessee Valley Authority. 92/07/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62446:356-62446:359. 

-9207170276 Proposed tech specs reflecting administrative changes to section 6.0. 

* Tennessee Valley Authority. 92/07/14. 2pp. 62446:358-62446:359. 

9207280223 Notification of 920810 meeting w/util in Rockville,MD to discuss general 
licensing issues re plant 

LABARgE,D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/22. HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Direc- 
torate) (Post 900603). 3pp. 62530:295-62530:297. 


Q. Inspection reports, IE Bulletins & correspondence 


9207010245 Forwards insp rept 50-327/92-15 & 50-328/92-15 on 920506-30. Violations 
noted but not cited. 

WILS0N,B.A. Region 2 (Post 820201). 92/06/12. MEDFORD,M.O. Tennessee Valley 
Authority. 4pp. 62234:001-62234:028. 

-9207010253 Insp repts 50-327/92-15 & 50-328/92-15 on 920506-30. Violations noted 
but not cited, Major areas inspected:piant operations,plant maintenance & 
surveillance,evaluation of licensee self-assassment capability & LER closeout. 
HOLUND.W.E., KELLOGG, P.J. Region 2 (Post 820201). 92/06/09. 24pp. 62234:005- 
62234:028. 

9207010287 Discusses enforcement conference on 920602 re Insp Repts 50-327/92-17 
& 50-328/92-17 on changing operational modes while containment spray pump suc- 
tion valves closed.List of attendees & handouts encl.W/o ends. 

REYES,L.A. Region 2 (Post 820201). 92/06/16. MEDFORD,M.O. Tennessee Valley 
Authority. 3pp. 62252:335-62252:337. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/06/29 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021, 



96 DOCKETED ITEMS 


9207090148 EN-92-050:on 920702, two notices of violation & proposed imposition of 
civil penalty in amount of $150,000 will be issued, based on failure to take prompt cor- 
rective action re cable test program & maintain configuration control. 

LUEHMAN.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/06/29. 2pp. 
62338:154-62338:155, 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02, 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140144 Ack receipt of 920612 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-327/92-1 1 & 50-328/92-11. 

WILSON, B.A. Region 2 (Post 820201). 92/07/02. MEDFORD, M.O. Tennessee Valley 
Authority. 3pp. 62310:040-62310:042. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200153 Responds to NRC 920615 Itr re violations noted in Insp Repts 50-327/92- 
09 & 50-328/92-09.Corrective actions:inservice insp procedure revised to require that 
site personnel review all ASME Section XI work documents. 

WILSON, J.L Tennessee Valley Authority, 92/07/15. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62464:344-62464:349. 

9207220006 Forwards insp repts 50-327/92-21 & 50-328/92-21 on 920615- 19.No vio- 
lations or deviations noted. 

PEEBLES, T.A. Region 2 (Post 820201). 92/07/15. MEDFORD, M.O. Tennessee Valley 
Authority. 3pp. 62432:001-62432:014, 

-9207220007 Insp repts 50-327/92-21 & 50-328/92-21 on 92061 5-1 9.No violations 
noted.Major areas in^cted:engineering & technical support for 

operations,maint,outages,testing & surveillance. 

MELLEN.L, KING.L, PEEBLfeT.A. Region 2 (Post 820201). 92/07/15. 11pp. 

62432:004-62432:014. 


R. Periodic operating reports & related correspondence 

9207210328 Monthly operating repts for June 1992 for Sequoyah Nuclear Plant.units 1 
& 2.W/920715 Itr. 

HOLLOMON,T.J.. WILSON.J.L Tennessee Valley Authority. 92/06/30. 10pp. 
62471:260-62471:269. 

9207290259 Informs that no addi margin or methodology changes to LOCA ECCS 
model occurred dunng period from 910729-920729,per 10CFR50.46. 

WILSON,J.L. Tennessee Valley Authority. 92/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62593:346-62593:347. 


S. Reportable occurrences, LERs & related correspondence 

6207080222 Rev 3 to Special Rept 91-15:on 91 0801, recalculated generic beta radiation 
doses yielded higher free-field beta radiation doses for equipment than original calcu- 
lation. Schedule for completing revs will be provided by 921101. 

WILSON, J.L Tennessee Valley Authority. 92/07/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62276:270-62276:273. 


V. Operator Examinations 

9207080354 Forwards proprietary requests for termination of CT Benton license SOP- 
3620-4, effective 920601 .Requests withheld (ref 10CFR2.790(a)(6)). 

WILSON, J.L. Tennessee Valley Authority. 92/06/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62275:356-62275:357. 

9207090172 Requests that candidates listed In end be registered for reactor operator & 
senior reactor operator licensing exams scheduled to begin 920720.Certification that 
training completed also end. 

WILSON,J.L Tennessee Valley Authority. 92/07/02. EBNETER,S.D. Region 2 (Post 
820201). 21 pp, 62297:329-62297:349. 


DOCKET 50>328 SEQUOYAH NUCLEAR PLANT. UNIT 2 


F. Security, medical, emergency & fire protection plans 

0207090345 Revised EPIPs, including rev 6 to EPIP-2,rev 6 to EPIP-3,rev 6 to EPIP-4,rev 
6 to EPIP-5,rev 6 to EPIP-6,rev 7 to EPIP-6 attachment 3, rev 5 to EPIP-7,rev 1 to 
EPIP-1 attachment 1 & rev 7 to EPIP-7 attachment 2.W/920702 Itr. 

WILSON, J.L Tennessee Valley Authority. 92/07/02. 95pp. 62340:249-62340:339. 

9207210213 Forwards Revs 28 & 19 to physical security/contingency 

plans,re8poctivoly.Rovs withheld (ref 10CFR73.21). 

BURZYNSKI,M.J. Tennessee Valley Authority. 92/07/21. Document Control Branch 
(Document Control Desk). 2pp. 62467:358-62467:359. 

92073(M)253 Forwards updatMl emergency response data sys data point library,per NRC 
rcKiuesL 

BURZYNSKI,M.J. Tennessee Valley Authority. 92/07/24. Document Control Branch 
(Document Control Desk). 131pp. 62593:024-62593:179. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T, Southern Technical Senrices, Inc. 3pp. 62324:002- 
62324:303. 


-9207080152 Summary of discussions during 871116-18 mgt meeting & provides 
copies of itrs to be sent to licensees of plants that wilt be discussed at 871217 Com- 
mission meeting. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. ZECH Commis- 
sioners (Post 750119). 3pp. 62324:016-62324:018. 

-9207080200 Provides details of discussions re Browns Ferry & Sequoyah during 
871117 & 18 NRC senior managers meeting. Plants were categorized as requiring sub- 
stantial improvement. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. WHITE,S.A. Ten- 
nessee Valley Authority. 2pp. 62324:023-62324:024. 

-9207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also end. 
STELLO,V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207080356 Provides summary of NRC discussions re Browns Ferry & Sequoyah 
during 880628 & 29 senior managers meeting.Browns Ferry & Sequoyah Unit 1 were 
categorized as requiring substantial improvement & Unit,close monitoring. 

STELLO,V. Ofc of the Executive Director for Operations. 88/07/07. WHITE,S.A. Ten- 
nessee Valley Authority. 2pp. 62324:055-62324:056. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO,V. Ofc of the Executive Director for Operations. 88/12/13, ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting. Details withheld. 

STELLO,V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

9207060148 Application for amend to licenses DPR-77 & DPR-79, consisting of TS 
change 92-06,revislng TS pages 6-5,section 6.2.3.4 to Include position title change 
from manager of nuclear managers review group to manager of nuclear reviews. 
BURZYNSKI,M.J. Tennessee Valley Authority. 92/06/30. Document Control Branch 
(Document Control Desk). 4pp. 62243:345-62243:348. 

-9207060220 Proposed tech specs, changing pages 6-5 section 6.2.3,4 to include 
change in position title from Manager of Nuclear Review Group to Manager of Nuclear 
Reviews for both units. 

• Tennessee Valley Authority. 92/06/30. 2pp. 62243:347-62243:348. 

9207220052 Forwards summary of 920701 meeting w/util in Region II ofc re util self- 
assessment of activities at plant.Meeting beneficial in aiding NRC understanding of 
ongoing programs & areas for future improvement. 

WILSON,B.A. Region 2 (Post 820201). 92/07/02. MEDFORD, M.O. Tennessee Valley 
Authority. 60pp. 62432:100-62432:160. 

9207090177 Forwards response to Generic Itr 92-01, “Reactor Vessel Structural Integri- 
ty." NUMARC recommended response guidelines utilized to extent practical. 
SHELLR.H. Tennessee Valley Authority. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). 48pp. 62341:201-62341:248. 

9207130237 Conveys appreciation for assistance rendered by util at plant on 920527 & 
28 re Generic Issue 143, "Availability of Chilled Water Sys & Room Coolers.” 
LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/08. MEDFORD,M.O. Tennessee Valley Authority. 3pp. 62338:010- 
62338:012. 

9207160341 Submits periodic repts at approx six-month intervals describing design 
hardware,deslgn software & maint problems encountered w/Eagle 21 reactor protec- 
tion sys during Unit 2 Cycle 5 operation. 

WILSON, J.L Tennessee Valley Authority. 92/07/09. Document Control Branch (Docu- 
ment Control Desk). 9pp. 62423:264-62423:272. 

9207160385 Forwards amends 159 & 149 to licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends revise TS to incorporate balance of RG 1.97 instrumenta- 
tion involving PAM & Cl valves instrumentation. 

LABARGE,D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/09. MEDFORD, M.O. Tennessee Valley Authority. 3pp. 62397:188- 
62397:223. 


-9207160387 Amends 149 & 159 to licenses DPR-79 & DPR-77, respectively, revising 
TS to incorporate balance of RG 1.97 instrumentation involving PAM & Cl valves in- 
strumentation. 

HEBDON,F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/09. 28pp. 62397:191-62397:218. 

-9207160388 Safety evaluation supporting amends 159 & 149 to licenses DPR-77 & 
DPR-79,respectlvely. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 5pp. 
62397:219-62397:223. 


9207170275 Application for amends to licenses DPR-77 & DPR-79, revising TS to reflect 
administrative changes to section 6.0. 

SHELLR.H. Tennessee Valley Authority. 92/07/14. Document (Control Branch (Docu- 
ment Control Desk). 2pp. 62446:356-62446:359. 

-9207170276 Proposed tech specs reflecting administrative changes to section 6.0. 

* Tennessee Valley Authority, 92/07/14. 2pp. 62446:358-62446:359. 

9207280223 Notification of 920810 meeting w/util in Rockville, MD to discuss general 
licensing issues re plant. 

LABARGE.D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/22. HEBDON,F.J. Project Directorate 11-4 (formerly TVA Project Direc- 
torate) (Post 900603). 3pp. 62530:295-62530:297. 
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O. inspection reports, IE Bulletins & corrsspondonc® 

9207010245 Forwards insp rept 50-327/92-15 & 50-328/92-15 on 920506-30. Violations 
noted but not cited. 

WILSON, B.A. Region 2 (Post 820201). 92/06/12. MEDFORD.M.O. Tennessee Valley 
Authority. 4pp. 62234:001-62234:028. 

-92070102S3 Insp repts 50-327/92-15 & 50-328/92-15 on 920506-30. Violations noted 
but not cited.Major areas inspected;p!ant operations, plant maintenance & 
surveillance,evaluation of licensee self-assassment capability & LER closeout. 
HOLLAND.W.E., KELLOGG, P.J. Region 2 (Post 820201). 92/06/09. 24pp. 62234:005- 
62234:028. 

9207010287 Discusses enforcement conference on 920602 re Insp Repts 50-327/92-17 
Bl 50-328/92-17 on changing operational modes while containment spray pump suc- 
tion valves Closed-List of attendees & handouts encl.W/o ends. 

REYES.LA. Region 2 (Post 820201). 92/06/16. MEDFORD.M.O. Tennessee Valley 
Authority. 3pp. 62252:335-62252:337. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207090148 EN-92-050:on 920702,two notices of violation & proposed imposition of 
civil penalty in amount of $1 50,000 will be issued.based on failure to take prompt cor- 
rective action re cable test program & maintain configuration control. 

LUEHMAN.J., LIEBERMAN,J. Ofc of Enforcement (Post 870413). 92/06/29. 2pp. 
62338:154-62338:155. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co, of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140144 Ack receipt of 920612 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-327/92-11 & 50-328/92-11. 

WILSON,B.A. Region 2 (Post 820201). 92/07/02. MEDFORD,M.O. Tennessee Valley 
Authority. 3pp. 62310:040-62310:042. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200153 Responds to NRC 920615 Itr re violations noted in Insp Repts 50-327/92- 
09 & 50-328/92-09.Corrective actions:inservice insp procedure revised to require that 
site personnel review all ASME Section XI work documents. 

WILSON,J.L. Tennessee Valley Authority. 92/07/15, Document Control Branch (Docu- 
ment Control Desk). 6pp. 62464:344-62464:349. 

9207220006 Forwards insp repts 50-327/92-21 & 50-328/92-21 on 920615- 19.No vio- 
lations or deviations noted. 

PEEBLES,T.A. Region 2 (Post 820201). 92/07/15. MEDFORD.M.O. Tennessee Valley 
Authority. 3pp. 62432:001-62432:014. 

-9207220007 Insp repts 50-327/92-21 & 50-328/92-21 on 92061 5-1 9.No violations 
noted.Major areas inspected:engineering - & technical support for 

operations, maint,outages, testing & surveillance. 

MELLEN.L, KING.L, PEEBL&,T.A. Region 2 (Post 820201). 92/07/15. 11pp. 
62432:004-62432:014. 


R. Periodic operating reports & reiated correspondence 

9207210328 Monthly operating repts for June 1 992 for Sequoyah Nuclear Plant,units 1 
& 2.W/920715 Itr. 

HOLLOMON.T.J.. WILSON.J.L. Tennessee Valley Authority. 92/06/30. 10pp. 
62471:260-62471:269. 

9207290259 Informs that no addi margin or methodology changes to LCXDA ECCS 
model occurred during period from 910729-920729,per 10CFR50,46. 

WILSON.J.L. Tennessee Valley Authority, 92/07/21. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62593:346-62593:347. 


S. Reportable occurrences, LERs & related correspondence 

9207080246 LER 92-003-01 :on 920327.snubber observed disconnected from pipe 
clamp & various support attachment bolts found loose or missing.Caused by tempo- 
rary worker failing to follow procedure.Work request initiated.W/920626 Itr. 
BAJRAS2EWSKI,J.. WILSON.J.L. Tennessee Valley Authority. 92/06/26. 6pp. 
62293:096-62293:101. 

9207080222 Rev 3 to Special Rept 91-15:on 91 0801 .recalculated generic beta radiation 
doses yielded higher tree-field beta radiation doses for equipment than original calcu- 
lation. Schedule for completing revs will be provided by 921101 . 

WILSON.J,L Tennessee Valley Authority. 92/07/01. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62276:270-62276:273. 

9207150110 LER 92-006-00:on 920609.failure to perform surveillance instruction within 
required time frame identified.Caused by inadequate communication between 
personnel.SI performed. W/920709 Itr. 

BAJRASZEWSKI,J., WILSON.J.L. Tennessee Valley Authority. 92/07/09. 7pp. 
62437:331-62437:337. 

9207310168 LER 92-008-00:on 920627.reactor tripped due to coincident logic of 
overtemp.differential temp reactor protection. Caused by RCS RTD out of sve due to 
receipt of spurious alarm. RTD removed from 8can.W/920724 Itr. 

BAJRASZEWSKI,J., WILSON.J.L. Tennessee Valley Authority. 92/07/24. 7pp. 
62683:122-62683:128. 


V. Operator Examinations 


9207080354 Forwards proprietary requests for termination of CT Benton license SOP- 
3620-4.effective 920601 .Requests withheld (ref 10CFR2.790(a)(6)), 

WILSON.J.L. Tennessee Valley Authority. 92/06/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62275:356-62275:357. 

9207090172 Requests that candidates listed in end be registered for reactor operator & 
senior reactor operator licensing exams scheduled to begin 920720.Certification that 
training completed also end. 

W!LSc5n.J.L. Tennessee Valley Authority. 92/07/02. EBNETER.S.D. Region 2 (Post 
820201). 21pp. 62297:329-62297:349. 


DOCKET 50-329 yiDLAMD PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


9207140281 Partial response to FOIA request re Investigation of Zack Co done by 
NRC.App E records end & are being made available in PDR.App D records already 
available In PDR.App F records withheld in entirety (ref FOIA Exemption 6 & 7). 
GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 91/10/ 
30. ZACK,C. Zack Co. 26pp. 62383:190-62384:039. 

-9207150056 Fonwards 01 rept 3-82-025 re falsification of QA documents by Zack 
Co, which involves plant as well as other facilities. Anticipates release of second rept 
3-82-061 re violation of ASLB order at plant,in near future. 

HAYES,B.B. Office of Investigations (Pre 880201). 83/06/02. GILINSKY Commission- 
ers (Post 750119). Ip. 62383:291-62383:291. 

-9207150072 Inquiry rept Q3-83-003 re CPC plant,allegations of QA & HVAC contractor 
questionable activity. 

FOSTER, W.E.. PAWLIK,E.T. Region 3 (Post 820201). 83/06/13. 2pp. 62383:292- 
62383:295. 

-9207150079 Inquiry rept Q3-83-005 re CPC plant,allegations of QA programs & HVAC 
contractor questionable activity.Informs that allegations presented in Q3-83-005 under 

P unriew of Region III & not 01 issues.Case Q3-83-005 closed. 

ROST,W.E., PAWLIK,E.T. Region 3 (Post 820201). 93/06/23. 5pp. 62383:296- 
62383:300. 

-9207150095 Forwards correspondence recently received by 01 Region III indicating 
that US Attorney Ofc for Northern district of IL, has declined prosecution on NRC 
OI:RIII Case 3-82-025 (Zack Co).W/o end. 

PAWLIK,E.T. Region 3 (Post 820201). 86/01/30. KEPPLER.J.G. Region 3 (Post 
820201). Ip. 62383:301-62383:301. 

-9207150100 Forwards reformatted memo requesting 01 to initiate investigation into al- 
leged employment discrimination by Zack Co, per 8/0218 request. 

DAVIS, A.B. Region 3 (Post 820201). 87/03/10. STAROSTECKI,R. NRC - No Detailed 
Affiliation Given. Ip. 62383:302-62383:302. 

-9207150103 Requests investigation of info received by Region III in May 1982 that al- 
leger employment w/Zack Co was involuntarily terminated after individual notified CPC 
of deficiencies involving Zack Co work at plants. 

DAVIS,A.B. Region 3 (Post 820201). 87/03/10. PAWLIK,E.T. Region 3 (Post 820201). 
2pp. 62383:303-62383:304. 

9207270284 GRADIENT STUDY OF A LARGE WELD JOINING TWO FORGED A 508 
SHELLS OF THE MIDLAND REACTOR VESSEL 

IRWIN,G.R., ZHANG, X.J. Maryland, Univ. of, College Park, MD. * Oak Ridge National 
Laboratory. FIN B-0119. NUREG/CR-5867. 92/06/30. Division of Engineering (Post 
870413). 19pp. 62508:287-62508:307. 


Q. Inspection reports, IE Bulletins & correspondence 


9207220323 Partial response to FOIA requestApp G documents in PDR.App H & I doc- 
uments being made available in PDR.App J documents withheld (ref FOIA exemptions 
5-7).App I documents partially withheld (ref FOIA exemptions 5-7). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. ZACK,C. Zack Co. 9pp. 62455:164-62456:023. 

-9207220332 Forwards stated 820607 decision finding that Zack Co improperly sus- 
pended employee for making allegation re plant. 

LIEBERMAN,J, Ofc of Inspection & Enforcement, Director (820201-870413). 82/07/ 
19. WARNICK,R. Region 3 (Post 820201). Ip. 62455:174-62455:174. 

-9207220340 Forwards M Sinclair interrogatories on Contentions 6,8 & 16 re investiga- 
tions on plant. 

SHAFER,W.D. Region 3 (Post 820201). 82/10/06. FOSTER, J.E. Region 3 (Post 
820201). Ip. 62455:212-62455:223. 

—9207220346 Forwards statements of former plant employee re alleged harassment by 
Zack Co mgt,to be included in ongoing insp. 

SPESSARCSr.L Region 3 (Post 820201). 83/11/03. PAWLIK,E.T. Region 3 (Post 
820201). ip. 62455:224-62455:224, 

-9207220348 Forwards Investigation Rept Q3-82-057 re alleged improper termination of 
employees by Zack Co for reporting deficiencies at plant. 

PAWL1K,E.T. Region 3 (Post 820201). 87/03/20. DAVIS, A.B. Region 3 (Post 820201). 
ip. 62455:225-62455:225. 

-9207220352 Investigation rept Q3-82-057 re alleged improper termination of plant em- 
ployees by Zack Co.Case closed due to lack of resources. 

PAULR.C., PAWLIK,E.T. Region 3 (Post 820201). 87/03/20. 2pp. 62455:226- 
62455:227. 

-9207220363 Partially deleted memo re investigation into discrimination complaint in- 
volving Zack Co at plant. 

F0STER,J.E. Region 3 (Post 820201). 82/08/16, KEPPLER,J.G. Region 3 (Post 
820201). Ip. 62455:231-62455:231. 
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-©207220385 Forwards affidawts of former Zack Co employees re Insp at stated 
plants.lnfo deleted. 

KEPPLER,J.G. Region 3 (Post 820201). 83/08/09. CUMMINGS. J.J. Office of Inspec- 
tor & Auditor (Pre 890417). Ip. 62455:254-62455:256. 

-9207220391 Forwards deposition & exhibits re former Zack Co employee, for investi- 
gation of plant deficiencies.lnfo deleted. 

KEPPLER.J.G. Region 3 (Post 820201). 83/08/31. CUMMINGS, J.J. Office of Inspec- 
tor & Auditor (Pre 890417). Ip. 62455:256-62455:256. 

-9207220398 Forwards In^ Repts 50-329/83-08 & 50-330/83-08 re concerns w/const 
deficiencies involving Zack Co,W/o encLlnfo withheld. 

WEIUC.H. Region 3 (Post 820201). 84/06/29. Affiliation Not Assigned. Ip. 
62455:330-62455:330. 

-9207JK20399 Informs that investigation into Zack Co QA program (ref insp repts 50- 
329/83-08 & 50-330/83-08) closed due to lack of resources. Info delete. AddI info 
end. 

WEIL,C.H. Region 3 (Post 820201). 88/07/12. Affiliation Not Assigned. Spp. 
62455:331-62455:335. 

$206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


DOCKET 50-330 MIDLAND PLANT. UNIT 2 


A. Appllcation/construction stage documents & correspondence 


-9207220340 Forwards M Sinclair interrogatories on Contentions 6,8 & 16 re investiga- 
tions on plant. 

SHAFER.W.D. Region 3 (Post 820201). 82/10/06. FOSTER, J.E, Region 3 (Post 
820201). Ip. 62455:212-62455:223. 


-9207220346 Forwards statements of former plant employee re alleged harassment by 
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820201). Ip. 62455:224-62455:224. 


-9207220348 Forwards Investigation Rept Q3-82-057 re alleged improper termination of 
employees by Zack Co for reporting deficiencies at plant. 

PAWLIK,E.T. Region 3 (Post 820201). 87/03/20. DAVIS, A.B. Region 3 (Post 820201). 
1p. 62455:225-62455:225. 

-9207220352 Investigation rept Q3-82-057 re alleged improper termination of plant em- 
ployees by Zack C^^.Case closed due to lack of resources. 

PAUL,R.C.. PAWLIK.E.T. Region 3 (Post 820201). 87/03/20. 2pp. 62455:226- 
62455:227. 

-9207220363 Partially deleted memo re investigation into discrimination complaint in- 
volving Zack Co at plant. 

FOSTER,J.E. Region 3 (Post 820201). 82/08/16. KEPPLER.J.G. Region 3 (Post 
820201). Ip. 62455:231-62455:231. 

-9207220385 Fonvards affidavits of former Zack Cto employees re insp at stated 
plants.lnfo deleted. 

KEPPLER,J.G. Region 3 (Post 820201). 83/08/09. CUMMINGS.J.J. Office of Inspec- 
tor & Auditor (Pre 890417). Ip. 62455:254-62455:255, 

-9207220391 Forwards deposition & exhibits re former Zack Co employee, for investi- 
gation of plant deficiencies.lnfo deleted. 

KEPPLER,J.G. Region 3 (Post 820201). 83/08/31. CUMMINGS.J.J. Office of Inspec- 
tor & Auditor (Pre 890417). Ip. 62455:256-62455:256. 

-9207220398 Forwards Insp Repts 50-329/83-08 & 50-330/83-08 re concerns w/const 
deficiencies involving Zack Co.W/o encl.Info withheld. 

WEIL.C.H. Region 3 (Post 820201). 84/06/29. Affiliation Not Assigned. Ip. 
62455:330-62455:330. 

-9207220399 informs that investigation into Zack Co QA program (ref Insp repts 50- 
329/83-08 & 50-330/83-08) closed due to lack of resources. Info deleted. Add! Info 
end. 

WEIL,C.H. Region 3 (Post 820201). 88/07/12. Affiliation Not Assigned. Spp. 
62455:331-62455:335. 


9207140281 Partial response to FOIA request re investigation of Zack Co done by 
NRC-App E records end & are being made available in PDR.App D records already 
available in PDR.App F records withheld in entirety (ref FOIA Exemption 6 & 7). 
GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 91/10/ 
30. ZACK.C. Zack Co. 26pp. 62383:1 90-62384:039. 

-92071^1^ Forwards 01 rept 3-82-025 re falsification of QA documents by Zack 
Co, which involves plant as well as other facilities. Anticipates release of second rept 
3-82-061 re violation of ASLB order at piant,in near future. 

HAYES,B.B. Office of Investigations (Pre 880201). 83/06/02. GILINSKY Commission- 
ers (Post 750119). Ip. 62383:291-62383:291. 

-9207150072 Inquiry rept 03-83-003 re CPC plant, allegations of QA & HVAC contractor 
questionable activity. 

FOSTER, W.E., PAWLIK,E.T. Region 3 (Post 820201). 83/06/13. 2pp. 62383:292- 


-9207150079 Inquiry rept 03-83-005 re CPC pIant.allegations of QA programs & HVAC 
contractor questionable activity.informs that allegations presented in 03-83-005 under 
purview of Region III & not O! issues.Case 03-83-005 closed. 

FROST,W,E., PAWLIK,E.T. Region 3 (Post 820201). 93/06/23. Spp. 62383:296- 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves In (Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
(Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


-9207150095 Forwards correspondence recently received by 01 Region ill indicating 
Northern district of IL, has declined prosecution on NRC 
OI:R]il Case 3-82-025 (Zack Co),W/o end. 

PAWL1I<.E.T. Region 3 (Post 820201). 86/01/30. KEPPLER.J.G. Region 3 (Post 
820201 ). 1 p. 62383:301 -62383:301 . 


-9207150100 Forwards reformatted memo requesting 01 to initiate investigation into al- 
leged employment discrimination by Zack Co,per 870218 request 
DAVIS, A.B. Region 3 (Post 820201). 87/03/10. f 


Affiliation Given. 1p. 62383:302-62383:302. 


STAROSTECKI.R. NRC - No Detailed 


F. Security, medical, emergency & fire protection plane 


Po'^ards public version of Rev 32 to emergency telephone book.W/ 
920625 release memo. » / i- 


SERRA,RL Iowa ElecWc Light & Power Co. 92/05/06. Document Control Branch 
(Document CJontrol Desk). 3pp. 62243:208-62243:246. 


-920706^22 Public version of rev 32 to emergency telephone book. 

Iowa Electric Light & Power Co. 92/06/03. 36pp. 62243:21 1-62243:246. 


-9207150103 Requests investigation of info received by Region III in May 1982 that al- 
'W w/Zack Co was involuntarily terminated after individual notified CPC 

of deficienaes involving Zack Co work at plants. 

820201). 87/03/10. PAWUK,E.T. Region 3 (Post 820201). 

2pp. 62383:303-62383:304. 


STUDY OF A LARGE WELD JOINING TWO FORGED A 508 
SHELLS OF THE MIDLAND REACTOR VESSEL 

IRWIN,G.R., ZHANG,X.J. Maryland. Un'iv. of, College Park, MD. * Oak RWge National 
^119. NUREG/CR-5867. 92/06/30. Division of Engineering (Post 
870413). 19pp. 62508:287-62508:307. 


Q. Inspection reports, IE Bulletins A correspondence 

92072M3M Partial response to FOIA requestApp G documents In PDRApp H & I do 
un^i^ being made availabie in PDR.App J dtxuments withheld (ref FOIA exemptioi 
partially withheld (ref FOIA exemptions 5-7). 

Freedom of Information & Publications Services (Po 
890205). 91/11/15. ZACK,C. Zack Co. 9pp. 62455:164-62456:023. 


920504.0608.Vlo,a«on notod » beinfl 

‘nsp rept 50-331/92-12 on 920504-0606 (ref 
areas jn8pectod:phy8ical security insp involving mgt 
®''®®'b«rrier8 & testing & maint. 

Region 3 (Post 820201). 92/06/19. 2pp. 

“Determination of EAL,” Rev 
I Re^ of DAEC Offsite Radiological & Analytical Ub" 

ecMA o? , Radiological Monitoring." W/920629 Itr. 

SERRA,P.L Iowa Electric Light & Power Co. 92/06/29. 106pp. 62277:133-62277:240. 

*^oted^**^ Forwards Safety insp Rept 50-331/92-08 on 92041 3-1 7.No violations 

Ught & 


-9207220332 Forw^s stated 820607 decision finding that Zack Co improperly sus- 
pended employee for making allegation re plant 

LIEBERMAN,J. Ofc of Inspection & Enforcement, Director (820201-870413) 82/07/ 
19. WARNICK.R. Region 3 (Post 820201). 1p. 62455:174-62455:174. 


O" 920413.17.No violations or deviations 
prevlouslv Identified Hems, review of 
PLOSwT ® o^rational status of program. 
62M1:278.623^93^^^'®^”®^ ® 82020^. 92/07/02. 16pp. 
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9207170226 Ack receipt of Rev 13 to emergency plan on 920526.Rev acceptable.Rev 
included refinemerits to number of emergency action levels utilized to classify emer- 
gency conditions. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/14. LIU.L. Iowa Electric Ught & 
Power Co. 2pp. 62431:326-62431:327. 

9207280344 Forwards response to violations noted in Insp Rept 50-331 /92-12.Re- 
sponse withheld. 

FRANZ.J.F. Iowa Electric Light & Power Co. 92/07/23. DAVIS.A.B. Region 3 (Post 
820201). Ip. 62588:149-62588:149. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207100263 Rev 10 to updated FSAR for Duane Arnold Energy Ctr.W/920630 Itr. 
FRANZ.J.F. Iowa Electric Light & Power Co. 92/06/30. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation. Director (Post 870411). 125pp. 62355:006-62355:309. 


P. Operating license stage documents & correspondence 

920707(K)27 Forwards response to NRC 900817 questions re Rev 3 to ODCM, submit- 
ted via 870825 Itr.Proposed changes to ODCM, described in end, will be implemented 
& fonvarded within 90 days of issuance of Rev 4 to ODCM. 

FRANZ.J.F. Iowa Electric Ught & Power Co. 92/06/26. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 54pp. 62267:090-62267:144. 

9207070306 Forwards Info re status of Reg Guide 1.97 activities at facility .consisting of 
accident monitoring instrumentation program.Updated version of table of Reg Guide 
1.97 variables.submitted on 850703, also end. 

FRANZ.J.F. Iowa Electric Light & Power Co. 92/06/26. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 23pp. 62267:307-62267:329. 

9207080127 Forwards rev 13 of "QA Program Description for Duane Arnold Energy 
Ctr," per requirements of 1 0CFR50.54(a)(3) & 10CFR50.71(e). 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 92/06/26. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 2pp. 62312:001-62312:123. 

-6207080136 Rev 13 to "QA Program Description for Duane Arnold Energy Ctr.” 

* Iowa Electric Light & Power Co. 92/06/26. 142pp. 62312:003-62312:123. 

9207080218 Fonvards corrected simulator test performance abstracts, initially submitted 
via 910325 Itr.Deviations noted that exceeded 10% tolerance for noncritical param- 
eters. 

FRANZ.J.F. Iowa Electric Light & Power Co. 92/06/30. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 13pp. 62272:318-62272:330. 

9207100303 Forwards Relief Request VR-017 re testing of fail-safe actuators in sole- 
noid & air-oj^rated valves by observing operation or valves upon loss of actuator 
power,TOr NRC SER re util response to Generic Ltr 89-04. 

FRANZ,J.F. Iowa Electric Light & Power Co. 92/06/30. MURLEY.T.E Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 4pp. 62366:173-62366:176. 

9207100147 Informs of plans to revise fuel oil testing program by replaclna accelerated 
stability test w/particulate test.Revs & justifications listed.Comparison of DAEC fuel oil 
QA program to Rm Guide 1.137 end. 

FRANZ, J.F. Iowa Oectric Ught & Power Co. 92/07/01. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 5pp. 62334:259-62334:263. 

9207160080 Responds to concerns re DAEC containment isolation valves resulting from 
addi info submitted in response to GL 89-10, "Safety-Related Motor-Operated Valve 
Testing and Surveillance.” 

FRANZ,J.F. Iowa Electric Light & Power Co. 92/07/02. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 2pp. 62416:360-62416:360. 

9207150351 Responds to GL 92-01, "Reactor Vessel Structural Integrity.” Util Is partici- 
pant in BWR Owners Group supplemental surveillance program committee to develop 
addI info on effects of radiation on reactor vessel matls. 

FRANZ.J.F. Iowa Electric Light & Power Co. 92/07/06. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 19pp. 62415:127-62415:145. 

9207230227 Notification of 920730 meeting w/counterparts in Oak Harbor, OH to dis- 
cuss items of generic interest between NRR, Region ill & licensees for plants In NRR 
Project Directorate III. Agenda end. 

HOPKINS, J.B. Project Directorate IH-3. 92/07/16. HANNON.J.N. Project Directorate 
III-3. 4pp. 62478:319-62478:322. 

9207230109 Ack receipt of 911223 Itr in response to generic Itr 88-20, suppi 4 concern- 
ing individual plant exams for external event8.Response acceptable. 

SHIRAKI.C.Y. Project Directorate III-3. 92/07/17. LIU.L Iowa Electric Ught & Power 
Co. 3pp. 62459:023-62459:025. 

9207290235 Forwards amend 184 to license DPR-49 & safety evaluation. Amend re- 
vises TS in accordance w/GL 89-01 by incorporating programmatic controls in AC 
section of TS. 

SHIRAKI,C.Y. Project Directorate III-3. 92/07/22. LIU,L Iowa Electric Light & Power 
Co. 2pp, 62557:322-62557:355. 

-9207290237 Amend 184 to license DPR-49,revi8ing TS in accordance w/requirements 
of GL 89-01 by incoporating programmatic controls in AC section of TS. 

SHIRAKI.C.Y. Project Diredorate III-3. 92/07/22. 30pp. 62557:323-62557:352. 

-9207290239 Safety evaluation swporting amend 184 to license DPR-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/22. 3pp. 
62557:353-62557:355. 

9207240234 Informs NRC that all necessary equipment & associated procedure modifi- 
cations necessary for coping w/SBO have been completed as required by 
10CFR50.63. 

FRANZ,J.F. Iowa Electric Light & Power Co. 92/07/23. MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation. Director (Post 870411). 2pp. 62498:350-62498:351. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010066 Forwards insp rept 50-331/92-12 on 920504-0608.Violation noted & being 
considered for further NRC enforcement action. 

NORELIUS.C.E. Region 3 (Post 820201). 92/06/23. LIU.L. Iowa Electric Ught & 
Power Co. 2pp. 62143:173-62143:176. 


-9207010073 Partially withheld insp rept 50-331/92-12 on 920504-0608 (ref 
10CFR73.21(c)(2)).Major areas inspected:physical security insp involving mgt 
support,protected & vital area-barriers & testing & maint. 

MADEDA.T.J., CREED.J.R., PEDERSON.C.D. Region 3 (Post 820201). 92/06/19. 2pp. 
62143:175-62143:176. 

9207010251 Forwards Safety Insp Rept 50-331/92-16 on 920622-25.No violations 
noted. 

SNELL.W.G. Region 3 (Post 820201). 92/06/26. LIU.L. Iowa Electric Light & Power 
Co. 2pp. 62254:063-62254:072. 

-9207010252 Insp Rept 50-331/92-16 on 920622-25.No violations noted. Major areas 
inspected:radiation protection program including organization & mgt controls, training & 
qualification of personnel.audits, surveillances & self-assessments. 

KOZAK.T.J., SNELL. W.G. Region 3 (Post 820201). 92/06/26. 8pp. 62254:065- 
62254:072. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Linos 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207100297 Forwards Safety Insp Rept 50-331/92-08 on 92041 3-1 7.No violations 
noted. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/02. LIU.L. Iowa Electric Light & 
Power Co. 2pp. 62331:27^2331:293. 

-9207100305 Insp rept 50-331/92-08 on 92041 3-1 7.No violations or deviations 
noted.Major areas inspected:licen8ee actions on previou^ identified items,review of 
actual emergency plan activations & operational status of EP program. 

PLOSKI.T., MCCORMICK-BARGE Region 3 (Post 820201). 92/07/02. 16pp. 
62331:278-62331:293. 

9207140130 Forwards exam rept 50-331 /OL-92-01 on 920608-12. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/07. LIU.L. Iowa Electric Ught & Power 
C^. 3pp. 62338:078-62338:089. 

-9207140136 Exam rept 50-331 /OL-92-01 on 920608-1 2.Exam re8ults:no individual fail- 
ures on any portion of exam & ali crews passed dynamic simulator portion of 
exam.Requalification program assigned overall rating of satisfactory. 

BIELBY.M.E., DOORNBOS.R.L, JORDAN, M.J. Region 3 (Post 820201). 92/07/07. 
9pp. 62338:081-62338:089. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207150039 Fonwards safety insp rept 50-331/92-11 on 920616-26 & notice of 
deviation.No violations noted.Deviation significant because of importance of assuring 
MOV capability under conditions of degraded voltage. 

RING,M.A. Region 3 (Post 820201). 92/07/10. LIU.L Iowa Electric Light & Power Co. 
2pp. 62335:059-62335:075. 

-9207150045 Notice of deviation from insp on 92061 6-26.Deviation noted: calculations 
of line voltage drops in worst case cables under conditions of degraded voltage 
showed that four MOVs motors would not be provided w/80% of rated motor voltage. 
RING.M.A. Region 3 (Post 820201). 92/07/10. Ip. 62335:061-62335:061. 

-9207150049 Insp rept 50-331/92-11 on 92061 6-26.No violations notod.Ono deviation 
noted.Major areas inspected: licensee response to generic Itr 89-10 & action on previ- 
ous insp findings. 

GAINTY,C.A.. ORSINI.C.N., SMITH.J.F. Region 3 (Post 820201). 92/07/09. 14pp. 
62335:062-62335:075. 

9207170184 Forwards insp rept 50-331/92-13 on 920429-0630 & notice of violation, 
GREGER.LR. Region 3 (Post 820201). 92/07/10. LIU.L. Iowa Electric Ught & Power 
Co. 2pp. 62446:300-62446:316. 

-9207170186 Notice of violation from insp on 920429-0630.Violation noted:licensee 
failed to calibrate recorder used for scram time testing during performance of surveil- 
lance test procedure 43D002 "Scram Insertion Time Test” 

GREGER.LR. Region 3 (Post 820201). 92/07/10. Ip. 62446:302-62446:302. 

-9207170188 Insp rept 50-331/92-13 on 920429-0630.No violations noted. Major areas 
inspected:licen8e event repts followup, rept review.mgt meetings.maint & operational 
safety. 

HAGUE,R.L Region 3 (Post 820201). 92/07/09. 14pp. 62446:303-62446:316. 

9207280344 Forwards response to violations noted in Insp Rept 50-331 /92-12.Re- 
sponso withhsici* 

-FmNZ.J.F. Iowa Electric Ught & Power Co. 92/07/23. DAVIS.A.B. Region 3 (Post 
820201). Ip. 62588:149-62508:149. 

9207290099 Responds to NRC Bulletin 92-001 re ability of Thermo-Lag 330 fire barrier 
sys to adequately protect electrical cabling in certain sizes of cable trays & 
conduitCompensatoiy measures for inoperable fire barriers implemented. 

FRANZ.J.F. Iowa Electric Light & Power Co. 92/07/23, MURLEY.T.E. Office of Nucle- 
ar Reactor Regulation, Director (Post 870411). 4pp. 62506:150-62506:153. 


R. Periodic operating reports 8i related correspondence 

9207220239 Monthly operating rept for June 1992 for DAEC.W/920715 Itr. 

TRAN.H., WILSON.D.L. Iowa Electric Light & Power Co. 92/06/30. 7pp. 62473:296- 
62473:302. 
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S. Reportable occurrences, LERe & related correspondence 

9207240245 LER 92-01 0-00:on 92061 7, RW pump circuit failure caused fire to break out 
in 1 B20 load center.Caused by inadequate review of breaker disconnect compatabiiity 
w/load ctr cubicle stabs in design.Procedural revisions re design made.W/920717 Itr. 
AXLINE.J.S.. WILSON.D.L Iowa Electric Light & Power Co. 92/07/17. DAVIS, A.B. 
Region 3 (Post 820201). 10pp. 62520:334-62520:343. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam, administered on 92061 ©.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207140130 Forwards exam rept 50-331 /OL-92-01 on 920608-12. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/07. LIU.L Iowa Electric Ught & Power 
Co. 3pp. 62338:078-62338:089. 

-9207140136 Exam rept 60-331 /OL-92-01 on 920608- 12. Exam results:no individual fail- 
ures on any portion of exam & all crews passed dynamic simulator portion of 
exam.Requalification program assigned overall rating of satisfactory. 

BIELBY.M.E., DOORNBOS.R.L, JORDAN.M.J. Region 3 (Post 820201). 92/07/07. 
9pp. 62338:081-62338:089. 

9207150041 Responds to 920529 Itr requesting opierator initial & requalification exam 
date changes in 1993.1nfomis that changes acceptable & NRC will work w/staff to 
establish specific exam dates. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/09. FRANZ, J.F. Iowa Electric Ught & 
Power Co. Ip. 62335:076-62335:076. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authori2ed representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT,G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 
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f. Security, medical, emergency & fire protection plane 
9207010024 Rev 23 to “Emergency Plan." 

* Power Authority of the State of New York (New York Power Authority). 92/06/05. 
57pp. 62202:099-62202:157. 

9207020295 Forwards "Evacuation Travel Time Estimates for JA FitzPatrIck/Nine Mile 
Point Emergency Planning Zone." 

SALMON,H.P.. FIRLIT,J.F. Power Authority of the State of New York (New York 
Power Authority). 92/06/17. Document Control Branch (Document Control Desk). 2pp. 
62242:001-62242:162. 

-9207020297 "Evacuation Travel Time Estimates for JA FitzPatrick/Nine Mile Point 
Emergency Planning Zone.” 

* Parsons, Brinckerhoff, Quada & Douglas, Inc. 92/02/29. 200pp. 62242:002- 
62242:162. 

9207060128 Forwards revised, new & temporary exemptions from 10CFR50,ai3> R,in ref 
to NRC itr dtd 920608 re meeting on 920528,to discuss results of new app R analysis 
&jx)tential exemptions needed as results of analysis. 

BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/06/26. Document Control Branch (Document Control Desk). 50pp. 62250:001- 
62250:051. 

9207150107 Revised EPIPs,includirig rev 8 to SAP-1, “Maint Emergency Preparedness,” 
& rev 12 to SAP-2, “Emergency Equipment Inventory.” 

* Power Authority of the State of New York (New York Power Authority). 92/07/09. 
60pp. 62389:266-62389:328. 

920717(X>35 Summarizes 920624 enforcement conference w/util in Region I ofc re vio- 
lations documented in insp repts 50-333/92-80 & 50-333/92-81 invol^ng fire protec- 
tion program & 10CFRS0.9 concerns involving ESW.Ust of attendees encL 
HODG^,M.W. Region 1 (Post 820201). 92/07/10. SALMON, H.P. Power Authority of 
the State of New York (New York Power Authority). 62pp. 62387:089-62387:150. 

9207160353 Ack receipt of 920612 Itr transmitting temporal addendum to physical se- 
curity plan.Changes consistent w/provisions of 10CFR50.54(p) & acceptable for inclu- 
sion in plan. 

JOYNEaJ.H. Region 1 (Post 820201). 92/07/13. BEEDLE.R. Power Authority of the 
State of New York (New York Power Authority). 3pp. 62413:355-62413:357. 

9207280011 Forwards response to SALP Rept 50-333/91-99.lmprovements planned for 
emergency preparedness program.lncludlng use of simulator,upgraded emergency 
action level8,addl training A changes to joint news ctr. 

SALMON, H.P. Power Authority of the State of New York (New York Power Authority). 
92/07/20. Document Control Branch (Document Control Desk). 21pp. 62567:003- 
62567:023. 

9207300168 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free from Rre 
Damage." Neither Thermo-Lag 330 fire barrier sys nor matls installed in ^her plant. 
BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/24. Document Control Branch (Document Control Desk). 2pp. 62665:349- 
62665:350. 


H. General correspondence 

9207170036 Responds to 920511 Itr re request from A Sweet for copies of plant diag- 
nostic evaluation team rept & assessment panels review of licensees results improve- 
ment program. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/01. BOEHLERT,S. 
House of Rep. 2pp. 62433:357-62433:361 . 


-9206040233 Forwards constituent A Sweet 920327 request for diagnostic team eval- 
uation rept & assessment panel detailed review of plant results improvement program. 
BOEHLERT.S. House of Rep. 92/05/11. RATHBUN.D. Office of Congressional Affairs 
(Post 91111 7). 3p. 62433:358-62433:361 . 

9207200302 Responds to 920617 Itr to D Rathbun, requesting info for constituent, F 
Adelsperger.on requirements for small businesses supplying technical svcs to nuclear 
power facilities. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/07/02. WALSH, J.T. 
House of Rep. 6pp. 62421:238-62421:252. 

-9207200306 Fonwards 920420 constituent Itr raising add! questions on requirements 
for small businesses supplying technical svcs to plants. 

WALSH,J.T. House of Rep. 92/06/17. RATHBUN.D. Office of Congressional Affairs 
(Post 911117). 5pp. 62421:244-62421:248. 

-9207200311 Requests, on behalf of constituent, F Adelsperger of Adelsperger 
Associates,info on policies affecting small businesses. 

WALSH,J.T. House of Rep. 92/05/07. RATHBUN.D. Office of Congressional Affairs 
(Post 91111 7). 3pp. 62421 :249-62421 :251 . 

9207130013 Comment supporting proposed rule 10CFR50.54 re receipt of byproduct & 
special nuclear matl. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/06. Docketing & Services Branch. 2pp. 62285:010-62285:011. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207220187 Forwards "JA FitzPatrick Nuclear Power Plant 1992 FSAR Update," con- 
sisting of revs to Chapter 17. “QA Program” to reflect title changes & update of cross 
refs of implementing documents. 

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/17. Document Control Branch (Document Control Desk). 2pp. 62457:001- 
62457:266. 

-9207220202 Revised "JA RtzPatrick Nuclear Power Plant 1992 FSAR Update." 

• Power Authority of the State of New York (New York Power Authority). 92/07/31. 
180pp. 62457:003-62457:266. 


P. Operating license stage documents & correspondence 

9207020313 Forwards requested rept ORNL/NOAC-266, “Review of Operating Experi- 
ence for FitzPatrick from Jan 1989 - Apr 1991.” 

RUBIN, S.D. Diagnostic Evaluation & Incident Investigation Branch. 92/06/25. 
GILMARTIN.H. Power Authority of the State of New York (New York Power Authority). 
1p. 62194:180-62194:226. 

-9207020317 "Review of Operating Experience for FitzPatrick from Jan 1989 - Apr 
1991." 

• Energy, Dept. of. FIN A-9135. ORNL/NOAC-266. 91/08/31. Office for Analysis & 
Evaluation of Operational Data, Director. 44pp. 62194:181-62194:226. 

9207020252 Advises that 911226 response to GL 88-20, suppi 4 re IPEEE at 
facility, acceptable. 

PUSSE,R.A. Project Directorate 1-1. 92/06/26. BEEDLE,R.E. Power Authority of the 
State of New York (New York Power Authority). 4pp. 62194:049-62194:052. 

9207070169 Summary of 920626 meeting w/util in Region I ofc in King of Prussia, PA to 
discuss current outage schedule at plant. W/list of attendees,viewgraphs & FitzPatrick 
Results Improvement Program info. 

COWGILL,C.J. Region 1 (Post 820201). 92/06/26. SALMON, H.P. Power Authority of 
the State of New York (New York Power Authority). 60pp. 62206:033-62206:092. 

9207090348 Discusses 920615-16 meeting re performance in operations, maint/ 
survelllance,engineering/technical support & safety assessment/quality verification 
functional areas at plant to be weak & warrant continued strong NYPA mat attention, 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/30. BRONS,J.C. 
Power Authority of the State of New York (New York Power Authority). 4pp. 
62269:304-62269:307. 

9207090284 Forwards request for addi info on hardened wetwell vent capability for 
plantper util response to GL 89-16. 

PLASSE,R.A. Project Directorate 1-1. 92/07/02. BEEDLE,R.E. Power Authority of the 
State of New York (New York Power Authority). 5pp. 62271:015-62271:019. 

9207150141 Responds to GL 89-10 re consideration of results of NRC sponsored tests 
of motor-operated valve8.Mod proposed to remove bypass line & 12MOv-80. 
BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/07. Document Control Branch (Document Control Desk). 6pp. 62399:209- 
62399:214. 

9207170089 Forwards response to GL 92-01, Rev 1 re reactor vessel integrity.SubmIttal 
delayed due to high workloads, since plants currently in outages. 

BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/09. Document Control Branch (Document Control Desk). 46pp. 62430:252- 
62430:297. 

9207170104 Requests addI info in order to complete review of amend dtd 920612 to 
increase authorized max power level to 2536 MWt from current limit of 2436 MWt 
MCCABE, B.C. Project Directorate 1-1. 92/07/13. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 4pp, 62403:067-62403:070. 

9207210114 Forwards amend 182 to license DPR-59 & safety evaluation. Amend re- 
flects removal of RV head spray portion of RHR sys. 

MCCABE, B.C. Project Directorate 1-1. 92/07/13. BEEDLE.R.E. Power Authority of the 
State of New York (New York Power Authority). 4pp. 62438:233-62438:243. 

-9207210120 Amend 182 to license DPR-59, removing RV head spray portion of RHR 
sys. 

CAPRA, R.A. Project Directorate 1-1. 92/07/13. 4pp. 62438:237-62438:240, 

-9207210125 Safety evaluation supporting amend 182 to license DPR-69. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/13. 3pp. 
62438:241-62438:243. 
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Q. inspection reports, IE Bulietlns & correspondence 

9206230193 NRC Info Notice 92-047, "intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

920626(K)43 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers," 

ROSS'.C.E. Division of Operational Events Assessment (Post 870411), 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006, 

9207140290 ProNndes results of reactor vessel head weld insp conducted during 1992 
refueling outage. 

BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/09. Document Control Branch (Document Control Desk). 5pp. 62398:332- 
62398:336. 

9207170035 Summarizes 920624 enforcement conference w/util in Region I ofc re vio- 
lations documented in insp repts 50-333/92-80 & 50-333/92-81 Involving fire protec- 
tion program & 10CFR50.9 concerns involving ESW.List of attendees encL 
HODGES, M.W. Region 1 (Post 820201). 92/07/10. SALMON,H.P. Power Authority of 
the State of New York (New York Power Authority). 62pp. 62387:089-62387:150. 

9207210336 Responds to NRC 92061 1 Itr re violations noted in insp rept 50-333/92-81 
on 92041 3-0501 .CDorrective actions:chlller condenser svs water/ESW pressure bound- 
ary has been reclassified as safety related & MCM-6A will be revised. 

SALMON,H.P. Power Authority of the State of New York (New York Power Authority). 
92/07/13. Document Control Branch (Document Control Desk). 11pp. 62471:247- 
62471:257. 


9207220060 LER 92-033-00:on 920617 & 25,determined that Type B local leak rate 
testing prc^ram per TS 4.7.A.2.b.1 for primary containment penetrations contained 
defIciency.Caused by personnel error. Procedures changed.W/920717 Itr. 
CHILDS.W.V., SALMON, H.P, Power Authority of the State of New York (New York 
Power Authority). 92/07/17. 7pp. 62481:129-62481:135. 

9207310109 LER 92-034-00:on 920623, circuit breaker supplying power to five non- 
safety load ctrs tripped.Caused by failure of transformer.Transformer will be replaced 
& operating procedures will be revised.W/920723 Itr. 

CHILDS.W.V., SALMON,H.P, Power Authority of the State of New York (New York 
Power Authority). 92/07/23. 15pp. 62683:094-62683:109. 

9207310102 LER 92-037-00:on 920626,determined that two RHR & two CR contain- 
ment isolation valves would not allow remote control closure.Caused by design 
error.Design mods to identified valves in pro9ress.W/920724 Itr. 

CHILDS.VV.V., SALMON,H.P. Power Authonty of the State of New York (New York 
Power Authority). 92/07/24. 5pp. 62683:089-62683:093. 

9207310129 LER 92-036-00:on 920626,determined that RCIC vacuum breaker line inad- 
equately protected against HELB effects.Caused by erroneous design basis 
analysis.Restraint will be installed on RCIC steam supply line.W/920724 Itr. 
CHILDS,W.V., SALMON,H.P. Power Authority of the State of New York (New York 
Power Authority). 92/07/24. 5pp. 62683:110-62683:114. 


V. Operator Examinations 


9207170049 Notifies that administration of RO & SRO licensing exams scheduled for 
wks of 921026 & 1102.Provides info re exams. 

CONTE,R.J. Region 1 (Post 820201). 92/07/10. SALMON,H.P. Power Authority of the 
State of New York (New York Power Authority). 13pp. 62387:164-62387:176. 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9207270002 Forwards summary of IGSCC insp during 1 992 refueling outage. Core spray 
piping B in primary containment replaced w/347 modified stainless 
steeI.EIectrochemical potential monitoring sys installed in reactor water recirculation 
sys. 

BEEDLE,R.E. Power Authority of the State of Now York (New York Power Authority). 
92/07/17. Document Control Branch (Document Control Desk). 5pp. 62516:274- 
62516:278. 

9207280011 Forwards response to SALP Rept 50-333/91 -99. Improvements planned for 
emergency preparedness program,lncluding use of simutator,upgraded emergency 
action leveis,addl training & changes to joint news ctr. 

SALMON,H.P. Power Authority of the State of New York (New York Power Authority). 
92/07/20. Document Control Branch (Document Control Desk). 21pp. 62567:003- 
62567:023. 

9207300168 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Neither Thermo-Lag 330 fire barrier sys nor matls installed in either plant. 
BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
92/07/24. Document Control Branch (Document Control Desk). 2pp. 62665:349- 
62665:350. 


9207080036 Fonwards emergency preparedness insp repts 50-334/92-14 & 50-412/92- 
13 on 920609-1 0.No safety inadequacies or violations noted. 

JOYNER,J.H. Region 1 (Post 820201). 92/06/24. SIEBER.J.D. Duquesne Ught Co. 
4pp. 6221 8:287-6221 8:301 . 


-9207080044 Emergency preparedness insp repts 50-334/92-14 & 50-412/92-13 on 
920609-10. No violations not^. Major areas insp:annual, full-participation exercise. 
ECKERT, L, MCCCABE,E. Region 1 (Post 820201). 92/06/24. 11pp. 62218:291- 
62218:301. 


9207X^301 Forwards Rev 15 to physical security plan.Rev withheld (ref 10CFR2.790(d) 

SIEBER.J.D. Duquesne Light Co. 92/06/30. Document Control Branch (Document 
Control Desk). 2pp. 62451:326-62451:327. 


9207100074 Advises that util 911213 request for authorization to use BioPak 240P res- 

g lrator to provide respiratory protection during fire fighting activities within containment 
Idas at planLacceptable. 

CALVO,J.A. Division of Reactor Projects - I/ll (Post 870411). 92/07/06. SIEBER.J.D. 
Duquesne Light Co. 4pp. 62284:282-62284:289. 


R. Periodic operating reports & related correspondence 

9207140038 Final "SPDES Annual Biological Monitoring Rept JA FitzPatrick Nuclear 
Power Plant 1991.” W/920709 Itr. 

SALMON,H.P., JINKS,S.M., KOENEKE.A. Power Authority of the State of Now York 
(New York Power Authority). 92/06/30, COLQUHOUN.J. New York. State of. 79pp. 
62395:103-62395:182. 

9207160170 Monthly operating rept for June 1992 for FitzPatrick Nuclear Power 
Plant.W/920713 Itr. 

FLAGG.R., SALMON.H.P. Power Authority of the State of New York (New York Power 
Authority). 92/06/30. 5pp. 62423:343-62423:347. 


S. Reportable occurrences, LERs & related correspondence 

9207020156 LER 92-028-00:on 920521, potential failure of both RHR/LPCI sys occurred 
due to injection valve operator motor pinion key failure.Replacement keys stored in 
warehouse.W/920622 Itr. 

CHILDS,W.V., SALMON.H.P. Power Authority of the State of New York (New York 
Power Authority). 92/06/22. 8pp. 62292:065-62292:073. 

9207020144 LER 92-008-01 :on 920129,determined that primary containment isolation 
valve steam packing not subjected to LLRT following maint on valves.Caused by inad- 
equacy of original LLRT program.Special LLRT performed.W/920624 Itr. 

CHILDS,W.V., SALMON.H.R Power Authority of the State of New York (New York 
Power Authority). 92/06/24. 5pp. 62292:060-62292:064. 

9207020136 LER 92-029-00:on 9201 27.failure to submit 30-day special rept re carbon 
dioxide fire suppression dampers tagged out for maintCaused by failure to track 
LCO.Procedure change implemented.W/920626 Itr. 

CHILDS.W.V., SALMON.H.P. Power Authority of the State of New York (New York 
Power Authority). 92/06/26. 4pp. 62292:056-62292:059. 

9207140159 LER 92-032-00:on 920605,determined that portion of primary containment 
isolation logic had not been tested due to procedural deficiency.Surveillance test pro- 
cedure will be corrected.W/920706 Itr. 

CHILDS.W.V., SALMON.H.P. Power Authority of the State of New York (Now York 
Power Authority). 92/07/06. 5pp. 62437:200-62437:204. 

9207140165 LER 92-031 -00:on 920605, false high area temp signal caused automatic 
HPCI isolation logic sIgnal.Caused by bowing of supports bars.Support bars straight- 
ened & printed circuit card fully inserted.W/920706 Itr. 

CHILDS.W.V.. SALMON.H.P. Power Authority of the State of New York (New York 
Power Authority). 92/07/06. 5pp. 62437:205-62437:209. 


—9207100087 Environ assessment & finding of no significant impact re authorization to 
use BioPak 240P respirator for respiratory protection during fire fighting activities at 
plant.EIS would not be prepared for proposed action. 

CALVO,J.A, Division of Reactor Projects - I/ll (Post 870411). 92/06/25, 4pp. 
62284:286-62284:289. 

9207220299 Forwards Resident Insp Repts 50-334/92-15 & 50-412/92-14 on 920526- 
0701 .Two licensee-identified violations noted but not cited. Violations involve failure to 
maintain locked high radiation area barrier door & to perform post-maint testing. 
BLOUGH.A.R. Region 1 (Post 820201). 92/07/16. SIEBER.J.D. Duquesne Ught Co. 
3pp. 62474:204-62474:221. 

-9207220301 Safety Insp Repts 50-334/92-15 & 50-412/92-14 on 920526-0701 .Viola- 
tions noted but not cited.Major areas inspected:plant operations,radiotogical 
controls,emergency preparedness.security & engineering & technical support. 

ROGGE, J. Region 1 (Post 820201). 92/07/15. 15pp. 62474:207-62474:221. 

9207280093 Notification of significant licensee meeting 92-122 w/util on 920814 to dis- 
cuss fire protection capabilities & technical support center habitability. 

ROGGE, J. Region 1 (Post 820201). 92/07/23. Region 1 (Post 820201). 3pp. 
62488:216-62488:218. 


P. Operating license stage documents & correspondence 

9207080173 Advises that licensee selected IPEEE methods as described in 911220 re- 
sponse to generic Itr 68-20,acceptable. 

DEAG/VZIO,A. Project Dir^orate I-4. 92/06/30. SIEBER.J.D. Duquesne Light Co. 
3pp. 62260:001-62260:003. 

9207150345 Responds to GL 92-01 re NRC verification of compliance w/licensing basis 
concerning reactor vessel fracture toughness & matl surveillance for RCPB. 
SIEBER.J.D. Duquesne Light Co. 92/07/08. Document Control Branch (Document 
Control Desk). 42pp. 62405:317-62405:358. 

9207240250 Forwards 10CFR50.46 rept of changes or errors in ECCS evaluation 
models. 

SIEBER.J.D. Duquesne Light Co. 92/07/20. Document Control Branch (Document 
Control Desk). 26pp. 62515:333-62515:358. 

9207280093 Notification of significant licensee meeting 92-122 w/util on 920814 to dis- 
cuss fire protection capabilities & technical support center habitability. 

ROGGE.J. Region 1 (Post 820201). 92/07/23. Region 1 (Post 820201). 3pp. 
62488:216-62488:218. 
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Q. In8p«ctton reports, IE Bulletins & correspondence 

9207080036 Forwards emergency preparedness insp repts 50-334/92-14 & 50-412/92- 
inadequacies or violations noted. 

4pMl2i8!2'87-622r8'3or° SIEBER,J.D. Duquesne Ught Co. 

prepwodness insp repts 50-334/92-14 & 50-412/92-13 on 
crSfcDT I areas insp:annual, full-participation exercise. 
62218^01 ’ 1 (Post 820201). 92/06/24. 11pp. 622‘\&:2Q-i- 


*^PIan? Protective 92-047. ‘‘Intentional Bypassing of Automatic Actuation of 

ROSSI.C.E. DMsion of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 


9206200043 NTO Info Notice 92-048. “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 


92^290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 


920702W33 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Gase Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co, of New York, Inc. 6pp. 62480:001 -62480:006. 


9207220299 Forwards Resident Insp Repts 50-334/92-15 & 50-412/92-14 on 920526- 
0701. Two licensee-identified violations noted but not cited. Violations involve failure to 
maintain locked high radiation area barrier door & to perform post-maint testing. 
BLOUQH,A.R. Region 1 (Post 820201). 92/07/16. SIEBER.J.D. Duquesne Ught Co. 
3pp. 62474:204-62474:221, 


-<9207220301 Safety Insp Repts 50-334/92-15 & 50-412/92-14 on 920526-0701 .Viola- 
tions noted but not cited.Major areas inspected:plant operations, radiological 
controls, emergency preparedness.security & engineering & technical support. 

ROGGE, J. Region 1 (Post 820201), 92/07/15, 15pp, 62474:207-62474:221. 


9207280099 Forwards supplement to 920612 response to Electrical Distribution Sys 
Functional Insp Repts 50-334/91-80 & 50-41 2/91 -SO.Corrective actlons:degraded grid 
relay setpoints will be addressed via upgrade of calculations. 

SIEBER.J.D. Duquesne Light Co. 92/07/20. Document Control Branch (Document 
Control Desk). 3pp. 62668:345-62568:347. 


R. Periodic operating reports & related correspondence 


9207020185 "NPDES Monthly Rept for Beaver Valley Power Station for May 1992.” 
NOONAN, T.P. Duquesne Light Co. 92/05/31. 36pp. 62221:291-62221:326. 

9207140322 Monthly operating repts for June 1992 for Beaver Valley Power Station 
Units 1 & 2.W/920710 Itr. 

JONES, D.T., SIEBER,J.D. Duquesne Light Co. 92/06/30. 9pp. 62385:152-62385:160. 


8. Reportable occurrences, LERs & related correspondence 

92071S0335 Final Part 21 rept re failure of Byron Jackson River water pump 
coupling8,lnitially reported on 91 11 21 .Couplings failed in svc due to lack of 
tou^ness.Couplings examined & suspect matl removed from svc. 

NOONAN, T.P. Duquesne Light Co. 92/07/07. Document Control Branch (Document 
Control Desk), 6pp. 62399:356-62399:361. 

9207140226 LER 92-006-00:on 92061 3,discovered north bam'er do^jr to East Valve 
Trench Area unlocked.Caused by failure to properly verify that high radiation area bar- 
rier door locked upon exitDoor locking mechnism checked. W/920710 Itr. 
NOONAN,T.P. Duquesne Light Co. 92/07/10. 7pp. 62437:267-62437:273. 


V. Operator Examinations 

9207170160 Forwards exam forms A & B, answer key for A & B exams, summary & can- 
didates individual answer sheet from 920610 generic fundamentals exam 
section.Results should be forwarded to applicants.W/o end. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/08. BURNS.T.W. Duquesne Ught 
Co. 2pp. 62431:360-62431:361. 


DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 


F. Security, medical, emergency tk fire protection plane 

9207270265 “St Lucie Nuclear Power Plant 1992 Emergency Preparedness Evaluated 
Ex0fcls© ** 

• Florida Power & Light Co. 92/02/12. 500pp. 62534:001-62535:017, 

9207010288 Forwards SALP Repts 50-335/92-06 & 50-389/92-06 covering 901101- 
920502.C>>mmend8 util for superior performance. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/12. GOLDBERG, J.H. Florida Power & 
Light Co. 5pp. 62230:296-62230:328. 

-9207010289 SALP Repts 50-335/92-06 & 50-389/02-06 covering 901101 to 
920502.Category 1 rating assigned in areas of plant operations.radioiogical 
controls, emergency preparedness, security & engineering/technical support. 

* Region 2 (Post 820201). 92/06/12. 29pp. 62230:300-62230:328. 

9207170066 Rev 7 to HP-203, “Personnel Access Control During Emergencies." 

SAGER, D.A. Florida Power & Ught Co. 92/07/10. 33pp. 62430:298-62430:330. 


9207300239 Responds to NRC Bulletin 92-001, "Thermo-Lag 330 Fire Barrier Sys” 
Compensatory measures implemented in areas containing subj fire barrier 
matf.including roving fire watch & verification of fire detector operability. 

SAGER, D.A. Florida Power & Light Co. 92/07/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62665:352-62665:356. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207100191 Amend 11 to St Lucie Unit 1 updated FSAR.W/920706 Itr. 

SAGER,D.A. Florida Power & Light Co. 92/07/31. 1,200pp. 62368:001-62369:290. 


P. Operating license stage documents & correspondence 

9207060054 Discusses review of response to generic Itr 88-20, suppi 4 re 
IPEEE.Aftemate methods proposed in 911223 response acceptable. 

NORRIS, J.A., RAGHAVAN.L. Project Directorate II-2. 92/06/25. GOLDBERG J H 
Florida Power & Light Co. 4pp. 32204:209-62204:212. ’ ‘ ' 

9207100050 Discusses 920615-16 senior managers meeting to evaluate nuclear safety 
performance of operating reactors,fuel facilities & other matls licensees. Plant was 
noted w/high level of safety performance & met criteria for recognition. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/30 

GOLDBERG,J.H. Florida Power & Light Co. 4pp. 62367:198-62367:201. 

9207080119 Forwards response to GL 92-01, Rev 1, “Reactor Vessel Structural Integri- 
ty.” 

BOHLKE.W.H. Florida Power & Light Co. 92/07/01. Document Control Branch (Docu- 
ment Control Desk). 18pp. 62276:287-62276:304. 

9207080123 Forwards rept of unsatisfactory performance testing incident,per 
10CFR26.Rept details investigative analysis of unsatisfactory blind specimen 
results, identification of cause & corrective actions.Rept withheld. 

BOHLKE.W.H. Florida Power & Ught Co. 92/07/01. Document Control Branch (Docu- 
ment Control Desk). Ip. 62275:354-62275:354. 

9207200203 Informs that util currently does not plan to replace or downgrade qualifica- 
tion of safety injection tank level & pressure instruments, in response to NRC 920401 
Itr re Reg Guide 1 .97. 

SAGER, D.A. Florida Power & Light Co. 92/07/14. Document Control Branch (Docu- 
ment Control Desk). 1 p. 62451 :323-62451 :323. 


Q. Inspection reports, IE Bulletins & correspondence 


9207010288 Forwards SALP Repts 50-335/92-06 & 50-389/92-06 covering 901101- 
920502.Commends util for superior performance. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/12. GOLDBERG, J.H. Florida Power & 
Light Co. 5pp. 62230:295-62230:328. 

-9207010289 SALP Repts 50-335/92-06 & 50-389/92-06 covering 901101 to 
920502.Category 1 rating assigned in areas of plant operations.radioiogical 
controls, emergency preparedness, security & engineering/technical support. 

* Region 2 (Post 820201). 92/06/12. 29pp. 62230:300-62230:328. 

9207020007 Forwards insp rept 50-335/92-09 & 50-389/92-09 on stated dates & for- 
wards notice of violations. 

JULIAN, C.A. Region 2 (Post 820201). 92/06/18. GOLDBERG, J.H. Florida Power & 
Light Co. 4pp. 62234:189-62234:209. 

-92070200^ Notice of violation from insp on stated dates ending 920522. Violations 
not6d:during inservice inspection of ASME code, determined that licensee failed to 
follow liquid penetrant exam procedures. 

* Region 2 (Post 820201). 92/06/18. 2pp. 62234:193-62234:194. 

-9207020040 Insp repts 50-335/92-09 & 60-389/92-09 on stated dates. Violations 
noted.Major areas lnspected:ISI followup on Generic Ltr 89-08 & Info Notice 91-031. 
KLEINSORGE.W.P., BLAKE.J.J. Region 2 (Post 820201). 92/06/04. 15pp. 62234:195- 


9207220081 Discusses NRC 920630 SALP meeting. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/18. KINDRED, T. St. Lucie County, FL 
5pp. 62432:212-62432:216. ^ 

9207010179 Notification of significant licensee meeting w/util on 920630 to discuss 
SALP presentation. 

LANDIS.K.D. Region 2 (Post 820201). 92/06/19. Region 2 (Post 820201). 3pp. 
62234:306-62234:308. 

9207020110 Ack receipt of 920518 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-335/92-05 & 50-389/92-05.Response meets requirements of 
10CFR2.201. 

SINKULE.M.V. Region 2 (Post 820201). 92/06/19. GOLDBERG, J.H. Florida Power & 
Light Co. 2pp. 62219:355-62219:356. 

9207010196 Forwards insp repts 50-335/92-12 & 50-389/92-12 on 920518- 22.No vio- 
lations noted. 

CLIN^W.E. Region 2 (Post 820201). 92/06/20. GOLDBERG, J.H. Florida Power A 
Light Co. 5pp. 62234:063-62234:076. 

-9207010200 Insp repts 50-335/92-12 & 60-389/92-12 on 92051 8-22.No violations 
noted.Major areas inspected:radiation protection program. 

POTTER,J.P., SHORTRIDGE.R.B. Region 2 (Post 820201). 92/06/18. 9pp, 

62234‘06ft-6PP.'?4!07f? 


9208230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 


920714W198 Expresses appreciation for review of SALP rept & participation in SALP 
meeting on 920630.No changes to SALP rept warranted due to lack of corrective 
comments.Meeting summary.SALP presentation slides & SALP response Itr end. 
EBNCTER.S.D. R^ion 2 (Post 820201). 92/07/01. GOLDBERG.J.H. Florida Power A 
Light Co. 32pp. 62311:185-62311:216. 
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©2W2@0043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207170198 Forwards Insp Repts 50-335/92-10 & 50-389/92-10 on 920503-0608.No 
violations or deviations noted. 

SINKULE.M.V. Region 2 (Post 820201). 92/07/07. GOLDBERG. J.H. Florida Power & 
Light Co. 2pp. 62440:223-62440:236. 

-9207170201 Insp Repts 50-335/92-10 & 50-389/92-10 on 920503-0608.No violations 
or deviations noted.Major areas inspected:areas of plant operations review.maint 
observations.surveillance observations & Unit 2 outage activities. 

ELROD.S.A., SCOTT.M.A.. LANDIS, K.A. Region 2 (Post 820201). 92/07/07. 11pp. 
62440:225-62440:236. 

9207020233 NRC Into Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207210324 Responds to violations noted in Insp Repts 50-335/92-09 & 50-389/92- 
09.Corrective actions:contractor orientation procedure will be developed w/emphasis 
on attention to detail & procedure compliance. 

GOLDBERG.J.H. Florida Power & Light Co. 92/07/16. Document Control Branch 
(Document Control Desk). 3pp. 62459:341-62459:343. 

92073(M)239 Responds to NRC Bulletin 92-001, “Thermo-Lag 330 Fire Barrier Sys.” 
Compensatory measures Implemented in areas containing subj fire barrier 
matl.including roving fire watch & verification of fire detector operability. 

SAGER,D.A. Florida Power & Light Co. 92/07/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62665:352-62665:356. 


R. Periodic operating reports & related correspondence 

9207160192 “Rept of 10CFR50.59 Plant Changes for 910123-920122." W/ 920710 Itr. 
SAGER, D.A. Florida Power a Light Co. 92/01/22. 109pp. 62430:001-62430:109. 

9207160165 Monthly operating repts for June 1 992 for St Lucie Units 1 a 2.W/920709 
Itr. 

BREEN.J.J., SAGER.D.A. Florida Power a Light Co. 92/06/30. 10pp. 62423:289- 
62423:298. 


S. Reportable occurrences, LERs & related correspondence 

9207310207 Special rept:on 920630, DG 1A declared out of svc in order to perform pre- 
ventative maint on air start sys.Caused by spurious operation of trip which is bypassed 
In emergency operating mode.Temp switches repaired a reinstalled. 

SAGER, D.A. Florida Power a Light Co. 92/07/27. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62618:345-62618:346. 

9207310222 LER 92-005-00:on 920629, discovered that EDG IB declared out of svc on 
920618 w/o two operable flow paths a w/o required vol in boric acid makeup 
tank.Cau8ed by personnel error. Personnel counseled a pump returned to svc.W/ 
920729 Itr. 

SMITH, G.D., SAGER.D.A. Florida Power a Light Co. 92/07/29. 5pp. 62683:290- 
62683:294. 


V. Operator Examinations 

9207220068 Advises that arrangements made for evaluation of requalification program 
a licensed personnel during wks of 921026 a 1102.Encl ref mails should be furnished 
in order for examiners to adequately prepare for visit. 

PEEBLES,T.A. Region 2 (Post 820201). 92/07/15. GOLDBERG.J.H. Florida Power a 
Ught Co. 9pp. 62432:188-62432:196. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


P. Security, medical, emergency a fire protection plane 

9207010235 Revised EPIPs,includlng rev 16 to EPIP 4211, “On-Call Procedure" a Rev 
10 to EPIP 4610, “Communications - Radiopaging a Callback Monthly Drill." 

* Northeast Nuclear Energy Co. 92/06/24. 47pp. 62224:192-62224:239. 

9207150074 Forwards safety insp repts 50-245/92-17,50-336/92-19 a 50-423/92-1 7.No 
violations noted. 

ANDERSON, C. Region 1 (Post 820201). 92/07/06. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62335:088-62335:097. 

-9207150078 Insp repts 50-245/92-17,50-336/92-19 a 50-423/92-17 on 920608-12.No 
violations notea.Major areas in8pected:8tandby, starting, operating a shutdown a maint 
of emergency diesel generator units. 

WOODARD.C.H. Region 1 (Post 820201). 92/07/01. 7pp. 62335:091-62335:097. 

9207280204 Fonvards draft exercise controller manual for onsite emergency prepared- 
ness partial participation exercise at facilities scheduled on 92091 5, for NRC 
review.Ck>mment8 requested by 92081 4.W/o end. 

OPEKA,J.F. Northeast Nuclear Energy Co. OPEKA,J.F. Northeast Utilities. 92/07/17. 
MCCABE,E.C. Region 1 (Post 820201). 2pp. 62562:124-62562:125. 

9207280224 Forwards insp repts 50-245/92-13.50-336/92-14 a 50-423/92-13 on 
920503-0613 a forwards notice of violation.Good performance noted for several 
activities, including actions to address static pressure effects of Veritrak transmitters. 
BLOUGH,A.R. Region 1 (Post 020201). 92/07/22. OPEKA.J.F. Northeast Nuclear 
Energy Co. 3pp. 62497:070-62497:1 07. 

-9207280258 Insp repts 50-245/92-13,50-336/92-14 a 50-423/92-13 on 920503- 
oeiS.Violations noted.MaJor areas in8pected:plant operations, radiological 

controls, maint, surveillance, security .outage activities a licensee self-assessment. 
DOERFLEIN.lt. Region 1 (Post 820201). 92/07/22. 33pp. 62497:075-62497:107. 


9207280234 Revised EPIPs, including rev 21 to CONI 1.01, rev 41 to CONI 1.02.rev 10 to 
CONI 1.06,rev 2 to CONI 1.07, rev 17 to CONI 4.10,rev 21 to CONI 5.01 .rev 3 to CONI 
7.01, rev 25 to CONI 10.01 a rev 6 to CON1 13.01. 

* Northeast Utilities. 92/07/24. 125pp. 62562:156-62562:316. 

9207310103 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Cable Trays a Small Conduits Free from Fire 
Damage." 

ROMBERG, W.D. Connecticut Yankee Atomic Power Co. 92/07/27. Document Control 
Branch (Document Control Desk). 13pp. 62612:330-62612:342. 


G. Adjudicatory correspondence 

9207020087 Memorandum a order (requesting addi info).* AddI listed info re leave to 
intervene a request for hearing in response to FR notice on 920428 requested.W/ 
Certificate of Svc.Served on 920625. 

SMITH.I.W. Atomic Safety a Licensing Board Panel. #392 13039. 92/06/23. 
MARUCCI,M.E. Earthvision, Inc. PRAY.M.J. Pray, M.J. 4pp. 62182:143-62182:146. 

9207020176 Motion to amend petition to intervene a motion for leave to file addi affida- 
vit by Cooperative Citizens Monitoring Network.* W/CJertificate of Svc.Served on 
920630. 

MARUCCl.M.E., KUSMIT.D., 2ALESNY.P. Affiliation Not Assigned. #392 13048. 92/ 
06/23. Commissioners (Post 750119). 6pp. 62182:051-62182:056. 

9207090097 Requests hearing a intervenor status on plant re proposed decision to rule 
that license amend requested by util for redesign of spent fuel pool does not involve 
significant hazards risk.W/Certificate of Svc.Served on 920702. 

GRIFFITHS,R. Cooperative Citizens’ Monitoring Network (CCMN). GRIFFITHS, R. 
Earthvision, Inc. #392 13072. 92/06/29. Docketing a Services Branch. 5pp. 
62266:261-62266:265. 

9207020149 Memorandum a order.* Forestalls filing of unnecessary a redundant plead- 
ings in intervention phase of proceeding due to motions filed on behalf of Cooperative 
Citizens Monitoring Network-W/Certificate of Svc.Served on 920701. 

SMITH,I. Atomic Safety a Licensing Board Panel. #392 13049. 92/06/30. Coopera- 
tive Citizens' Monitoring Network (CCMN). 4pp. 62182:147-62182:150. 

9207090121 Forwards technical documents re spent fuel pool design change which is 
subj of requests filed by M Marucci, Earthvision a M Pray. 

HULL.J.T. Office of the General Counsel (Post 860701). #392 13058. 92/07/01. 
SMITH.I.W., KLINE,J.R., KELBER.C.N. Atomic Safety a Licensing Board Panel. 38pp. 
62266:323-62266:361. 

9207200040 Forwards plant proposed rev to TS re spent fuel pool reactivity a FSAR 
section 14.7.4.3.1 a table 14.7.4-1 in response to 920623 order.Copy of 920604 SER 
a suppi to 920416 amend request will be forwarded.W/Cerlificate of svc. 
REYNOLDS.N.S. Northeast Nuclear Energy Co. REYNOLDS.N.S. Winston a Strawn. 
#392 13099. 92/07/01. Atomic Safety & Licensing Board Panel. 7pp. 62404:029- 
62404:065. 

9207100036 Responds to 920622 Itr re design change of spent fuel pool at 
facility.Comments on arguments presented In JT Hull a bJ Reis Itrs.W/Certificate of 
Svc.Served on 920708. 

PRAY.M.J. Affiliation Not Assigned. #392 13081. 92/07/02. Docketing a Services 
Branch. 3pp. 62270:078-62270:080. 

9207270098 Provides rev 0 to LER 92-003 re spent fuel pool criticality analysis error, in 
response to Board 920630 memorandum a order.Requests that RM Kacich be added 
to svc list for proceeding.W/Certificate of Svc. 

REYNOLDS, N.S. Northeast Nuclear Energy Co. REYNOLDS,N.S. Winston a Strawn. 
#392 13109. 92/07/08. SMITH,I.W., KELBER.C.N., KLINE, J.R. Atomic Safety a Li- 
censing Board Panel. 4pp. 62476:177-62476:184. 

9207270103 Submits addi refs served on Board a participants in amend proceeding on 
920701. Secretary of Ckimmission added to svc list for proceeding.Related correspond- 

MACEVOY.J.A. Northeast Nuclear Energy Co. MACEVOY,J.A. Winston a Strawn. 
#392 13110. 92/07/14. Office of the Secretary of the Commission. Ip. 62476:196- 
62476:196. 

9207270112 Memorandum a Order.* Extends 920630 order to include answers to listed 
pleadings a to other intervention pleadings which may be filed until order issued pro- 
viding general pleading schedule. W/Certificate of Svc.Served on 920716. 

SMITH.I.W. Atomic Safety a Licensing Board Panel. #392 13106. 92/07/15. 4pp. 
62476:203-62476:206. 


H. General correspondence 

9207180081 Comment on proposed rule 10CFR50 re loss of all alternating current 
power a draft reg guide 1.9, task DG-1 021. Opposes rule. 

OPEKA,J.F. Northeast Utilities. 92/07/06. CHILK,S.J. Office of the Secretary of the 
Commission. 5pp. 62375:091-62375:095. 

9207100086 Forwards licensee 920611 a NRC 920617 replies exposing 920601 re- 
quest for hearing on Amend 158 to License DPR-65, changing Tss to modify existing 
two region configuration of spent fuel pool to consist of three regions. 

MURLEY.T.E, CWice of Nuclear Reactor Regulation, Director (Post 870411). 92/07/ 
08. MARUCCI.M.E. Affiliation Not Assigned. 4pp. 62334:145-62334:258. 

-9207100098 Licensee Northeast Nuclear Energy Co reply to request for hearing a pe- 
titions to intervene by ME Marucci a Earthvision.Inc.Util requests subj request be 
denied. 

REYNOLDS.N.S. Northeast Nuclear Energy Co. REYNOLDS.N.S. Winston a Strawn. 
92/06/11. 19pp. 62334:149-62334:167. 

-9207100101 NRC staff response to M Marucci request for hearing.Request denied. 
HULLJ.T. NRC - No Detailed Affiliation Given. 92/06/17. 11pp. 62334:168-62334:184. 

-9207100106 Forwards ME Marucci 920602 Itr expressing concerns re facility for 
review a response. 

WEICKER.LP. Connecticut, State of. 92/06/12. THE CHAIRMAN, SELIN.I. Commis- 
sioners (Post 750119). 7pp. 62334:105-62334:191. 
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-9207100113 Requests that extension of time be granted for filing papers for hearing re 
proposed design/configuration change to facility on behalf of constituent ME Marucci. 
LIEBERMAN.J.I. Senate. 92/05/28. THE CHAIRMAN, SELIN, I. Commissioners (Post 
750119). Ip. 62334:192-62334:192. 


9207210071 Notification of significant licensee meeting 92-118 w/util on 920720 to dis- 
cuss performance enhancement program. 

DOERFLEIN,LT. Region 1 (Post 820201). 92/07/09. Region 1 (Post 820201). 3pp. 
62419:355-62419:357. 


-9207100115 Requests public hearing on 920428 FR,requesting amend to license at 
Millstone Nuclear Power Station Unit 2. ^ ^ 

NOWICKi,P.R. Earthvision, Inc. 92/05/27. Docketing & Services Branch. Ip. 
62334:193-62334:193. 

“9207100118 Requests hearing to express concerns re unacceptable hazards risk If 
Millstone Unit 2 spent fuel pool were to be utilized under planned conditions to occur 
on 920614. « « . 

MARUCCI,M.E. Affiliation Not Assigned. 92/05/28. Docketing & Services Branch. Ip. 
62334:194-62334:194. 


-9207100121 Responds to 920528 & 0610 Itrs re request for hearing filed by ME 
Marucci,in connection w/amend to license for Millstone Nuclear Power Plant,Unit 2. 
RATHBUN,D.K, Office of Congressional Affairs (Post 911117). 92/06/26. 

L1EBERMAN.J.I. Senate. 2pp. 62334:195-62334:227. 


-9207100131 Ack receipt of 920610 ltr,transmltting constituent ME Marucci Itr re 
facility.NRC working on response to Itr. ^ 

RATHBUN.D.K. Office of Congressional Affairs (Post 911117). 92/06/12. 
L!EBERMAN,J.I. Senate. 1p. 62334:228-62334:228. 


-9207100134 Forwards Itr from constituent ME Marucci, informing that NRC denied re- 
quest for hearing re proposed design/configuration change at facility.Requests investi- 
gation of issues related to mgt of spent fuel pools in proposed plan. 

LIEBERMAN,J.f. Senate. 92/06/10. TAYLOR.J.M. Ofc of the Executive Director for 
Operations. Ip. 62334:229-62334:255. 

-9207100141 Ack receipt of 920612 Itr from Selin, forwarding ME Marucci Itr re 
facility.NRC working on response & copy of reply will be forwarded as soon as possi- 
ble. 

KAMMERER.C. Office of State Programs (Post 911117). 92/06/25. WEICKER,LP. 
Connecticut, State of. 3pp. 62334:256-62334:258. 


I. Financial information 

9207060232 Forwards listing of nuclear engineering & operations & maint budgets & 
projections for 1993,1994 & 1995. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Northeast Utilities. 92/06/30. TAYLOR.J.M. Ofc of the Execu- 
tive Director for Operations. 5pp. 62254:354-62254:358. 


P. Operating iicenae stage documents & correspondence 

9207080085 Summary of 92061 1 meeting w/util in King of Prussia.PA re util PEP.Ust of 
attendees & handout describing licensees presentation end. 

HEHL.C.W. Region 1 (Post 820201). 92/06/22. OPEKA.J.F. Northeast Nuclear Energy 
Co. 55pp. 62218:011-62218:067. 

-9207080093 Submits Millstone Assessment Panel (MAP) responsibilities re 
charter. MAPs purpose to assist in coordination of NRC resources for performance 
monitoring & assessment of plant. 

MARTIN, T.T. Region 1 (Post 820201). 92/05/27. WIGGINS, J.T. Region 1 (Post 
820201). 2pp. 62218:066-62218:067. 

9207060043 Discusses review of response to generic Itr 88-20,suppl 4 re 
IPEEE.Selected IPEEE methods acceptable. Requests submittal schedule results be 
subitted in more timely manner. 

VISSING.G.S. Project Directorate I-4. 92/06/30. OPEKA,J.F. Northeast Nuclear 
Energy Co. OPEKA.J.F. Connecticut Yankee Atomic Power Co. 3pp. 62204:216- 
62204:218. 

9207070022 Notification of 920708 meeting w/util in Rockville, MD to discuss PEP 
progress. 

JAFFE.D.H. Project Directorate 1-4. 92/06/30. STOLZ.J.F. Project Directorate 1-4. 4pp. 
62237:340-62237:343. 


9207220003 Clarifies info re spent fuel pool, per 920618 NRC/Northeast Utils counter- 
parts meeting.At present, only Millstone Unit 3 spent fuel pool not utilizing full comple- 
ment of spent fuel storage racks. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear 
Energy Co. OPEKA,J.F. Northeast Utilities. 92/07/15. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62473:268-62473:269. 

9207220417 Summary of 920708 meeting w/util in Rockville.MD re util performance en- 
hancement program. List of attendees & slides used during presentation end. 
JAFFE.D.H. Project Directorate 1-4. 92/07/15. Project Directorate I-4. 62pp. 
62445:253-62445:313. 

9207240150 Forwards rev to 911017 requests for relief from second 10-yr inservice insp 
testing program. End describes alternate testing for centrifugal charging pump meas- 
urements & vibration monitoring. 

OPEKA,J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/15. 
Document Control Branch (Document Control Desk). 6pp. 62515:215-62515:220. 

9207280274 Advises that util 920615 proposed rev 15 to QA program topical rept 
acceptable, per 10CFR60.54(a). Effectiveness of QA program & procedure implementa- 
tion will continue to be subj of routine regional insps. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/21. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 62497:139-62497:141. 

9207290216 Forwards amend 161 to license DPR-65 & safety evaluation. Amend de- 
letes surveillance requirement associated w/SDCS ACI concurrent w/deletion of ACl 
circuitry. 

VISSING.G.S. Project Directorate I-4. 92/07/24. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 2pp. 62557:300- 
62557:310- 

“9207290218 Amend 161 to license DPR-65, deleting surveillance requirement associat- 
ed w/SCDS ACI concurrent w/deletion of ACI circuitry. 

STOLZ,J.F. Project Directorate I-4. 92/07/24. 4pp. 62557:302-62557:305. 

“9207290219 Safety evaluation supporting amend 161 to license DPR-65. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/24. 5pp. 
62557:306-62557:310. 


Q. Inspection reports, IE Bulletins & correspondence 

9207280265 FOIA request for documents re most recent IN PC insp rept for plant & util. 
BOWLES, D.K. Affiliation Not Assigned. 91/11/07. GRIMSLEY.D. Division of Freedom 
of Information & Publications Services (Post 890205). 1p. 62514:159-62514:159. 

9207280273 Final response to FOIA request for documents re most recent INPO insp 
results for plant & util. No records subj to request located. 

QRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/27. BOWLES, D. Affiliation Not Assigned. Ip. 62514:158-62514:168. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc, 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 


9207070403 Forwards corrected TS page 3/4 7-32 of Amend 160 to License DPR-65. 
VISSING.G.S. Project Directorate 1-4. 92/06/30. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. OPEKA,J.F. Northeast Nuclear Energy Co. 2pp. 62236:353- 
62236:355. 


9207150074 Forwards safety insp repts 50-245/92-17,50-336/92-19 & 50-423/92-1 7.No 
violations noted. 

ANDERSON, C. Region 1 (Post 820201). 92/07/06. OPEKA.J.F. Northeast Nuclear 
Energy Co. 3pp. 62335:088-62335:097. 


“9207070406 Corrected TS page 3/4 7-32 to Amend 160 to License DPR-65, 

* Project Directorate I-4, 92/06/30. Ip. 62236:355-62236:355. 

9207070365 Notification of 920708 meeting w/utii in Rockville.MD to discuss PEP 
progress. 

JAF%E,D.H. Project Directorate 1-4. 92/07/02. MURLEY.T., MIRAGLIA.F., 

RUSSELL. W. NRC - No Detailed Affiliation Given. 5pp. 62236:347-62236:351. 


9207150236 Forwards proposed, supplemental changes to Rev IS to QA program topi- 
cal rept QAP-10.0 re oversight activities of quality svcs personnel. 

OPEKA,J.F. Northeast Nuclear Energy Co. OPEKA,J.F. Northeast Utilities. 92/07/06. 
Document Control Branch (Document Control Desk). 8pp. 62415:295-62415:302. 


9207160218 Responds to Rev 1 to GL 92-01, “Reactor Vessel Structural Integrity 
10CFR50.54{f).” 

OPEI^,J.F. Connecticut Yankee Atomic Power Co. OPEKA.J.F. Northeast Utilities. 
OPEKA,J.F. Northeast Nuclear Energy Ck). 92/07/06. Document Control Branch (Doc- 
ument (ik)ntrol Desk). 57pp. 62423:108-62423:242. 


9207130122 Summary of 920618 meeting w/util in Berlin, CT re licensing Issues of gen- 
eral interestAttendees list & outline of topics discussed end. 

JAFFE,D.H. Project Directorate I-4. 92/07/08. Project Directorate I-4. 150pp. 
62374:121-62374:270. 


9207170192 Discusses 10CFR50.54 QA program change review.Effectiveness of QA 
program & procedure implementation will continue to be subj of routine regional Insps. 
BeItENHAUSEN.L. Region 1 (Post 820201). 92/07/08. OPEKA.J.F. Connecticut 
Yankee Atomic Power Cto. 3pp. 62431:349-62431:351. 


-9207150078 Insp repts 60-245/92-17,60-336/92-19 & 50-423/92-17 on 920600-1 2.No 
violations noted.Major areas inspected:standby, starting, operating & shutdown & maint 
of emergency diesel generator units. 

WOODARD.C.H., RULAND.W.H. Region 1 (Post 820201). 92/07/01. 7pp. 62335:091- 
62335:097. 

9207160250 Ack receipt of 920228 response to violations noted in Insp Repts 50-245/ 
92-03,50-336/92-03 & 60-423/92-03.Concems raised that surveillance procedure for 
alternate testing approved w/o identification of conflict w/TS. 

COOPER.R.W. Region 1 (Post 820201). 92/07/06. OPEKA,J.F. Northeast Nuclear 
Energy Co. 5pp. 62416:327-62416:338. 

9207170192 Discusses 10CFR50.54 QA program change review.Effectiveness of QA 
program & procedure implementation will continue to be subj of routine regional insps. 
BETTENHAUSEN.L Region 1 (Post 820201). 92/07/08. OPEKA,J.F. Connecticut 
Yankee Atomic Power Ck). 3pp. 62431:349-62431:351. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
CdS 0 Oircuit Brodksrs ** 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Ck). of New York, Inc. 6pp. 62480:001-62480:006. 

9207170250 Forwards insp repts 50-245/92-14,50-336/92-15 & 50-423/92-14 on 
92051 2-1 4. Violations noted but not cited. 

HODGES, M.W. Region 1 (Post 820201). 92/07/13. OPEKA,J.F. Northeast Nuclear 
Energy Co. OPEKA,J.F. Ck^nnecticut Yankee Atomic Power Co. 3pp. 62440:237- 
62440:250. 
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-9207170259 Insp repts 50-245/92-14,60-336/92-16 & 50-423/92-14 on 920512- 
14. Violations noted but not cited.Major areas inspected:insp round requirements, mgt 
response to falsified insp round sheets & gather info for followup. 

PRELL,J.. BISSETT.P.H. Region 1 (Post 820201). 92/06/29. 9pp. 62440:240- 
62440:250. 

9207210106 Forwards radiological controls insp repts 50-245/92-18, 50-336/92-20 & 
50-423/92-18 on 92061 5-1 9.Review indicated ve^ good radiological controls Imple- 
mented at units 1 & 3 & efforts associated w/generation of unit 3 ALARA rept noted. 
JOYNER, J.H. Region 1 (Post 820201). 92/07/13. OPEKA,J.F. Northeast Nuclear 
Energy Co. 4pp. 62420:31 1-62420:328. 

-9207210115 Insp repts 50-245/92-18.50-336/92-20 & 50-423/92-18 on 920615- 
19.Very good radiological controls implemented at units 1 & 3.MaJor areas 
inspected:licensee action on previous insp findings,organization & staffing & training. 
NIMITZ.R.L. PASCIAK.W.J. Region 1 (Post 820201). 92/07/08. 14pp. 62420:315- 
62420:328. 

9207240150 Fonvards rev to 911017 requests for relief from second 10-yr inservice insp 
testing program.EncI describes alternate testing for centrifugal charging pump meas- 
urements & vibration monitoring. 

OPEKA,J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/15. 
Document Control Branch (Document Control Desk). 6pp. 6251 5:21 5-6251 5:220. 

9207280224 Forwards insp repts 50-245/92-13.50-336/92-14 & 50-423/92-13 on 
920503-0613 & forwards notice of violation.Good performance noted for several 
activities,including actions to address static pressure effects of Veritrak transmitters. 
BLOUGH.A.R. Region 1 (Post 820201). 92/07/22. OPEKA.J.F. Northeast Nuclear 
Energy Co. 3pp. 62497:070-62497:107. 

-9207280254 Notice of violation from insp on 920503-061 3. Violations noted:station pro- 
cedures not properly implemented in that unit 2 feedwater heater IB released for 
maint w/o proper venting & draining of feedwater sys. 

* Region 1 (Post 820201). 92/07/22. 2pp. 62497:073-62497:074. 

-9207280256 insp repts 50-245/92-13.50-336/92-14 & 50-423/92-13 on 920503- 
0613.Violations noted.Major areas inspected:plant operations, radiological 

controls.maint,sun/eillance. security, outage activities & licensee self-assessment. 
DOERFLEIN.lt. Region 1 (Post 820201). 92/07/22. 33pp. 62497:075-62497:107. 

9207310103 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling In Cable Trays & Small C^snduits Free from Rre 
Damage." 

ROMBERG.W.D. Connecticut Yankee Atomic Power Co. ROMBERG, W.D. Northeast 
Nuclear Energy Co. ROMBERG.W.D. Northeast Utilities. 92/07/27. Document Control 
Branch (Document Control Desk). 13pp. 62612:330-62612:342. 


R. Periodic operating reports & related correspondence 


9207140092 Monthly operating rept for June 1992 for Millstone Unit 2. W/920710 Itr. 
NERON.G., SCACE,S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utili- 
ties. 92/06/30. 5pp. 62385:335-62385:339. 

9207200128 Forwards draft “Effluent & Waste Disposal Annual Rept for 1990." As- 
buried & as-generated values added together thereby resulting in overlap. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/13. 
TICHLER,J.L. Brookhaven National Laboratory. 2pp. 62450:001-62450:095. 

-9207200138 Draft “Effluent & Waste Disposal Annual Rept for 1990." 

* Northeast Utilities. 90/12/31. 94pp. 62450:003-62450:(D95. 

9207200152 Forwards info requested in 920608 itr re stack characteristics & climatology 
for plants,including joint frequency distribution of wind direction, wind speed & stabliny 
for 1990 & 1991 at sites 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Nuclear 
Energy Co. OPEKA,J.F. Northeast Utilities. 92/07/13. TICHLER.J. Brookhaven Nation- 
al Uboratory. 6pp. 62447:126-62447:221. 

-9207200349 "CPRD Ml Dose Data Requirements for 1990,” Including wind speed/ 
wind direction/stability joint frequency distribution for Millstone Nuclear Power Station. 

* Northeast Nuclear Energy Co. 90/12/31. 18pp. 62447:168-62447:194. 

—9207200352 “CPRD Ml Dose Data Requirements for 1991," including wind speed/ 
wind direction/stability joint frequency distribution for Millstone Nuclear Power Station. 

* Northeast Nuclear Energy Co. 91/12/31. 26pp. 62447:195-62447:221. 


S. Reportable occurrences, LERs & related correspondence 


9207020086 LER 92-003-01 :on 92021 4.spent fuel criticality analysis error 
discovered.Caused by ABB/C-E using incorrect treatment of self-shielding. Proposed 
change to TS submitted.W/92062S Itr. 

BOR6hERT,R.A., SCACE,S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast 
Utilities. 92/06/25. 5pp. 62292:027-62292:031. 

9207080244 LER 92-01 0-00;on 920530, discovered that main steam safety valve set- 
^int drifted.Cause unknown.Setpoint adjustments made & passed rete8tW/920629 

CRiSCIONE.J.. SCACE,S.E. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Util- 
ities. 92/06/29. 4pp. 62480:022-62480:025. 

9207140258 Special repton 920601, Millstone Unit 2 entered TS 3.3.3.3 when seismic 
monitoring sys removed from service to support SG replacement outage.Operations 
personnel instructed on appropriate actions re response to monitor alarm. 

SCACE.S.E., DACIMO,F.R. Northeast Nuclear Energy Co. SCACE.S.E. Northeast Utili- 
ties. 92/07/09. Document Control Branch (Document Control Desk). 2pp. 62385:091- 
62385:092. 

9207140192 LER 92-009-00:on 92061 2, auxiliary bldg elevation sprinkler sys isolated for 
approx eight h due to personnel error.Hose stations & sprinkler sys restored to opera- 
ble state & continuous fire watch stationed.W/920710 itr. 

PERRY,R.A., SCACE.S.E. Northeast Nuclear Energy Co. SCACE,S.E. Northeast Utili- 
ties. 92/07/10. 3pp. 62437:246-62437:248. 


U. Congressional/Executiv® Correspondence 

9206170322 Forwards info re NRC investigations & inquiries of NEUT & plant, in re- 
sponse to 920507 Itr to Chairman Selin.Provides assurance that NRC will conduct 
complete evaluation of concerns re mgt integrity & employee harassment. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/11. 
LIEBERMAN,J.I. Senate, Governmental Affairs. 7pp. 62427:179-62427:185. 

-9206170324 Requests status rept on NRC investigations & inquiries into various mat- 
ters re plant & NEUT.Lists specific matters on which info requested. 

LIEBERMAN,J.I. Senate. 92/05/07. THE CHAIRMAN, SEUN.I. Commissioners (Post 
750119). 2pp. 62427:184-62427:185. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9207020111 Fonwards Insp Repts 50-338/92-13 & 50-339/92-13 on 920419-0516 & 
notice of violation. 

SINKULE,M. Region 2 (Post 820201). 92/06/12. STEWART,W.L. Virginia Power (Vir- 
ginia Electric & Power Co.). 4pp. 62221:333-62221:354. 

-9207020124 Notice of violation from insp on 92041 9-051 6.Violation noted:worklng 
hours & limitations failed to insure that NRC policy statement guideline followed in that 
personnel routinely exceeded 72 h day periods. 

* Region 2 (Post 820201). 92/06/12. 2pp. 62221:337-62221:338. 

-9207020157 Insp Repts 50-338/92-13 & 50-339/92-13 on 92041 9-051 6.No violations 
noted.Major areas inspected:operations,maint. engineered safety feature 
waikdown, minor mods,plans for coping w/strikes & Generic Ltr 88-1 7 followup. 
LESSER,M.S., TAYLOR.M.S., FREDRICKSON,P. Region 2 (Post 820201). 92/06/12. 
1 4pp. 62221 :339-62221 :354. 

9207300012 Advises that settlement offer.described in 920410 Itr, acceptable to 
util.ltem 3 of proposal re employee environ awareness video award^ to Echo 
Film8,lnc.Site barriers constructed to cover entrances to security blockhouse. 
MARSHALL.B.M. Virginia Power (Virginia Electric & Power Co.). 92/07/23. 
METCALF,N.G. Justice, Dept. of. 2p. 62638:209-62638:210. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9207230243 Rev 21 to updated FSAR for North Anna Power Station Units 1 & 2.W/ 
920716 Itr. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 92/07/16. 150pp. 
62498:116-62498:338. 


P. Operating license stage documents & correspondence 


9207060036 Discusses review of response to generic Itr 88-20,suppl 4,r0 
IPEEE.Selected IPEEE methods acceptable.Requests projected milestones & sched- 
ules be proveded no later than 920918. 

ENGLE,L.B. Project Directorate 11-2. 92/06/26. STEWART,W.L. Virginia Power (Virgin- 
ia Electric & Power Co.). 3pp. 62204:219-62204:221. 

9207060202 Forwards BAW-2168, “Response to Generic Ltr 92-01 for North Anna Unit 
1 & North Anna Unit 2 " re reactor vessel integrity. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 92/06/29. Document 
Control Branch (Document Control Desk). 3pp. 62259:283-62259:330. 

-9207060203 “Response to Generic Ltr 92-01 for North Anna Unit 1 & North Anna Unit 
2.” 

DEVAN,M.J., LOWE,A.L. Babcock & Wilcox Co. BAW-2168. 92/06/30. 45pp. 
62259:286-62259:330. 


9207090283 Informs that NRC has reviewed & approved revised schedule for complet- 
ing I PE for plant proposed in 920318 Itr. 

ENGLE,L.B. Project Directorate 11-2. 92/07/02. STEWART,W.L Virginia Power (Virgin- 
ia Electric & Power Co.). 2pp. 62271:198-62271:199. 

9207090291 Summary of 920624 meeting w/util re discussions on current & top 9 li- 
censing actions including, TS 218 re rev of settlement monitoring, TS 227 re RHR auto- 
closure interlock removal & TS 262 re heatup & cooldown curves. 

ENGLE.L.B. Project Directorate II-2, 92/07/08. Project Directorate II-2. 3pp. 
62293:333-62293:335. 

9207200066 Application for amends to licenses NPF-4 & NPF-7, proposing to revise 
wording of reactor coolant sys volume in design features section & eliminate refer- 
ence to exact volume in bases section. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 92/07/16. Document 
Control Branch (Document Control Desk). 6pp. 62451:253-62451:266. 

-92072(KI068 Proposed tech specs revising wording of reactor coolant sys volume in 
design features section & eliminating ref to exact volume in bases section. 

* Virginia Power (^rginia Electric & Power Co.). 92/07/16. 8pp. 62451:259-62451:266. 

9207200226 Requests temporary exemption from requirements of 10CFR50, App 
A,Criterion 2 (GDC-2), “Design Basis for Protection Against Natural Phenomena" for 
Phase I of svc water sys restoration projoct,per 10CFR60. 12(a). 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 92/07/16. Document 
Control Branch (Document Control Desk). 18pp. 62456:344-62456:361. 

9207300012 Advises that settlement offer,described in 920410 Itr, acceptable to 
util.ltem 3 of proposal re employee environ awareness video awarded to Echo 
Films, Inc.Site barriers constructed to cover entrances to security blockhouse. 
MARSHALLB.M. Virginia Power (Virginia Electric & Power Co.). 92/07/23. 
METCALF,N.G. Justice, Dept. of. 2p. 62638:209-62638:210. 
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Q. Inspection reports, IE Bulletins Bi correspondence 

9207020111 Forwards Insp Repts 50-338/92-13 & 50-339/92-13 on 920419-0516 & 
notice of violation. 

SiNKULE.M. Region 2 (Post 820201). 92/06/12. STEWART, W.L Virginia Power (Vir- 
ginia Electric & Power Co.). 4pp. 62221 :333-62221 :354. 

-9207020124 Notice of violation from insp on 92041 9-051 6. Violation noted:working 
hours & limitations failed to insure that NRC policy statement guideline followed in that 
personnel routinely exceeded 72 h day periods. 

* Region 2 (Post 820201). 92/06/12. 2pp. 62221:337-62221:338. 

-9207020157 Insp Repts 50-338/92-13 & 50-339/92-13 on 92041 9-051 6.No violations 
noted.Major areas inspected:operations,maint, engineered safety feature 
waikdown, minor mods, plans for coping w/strikes & Generic Ltr 88-17 followup. 
LESSER, M.S.. TAYLOR,M.S.. FREDRICKSON,P. Region 2 (Post 820201). 92/06/12. 
14pp. 62221:339-62221:354. 

9207020190 Ack receipt of 920409 ltr Informing NRC of steps taken to correct violations 
noted in insp repts 50-338/92-03 & 50-339/92-03 on 920610. 

SINKULE.M.V. Region 2 (Post 820201). 92/06/18. STEWART. W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 62219:357-62219:358. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140023 Ack receipt of 920514 ltr in response to NRC notice of violation issued on 
920416 concerning activities conducted at facility. 

JOHNSON, J.R. Region 2 (Post 820201). 92/07/02. STEWART, W.L Virginia Power 
(Virginia Electric & Power Co.), 2pp. 62298:240-62298:241. 

9207140070 Ack receipt of 920609 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-338/92-10 & 50-339/92-10. 

SINKULE,M.V. Region 2 (Post 820201). 92/07/02. STEWART,W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 62299:187-62299:188. 

9207150026 Responds to NRC 920612 ltr re violations noted in Insp Repts 50-338/92- 
13 & 50-339/92-13 on 92041 9-051 6.Corrective actions:procedure re working hours & 
limitations revised to clarify station manager responsibility re overtime. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 92/07/08. Document 
Control Branch (Document Control Desk). 4pp. 62380:351-62380:354. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc, 6pp. 62480:001-62480:006. 


R. Periodic operating reports & related correspondence 

9207170243 Forwards “NPDES Discharge Monitoring Rept for June 1992 for North 
Anna Power Station." High pH problems in turbine bldg sumps may be due to residual 
effects of earlier hydrazine spill. 

MARSHALL, B.M, Virginia Power (Virginia Electric & Power Co.). 92/07/09. Virginia, 
Commonwealth of. 4pp. 62436:173-62436:199. 

“9207170244 “NPDES Discharge Monitoring Rept for June 1992 for North Anna Power 
Station." 

* Virginia Power (Virginia Electric & Power Co.). 92/06/30. 23pp. 62436:177- 
62436:199. 

9207150133 Forwards monthly operating repts for June 1992 for NAPS units 1 & 2 & 
revised pages for May 1992 for NAPS units 1 & 2. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 92/07/10. Document 
Control Branch (Document Control Desk). Ip. 62409:302-62409:316. 

“9207160063 Monthly operating repts for June 1992 for NAPS units 1 & 2. 

KANE,G.E. Virginia Power (Virginia Electric & Power Co.). 92/06/30. 1 1pp. 62409:303- 
62409:313. 

“9207160078 Revised monthly operating repts pages for May 1992 for NAPS units 1 & 

2 . 

KANE,G.E. Virginia Power (Virginia Electric & Power Co.). 92/05/31. 3pp. 62409:314- 
62409:316. 


S. Reportable occurrences, LERs & related correspondence 

9207270290 FOIA request for documents re incident that occurred on 910827 concern- 
ing pump motor from facility & release of approx five gallons of low level radioactive 

GARDNER.M.J. Clark & Stant, P.C. 91/08/30. NRC - No Detailed Affiliation Given. 1p. 
62546:069-62546:069. 

9207080003 Part 21 rept re discovery of Klockner-Moeller 480-volt breaker in tripped 
condition due to fracture of plastic arm within breaker.Two of three failed breakers 
sent to m^ for analysis.Results expected by end of Jul 1992. 

STEWART,W.L Virginia Power (Virginia Electric 8 Power Co.). 92/07/01. Document 
Control Branch (Document Control Desk), 3pp. 62276:355-62276:357. 

9207100385 LER 92-01 4-00:on 920608, noted that EDG response time test procedures 
did not include circuit between 27W relay & EDG C02 trouble alarm due to personnel 
errors-Complex instrumentation SRs being reviewed.W/920703 ltr. 

KANE,G.E. Virginia Power (Virginia Electnc & Power Co.). 92/07/03. 7pp, 62437:079- 
62437:085. 


V. Operator Examinations 


9207220127 Discusses requalification program evaluation visit scheduled for wk of 
920906 for licensed personnel at plant & requests ref matls listed in end. 

PEEBLES, T.A. Region 2 (Post 820201). 92/07/10. STEWART. W.L Virginia Power 
(Virginia Electric & Power Co.). 7pp. 62432:344-62432:350. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency 8 fire protection plans 

9207020111 Forwards Insp Repts 50-338/92-13 8 50-339/92-13 on 920419-0516 8 
notice of violation. 

SINKULE.M. Region 2 (Post 820201). 92/06/12. STEWART, W.L. Virginia Power (Vir- 
ginia Electric 8 Power Co.). 4pp. 62221:333-62221:354. 

“9207020124 Notice of violation from insp on 92041 9-051 6. Violation noted:worklng 
hours 8 limitations failed to insure that NRC policy statement guideline followed in that 
personnel routinely exceeded 72 h day periods. 

* Region 2 (Post 820201). 92/06/12. 2pp. 62221:337-62221:338. 

“9207020157 Insp Repts 50-338/92-13 8 50-339/92-13 on 92041 9-051 6.No violations 
noted.Major areas inspected:operations,maint, engineered safety feature 
waikdown.minor mods, plans for coping w/strikes 8 Generic Ltr 88-17 followup. 
LESSER.M.S. Region 2 (Post 820201). 92/06/12. 14pp. 62221:339-62221:354. 

9207300012 Advises that settlement offer.described in 920410 ltr, acceptable to 
util.ltem 3 of proposal re employee environ awareness video awarded to Echo 
RIms.Inc.Site barriers constructed to cover entrances to security blockhouse. 
MARSHALL, B.M. Virginia Power (Virginia Electric 8 Power Co.). 92/07/23. 
METCALF, N.G. Justice, Dept. of. 2p. 62638:209-62638:210. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


9207230243 Rev 21 to updated FSAR for North Anna Power Station Units 1 8 2,W/ 
920716 ltr. 

STEWART, W.L. Virginia Power (Virginia Electric 8 Power Co.). 92/07/16. 150pp. 
62498:116-62498:338. 


P. Operating license etage documents 8 correspondence 


9207220274 Rev 0 to NE-895, “North Anna Unit 2,C>cle 9 Startup Physics Tests Rept." 
W/920716 ltr. 

HOFFMAN, E.A., BANNING, P.D., MAIN.A.P. Virginia Power (Virginia Electric 8 Power 
Co.). NE-895 ROO. 92/06/24. 58pp. 62482:284-62482:341. 

9207010137 Forwards Rev 0 to Technical Rept NE-876, “North Anna Unit 2, Cycle 8 
Core Performance Rept" for info. 

STEWART, W.L. Virginia Power (Virginia Electric 8 Power Co.). 92/06/26. Document 
Control Branch (Document Control Desk). 1 p. 62242:229-62242:282. 

“9207010148 Rev 0 to Technical Rept NE-876. “North Anna Unit 2, Cycle 8 Core Per- 
formance R^t." 

NGUYEN, T.T., PSUIK.T.S., DZIADOSZ.D. Virginia Power (Virginia Electric 8 Power 
Co.). NE-876 ROO. 92/05/31. 53pp. 62242:230-62242:282. 

9207060036 Discusses review of response to generic ltr 88-20, suppi 4, re 
IPEEE.Selected IPEEE methods acceptable.Requests projected milestones 8 sched- 
ules be proveded no later than 920918. 

ENGLE.Lb. Project Directorate 11-2. 92/06/26. STEWART, W.L, Virginia Power (Virgin- 
ia Electric 8 Power Co.), 3pp. 62204:219-62204:221. 

9207060202 Forwards BAW-2168, “Response to Generic Ltr 92-01 for North Anna Unit 
1 8 North Anna Unit 2 ” re reactor vessel integrity. 

STEWART.W.L. Virginia Power (Virginia Electric 8 Power Co.). 92/06/29. Document 
Control Branch (Document Control Desk). 3pp. 62259:283-62259:330. 

“9207060203 “Response to Generic Ltr 92-01 for North Anna Unit 1 8 North Anna Unit 
2 ." 

DEVAN, M.J., LOWE,A.L Babcock & Wilcox Co. BAW-2168. 92/06/30. 45pp. 
62259:286-62259:330. 

9207090283 Informs that NRC has reviewed 8 approved revised schedule for complet- 
ing IPE for plant proposed in 920318 ltr. 

ENGLE.LB. Project Directorate II-2. 92/07/02. STEWART.W.L. Virginia Power (Virgin- 
ia Electric & Power O).). 2pp. 62271:198-62271:199. 

9207090291 Summary of 920624 meeting w/util re discussions on current 8 top 9 li- 
censing actions including, TS 218 re rev of settlement monitoring, TS 227 re RHR auto- 
closure interlock removal & TS 262 re heatup 8 cooldown curves. 

ENGLE, L.B. Project Directorate 11-2. 92/07/08. Project Directorate 11-2. 3pp. 
62293:333-62293:335. 

9207200068 Application for amends to licenses NPF-4 & NPF-7, proposing to revise 
wording of reactor coolant sys volume in design features section 8 eliminate refer- 
ence to exact volume in bases section. 

STEWART.W.L Virginia Power (Virginia Electric 8 Power Co.). 92/07/16. Document 
Control Branch (Document Control Desk). 6pp. 62451:253-62451:266. 

“9207200068 Proposed tech specs revising wording of reactor coolant sys volume In 
design features section 8 eliminating ref to exact volume in bases section. 

* Virginia Power (Virginia Electric 8 Power Co.), 92/07/16. 8pp. 62451:259-62451:266. 

9207200228 Requests temporary exemption from requirements of 10CFR50, App 
A, Criterion 2 (GDC-2), “Design Basis for Protection Against Natural Phenomena" for 
Phase I of svc water sys restoration project, per 10CFR50.12(a). 

STEWART.W.L Virginia Power (Virginia Electric 8 Power CJo.). 92/07/16. Document 
(Control Branch (Document Control C5esk). 18pp. 62456:344-62456:361. 
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9207300012 Advises that settlement offer, described in 920410 Itr, acceptable to 
util. Item 3 of proposal re employee environ awareness video awarded to Echo 
Films,lnc.Site barriers constructed to cover entrances to security blockhouse. 
MARSHALL,B.M. Virginia Power (Virginia Electric & Power Co.). 92/07/23. 
METCALF, N.G. Justice, Dept. of. 2p. 62638:209-62638:210. 


Q. inspection reports, IE Bulletins & correspondence 

9207020111 Forwards Insp Repts 50-338/92-13 & 50-339/92-13 on 920419-0516 & 
notice of violation. 

SINKULE.M. RMion 2 (Post 820201). 92/06/12. STEWART, W.L Virginia Power (Vir- 
ginia Electric & Power Co.). 4pp. 62221 :333-62221 :354. 

-9207020124 Notice of violation from insp on 92041 9-051 6. Violation noted:working 
hours & limitations failed to insure that NRC policy statement guideline followed in that 
personnel routinely exceeded 72 h day periods. 

* Region 2 (Post 820201). 92/06/12. 2pp. 62221:337-62221:338. 

-9207020157 Insp Repts 50-338/92-13 & 50-339/92-13 on 92041 9-051 6.No violations 
noted.Major areas inspected:operations,maint. engineered safety feature 
waikdown, minor mods,plans for coping w/strikes & Generic Ltr 88-17 followup. 
LESSER.M.S., TAYLOR,M.S., FREDRICKSON,P. Region 2 (Post 820201). 92/06/12. 
14pp. 62221:339-62221:354. 

9207020190 Ack receipt of 920409 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-338/92-03 & 50-339/92-03 on 920610. 

SINKULE,M.V. Region 2 (Post 820201). 92/06/18. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 62219:357-62219:358. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140023 Ack receipt of 920514 Itr in response to NRC notice of violation Issued on 
920416 concerning activities conducted at facility. 

JOHNSON, J.R. Region 2 (Post 820201). 92/07/02. STEWART, W.L. Virginia Powpr 
(Virginia Electric & Power Co.). 2pp. 62298:240-62298:241. 

9207140070 Ack receipt of 920609 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-338/92-10 & 50-339/92-10. 

SINKULE,M.V. Region 2 (Post 820201). 92/07/02. STEWART.W.L Virginia Ppwer 
(Virginia Electric & Power Co.). 2pp. 62299:187-62299:188. 

9207150026 Responds to NRC 920612 Itr re violations noted in Insp Repts 50-338/92- 
13 & 50-339/92-13 on 92041 9-051 6.Correctlve actions:procedure re working hoMf§ & 
limitations revised to clarify station manager responsibility re overtime. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 92/07/08. Document 
Control Branch (Document Control Desk). 4pp. 62380:351-62380:354. 

9207020233 NRC Info Notice 92-051 , "Misapplication & Inadequate Testing of Moided- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200165 Forwards "1992 Unit 2 Refueling Outage Inservice insp SufTimary 
RepLOwners Rept for Inservice Insps, North Anna Unit 2” & "1992 Unit 2 Refueling 
Outage Inservice Insp Summary Rept,Owners Rept of Repairs & Replacements,NQrth 

Anna...." 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 92/07/16. Docurppnt 
Control Branch (Document Control Desk). 2pp. 62451:001-62451:160. 

-9207200167 "1992 Unit 2 Refueling Outage Inservice Insp Summary Rept, 

Rept of Repairs & Replacements, North Anna Power Station Unit 2.” 

* Virginia Power (Virginia Electric & Power Co.). 92/07/16. 52pp. 62451 :003 t 
62451:054. 

-9207200169 "1992 Unit 2 Refueling Outage Inservice Insp Summary Rept, Owners 
Rept of Repairs & Replacements, North Anna Power Station.Unit 2.” 

* Virginia Power (^rginia Electric & Power Co.). 92/07/16. 55pp. 62451:065- 
62451:156. 

-9207200170 "1992 Unit 2 Refueling Outage Inservice Insp Summary Rept, Evatu§tlon 
Analysis of Exam & Results.North Anna Power Station.Unit 2.” 

* Virginia Power (Virginia Electric & Power Co.). 92/07/16. 4pp. 62451:157-62461:160. 


R. Periodic operating reports & related correepondence 

9207170243 Forwards "NPDES Discharge Monitoring Rept for June 1992 for North 
Anna Power Station.” High pH problems in turbine bidg sumps may be due to resndpal 
effects of earlier hydrazine spill. 

MARSHALL.B.M. Virginia Power (Virginia Electric & Power Co.). 92/07/09. Virginia. 
Commonwealth of. 4pp. 62436:173-62436:199. 

-9207170244 “NPDES Discharge Monitoring Rept for June 1992 for North Anna power 
Station." 

6243^9 (Virginia Electric & Power Co.). 92/06/30. 23pp. 62436:177” 

9207150133 Forwards monthly operating repts for June 1992 for NAPS units 1 & 2 & 
revised pages for May 1992 for NAPS units 1 & 2. 

STEWARTjW.L. Virginia Power (Virginia Electric & Power Co.). 92/07/10. Document 
Control Branch (Document Control Desk). Ip. 62409:302-62409:316. 

-9207160063 Monthly operating repts for June 1992 for NAPS units 1 & 2. 

KANE,G.E. Virginia Power (Virginia Electric & Power Co.). 92/06/30. 11pp. 62409:303- 
62409:313. 


-9207160078 Revised monthly operating repts pages for May 1992 for NAPS units i & 

2 . 

KANE,G.E. Virginia Power (Virginia Electric & Power Co.). 92/05/31. 3pp. 62409:314- 
62409:316. 


S. Reportable occurrences, LERs & related correspondence 

9207270290 FOIA request for documents re incident that occurred on 910827 concern- 
ing pump motor from facility & release of approx five gallons of low level radioactive 

GARDNER.M.J. Clark & Stant, P.C. 91/08/30. NRC - No Detailed Affiliation Given. Ip. 
62546:069-62546:069. 

9207080003 Part 21 rept re discovery of Klockner-Moeller 480-volt breaker in tripped 
condition due to fracture of plastic arm within breaker.Two of three failed breakers 
sent to mta for analysis.Results expected by end of Jul 1992. 

STEWARt,W.L Virginia Power (Virginia Electric & Power Co.). 92/07/01. Document 
Control Branch (Document Control Desk). 3pp. 62276:355-62276:357. 

9207230018 LER 92-01 5-00:on 920621, hi hydrogen main control room annunicator for 
containment analyzer discovered inoperable & local panel incorrectly wired.Ci^used by 
personriel error. Relay correctly wired & test results verified.W/920716 Itr. 

KANE.Q.E. Virginia Power (Virginia Electric & Power Co.). 92/07/16. 4pp. 62481:216- 
62481:219. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Sffcurlty, rpedlcal, emergency & fire protection plans 

9207260303 Advises of error in insp rept 50-341 /92-06.Page 3 of rept should state that 
exorcise unannounced as players unaware of date or time of exercise. 
MQCORMICK-BARGE Region 3 (Post 820201). 92/07/23. ORSER.W.S. Detroit 
Edison Co. Ip. 62497:219-62497:219. 

9207300219 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling jn Wide Cable Trays & Small Conduits Free from F^fe 
Damage.” Eleven areas in plant identified containing Thermo-Lag matl. 

ORSER,W.S. Detroit Edison Co. 92/07/23. Document Control Branch (Document 
Control Desk). 3pp. 62638:136-62638:138. 


H. General correspondence 

9207130023 Comment supporting proposed rule 10CFR50.54 re rulemaking to amend 
regulations governing “Conditions of Licenses" to allow reactor licensee to receive 
back of low-Tevei radwaste. 

ORSER,W.S. Detroit Edison Co. 92/07/02. Docketing & Services Branch. 3pp. 
62285:030-62285:032. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for documents. App A documents end & 
being made available In PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-8605190330 Summary of 860423-24 mgt meeting at Region III ofc re licensee 
performance,evaluation of plant discussions & fitness for duty.Task assignments & list 
of attendees end. 

SNIEZEK.J.H. Regional Operations & Generic Requirements, EDO (Pre 870413). 86/ 
05/13. DAVIS, J.G. Office of Nuclear Material Safety & Safeguards. 11pp. 62324:005- 
62324:015. 

■79207080152 Summary of discussions during 871116-18 mgt meeting & provides 
gopies of Itrs to be sent to licensees of plants that will be discussed at 871217 Com- 
(nission meeting. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. ZECH Commis- 
iioners (Post 750119). 3pp. 62324:016-62324:018. 

!rr9207080180 Provides summary of NRC discussions re Fermi during 871117-18 senior 
fnot meeting. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. MCCARTHY, W.J. 
Detroit Edison Co. 2pp. 62324:019-62324:020. 

rT|207080291 Summary of 880628-29 NRC senior mgt meeting.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also end. 
STELLO,V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

5^9207090073 Provides summary of NRC discussion re Ferfni at 880628 & 29 senior 
managers meeting.Facility was categorized as requiring continued close monitoring. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. MCCARTHYA^.J. 
Detroit Edison Co. 2pp. 62324:079-62324:080. 

559207090086 Summarizes discussions at 881206-07 senior mgt meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9SM)7090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890^1 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 7501 1 9). 72pp. 62324:1 1 1 -62324:1 43. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 
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9207200313 Forwards amend 83 to license NPF-63 & safety evaluation. Amend revises 
TS 3.0.4 to define when provisions apply. 

COLBURN.T. Project Directorate III-1. 92/06/25. ORSER.W.S. Detroit Edison Co. 4pp. 
62438:094-62438:153. 

-9207200318 Amend 83 to license NPF-43, revising TS 3.0.4 to define when provisions 

MA^SH.LB. Project Directorate III-1. 92/06/25. 55pp. 62438:098-62438:150. 

-9207200324 Safety evaluation supporting amend 83 to license NPF-43. 

* Office of Nuclear Reactor R^ulation, Director (Post 870411). 92/06/25. 3pp. 
62438:151-62438:153. 

9207060141 Accepts 920430 revision of schedule for submission of facility rept in re- 
sponse to generic Itr 88-20, “Individual Plant Exam for Severe Accident Vulnerabili- 
ties.” 

COLBURN, T.G. Project Directorate III-1. 92/06/26. ORSER.W.S. Detroit Edison Co. 
3pp. 62204:004-62204:006. 

9207080168 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.AII reactor pressure vessel shell plates, used in fabrication of reactor 
pressure vessel, were ASME SA 533-65, Grade B. 

ORSER.W.S. Detroit Edison Co. 92/06/30. Document Control Branch (Document 
Control Desk). 22pp. 62277:061-62277:082. 

9207090194 Responds to issues raised by ACRS re power upgrade program 
submittal.Encl withheld (ref 10CFR2.790). 

ORSER.W.S. Detroit Edison Co. 92/07/06. Document Control Branch (Document 
Control Desk). 4pp. 62297:350-62297:353. 

9207150298 Notification of 920717 meeting w/util in Rockville.MD re regulatory issues 
on plant operations until end of current OL 

STRANSKY,R.J. Project Directorate III-1. 92/07/06. MARSH, LB. Project Directorate 
III-1. 2pp. 62378:255-62378:256. 

9207150037 Provides details of concern recently received re fitness-for-duty status of 
individual possibly employed at nuclear plant in State of ll.Withheld per 
10CFR2.790(a). 

NORELIUS.C.E. Region 3 (Post 820201). 92/07/09. ORSER.W.S. Detroit Edison Co. 
2pp. 62335:057-62335:058. 

9207300096 Notification of 920730 meeting w/util In Rockville.MD to discuss use of 
SHEX computer code in modelling response of containment to postulated LOCA. 
COLBURN.T. Division of Reactor Projects - III.IV.V (Post 901216). 92/07/27. 
MURLEY.T., MIRAGLIO.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 4pp. 
62580:323-62580:326. 


Q. inspection reports, IE Bulletins & correspondence 


9207090151 LER 92-005-00:on 920603, determined that standby gas treatment sys divi- 
sion 1 & 2 inoperable.Caused by relay 11 ICR energized & sealed in hindering start of 
SGTS.Visual & physical insp of circuitry performed.W/920706 Itr. 

PENDERGAST,J.. ORSER.W.S. Detroit Edison Co. 92/07/06. 6pp. 62437:001- 
62437:006. 


9207090158 LER 92-020-01 :on 911120,HPCI sys start failure occurred during quarterly 
surveillance testCaused by EGR not responding to signal from EG-M control uniLEGR 
replaced. W/920706 Itr. 

PENDERGAST.J., ORSER.W.S. Detroit Edison Co. 92/07/06. 6pp. 62437:018- 
62437:023. 


9207140018 LER 91 -020-01 :on 911120,HPCI ^s failed to start during performance of 
HPCI pump time response & operability test. Caused by corrosion from water intrusion 
into HPCI oil sys. Turbine gland seals & vacuum pump changed out.W/920706 Itr. 
PENDERGAST.J., ORSER.W.S. Detroit Edison Co. 92/07/06. 6pp. 62437:183- 
62437:188. 


9207140224 LER 92-006-00:on 92061 1,EECW sys automatically initiated due to differ- 
ential pressure.Caused by ineffective communication between site organizations.Sys 
operating procedure revised to only allow operation w/two HXs in svc.W/920709 Itr. 
SIEMAS2.B.. ORSER.W.S, Detroit Edison Co. 92/07/09. 6pp. 62437:261-62437:266. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam.administered on 92061 0.Master BWR/PWR subj exam w/answer key end for 

WrIght.G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plana 

9207210123 Forwards SALP rept 50-344/92-14 for Apr 1991 - May 1992. 

MARTIN. J.B. Region 4 (Post 820201). 92/06/30. CROSS, J.E. Pacific Gas & Electric 
Co. 4pp. 62421:007-62421:033. 


9207060164 Accepts 900817,0207 & 911010 submittals of results to three turbine disk 
insp for facility turbines.License condition 2.C(11) satisfactorily completed. 
COLBURN.T.G. Project Directorate III-1. 92/06/26. ORSER.W.S. Detroit Edison Co. 
3pp. 62197:357-62197:359. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of Now York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

RO^I,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207170171 Forwards insp rept 50-341/92-10 on 920508-0630.No violations noted. 
PHtLLIPS,M,P, Region 3 (Post 820201). 92/07/13. ORSER.W.S. Detroit Edison Co. 
3pp. 62446:280-62446:299. 

-9207170176 Insp rept 50-341/92-10 on 920508-0630.No violations noted. Major areas 
in8pected:operationai 8afety,maint,followup events.surveillances & refueling prepara- 
tion. 

PHILLIPS, M.P. Region 3 (Post 820201). 92/07/13. 16pp. 62446:283-62446:299. 

9207280303 Advises of error in insp rept 50-341 /92-05.Page 3 of rept should state that 
exercise unannounced as players unaweu^e of date or time of exercise. 
MCCORMICK-BARGE Region 3 (Post 820201). 92/07/23. ORSER.W.S. Detroit 
Edison Co. 1p. 62497:219-62497:219. 

9207300219 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Dam^e.” Eleven areas in plant Identified containing Thermo-Lag matl. 

ORS^,W.S. Detroit Edison Co. 92/07/23. Document Control Branch (Document 
Control Desk). 3pp. 62638:136-62638:138. 


R. Periodic operating reports & related correepoiHlence 

9207200342 Monthly mratirra r^ for June 1992 for Fermi Unit 1.W/ 920715 Itr. 
STONE, B.J.. ORSEfTw.S. D^oit Edison Co. 92/06/30. 4pp. 62451:291-62451:294. 


& Reportable oocurrences, LERe A related correspondence 

9207280257 Part 21 rept re cracking of stellite 21 hardfadng on guide nose of poppets 
supplied as part of MSIV leakage improvement mod.lnltially reported by CLEi on 
920522. Recommends that liquid penetrant exam be performed. 

SHIELDS.S.N. Atwood & Morrill Co.. Inc. 92/06/24. BERLINGER NRC - No Detailed 
Affiliation Given. 4pp. 62568:340-62568:344. 


-9207210126 SALP rept 50-344/92-14 for Apr 1991 - May 1992. 

* Region 4 (Post 820201). 92/05/31. 24pp. 62421:011-62421:033. 


9207090109 Rev 1 to EPIP TPP 25-2, “Emergency Response Organization Retraining 
Matrix.” 

* Portland General Electric Co. 92/07/01 . 3pp. 62308:263-62308:266. 


9207080159 Forwards insp rept 50-344/92-18 on 920608-12 & notice of 
violation. Violation pertained to failure of escort from Trojan visitor info ctr to carry port- 
able radio while conducting tour of protected area. Rents withheld. 

PATE,R.J. Region 5 (Post 820201). 92/07/02. CROSS, J.E. Portland General Electric 
Co. 3pp. 62451:338-62451:340. 

9207160285 Responds to 920630 Itr forwarding Rev 15 to physical security plan.Rev 
consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into plan. 
JOYNER, J.H. Region 1 (Post 820201). 92/07/09. SIEBER.J.D. Duquesne Ught Co. 
3pp. 62413:327-62413:329. 

9207210234 Revised RERP Implementing Procedures, including Rev 7 to EP 001, 
“Emergency Classification” & Rev 6 to EP 002, “Protective Action Recommenda- 
tions” & revised table of content dtd 92071 3.W/nine oversize drawings. 

* Portland General Electric Co. 92/07/13. 50pp. 62513:315-62514:007. 

9207290397 Revised Emergency Procedures, including rev 7 to EP-100,rev 6 to EP- 
101, rev 6 to EP-102,rov 8 to EP-103,rev 5 to EP-104, rev 2 to EP-201,rev 0 to EP-204 
& rev 4 to EP-500. 

* Portland General Electric Co. 92/07/22. 79pp. 62612:184-62612:263. 


9207290367 Amend 28 to Vol 1,Book 2 of PQE-1008, "Radiological Emergency Re- 
sponse Plan." 

* Portland General Electric Co. 92/07/31. 150pp. 62612:050-62612:179. 


9207290376 Amend 28 to Vol 1,Book 1 of PGE-1008, “Radiological Emergency Re- 
sponse Plan." 

* Portland General Electric Co. 92/07/31. 4pp. 62612:180-62612:183. 


P. Operating license stage documents & correspondence 

9207060291 Forwards Amend 6 to PGE-1048, “Trojan Nuclear Plant 1ST Program for 
Pumps & Valves Second 10-Yr Interval.” 

WALT,T.D.. CROSS, J.E. Portland General Electric Co. 92/06/30. Document Control 
Branch (Document Control Desk). 25pp. 62249:120-62249:331. 

-9207060294 Amend 6 to PGE-1048. “Trojan Nuclear Plant iST Program for Pumps & 
Valves Second 10-Yr Intenral.” 

* Portland General Electric Co. 92/06/30. 200pp. 62249:145-62249:331. 

9207150148 Remits payments for 1992-93 Energy Resource Supplier Assessment & 
1991-92 Energy Resource Supplies Assessment Adjustment, In accordance w/OR Re- 
vised Statutes. 

WALT,T.D. Portland General Electric Co. 92/06/30. STEWART-SMITH. Oregon, State 
of. 3pp. 62403:096-62403:124. 

-9207150181 “11th Annual Rept of Pacific Northwest Electric Power & Conservation 
Planning Council.” 901001-910930. 

* Northwest Power Planning Council. 91/09/30. 26pp. 62403:099-62403:124. 
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9207100396 Forwards response to GL 92-01, Rev 1, "Reactor Vessel Structural Integri- 
ty.” Westinghouse repts demonstrating that util has adequate program to monitor re- 
actor vessel structural integrity also end. 

WALT.T.D., CROSS, J.E. Portland General Electric Co. 92/07/06. Document Control 
Branch (Document Control Desk). 12pp. 62379:001-62380:037. 

“9207100401 “Portland General Electric Co Trojan Unit 1 Reactor Vessel Radiation 
Surveillance Program." 

DAVIDSON, J.A.. PHILLIPS.J.H., CHIRIGOS,J.N. Westinghouse Electric Corp. WCAP- 
8426. 75/01/31. 44pp. 62379:013-62380:030. 

“8710190190 Forwards info re plant reactor vessel matl surveillance program, per 
770523 request. 

BROEHL,D.J. Portland General Electric Co. 78/05/22. SCHWENCER.A. Operating 
Reactors Branch 1 (Pro 790625). 7pp. 62380:031-62380:037. 

9207220248 Forwards response to NRC 920515 RAI on leak-before-break analysis for 
various lines, per 910628 & 1231 Itrs requesting review & approval of leak-before- 
break methodology to justify elimination of pipe whip restraints on piping. 

WALT.T.D., CROSS.J.E. Portland General Electric Co. 92/07/17. Document Control 
Branch (Document Control Desk). 5pp. 62476:271 -62476:275. 


Q. Inspection reports, IE Bulletins & correspondence 

9207220350 FOIA request for results of INPO most recent insp of Trojan plant. 
MARBET,L.K. Don’t Waste Oregon Committee. 91/10/22. GRIMSLEY.D. Division of 
Freedom of Information & PuDlications Services (Post 890205). Ip. 62456:027- 
62456:027. 

9207220353 Final response to FOIA request for results of INPO most recent insp of 
plant.No agency records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. MARBET.LK. Don’t Waste Oregon Committee. Ip. 62456:028- 
62456:028. 

9207230224 Documents activities of OR DOE plant resident inspectors for period from 
920228-0429 & discusses activities & observations & conclusions during subj period. 
BLESS, A.. SARTE,V. Oregon, State of. 92/04/30. STEWART-SMITH Oregon, State 
of. 6pp. 62478:323-62478:328. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207210123 Forwards SALP rept 50-344/92-14 for Apr 1991 - May 1992. 

MARTIN.J.B. Region 4 (Post 820201). 92/06/30. CROSS.J.E. Pacific Gas & Electric 
Co. 4pp. 62421:007-62421:033. 

“9207210126 SALP rept 50-344/92-14 for Apr 1991 - May 1992. 

* Region 4 (Post 820201). 92/05/31. 24pp. 62421:011-62421:033. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Unes 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207080159 Fonvards insp rept 50-344/92-18 on 920608-12 & notice of 
violation. Violation pertained to failure of escort from Trojan visitor info ctr to carry port- 
able radio while conducting tour of protected area. Repts withheld. 

PATE,R.J. Region 5 (Post 820201). 92/07/02. CROSS.J.E. Portland General Electric 
Co. 3pp. 62451:338-62451:340. 

9207150350 Notification of significant licensee meeting on 920716 in Rainier, OR to dis- 
cuss SALP rept for Apr 1991 to May 1992. 

ZIMMERMAN, R.P. Region 5 (Post 820201). 92/07/06. Region 5 (Post 820201), 3pp. 
62396:360-62396:362. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001 -62480:006. 

920721(K)94 Notification of 920716 meeting w/util to discuss results of most recent 
SALP for util. 

KUNIHIRO.D.M. Region 5 (Post 820201). 92/07/10. SYKES,M.J. Oregon, State of. Ip. 
62420:282-62420:282. 

920721CK)96 Notification of 920716 meeting w/util to discuss results of most recent 
SALP for plant. 

KUNIHIRO.D.M. Region 5 (Post 820201). 92/07/10. LEMIEUX,J. Washington, State 
of. Ip. 62420:287-62420:287. 


R. Periodic operating reports & related correspondence 

9207140323 Monthly operating rept for June 1992 for Trojan Nuclear PlantW/920709 
Itr. 

BAIR,G.G., ROBINSON.W.R. Pacific Gas & Electric Co. 92/06/30. 5pp. 62385:147- 
62385:151. 


S. Reportable occurrences, LERs & related correspondence 

9207200173 Forwards lER 91-035-01 re missed TS surveillance & inadequate surveil- 
lance test procedure.EncI revises commitment indicates that utii will implement sever- 
al separate surveillance procedures. 

ROBINSON.W.R. Portland General Electric Co. 92/06/24. Document Control Branch 
(Document Control Desk). Ip. 62480:276-62480:284. 

“9207200178 LER 91 -035-01 :on 911115.di8COvered that periodic operations test for 
control bldg switchgear room smoke exhaust & detection sys not performed until 
910725.Caused by use of inadequate procedure.Continuou8 fire watches posted. 
CLARIDQE.D.L. Portland General Electric Co. 92/06/24. 8pp... 62480:277-62460:284. 


9207090154 LER 92-01 3-00:on 920604,personnel error in design leads to installation of 
inappropriate instrument sensing line drain valves causing potentially inoperable post 
accident monitoring instruments.Plant design revised.W/920706 Itr. 

SHERMAN,R.N., TOBINSON,W.R. Portland General Electric Co. 92/07/06. 11pp. 
62437:007-62437:017. 

9207090182 LER 92-01 4-00:on 920605,reactor trip experienced, resulting in increase in 
feedwater flow & feedwater regulating valve demand.Caused by failure of manual in- 
crease pushbutton station.Station replaced w/spare unit.W/920706 Itr. 
CLARIDGE.D.L, ROBINSON,W.R. Portland General Electric Co. 92/07/06. 6pp. 
62437:034-62437:039. 

9207220157 LER 92-01 5-00:on 92061 7, determined that design change had been imple- 
mented w/o prior NRC approval or required license change.Caused by failure to 
follow established procedural requirements.Appropriate procedures revised. W/92071 7 
Itr. 

CLARIDGE.D.L, ROBINSON.W.R. Portland General Electric Co. 92/07/17. 7pp. 
62481:159-62481:165. 

9207240248 LER 92-01 6-00:on 92061 8, noted that RCS leak rate values for previous 
three days were unchanged.Caused by inadequate operations dept mgt 
grogram.Manager directed Control Operator to initiate RCS leak rate test.W/920720 

SHERMAN.R.N., ROBINSON.W.R. Portland General Electric Co. 92/07/20. 6pp. 
62520:303-62520:308. 

9207300091 LER 92-01 7-00:on 920623,Auxiliary bldg ventilation sys grab sample not 
performed as required due to inadequate mgt program to implement TS action 
statementChemlstry Dept revised procedures to include term "daily." W/920724 Itr. 
SHERMAN.R.N., ROBINSON.W.R. Portland General Electric Co. 92/07/23. 8pp. 
62588:013-62588:020. 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9207080107 Forwards insp rept 50-346/92-08 on 92051 9-920622.No violations noted. 
JACKIW.I.N. Region 3 (Post 820201). 92/06/26. SHELTON.D. Centerior Service Co. 
SHELTON, D. Toledo Edison Co. 2pp. 62218:226-62218:237. 

“92070801 14 Insp rept 50-346/92-08 on 92051 9-0622.No violations noted. Major areas 
lnspected:provious insp findIngs.LER followup, plant operations, actions re info notice 
92-030,radiological controls.maint/sun^eillance & emergency preparedness. 
JACKIW.I.N. Region 3 (Post 820201). 92/06/26. 10pp. 62218:228-62218:237. 


H. General correspondence 


9207020208 Requests that name & address of D Burke, Esquire be replaced w/that of 
M O’Reilly. 

SHELTON, D.C. Centerior Energy. 92/06/26. Document Control Branch (Document 
Control Desk). Ip. 62219:165-62219:165. 

9207160038 Comment on draft reg guide DG-1021, "Selection, Design, 

Qualification, Testing & Reliability of Emergency Diesel Generator Units Used as Class 
IE Onsite Electric Power Sys & Nuclear Power Plants.'’Endorses NUMARC comments. 
SHELTON.D.C. Centerior Energy. 92/07/06. Regulatory Publications Branch. 2pp. 
62375:020-62375:021. 

9207160040 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
special nuclear matl. 

SHELTON.D.C. Centerior Energy. 92/07/08. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 62375:026-62375:026. 

9207290151 Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensees.Supports rules. 

SHELTON.D.C. Centerior Energy. 92/07/17. CHILK,S,J, Office of the Secretary of the 
Commission. 2pp. 62506:184-62506:185. 


M. Antitrust correspondence 


9207020059 NRC Staff statement concerning matters not to bo considered by Licensing 
Board & request for leave to respond.* Staff request should be granted. 

HOM.S.R. Office of the General Counsel (Post 860701). #392 13051. 92/06/29. 
Atomic Safety & Licensing Board Panel. 2pp. 62182:011-62182:012. 

9207020141 Applicants request that Licensing Board disregard factual issues discussed 
during oral argument* Foregoing issues represent factual issues which Board should 
disregard in disposition of phase one of case.W/Certificate of Svc. 

SINGLEY.M.A. Ohio Edison Co. SINGLEY,M.A. Cleveland Electric Illuminating Co. 
SINGLEY.M.A. Toledo Edison Co. #392 13047. 92/06/29. Atomic Safety & Licensing 
Board Panel. 1 1 pp. 621 82:022-621 82:032. ^ 

9207020164 Proposed corrections to 920612 transcript of 920610 oral argument on 
summary description.* W/Certificate of Svc. 

HOM.S.R. Office of the General Counsel (Post 860701). #392 13052. 92/06/29. 5pp. 
62182:040-62182:044. 

9207020170 City of Cleveland proposed corrections to oral argument transcript of 
920610.* W/CertIficate of Svc & svc list 

GOLDBERG.R. Cleveland. OH. GOLDBERG.R. Goldberg, Fieldman & HJelmfeit #392 
13046. 92/06/29. Atomic Safety & Licensing Board Panel. 6pp. 62182:045-62182:050. 

9207090012 Applicant answer in opposition to amended petition of city of Brook 
Park.OH for leave to intervene out of time.* City of Brook Park untimely intervention 
petition should be denied.W/Certificate of Svc. 

CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge. 
#392 13062. 92/06/30. Atomic Safety & Licensing Board Panel. 21pp. 62266:117- 
62266:137. 
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9207090111 Order (granting opportunity to respond to filings on significant factual asser- 
tions).* Responses to proceeding filings should be submitted by 920708. W/Certificate 
of Svc. Served on 920702. 

MILLER.M.E. Atomic Safety & Ucensing Board Panel. #392 13069. 92/07/01. Ohio 
Edison Co. 4pp. 62266:272-62266:275. 

9207100094 NRC Staff answer to amended petition of City of Brook Park, OH.for leave 
to intervene out of time.* NRC does not oppose granting of amended petitlon.W/Cer- 
tificate of Svc. 

HOM,S.R. Office of the General Counsel (Post 860701). #392 13079. 92/07/06. 
Atomic Safety & Licensing Board Panel. 11pp. 62270:107-62270:117. 

9207100012 Informs that NRC will not be filing any response to applicant 920629 re- 
quest for Board to disregard "significant factual assertions” & objections to city of 
Cleveland 920629 proposed corrections to transcript of 920610 oral argument. 
HOM.S.R. Office of the General Counsel (Post 860701). #392 13083. 92/07/07. 
MILLER.M.E., BECHHOEFER.C.. BOLLWERK,G.P. Atomic Safety & Licensing Board 
Panel, ip. 62270:008-62270:008. 

9207100084 Reply by American Municipal Power-Ohio.Inc to applicant request that 
Board disregard factual issues.* Applicant requests Board disregard iirelevant asser- 
tions by ail parties.W/Certificate of Svc. 

STRAUS, D.R. American Municipal Power-Ohio, Inc. STRAUS.D.R. Spiegel & McDiar- 
mid. #392 13080. 92/07/07. Atomic Safety & Ucensing Board Panel. 6pp. 62270:101- 
62270:106. 

9207100010 City of Cleveland opposition to applicant request that Ucensing Board dis- 
regard certain arguments of city of Cleveland counsel in oral argumentCertlflcate of 
Svc & svc list end. 

GOLDBERG.R.. STROTHER, C.D. Cleveland. OH. GOLDBERG.R. Goldbera, Fieldman 
& Hjelmfelt. #392 13082. 92/07/08. Atomic Safety & Ucensing Board Panel. 7pp. 
62270:001-62270:007. 


N. Antitrust hearing transcripts 

9207200060 Transcript corrections (oral arugment).* Lists proposed changes to be 
adopted in transcriptW/Certificate of Svc. Served on 920710. 

MILLER.M.E. Atomic Safety & Ucensing Board Panel. #392 13100. 92/07/10. 6pp. 
62404:114-62404:119. 


9207300129 Requests NRC approval of temporary non-code repair of through-wall leak 
discovered in svc water sys piping at Unit 1,per Generic Ltr 90-05. W/one oversize 
drawing. 

SHELTON, D.C. Entergy Operations. Inc. 92/07/20. Document Control Branch (Docu- 
ment Control Desk). 1 1 pp. 62595:300-62595:307. 


Q. inspection reports, iE Buiietins & correspondence 

9207220339 FOIA request for results of INPO most recent insp of Davis Besse Nuclear 
Power Plant. 

JOHNSTON.C.B. Toledo Coalition for Safe Energy. 91/10/31. GRIMSLEY.D.H. Divi- 
Sion of Freedom of Information & Publications Services (Post 890205). 1 p. 62462:337- 
62462:337. 

9207220343 Final response to FOIA request for results of INPO most recent insp of 
plant.No agency records sub] to request located. 

qRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. JOHNSTON.C.B. Toledo Coalition for Safe Energy, ip. 
62462:338-62462:338. 

9207080107 Forwards insp rept 50-346/92-08 on 92051 9-920622.No violations noted. 
JACKIW.I.N. Region 3 (Post 820201). 92/06/26. SHELTON, D. Centerior Service Co. 
SHELTON, D. Toledo Edison Co. 2pp. 62218:226-62218:237. 

-9207080114 Insp rept 50-346/92-08 on 92051 9-0622.No violations noted. Major areas 
inspect6d:previous insp findings.LER followup, plant operations, actions re info notice 
92-030, radiological controls.maint/surveillance & emergency preparedness. 
JACKIW.I.N. Region 3 (Post 820201). 92/06/26. 10pp. 62218:228-62218:237. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Cionsolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 


P. Operating license stage documents & correspondence 

9207080120 Final response to FOIA request for document8.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-9207090267 Partially withheld summary of 861021-22 NRC mat meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

9207080179 Forwards voluntary rept summarizing results of Investigation of Health & 
Human Svcs certified lab.Rept withheld (ref 10CPR2.790). 

SHELTON, D.C. Centerior Energy. 92/06/25. Document Control Branch (Document 
Control Desk). Ip. 62275:355-62275:355. 

9207060011 Submits followup info to 910903 ltr re corrosion for INCO 82 welded steam 
enerator tube plug installs at facility.Table listing comparison of Inconel 600 & INCX) 
2 elemental composition end. 

SHELTON.D.C. Centerior Energy. 92/06/29. Document Control Branch (Document 
Control Desk). 4pp. 62250:179-62250:182. 


9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140072 Forwards insp rept 50-346/92-07 on 920504-0605 & notice of violations. 
MILLER, H.J. Region 3 (Post 820201). 92/07/07. SHELTON,D. Centerior Energy. 
SHELTON.D. Toledo Edison Co. 2pp. 62299:208-62299:237. 

-9207140075 Notice of violation from insp on 920504-0605. Violations noted:strainers 
were not installed in fill lines of day tanks & high level alarms not installed on fuel oil 
storage tanks. 

MILLER,H.J. Region 3 (Post 820201). 92/07/07. Ip. 62299:210-62299:210. 

-9207140089 Insp rept 50-346/92-07 on 920504-0605.Violations noted.Major areas 
inspected:EDSFI in accordance w/TI 2515/107. 

WESTBERG,R.A., GARDNER.R.N. Region 3 (Post 820201). 92/07/07. 23pp. 
62299:211-62299:237. 

9207150251 Forwards Rev 1 to Vol I of “Insenrice Insp Plan, Second 10-Yr Nuclear In- 
terval Pump & Valve Inservice Testing Program." 

SHELTON,D.C. Centerior Energy. 92/07/08. Document Control Branch (Document 
Control Desk). 19pp. 62416:001-62416:213. 


9207080262 Forwards Rev 1 to license NPF-3,requesting info to enable NRC to assess 
degree of compliance w/regulatory requirements re reactor vessel integrity,in re- 
sponse to generic ltr 92-01. 

SHELTON.D.C, Centerior Energy. 92/07/01. Document Control Branch (Document 
Control Desk). 32pp. 62277:301-62277:332. 

9207130204 Forwards SE accepting licensee initial response to SBO rule, per 920331 
submittal. 

HOPKINS.J,B. Project Directorate III-3. 92/07/01, SHELTON.D.C. Toledo Edison Co. 
2pp. 62338:023-62338:028. 

-9207130209 Safety evaluation accepting licensee initial response to SBO rule. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/01. 4pp. 
62338:025-62338:028. 

9207150251 Fomvards Rev 1 to Vol I of “Inservice Insp Plan.Second 10-Yr Nuclear In- 
terval Pump & Valve Insenrice Testing Program." 

SHELTON.D.C. Centerior Energy. 92/07/08. Document Control Branch (Document 
CJontrol Desk). 19pp. 62416:001-62416:213. 

-92071502S3 Rev 1 to Vol I of "Inservice Insp Plan.Second 10-Yr Nuclear Interval 
Pump & Valve Inservice Testing Program." 

* Centerior Energy. 92/06/1 1. 300pp. 62416:0I^)-62416:213. 

9207200139 Informs that work has been completed re enhancement of electrical com- 
ponents which support feed & bleed cooling capability functions following seismic 
event 

SHELTON.D.C. Centerior Energy. 92/07/13. Docuntent Control Branch (Document 
Control Desk). 2pp. 62464:30542464:306. 

9207200261 Proposes that day-to-day.in-line quality review of spec & mod packages be 
eliminated in support of change in responsibilities of engineering assurance 
unitChanges identified in enci USAR Chapter 17.2,QA program. 

SHELTON^,D.C. Centerior Energy. 92/07/14. Document (Control Branch (Document 
Control Desk). 7pp. 62447:222-62447:228. 

9207230227 Notification of 920730 meeting w/counterparts in Oak Harbor. OH to dis- 
cuss items of generic interest between NRR,Region III & licensees for plants in NRR 

HOPKINS.J.B. Project iSrectorate 'lli-3. 92/07/16. HANNON.J.N. Project Directorate 
III-3. 4pp. 62478:319-62478:322. 


-9207150253 Rev 1 to Vol I of “Inservice Insp Plan.Second 10-Yr Nuclear Intenral 
Pump & Valve Inservice Testing Program." 

* Centerior Energy. 92/06/11. 300pp. 62416:020-62416:213. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207280069 Forwards insp rept 50-346/92-09 on 920615-19 & notice of deviation. 
PEDERSON.C.D. Region 3 (Post 820201). 92/07/10. SHELTON.D. Toledo Edison Co. 
2pp. 62488:1 1 3-62488:1 24. 

-9207280075 Notice of deviation from insp on 92061 5-1 9. Deviation noted: on 
920128,geiger mueller detector.rather than prescribed beta scintillation detector, was 
installed in Oct 1989 to monitor effluent from waste sorting area. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/10. 1p. 62488:115-62488:115. 

-9207280080 Insp rept 50-346/92-09 on 92061 5-1 0.Deviations noted.Major areas 
inspected:licen8ee radiation protection & solid radwaste & transportation 
programs.including mgt controls & organization.audits & training & qualifications. 
PAUL.R.A.. SHAH.N.. SCHUMACHER.M.C. Region 3 (Post 820201). 92/07/10. 9pp. 
62488:116-62488:124. 


R. Periodic operating reports A related correspondence 


9207180095 Monthly operating rept for June 1992 for Davis-Besse Nuclear Power Sta- 
tion Unit 1.W/920708 ltr. 

SARSOUR.B.. STORZ.LF. Toledo Edison Co. 92/06/30. 5pp. 62430:110-62430:114. 


& Reportable occurrences, LERs A related correspondence 


9207270011 LER 92-005-00:on 92061 9.houriy fire watch of inoperable fire barriers ex- 
ceeded allowable interval by five minute8.Caused by personnel error.Importance of fire 
watch patrol during surveillance or maint reiterated w/individual.W/920717 ltr. 
FILAR.K.A.. STORZ.LF. Toledo Edison Co. 92/07/17. 4pp. 62587:134-62587:137. 
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T. Hearing transcripts on non-antitrust matters 

9207020164 Proposed corrections to 920612 transcript of 920610 oral argument on 
summary description.* W/Certificate of Svc. 

HOM.S.R. Office of the General Counsel (Post 860701). #392 13052. 92/06/29. 5pp. 
62182:040-62182:044. 

9207020170 City of Cleveland proposed corrections to oral argument transcript of 
920610.* W/Oertificate of Svc & svc list. 

GOLDBERG.R. Cleveland, OH. GOLDBERG.R, Goldberg, Reldman & Hjelmfelt #392 
13046. 92/06/29. Atomic Safety & Licensing Board Panel. 6pp. 62182:045-62182:050. 


V. Operator Examinations 

9207220098 Fonwards requalification requirements necessary for preparation for evalua- 
tion visit scheduled for wk of 921130. 

WRIGHT,G.C. Region 3 (Post 820201). 92/07/15. SHELTON.D. Centerlor Energy. 
10pp. 62432:283-62432:292. 

9207270238 Advises that on 92041 0,RS Smith (Operator License OP-30817) & on 
920611, BA Randall (Senior Operator License SOP-31 01 2) terminated employment w/ 
util.Individuals will no longer perform licensed duties at facility. 

SHELTON,D.C. Centerior Energy. 92/07/20. Document Control Branch (Document 
Control Desk). 1 p. 62565:001 -62565:001 . 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007. Authorized representative from facility should submit Itir list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT,G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

9207060250 Responds to violations noted in Insp Repts 50-348/92-13 & 50-364/92- 
IS.C^ective action8:8ecurity group examiners received training & security personnel 
training & qualification plan will be revised. 

WCX)DARD,J.D. Southern Nuclear Operating Co. 92/06/30. Document Control Branch 
(Document Control Desk). 2pp. 62254:311-62254:312. 

9207080062 Revised attachments to Emergency implementing Plan Procedure FNP-0- 
EIP-8, “Plant Notification Roster." W/920630 Itr. 

HUDSPETH. J.B. Southern Nuclear Operating Co. 92/06/30. 213pp. 62305:120- 
62305:333. 

9207060289 Notification of 920724 meeting w/util in Rockviile,MD to discuss EOF & 
TSC staffing times. 

HOFFMAN.S.T. Project Directorate 11-1. 92/07/01. ADENSAM.E.G. Project Directorate 
11-1. 3pp. 62243:300-62243:302. 

9207140271 Forwards Rev 23 to security pian.Rev withheld. 

WOODARD,J.D. Southern California Edison Co. 92/07/02. Document Control Branch 
(Document Control Desk). 1p. 62385:354-62385:354. 

9207210291 Forwards public version of rev 24 to EIP GO-EIP-111, “Corporate Activa- 
tion & Notification." W/920715 release memo. 

MCX)RE,B.L Southern Nuclear Operating Co. 92/07/07. Document Control Branch 
(Document Control Desk). 3pp. 62440:08^2440:132. 

-9207210297 Public version of rev 24 to EIP GO-EIP-111, “Corporate Activation & Noti- 
fication " 

* Southern Nuclear Operating Co. 92/07/07. 44pp. 62440:089-62440:132. 

9207280299 Forwards public version of Rev 85 to EPIP FNP-O-EIP-8, “On-Call Sched- 
ule." 

HUDSPETH, J.B. Southern Nuclear Operating Co. 92/07/08. Document Control 
Branch (Document Control Desk), ip. 62566:177-62566:169. 

-9207280308 Public version of Rev 85 to FNP-O-EIP-8, “On-Call Schedule." 

* Southern Nuclear Operating Co. 92/07/06. 10pp. 62566:178-62566:189. 

9207300041 Revised EPIPs.including Temporary Change (TON) TCNs 85A & 85B to 
FNP-O-EIP-8, “Emergency Communications" & TCN 36A to FNP-O-EIP-26. “Offsite 
Notifications." W/920721 Itr. 

HUDSPETH.J.B. Southern Nuclear Operating Co. 92/07/21. 29pp. 62638:226- 
62638:255. 

9207290309 Ack receipt of 920702 itr transmitting Rev 23 to physical security 
plan.Changes consistent w/provisions of 10CFR50.M(p) & acceptable for inclusion 
into plan. 

COLLINS,D.M. Region 2 (Post 820201). 92/07/23. HAIRSTON,W.G. Southern Nuclear 
Operating Co. 2pp. 62610:360-62610:361. 

9207310157 Responds to NRC Bulletin 92-001, “Failure of Thermo-Ug 330 Fire Barrier 
Sys to Maintain Cabling & Wide Cable Trays & Small Conduits Free from Fire 
Damage." Thermo-Lag 330 mat! not installed in either unit. 

WOODARD, J.D. Southern Nuclear Operating Co. 92/07/27. Document Control Branch 
(Document Control Desk). Ip. 62658:298-62658:298. 


Q. AdJucHcatory correspondence 

9207020155 Provides info to assist Board in making final determination re purportedly 
proprietaiy info in APCO exhibits.* W/ Certificate of Svc. 

HOELLER,E. Office of the General Counsel (Post 860701). #392 13050. 92/06/30. 
BOLLWERK.G.P., MORRIS, P.A.. CARPENTER.J.H. Atomic Safety & Ucensing Board 
Panel. 7pp. 62182:033-62182:039. 

9207090118 Responds to 920501 Board memo.* Util requests that Board accord un- 
conditional proprietary treatment to certain pages from TERs re to ASCO 
equipmentW/Certificate of Svc. 

REPKA,D.A. Alabama Power Co. REPKA,D.A. Winston & Strawn. #392 13061. 92/06/ 
30. Atomic Safety & Licensing Board Panel. 43pp. 62266:280-62266:322. 


9207090082 Forwards copies of first generation facsimiles re util response to Board 
920501 order concerning proprietary info. 

REPKA,D.A. Alabama Power Co. REPKA,D.A. Winston & Strawn. #392 13068. 92/07/ 
01. BOLLWERK.G.P., MORRIS,P.A., CARPENTER,J.H. Atomic Safety & Licensing 
Board Panel. 7pp. 62266:241-62266:247. 

9207090010 Order (adopting transcript corrections for evidentiary hearing sessions con- 
ducted on 920518-21).* Parties should advise Board of any objections to Board-desig- 
nated corrections by 92071 3.W/Cortificate of Svc.Sen/ed on 920702. 

BOLLWERK,G.P. Atomic Safety & Licensing Board Panel. #392 13069, 92/07/02. 
Alabama Power Co. 17pp. 62266:100-62266:116. 

9207200070 Memorandum & order (granting parties joint request for extension of filing 
deadlines for proposed findings & conclusions).* Parties should provide joint status 
rept by 920807. W/CertIficate of Svc.Served on 920710. 

b6lLWERK,G.P. Atomic Safety & Licensing Board Panel. #392 13092. 92/07/10. 
Alabama Power Co. 4pp. 62404:197-62404:200. 


H. General correspondence 


9207130045 Comment supporting proposed rule 10CFR50.63 re proposed rev to “Loss 
of All Alternating Current Power.’’ 

W(X)DARD,J.D. Southern Nuclear Operating Co. 92/07/02. CHILK,S.J. Office of the 
Secretary of the Commission. Ip. 62285:057-62285:057. 


P. Operating license stage documents & correspondence 


9207020196 Summary of 920206 meeting w/util in Rockville,MD re potential amend re- 
quest for interim generator tube alternate plugging criteria & related APC amend re- 
quests. 

HOFFMAN,S.T. Project Directorate 11-1. 92/06/19. Project Directorate 11-1. 6pp. 
62194:060-62194:135. 

9207060289 Notification of 920724 meeting w/util in Rockville,MD to discuss EOF & 
TSC staffing times. 

HOFFMAN,S.T. Project Directorate 11-1. 92/07/01. ADENSAM.E.G. Project Directorate 
11-1. 3pp. 62243:300-62243:302. 

9207070153 Forwards response to GL 92-01 re compliance w/requirements & commit- 
ments of 1 0CFR50.6O & 50.61 re reactor vessel structural integrity. 

WOODWARD,J.B. Southern Nuclear Operating Co. 92/07^1. Document Control 
Branch (Document Control Desk). 38pp. 62262:224-62262:262. 

9207070345 Fonvards response to NRC 920603 request for addi info on TS amend to 
reduce allowable SG primary-to-secondary leakage from 500 gpd to 140 gpd. 
WOODARD,J.D. Southern Nuclear Operating Co. 92/07/01. EJocument Control Branch 
(Document Control Desk). 6pp. 62267:344-62267:349. 

9207150190 Forwards nonproprietary & proprietary versions of RAI re SG alternate 
plugging criteria.per 910226,1113,920221,0410 A 0604 Itrs requesting amends to 
Tech Specs.Proprietary version of RAI withheld (ref 10CFR2.790). 

HOFFMAN,S.T. Project Directorate 11-1. 92/07/10. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 17pp. 62415:110-62415:126. 

9207170031 Suppis re^nse to NRC supplemental safety evaluation re station blackout 
rule.Procedure for DG reliability program developed & issued which implements guid- 
ance in NUMARC 87-00, App D & Incorporates Reg Guide 1.155,Sectlon 1.2. 
WOODARD,J.D. Southern Nuclear Operating Co. 92/07/13. Document Control Branch 
(Document Control Desk). 3pp. 62440:214-62440:217. 

9207220004 Suppis 900123 Itr re implementation of program to address svc water sys 

K oblems affecting safety-related sys,per Generic Ltr 89-13.lnitial Unit 2 HX tests for 
3 jacket water & control room air conditioner completed on 920629. 

WOODARD,J.D. Southern Nuclear Operating Co. 92/07/16. Document Control Branch 
(Document Control Desk). Ip. 62476:317-62476:317. 

9207240134 Notification of 920727 meeting w/util in Rockville.MD to discuss staff re- 
quest for addI info re alternate SG tube plugging criteria. 

HOFFMAN,S.T. Project Directorate 11-1. 92/07/21. MURLEY.T. NRC - No Detailed Af- 
filiation Given. 4pp. 62479:230-62479:233. 

9207240109 Notification of 920731 meeting w/util in Rockville,MD to discuss rev of ac 
electrical sys TS. 

HOFFMAN,S.T. Project Directorate 11-1. 92/07/22. ADENSAM,E.G. Project Directorate 
11-2. 3pp. 62479:214-62479:216, 


Q. inspection reports, IE Bulletins & correspondence 


9207140005 Forwards exam rept 50-348/92-301 administered during wk of 920427- 
30.Attention invited to comments on operator performance weaknesses & insp find- 
ings encountered during administration of exams. 

PEEBLES,T.A. Region 2 (Post 820201). 92/06/24. HAIRSTON,W.G. Southern Nuclear 
Operating Co. 2pp. 62296:001-62298:234. 

-9207140010 Exam rept 50-348/92-301 on 920427-30.Exam re8ults:all reactor operator 
& senior reactor operator candidates passed exams.Strengths noted in area of train- 
ing dept cooperation & assistance. 

HOPPER, G.f. Region 2 (Post 820201). 92/06/16. 250pp. 62298:003-62298:234. 

9207160016 Forwards insp repts 50-348/92-16 & 50-364/92-16 on 920518-22 & notice 
of violations. 

JULIAN,C.A. Region 2 (Post 820201). 92/06/26. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 3pp. 62415:321-62415:338. 

-9207160022 Notice Of violation from insp on 92051 8-22.Violation8 noted: pressure 
relief valves springs were replaced in Sept 1989 & Drawing B-1 75968 was never re- 
vised to include required set|x>int tolerances. 

* Region 2 (Post 820201 ). 92/06/26. 2pp. 6241 5:324-6241 5:325. 
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-9207160032 Insp repts 50-348/92-16 & 50-364/92-16 on 920518-22. Violations 
noted.Major areas inspect©d:design change & plant mod including engineering techni- 
cal support. 

SMITH.C., THOMAS.M., JAPE.F. Region 2 (Post 820201). 92/06/25. 13pp. 
62415:326-62415:338. 

9207280043 Notification of significant licensee meeting w/util on 920715 in Atlanta,GA 
to discuss SALP of facility during period of 901231 through 920530. 

CANTRELL.F.S. Region 2 (Post 820201). 92/06/26. Region 2 (Post 820201). 2pp. 
62488:076-62488:077. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207140091 Forwards insp repts 50-348/92-14 & 50-364/92-14 on stated dates.No vio- 
lations noted. 

GIBSON,A.F. Region 2 (Post 820201). 92/06/29. HAIRSTON, W.G. Southern Nuclear 
Operating Co. 3pp. 62299:278-62299:294. 

-9207140098 Insp repts 50-348/92-14 & 50-364/92-14 on stated dates. Noncited viola- 
tion noted.Major areas inspected:review of completed reactor performance surveil- 
lance for both units. 

BURNETT.P.T.. CRLENJAK.R.V. Region 2 (Post 820201). 92/06/29. 14pp. 
62299:281-62299:294. 

9207060250 Responds to violations noted in Insp Repts 50-348/92-13 & 50-364/92- 
13.Corrective actions:security group examiners received training & security personnel 
training & qualification plan will be revised. 

WCX)DARD,J.D. Southern Nuclear Operating Co. 92/06/30. Document Control Branch 
(Document Control Desk). 2pp. 62254:311-62254:312. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 7pp. 62480:011-62480:017. 

9207060285 Informs that per 920702 telcon, required response date for Notice of Viola- 
tion 92-12-01 extended until 920716. 

WOODARD.J.D. Southern Nuclear Operating Co. 92/07/02. Document Control Branch 
(Document Control Desk). Ip. 62247:302-62247:302. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207210321 Responds to violations noted in Insp repts 50-348/92-12 & 50-364/92-12 
on 92041 3-051 8.Correctlve actions:remedial training provided w/emphasis on wrong- 
unit, wrong/train & shift foreman temporarily removed from shift. 

WCXDDARD.J.D. Southern Nuclear Operating Co. 92/07/16. Document Control Branch 
(Document Control Desk). 8pp. 62459:333-62459:340. 

9207270314 Ack receipt of 920630 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-348/92-13 & 50-364/92-13. 

COLLINS, D.M. Region 2 (Post 820201). 92/07/22. HAIRSTON, W.G. Southern Nuclear 
Operating Co. 2p. 62527:355-62527:356. 

9207300282 Advises that required response date to violations noted in Insp repts 50- 
348/92-16 & 50-364/92-16 extended until 920729,per 920724 telcon w/NRC. 
WOODARD.J.D. Southern Nuclear Operating Co. 92/07/24. Document Control Branch 
(Document Control Desk). 2pp. 62593:221-62593:222. 

9207310157 Responds to NRC Bulletin 92-001 , “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling & Wide Cable Trays & Small Conduits Free from Fire 
Damage." Thermo-Lag 330 matl not installed in either unit. 

WOODARD, J.D. Southern Nuclear Operating Co. 92/07/27. Document Control Branch 
(Document Control Desk). Ip. 62658:298-62658:298. 


R. Periodic operating reports & related correspondence 

9207160161 Monthly operating rept for June 1992 for Joseph M Farley Nuclear 
PlantW/920713 Itr. 

HILL.R.D., WOODARD, J.D. Southern Nuclear Operating Co. 92/06/30. 5pp. 
62423:299-82423:303. 


S. Reportable occtirrencee, LERe & related correspondence 

9207200126 Special repton 92071 5,section of pipe in fire main yard loop 
ruptured, causing loss of fire main water pressure. Rupture i 80 lated,fire pumps restored 
& fire water tank levels recovered to TS required levels. 

WOODARD, J.D. Southern Nuclear Operating Co. 92/07/16. Document Control Branch 
(Document Control Desk). Ip. 62447:346-62447:346. 


T. Hearing transcripts on non-antitnist matters 

9207160338 Corrected transcript of 920521 meeting in Bethesda.MD.Pp 1,996-2,309. 
* Atomic Safety & Licensing Board Panel, 92/05/21. 550pp. 62422:001-62423:187. 


V. Operator Examinations 

9207140005 Forwards exam rept 50-348/92-301 administered during wk of 920427- 
30.Attenlk>n invited to comments on operator performance weaknesses & insp find- 
ings encountered during administration of exams. 

PEEBLES,T.A. Regton 2 (Post 820201). 92/06/24. HAIRSTON, W.G. Southern Nuclear 
Operating Co. 2pp. 62298:001-62298:234. 


-9207140010 Exam rept 50-348/92-301 on 920427-30.Exam result8:ali reactor operator 
& senior reactor operator candidates passed exams.Strengths noted in area of train- 
ing dept cooperation & assistance. 

HOPPER, G.f. Region 2 (Post 820201). 92/06/16. 250pp. 62298:003-62298:234. 

9207220151 Discusses exam preparation visit scheduled for wk of 920921, written 
exams for 921005 & operating exams for 921006-09 & requests reference matl 
listed, adequate space & accommodations & review of Rules & Guidelines. 
PEEBLEs7t.A. Region 2 (Post 820201). 92/07/06. HAIRSTON,W.G. Southern Nuclear 
Operating Co. 11pp. 62438:069-62438:079. 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 

9207010041 Forwards initiat SALP repts 50-352/90-99 & 50-353/90-99 for assessment 
peric^ 901 01 6-92031 4.Decline observed in maint/surveiliance & safety assessment/ 
quality verification. PECO exihibited strong performance. 

MARTIN,T.T. Region 1 (Post 820201). 92/06/19. SMITH.D.M. Philadelphia Electric 
Co. 4pp. 62143:075-62143:106. 

-9207010044 SALP repts 50-352/90-99 & 50-353/90-99 for assessment period 
901016-920314. 

* Region 1 (Post 820201). 92/06/19. 28pp. 62143:079-62143:106. 

9207080051 Forwards pairtialiy withheld safeguards insp repts 50-352/92-18 & 50-353/ 
92-18 on 920608-1 2.No violations or safety concerns noted. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/25. SMITH,D.M. Philadelphia Electric 
Co. 4pp. 62218:311-62218:321. 

-9207080058 Partially withheld safeguards insp rept 50-352/92-18 & 50-353/92-18 (ref 
10CFR73.21).No safety concerns or violations noted.Major areas in 8 pected:prot 0 cted 
& vital area physical barriers.Portions of paragraphs sanatized. 

RATTA.A.D., KEIMIG.R.R. Region 1 (Post 820201). 92/06/24. 7pp. 62218:315- 
62218:321. 

9207090009 Requests approval for use of closed circuit television to satisfy Unit 1 TS 
requirements for hourly fire watch as compensatory measures for inoperable fire 
barrier.per NRC Bulletin 92-001. 

BECK,Q.J. Philadelphia Electric Co. 92/07/01. Document Control Branch (Document 
Control Desk). 3pp. 62307:31 4-62307:31 6. 

9207100202 Approves util use of CCTV to satisfy TS requirements for hourly fire watch 
in Fire Zone 46B at Unit 1 Room 406 & use of mirror to monitor Fire Zone In Unit 2 
Room 368,as requested by 920701 Itr. 

CLARK, R.J. Project Directorate 1-2. 92/07/02. BECK,G.J. Philadelphia Electric Co. 
4pp. 62313:329-62313:331. 

9207150283 Ack receipt of 920611 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-352/92-13, 50-353/92-13,50-352/92-14 & 50-353/92-14. 
JOYNER, J.H. Region 1 (Post 820201). 92/07/08. SMITH,D.M. Philadelphia Electric 
Co. 2pp. 62411:340-62411:345. 

9207170232 Forwards insp repts 50-352/92-19 & 50-353/92-19 on 92061 5-1 9.No viola- 
tions noted. 

BETTENHAUSEN,L Region 1 (Post 820201). 92/07/10. SMITH.D.M. Philadelphia 
Electric Co. 2pp. 62431:275-62431:286. 

-9207170236 Insp repts 50-352/92-19 & 50-353/92-19 on 92061 5-1 9.No violations 
noted.Major areas inspected:admlnistrative 

controls, surveillance, training,audits,firewatches & inprocess insps. 

FINKEL,A.E., BLUMBERG.N.J. Region 1 (Post 820201). 92/07/07. 10pp. 62431:277- 
62431:286. 

9207270143 Public version of rev 1 to emergency response procedure ERP-700, "Tech- 
nical Support Team." W/920720 release memo. 

* Philadelphia Electric Co. 92/07/20. 38pp. 62501:037-62501:075. 

9207310183 Rev 3 to "Peach Bottom Units 2 & 3/Umerjck Units 1 & 2 Emergency 
Communications Plan Implementing Procedure." W/ 920724 Itr. 

BECK,G.J. Philadelphia Sectric Co. 92/07/24. 30pp. 62636:326-62636:355. 


P. Operating licenee stage documents & correspondence 

9207060257 Requests approval of enci revised changes to QA program descriptions, per 
920608 discussions w/NRC.Procedure change tracking & trending proce88,8pecm6cl 
in pressed change, beii^ put into effect. 

BECK,G.J. Philadelphia Eectric Ck). 92/06/19. Document Control Branch (Document 
Control Desk). 12pp. 62254:265-62254:276. 

9207210209 Notification of board meeting 92-106 w/utii on 920625 on to discuss oper- 
ability of RHR HX 1 A 

LYASH.J.L. Region 1 (Post 820201). 92/06/22. Region 1 (Post 820201). 2pp. 
62421:204-62421:206. 

9207020108 Concurs w/discontinuation of crack advance verification sys monitoring on 
N2H recirculation riser nozzle to safe-end weld. 

CLARK.R.J. Project Directorate I-2. 92/06/25. BECK.G.J. Philadelphia Electric Go. 
4pp. 62183:351-62183:354. 

9207150124 Forwards util 920612 & 19 Itrs to State of PA requesting changes to 
NPOES permit re addition of chemical additives for use in secondary cooling water 
sys. 

BECK,G.J. Philadelphia Electric Co. 92/07/02. Document Control Branch (Document 
Control Desk). 16pp. 62411:308-62411:323. 

9207200002 Forwards Rev 0 to PECO-COLR-L1R4. “Cora Operating Limits Rept for 
Umerick Generating Station.Unit l. Reload 4, Cycle 5" & Rev 3 to PECO-COLR-L2R1. 
“CJore Operating Limits Rept for Limerick Generating Station Unit 2, Cycle 2." 
BECK.G.J. Philadelphia Electric Co. 92/07/02. Document Control Branch (Document 
Control Desk). 1p. 62450:096-62450:143. 
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-92072CW003 Rev 0 to "Core Operating Limits Rept for Limerick Generating Station.Unit 
1 .Reload 4,Cycle 5." 

GASSMANN.W.P.. CX)RRELL.W.E.. CARMODY.J.M. Philadelphia Electric Co. PECO- 
COLR-L1R4 ROO. 92/05/11. 25pp. 62450:097-62460:118. 


-9207200004 Rev 3 to "Core Operating Limits Rept for Limerick Generating Station, Unit 


2,Cvcle 2.” 

ANDRES.LL. OLSON.A.M.. CARMODY.J.M. Philadelphia Electric Co. PECO-COLR-^ 
L2R1 R03. 92/03/23. 25pp. 62450:119-62450:143. 


920720015® Fon^/ards response to GL 92-01, Rev 1. “Reactor Vessel Structural Integri- 
ty" & Rev 1 to GE Rept SASR 88-24, “PBAPS Unit 2 Vessel Surveillance Matls Test- 
ing & Fracture Toughness Analysis,” dtd Dec 1991. 

BECK,G.J. Philadelphia Electric Co. 92/07/10. Document Control Branch (Document 
Control Desk). 14pp. 62657:001-62657:282. 


9207090011 Responds to violations noted in Insp Repts 50-352/92-11 & 50-353/92-11 
on 92031 5-0425.Corrective actions:job leader disciplined & counseled on procedure 
compliance & enhanced training program implemented for performance of LLRT. 
LEITCH.G.M. Philadelphia Electric Co. 92/07/02. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62307:317-62307:322. 

9207150263 Ack receipt of 920611 Itr informing IMRC of steps taken to correct violations 
noted in insp repts 50-352/92-13, 50-353/92-13,50-352/92-14 & 50-353/92-14. 
JOYNER, J.H. Regton 1 (Post 820201). 92/07/08. SMITH.D.M. Philadelphia Electric 
Co. 2pp. 6241 1 :340-6241 1 :345. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


9207210136 Advises that changes to QA program description acceptable in that QA 
program continues to satisfy criteria of app B of 10CFR50. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/14. SM1TH,D.M. Philadelphia 
Electric Co. 3pp. 62421:070-62421:072. 


9207170232 Forwards insp repts 50-352/92-19 & 50-353/92-19 on 92061 5-1 9.No viola- 
tions noted. 

BETTENHAUSEN,L. Region 1 (Post 820201). 92/07/10. SMITH,D.M. Philadelphia 
Electric Co. 2pp. 62431:275-62431:286. 


920723023® Discusses change to promote use of improved STS such as NUREG-1433 
for GE BWR-4 reactors when proposed changes have potential generic 
applications.Encloses Section 3.1.7 & Bases 3.1.7 from STS as an alternative to 
changes. 

CLARK,R.J. Project Directorate 1-2. 92/07/16. BECK,G.J. Philadelphia Electric Co. 
1 6pp. 62459:099-62459:1 1 4. 


-920717023® Insp repts 50-352/92-19 & 50-353/92-19 on 920615-19.No violations 
noted.Major areas inspected:administrative 

controls,surveiilance,training,audits,firewatches & inprocess insps. 

FINKEL,A.E., BLUMBERG.N.J. Region 1 (Post 820201). 92/07/07. 10pp. 62431:277- 
62431:286. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010041 Forwards initial SALP repts 50-352/90-99 & 50-353/90-99 for assessment 
period 901 01 6-92031 4.Decline observed in maint/surveillance & safety assessment/ 
quality verification. PECO exihibited strong performance. 

MARflN,T.T, Region 1 (Post 820201). 92/06/19. SMITH,D.M. Philadelphia Electric 
Co. 4pp. 62143:075-62143:106. 

-9207010044 SALP repts 50-352/90-99 & 50-353/90-99 for assessment period 
901016-920314. 

* Region 1 (Post 820201). 92/06/19. 28pp. 62143:079-62143:106. 

9207210081 Notification of significant licensee meeting 92-93 w/util on 920626 to dis- 
cuss SALP mgt meeting for 901016-920314. 

LYASH,J.J. Region 1 (Post 820201). 92/06/22. Region 1 (Post 820201). 2pp. 
62420:021-62420:022. 


9207210023 Ack receipt of 920702 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-352/92-11 & 50-353/92-11 on 920521. 

LYASH,J.J. Region 1 (Post 820201). 92/07/14. LEITCH,G.M. Philadelphia Electric Co. 
2pp. 62419:234-62419:241. 

9207200220 Provides comments on Initial SALP Repts 50-352/90-99 & 50-353/90-99 
for period 901016-920314,per NRC 920619 requestUtil currently in process of institut- 
ing verification program into EDG maint procedures. 

LBTCH.G.M. Philadelphia Electric Co. 92/07/16. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62459:306-62459:307. 

9207300224 Requests relief from current practice of auditing all major paragraphs of TS 
over four year period.Practice developed in response to NRC concerns documented in 
Insp Repts 50-352/84-21 & 50-352/84-56. 

BECK,G.J. Philadelphia Electric Co. 92/07/23. Document Control Branch (Document 
Control Desk). 2pp. 62593:205-62593:21 1 . 


9207070144 Confirms dates of 920914-1002 for special electrical distribution sys func- 
tional insp at plant.Primary objective of insp to determine whether sys as 
designed,in8tallea & configure will be capable of performing intended functions. 
ANDERSON,C.J. Region 1 (Post 820201). 92/06/23. SMITH.D.M. Philadelphia Electric 
Co. 4pp. 62205:312-62205:315. 

9207080015 Forwards insp repts 50-352/92-01 & 50-353/92-01 on 92051 4.No viola- 
tions or deviations noted. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/25. SMITH,D.M. Philadelphia Electric 
Co. 3pp. 62218:238-62218:249. 

—9207080021 Forwards insp repts 50-352/92-01 & 50-353/92-01 performed for LLRW 
shipment LGS-018-92 at facility.lnsp conducted under provisions of MOU between 
Commonwealth of PA & NRC. 

DORNSIFE.W.P. Pennsylvania. Commonwealth of. 92/05/26. COOPER.R.W. Region 
1 (Post 820201). 9pp. 62218:241-62218:249. 

9207080051 Forwards partially withheld safeguards insp repts 50-352/92-18 & 50-353/ 
92-18 on 920608-1 2.No violations or safety concerns noted. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/25. SMITH,D.M. Philadelphia Electric 
Co. 4pp. 62218:311-62218:321. 

-9207080058 Partially withheld safeguards insp rept 50-352/92-18 & 50-353/92-18 (ref 
10CFR73.21).No safety concerns or violations noted.Major areas inspected:protected 
& vital area physical barriers.Portion$ of paragraphs sanatized. 

RATTA,A.D., KEIMIG,R.R. Region 1 (Post 820201). 92/06/24. 7pp. 62218:315- 
62218:321. 

9207080061 Forwards insp rept 50-352/92-16 & 50-353/92-16 on 920518-29, No viola- 
tions noted. 

ANDERSON,C.J. Region 1 (Post 820201). 92/06/26. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 6221 8:332-6221 8:342. 

-9207080065 Insp repts 50-352/92-16 & 50-353/92-16 on 92051 8-29.No violations 
noted.Major areas inspected:licensee inservice insp program & associated activities to 
ascertain program conformed to applicable requirements. 

MCBREARTY,R.A., GRAY.E.H. Region 1 (Post 820201), 92/06/19. 8pp. 62218:335- 
62218:342. 

9206230193 NRC info Notice 92-047. “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

920709CN)09 Requests approval for use of closed circuit television to satisfy Unit 1 TS 
requirements for hourly fire watch as compensatory measures for inoperable fire 
barrier, per NRC Bulletin 92-001. 

BECK,Q.J. Philadelphia Electric Co. 92/07/01. Document Control Branch (Document 
Control Desk). 3pp. 62307:314-62307:316. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 924)50, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. lesion of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:01 1 -62480:01 7. 


R. Periodic operating reports & related correspondence 


9207170076 Monthly operating repts for June 1992 for Limerick Units 1 & 2.W/920710 
Itr. 

MECK,K., LEITCH,G.M. Philadelphia Electric Co. 92/06/30. 11pp. 62433:343- 
62433:353. 


S. Reportable occurrences, LERs & related correspondence 


9207090199 LER 92-01 0-00:on 920605,north stack wide-range accident monitor discov- 
ered inoperadsle & unable to perform design function since 920507.Caused by equip- 
ment malfunction & procedure deficiency. Procedure revi8ed.W/920702 Itr. 
MADSEN,G.J., DOERING,J. Philadelphia Electric Co. 92/07/02. 6pp. 62437:040- 
62437:045. 

9207170113 LER 92-01 2-00:on 920611, Thermo-Lag Fire-rated barriers found inoperable 
resulting in Tech Spec violation & condition outside plant design basis due to installa- 
tion & design deficiencie8.W/92071 0 Itr. 

MADSEN,G.J.. DOERING, J. Philadelphia Electric Co. 92/07/IQ. 5pp. 62480:205- 
62480:209. 

9207170119 LER 92-01 1-00:on 920605,inoperabilty of channel B of main steam line ra- 
diation monitoring sys occurred as result of inadequate electrical separation.Wiring 
sleeved on 920629. W/920710 Itr. 

MADSEN, G.J., DOERING, J. Philadelphia Electric Co. 92/07/10. 5pp. 62480:210- 
62480:214, 

9207230166 LER 92-01 3-00:on 920624,determined that RHR HX failed heat transfer ca- 
pacity test, per Generic Ltr 89-13.Caused by HX fouling & leaking RHR HX IB bypass 
valve.Restncting orifice removed to allow increased flow.W/920720 Itr. 

MADSEN,G.J., DOERING, J. Philadelphia Electric Co. 92/07/20. 7pp. 62586:350- 
62586:356. 

9207300052 LER 92-01 4-00:on 901 1 1 6, continuous fire watch not implemented upon dis- 
covery of inoperable Thermo-Lag fire rated barriers-Caused by personnel error.Fire 
watch posted, on 920626,a8 resuft of NRC Bulletin 92-00 1.W/920724 Itr. 
MADSEN,G.J., DOERING,J. Philadelphia Electric Co. 92/07/24. 4pp. 62588:115- 
62588:118. 


V. Operator Examinations 

9207140326 Notification of contract execution, mod 1 to task order 152, “Reactor Oper- 
ator Licensing Initial Exams, Limerick Nuclear Power Plant," to “Technical Assistance 
to Support Licensing Activities." Contractor.Sonalyst8.lnc. 

HUGHtS,A. Contract Administration Branch 2 (Post 900603). FIN L-1289. 92/07/06. 
^HWtNK,W.J. Office of Nuclear Reactor Regulation. Director (Post 870411). 
PULSIPHER,K. NRC - No Detailed Affiliation Given. 1p. 62378:226-62378:230. 

-9207140327 Ltr contract NRC-03-89-031 .mod 1 to task order 152, “Reactor Operator 
Licensing Initial Exams.Limerick Nuclear Power Plant," increasing reviews for 
waikthroughs,to “Technical Assistance to Support Licensing Activities." 

MATTIA,M.J. Contract Administration Branch 2 (Post 900603). FIN L-1289. 92/07/02. 
PETERSEN, LR. Sonalysts, Inc. 4pp. 62378:227-62378:230. 
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DOCKET 50-353 LmERICK GENERATING STATION, UNIT 2 


F. S®cui1ty, m®dical, ®m®rg@ncy Be fir® protection plans 

9207010041 Forwards initial SALP repts 50-352/90-99 & 50-353/90-99 for assessment 
period 901016-920314.Decline observed in maint/surveillance & safety assessment/ 
quality verifscation. PECO exihibited strong performance. 

MARTIN.T.T. Region 1 (Post 820201). 92/06/19. SMiTH.D-M. Philadelphia Electric 
Co. 4pp. 62143:075-62143:106. 

“9207010044 SALP repts 50-352/90-99 & 50-353/90-99 for assessment period 
901016-920314. 

• Region 1 (Post 820201). 92/06/19. 28pp. 62143:079-62143:106. 

9207060051 Forwards partially withheld safeguards insp repts 50-352/92-18 & 50-353/ 
92-18 on 920608-1 2.No violations or safety concerns noted. 

JOYNER. J.H. Region 1 (Post 820201). 92/06/25. SMITH.D.M. Philadelphia Electric 
Co. 4pp. 62218:311-62218:321. 

“9207080058 Partially withheld safeguards insp rept 50-352/92-18 & 50-353/92-18 (ref 
10CFR73.21).No safety concerns or violations noted.Major areas inspect6d:protected 
& vital area physical barriers. Portions of paragrahs sanatized. 

RATTAAD. Region 1 (Post 820201). 92/06/24. 7pp. 62218:315-62218:321. 

9207090009 Requests approval for use of closed circuit television to satisfy Unit 1 TS 
requirements for hourly fire watch as compensatory measures for inoperable fire 
barrier, per NRC Bulletin 92-001 . 

BECK.G.J. Philadelphia Electric Co. 92/07/01 . Document Control Branch (Document 
Control Desk). 3pp. 62307:314-62307:316. 

9207100202 Approves util use of CCTV to satisfy TS requirements for hourly fire watch 
in Fire Zone 45B at Unit 1 Room 406 & use of mirror to monitor Fire Zone in Unit 2 
Room 368, as requested by 920701 Itr. 

CLARK, R.J. Project Directorate 1-2. 92/07/02. BECK.G.J. Philadelphia Electric Co. 
4pp. 62313:329-62313:331. 

9207150263 Ack receipt of 920611 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-352/92-13, 50-353/92-13,50-352/92-14 & 50-353/92-14. 
JOYNER. J.H. Region 1 (Post 820201). 92/07/08. SMITH.D.M. Philadelphia Electric 
Co. 2pp. 6241 1 :340-6241 1 :345. 

9207170232 Forwards insp repts 50-352/92-19 & 50-353/92-19 on 92061 5-1 9.No viola- 
tions noted. 

BETTENHAUSEN.L. Region 1 (Post 820201). 92/07/10. SMITH.D.M. Philadelphia 
Electric Co. 2pp. 62431:275-62431:286. 

-9207170238 Insp repts 50-352/92-19 & 50-353/92-19 on 92061 5-1 9.No violations 
noted.Major areas inspected:admlnistrative 

controls, surveillance, training.audits.firewatches & inprocess insps. 

FINKEL,A.E. Region 1 (Post 820201). 92/07/07. 10pp. 62431:277-62431:286. 

9207270143 Public version of rev 1 to emergency response procedure ERP-700. "Tech- 
nical Support Team." W/920720 release memo. 

• Philadelphia Electric Co. 92/07/20. 38pp. 62501:037-62501:075. 

9207310183 Rev 3 to "Peach Bottom Units 2 & 3/ljmerick Units 1 & 2 Emergency 
Communications Plan Irnplementing Procedure." W/ 920724 Itr. 

BECK,G.J. Philadelphia Electric Co. 92/07/24. 30pp. 62636:326-62636:355. 


P. Operating license stage documents A correspondence 

9207060257 Requests approval of end revised changes to QA program descriptions,per 
920608 discussions w/NRC.Procedure change tracking & trending process, specified 
in proposed change, being put into effect. 

BECK,G.J. Philadelphia Sectric Co. 92/06/19. Document Control Branch (Document 
Control Desk). 12pp. 62254:265-62254:276. 

9207150124 Forwards util 920612 & 19 Itrs to State of PA requesting changes to 
NPDES permit re addition of chemical additives for use in secondary cooling water 
sys. 

BECK,G.J. Philadelphia Electric Co. 92/07/02. Document Control Branch (Document 
Control Desk). 16pp. 62411:308-62411:323. 

9207200002 Forwards Rev 0 to PECO-COLR-L1 R4, “Core Operating Limits Rept for 
Limerick Generating Station, Unit 1, Reload 4, Cycle 5” & Rev 3 to PECO-COLR-L2R1, 
"Core Operating Limits Rept for Limerick Generating Station Unit 2, Cycle 2.” 

BECKG.J. Philadelphia Electric Co. 92/07/02. Document Control Branch (Document 
Control Desk). Ip. 62450:096-62450:143. 

“9207200004 Rev 3 to "Core Operating Limits Rept for Limerick Generating Station.UnIt 
2, dele 2." 

ANDRES, LL. OLSON, A.M., CARMODY,J.M. Philadelphia Electric Co. PECO-COLR- 
L2R1 R03. 92/03/23. 25pp. 62450:119-62450:143. 

9207150032 TS Change Request 92-07-2 to License NPF-85,changing TS 3.6.3 re pri- 
mary containment isolation valves to relocate approx 1,300 individual hydraulic control 
unit Isolation boundaries on common CRD headers. 

BECK,G.J. Philadelphia Electric Co. 92/07/07. Document Control Branch (Document 
Ck)ntrol Desk). 8pp. 62392:350-62392:361. 

“9207150033 Proposed TS Change 92-07-2 for Table 3.6.3-1 re primary containment 
isolation valves. 

* Philadelphia Electric Co. 92/07/07. 4pp. 62392:350-62392:361. 

92072001S6 Forwards response to GL 92-01, Rev 1, "Reactor Vessel Structural Integri- 
ty” & Rev 1 to GE Rept SASR 88-24, "PBAPS Unit 2 Vessel Surveillance Matls Test- 
ing A Fracture Toughness Analysis," dtd Dec 1991. 

BECK,G.J. Philadelphia Electric Co. 92/07/10. Document Control Branch (Document 
Control Desk). 14pp. 62657:001-62657:282. 

9207210136 Advises that changes to QA program description acceptable in that QA 
program continues to satisfy criteria of app B of 10CFR50. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/14. SMITH.D.M. Philadelphia 
Electric Co. 3pp. 62421 :070-62421 :072. 


9207230236 Discusses change to promote use of improved STS such as NUREG-1433 
for GE BWR-4 reactors when proposed changes have potential generic 
applications. Encloses Section 3.1.7 A Bases 3.1.7 from STS as an alternative to 
changes. 

CURK,R.J. Project Directorate 1-2. 92/07/16. BECK.G.J. Philadelphia Electric Co 
1 6pp. 62459:099-62459:1 14. 


Q. Inspection reports, IE Bulletins A correspondence 

9207010041 Forwards initial SALP repts 50-352/90-99 A 50-353/90-99 for assessment 
period 901 01 6-92031 4.Decline observed in maint/surveillance A safety assessment/ 
quality verification. PECO exihibited strong performance. 

MARTIN.T.T. Region 1 (Post 820201). 92/06/19. SMITH.D.M. Philadelphia Electric 
Co. 4pp. 62143:075-62143:106. 

“9207010044 SALP repts 50-352/90-99 A 50-353/90-99 for assessment period 
901016-920314. 

* Region 1 (Post 820201). 92/06/19. 28pp. 62143:079-62143:106. 

9207210081 Notification of significant licensee meeting 92-93 w/util on 920626 to dis- 
cuss SALP mgt meeting for 901016-920314. 

LYASH,J.J. Region 1 (Post 820201). 92/06/22. Region 1 (Post 820201). 2pp. 
62420:021-62420:022. 

9207070144 (Confirms dates of 920914-1002 for special electrical distribution sys func- 
tional insp at plant. Primary objective of insp to determine whether sys as 
designed, installed A configured will be capable of performing intended functions. 
ANDERSON, C.J. Region 1 (Post 820201). 92/06/23. SMITH.D.M. Philadelphia Electric 
Co. 4pp. 62205:312-62205:315. 

9207080015 Forwards insp repts 50-352/92-01 A 50-353/92-01 on 920514.No viola- 
tions or deviations noted. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/25. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 62218:238-62218:249. 

“9207080021 Forwards insp repts 50-352/92-01 A 50-353/92-01 performed for LLRW 
shipment LGS-018-92 at fadlity.Insp conducted under provisions of MOU between 
Commonwealth of PA A NRC. 

DORNSIFE,W.P. Pennsylvania, Commonwealth of. 92/05/26. COOPER.R.W. Region 
1 (Post 820201 ). 9pp. 6221 8:241 -6221 8:249. 

9207080051 Forwards partially withheld safeguards insp repts 50-352/92-18 A 50-353/ 
92-18 on 920608-1 2.No violations or safety concerns noted. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/25. SMITH.D.M. Philadelphia Electric 
Co. 4pp. 62218:311-62218:321. 

“9207080058 Partially withheld safeguards insp rept 50-352/92-18 A 50-353/92-18 (ref 
10CFR73.21).No safety concerns or violations noted.Major areas inspected:protected 
A vital area physical barriers. Portions of paragraphs sanatized. 

RATTA,A.D., KEIMIG.R.R. Region 1 (Post 820201). 92/06/24. 7pp. 62218:315- 
62218:321. 

9207080061 Forwards insp rept 50-352/92-16 A 50-353/92-16 on 920518-29. No viola- 
tions noted. 

ANDERSON,C.J. Region 1 (Post 820201). 92/06/26. SMITH.D.M. Philadelphia Electric 
Co. 3pp. 62218:332-62218:342. 

“9207080065 Insp repts 50-352/92-16 A 50-353/92-16 on 92051 8-29.No violations 
noted.Major areas inspected.'licensee inservice insp program A associated activities to 
ascertain program conformed to applicable requirements. 

MCBREARTY.R.A., GRAY.E.H. Region 1 (Post 820201). 92/06/19. 8pp. 62218:335- 
62218:342. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207090009 Requests approval for use of closed circuit television to satisfy Unit 1 TS 
requirements for hourly fire watch as compensatory measures for inoperable fire 
barrier.per NRC Bulletin 92-001 . 

BECK,G.J. Philadelphia Electric Co. 92/07/01. Document Control Branch (Document 
Control Desk). 3pp. 62307:314-62307:316. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

RCSSI.C.E. Division of Cperational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207090011 Responds to violations noted in Insp Repts 50-352/92-11 A 50-353/92-11 
on 92031 5-0425.Corrective action8:job leader disciplined A counseled on procedural 
coimliance A enhanced training program implemented for performance of LLRT. 
LEITCH.G.M. Philadelphia Electric Co. 92/07/02. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62307:317-62307:322. 

92071S0263 Ack receipt of 92061 1 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-352/92-13, 50-353/92-13,60-352/92-14 A 50-353/92-14. 
JOYNER. J.H. Region 1 (Post 820201). 92/07/08. SMITH.D.M. Philadelphia Electric 
Co. 2pp. 6241 1 :340-6241 1 :345. 

9207020233 NRC Info Notice 92-051, “Misapplication A Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207170232 Forwards insp repts 50-352/92-19 A 50-353/92-19 on 92061 5-1 9.No viola- 
tions noted. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/10. SMITH.D.M. Philadelphia 
Electric Co. 2pp. 62431 :275-62431 :286. 
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-9207170236 Insp repts 50-352/92-19 & 50-353/92-19 on 920615-19.No violations 
noted.Major areas inspectediadministratlve 

controls, surveillance, training.audits.firewatches & inprocess insps. 

FINKEL,A.E., BLUMBERG,N.J. Region 1 (Post 820201). 92/07/07. 10pp. 62431:277- 
62431:286. 

@207210023 Ack receipt of 920702 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-352/92-11 & 50-353/92-11 on 920521. 

LYASH,J.J. Region 1 (Post 820201). 92/07/14. LEITCH,G.M. Philadelphia Electric Co. 
2pp. 62419:234-62419:241. 

9207200220 Provides comments on Initial SALP Repts 50-352/90-99 & 50-353/90-99 
for period 901 01 6-9203 14, per NRC 920619 requestUtil currently in process of institut- 
ing verification program into EDG maint procedures. 

LBTCH.G.M. Philadelphia Electric Co. 92/07/16. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62459:306-62459:307. 

9207300224 Requests relief from current practice of auditing all major paragraphs of TS 
over four year period. Practice developed In response to NRC concerns documented in 
Insp Repts 50-352/84-21 & 50-362/84-56. 

BECK,G.J. Philadelphia Electric Co. 92/07/23. Document Control Branch (Document 
Control Desk). 2pp. 62593:205-62593:211. 


R. Periodic operating reports & related correspondence 


9207170076 Monthly operating repts for June 1992 for Limerick Units 1 & 2.W/920710 
Itr. 

MECK,K.. LEITCH.G.M. Philadelphia Electric Co. 92/06/30. 11pp. 62433:343- 
62433:353. 


$. Reportable occurrences, LERs & related correspondence 

9207200093 LER 92-006-00:on 920621, operations personnel observed loss of reactor 
enclosure secondary containment causing blowout panel to actuate.Caused by design 
defienciency.Mod to raise unit 1 setpoint completed.W/920716 Itr. 

MADSEN, G.J., DOERING. J. Philadelphia Electric Co. 92/07/16. 5pp. 62480:237- 
62480:241. 

9207230153 LER 92-005-01 :on 920605, EDG D21 inadvertently started during perform- 
ance of shutdown of DG operating procedure.Caused by personnel error.Operator 
counseled.operator aid applied to manual air start valves & chapter revised.W/920716 
Itr. 

MADSEN.G.J., DOERING, J. Philadelphia Electric Co. 92/07/16. 5pp. 62479:318- 
62479:322. 

9207230168 LER 92-007-00:on 920624.discovered that main control room operator 
failed to return reactor end isolation valves A & B reset switches back to as-found 
auto position.Caused by design deficiency.Alarm annunciation installed. W/92071 7 Itr. 
MADSEN, G.J.. DOERtNG,J. Philadelphia Electric Co. 92/07/17. 5pp. 62586:357- 
62586:361, 


V. Operator Examinations 


9207140326 Notification of contract execution, mod 1 to task order 1 52, “Reactor Oper- 
ator Licensing Initial Exams, Limerick Nuclear Power Plant,” to “Technical Assistance 
to Support Licensing Activities.” ContractorSonalysts.Inc. 

HUGHES.A. Contract Administration Branch 2 (Post 900603). FIN L-1289. 92/07/06. 
SCHWINK,W.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 
PULSIPHER, K. NRC - No Detailed Affiliation Given. Ip. 62378:226-62378:230. 

-9207140327 Ltr contract NRC-03-89-031 ,mod 1 to task order 152, “Reactor Operator 
Licensing Initial Exams, Limerick Nuclear Power Plant,” increasing reviews for 
walkthroughs,to “Technical Assistance to Support Licensing Activities.” 

MATTIA.M.J. Contract Administration Branch 2 (Post 900W3). FIN L-1289. 92/07/02. 
PETERSEN.LR. Sonalysts, Inc. 4pp. 62378:227-62378:230. 
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F. Security, medical, emergency & fire protection plans 


9207060144 Rev 7 to EPIP 103H, “Site Area Emergency," including Rev 31 to EPIP 
table of contents. 

BANNER,C., JONES, S., HALL,B,E. Public Service Electric & Gas Co. of New Jersey. 
92/05/20. 16pp. 62250:139-62250:154. 

9207010060 Public version of Rev 18 to Event Classification Guide. 

* Public Service Electric & Gas Co. of New Jersey. 92/06/15. 60pp. 62202:156- 
62202:217. 

9207090243 Forwards Resident Safety Insp Repts 50-272/92-11, 50-311/92-07 & 50- 
354/92-07 on 920503-061 3. Violations noted. 

WENZiNGER,E.G. Region 1 (Post 820201). 92/07/02. MILTENBERGER,S. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 62309:242-62309:305. 

-9207090259 Resident Safety Insp Repts 50-272/92-07,50-311/92-07 & 50-354/92-07 
on 920503-061 S.Violations noted.Major areas inspected:operation,radiological 
controls,maint & surveillance testing,emergency preparedness & security. 

WHITE,J.R. Region 1 (Post 820201). 92/07/01. 59pp. 62309:247-62309:305. 

9207230299 Rev 1 to EPIP 106H, "Emergency Termination/Reduction/ Recovery," In- 
cluding Rev 32 to EPIP table of contents. 

* Public Service Electric A Gas Co. of New Jersey. 92/07/09. 20pp. 62482:266- 
62482:283. 

9207240155 Revised EPIPs,including Rev 2 to EPIP 405,Rev 6 to EPIP 601 A Rev 18 to 
EPIP table of contents emergency operations facility. 

* Public Service Electric A Gas Co. of New Jersey. 92/07/09. 31 pp, 62515:183- 
62515:214. 


9207240160 Revised EPIPs, including Rev 7 to EPIP Attachment I.Rev 4 to EPIP At- 
tachment 2, Rev 4 to EPIP Attachment 3,Rev 19 to Hope Creek event classification 
guide A Rev 16 to signature attachment page. 

* Public Service Electric A Gas Co. of New Jersey. 92/07/09. 32pp. 62497:327- 
62497:358. 

9207240162 Revised EPIPs,including Rev 7 to EPIP 104S,Rev 1 to EPIP 106S A Rev 31 
to EPIP table of contents. 

* Public Service Electric A Gas Co. of New Jersey. 92/07/09. 32pp. 62524:217- 
62524:247. 

9207240141 Revised EPIPs, including Rev 6 to EPIP 902,Rev 4 to EPIP 903, Rev 2 to 
EPIP 904 A Rev 10 to EPIP table of contents security. 

* Public Service Electric A Gas Co. of New Jersey. 92/07/10. 32pp. 62515:253- 
62515:284. 

9207280063 Notification of significant licensee meeting 92-120 w/util on 920717 to dis- 
cuss security issues. 

WHITE, J.R. Region 1 (Post 820201). 92/07/15. Region 1 (Post 820201). 2pp. 
62488:109-62488:110. 

9207280361 Revised EPIPs, including Rev 5 to EPIP 903, “Opening of EOF/ Emergency 
News Ctr” A revised EPIP table of contents re security procedures. 

* Public Service Electric A Gas Co. of Now Jersey. 92/07/17. 17pp. 62566:283- 
62566:299. 

9207300173 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys.” Thermo-Lag 330 fire barrier sys not installed at either facility. 

LABRUNA,S. Philadelphia Electric Co. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62593:014-62593:016, 


P. Operating license stage documents A correspondence 

9207080005 Forwards response to Rev 1 to Generic Ltr 92-01 , “Reactor Vessel Struc- 
tural Integrity” to assess compliance w/fracture toughness A matl sun/eillance require- 
ments for RCPB,per 10CFR50,App G A H. 

MILTENBERGER,S. Public Service Electric A Gas Co, of New Jersey. 92/06/30. Doc- 
ument Control Branch (Document Control Desk). 35pp. 62307:068-62307:102. 

9207210078 Notification of significant licensee meeting 92-110 w/util on 920715 to dis- 
cuss generic operation licensing issues. 

CONfE,R.J. Region 1 (Post 820201). 92/06/30. Region 1 (Post 820201). 2pp. 
62420:005-62420:006. 

9207080135 Discusses proposed test schedule for drywell to suppression chamber 
vacuum breakers for piant,per util 920603 submittal. Agrees that schedule provides 
reasonable assurance that suppression chamber will remain operable. 

STONE, J.C. Project Directorate 1-2. 92/07/02. MILTENBERGER.S. Public Service 
Electric A Gas Co. of Now Jersey. 3pp. 62243:307-62243:309. 

9207280036 Notification of significant licensee meeting 92-110 rev 1, w/util on 920715 
to discuss generic operation licensing issues. 

CONTE,R.J. Region 1 (Post 820201). 92/07/07. Region 1 (Post 820201). 2pp. 
62488:038-62488:039. 

9207140297 License Change Request 92-05 to License NPF-57,changing TS 6.3 re unit 
staff qualifications A 6.4 re training to clarify current requirements for licensed opera- 
tor training A qualification. 

LABRUNA,S. Public Service Electric A Gas Co. of New Jersey. 92/07/08. Document 
Control Branch (Document Control Desk). 7pp. 62384:322-623^:331. 

-9207140298 Proposed TS 6.3 re unit staff qualifications A 6.4 re training. 

* Public Service Electric A Gas Co. of New Jersey. 92/07/08. 3pp. 62384:329- 
62384:331. 

9207270227 Discusses 920519 License Change Request 92-02 to License NPF-57, al- 
lowing exception to Spec 4.0.4 for intermediate range A source range monitors when 
Operation Conditionr. 2 A 3 entered from Operation Condition 1 .No comments offered. 
TOSCH.K, New Jersey, State of. 92/07/10. Document Control Branch (Document 
Control Desk). 2pp. 62528: 1 79-62528:1 80. 


Q. Inspection reports, IE Bulletins A correspondence 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010, 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207090243 Forwards Resident Safety Insp Repts 50-272/92-11, 50-311/92-07 A 50- 
354/92-07 on 920503-061 S.Violations noted. 

WENZINGER,E.C. Region 1 (Post 820201). 92/07/02. MILTENBERGER.S. Public 
Service Electric A Gas Co. of New Jersey. 3pp. 62309:242-62309:305. 

-9207090259 Resident Safety Insp Repts 50-272/92-07.50-311/92-07 A 50-354/92-07 
on 920503-061 S.Violations noted.Major areas inspected:operation,radiotogical 
controls, maint A surveillance testing.emergency, preparedness A security. 

WHITE.J.R. Region 1 (Post 820201). 92/07/01. 59pp. 62309:247-62309:305. 

9207020233 NRC Info Notice 92-051, “Misapplication A Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 
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92072000$4 Responds to deviations & unresolved items noted in Electrical Distribution 
Sys Functional Insp Rept 50-354/92-80 on 9201 27-021 4.Corrective 
actionsrappropriate preventive maint procedures revised. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 92/07/10. Document 
Control Branch (Document Control Desk). 8pp. 62451:267-62451:274. 

9207210086 Forwards initial exam rept 50-354/92-08OL administered wk of 920608.AII 
applicants passed exam & were well prepared for exams.Commend8 staff for excel- 
lent cooperation & expertise during exam preparation & administration. 
BETTENHAUSEN.L. Region 1 (Post 820201). 92/07/15. MILTENBERGER.S. Public 
Service Electric & Gas Co. of Now Jersey. 3pp. 62420:049-62420:273. 

-0207210090 Exam rept 50-354/92-08OL on 920608-1 2.Exam results:lnltial exams ad- 
ministered to four SRO upgrade & two SRO instant candidates.opierating exam admin- 
istered to one RO & written to addi RO applicantAII applicants passed exams. 
SISCO.C.. CONTE.R.J. Region 1 (Post 820201). 92/07/06. 150pp. 62420:052- 
62420:273. 


9207240001 Responds to NRC 920610 Itr re violations & deviations noted in Insp Rept 
50-354/92-03 on 920406-21 .Corrective actions: ventilation Unit A placed in auto lead 
& Unit B placed in auto & RHR sys procedures reviewed & revised. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 92/07/17. Document 
Control Branch (Document Ckintrol Desk). 9pp. 62479:306-62479:314. 

9207300173 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys." Thermo-Lag 330 fire barrier sys not installed at either facility. 

LABRUNA,S. Philadelphia Electric Co. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62593:014-62593:016. 


R. Periodic operating reports & related correspondence 


9207060009 “NPDES Discharge Monitoring Rept for May 1992 for Hope Creek Generat- 
ing Station.*’ W/920625 Itr. 

HAGAN, J. Public Service Electric & Gas Co. of New Jersey. 92/06/31, CAPORALE.G. 
New Jersey, State of. 21pp. 62250:183-62250:203. 

9207200194 Monthly operating rept for June 1992 for Hope Creek Generating Station 
Unit1.W/920715ltr. 

ZABIELSKI.V., HOLLINGSWORTH, HAGAN, J.J. Public Service Electric & Gas Co. of 
New Jersey. 92/06/30. 10pp. 62449:284-62449:293. 


S. Reportable occurrences, LERa & related correspondence 


9207280177 Part 21 rept re defect discovered in degraded grid trip/bus transfer scheme 
for Class IE vital bus equipmentTime delay of .7 s incorporated in loading scheme to 
allow loads to drop off of auto-swapped Class IE buses. 

LABRUNA Public Sendee Electric & Gas Co. of New Jersey. 92/05/08. SCARFO,G. 
Office for Analysis & Evaluation of Operational Data. Director. Ip. 62584:291- 
62584:291. 


9207280257 Part 21 rept re cracking of stellite 21 hardfacing on guide nose of poppets 
supplied as part of MSIV leakage improvement mod.lnitially reported by CLEl on 
920522. Recommends that liquid penetrant exam be performed. 

SHIELDS,S.N. Atwood & Morrill Co.. Inc. 92/06/24. BERLINQER NRC - No Detailed 
Affiliation Given. 4pp. 62568:340-62568:344. 

9207060248 Final Part 21 rept re defect in assembly process for GH Bettis containment 
atmosphere control sys valve replacement actuators. Initially reported on 920529.Air 
filter installed in compressor main air line to prevent contamination. 

LABRUNA,S. Public Service Electric & Gas Co. of New Jersey. 92/06/29. Document 
Control Branch (Document Control Desk). 5pp. 62254:306-622^:310. 

9207070309 LER 92-007-00:on 920605, SLCS declared inoperable due to low concen- 
tration of sodium pentaborate.Caused fay procedural deficiency.Chemlstry dept proce- 
dures revised to add sodium pentaborate when needed.W/920701 Itr. 

AVERSA,L, HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 92/07/01 . 
5pp. 62292:224-62292:228. 

9207170207 NPDES noncompliance notification:on 920608,10 gallons of hydraulic oil 
discharged to access road west of cooling tower.Caused by failure of hydraulic sys on 
20-ton mobile crane.Broken hydraulic lines r(^laced. 

SWANSON,R.N. Public Service Electric & (aas Co, of New Jersey. 92/07/08. New 
Jersey. State of. 9pp. 62456:247-62466:255. 


V. Operator Examinations 


9207140297 License Change Request 92-05 to License NPF-57, changing TS 6.3 re unit 
staff qualifications & 6.4 re training to clarify current requirements for licensed opera- 
tor training & qualification. 

LABRUNA,S. Public Sendee Electric & Gas Co. of New Jersey. 92/07/08. Document 
CJontrol Branch (Document Control Desk), 7pp. 62384:322-62384:331. 

-9207140298 Proposed TS 6.3 re unit staff qualifications & 6.4 re training. 

* Public Service Electric & Gas Co. of New Jersey. 92/07/08. 3pp. 62384:329- 
62384:331. 


9207210086 Forwards initial exam rept 50-354/92-08OL administered wk of 920608.AII 
applicants passed exam & were well prepared for exam8.Commends staff for excel- 
lent cooperation & expertise during exam preparation & administration. 
BETTENHAUSEN.L Region 1 (Post 820201). 92/07/15. MILTENBERGER.S. Public 
Service Electric & Gas Co. of New Jersey. 3pp. 62420:049-62420:273. 

-9207210090 Exam rept 50-354/92-08OL on 920608-1 2.Exam re8uits:initial exams ad- 
ministered to four SRO upgrade & two SRO instant candidates, operating exam admin- 
istered to one RO & written to addI RO applicantAII applicants passed exams. 
SISCO.C.. CONTE, R.J. Region 1 (Post 820201). 92/07/06. 150pp, 62420:052- 
62420:273. 


DOCKET 50-356 UNtV. OF ILLINOIS RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

9207060082 Fonwards initial exam rept 50-356/OL-92-01 .administered on 920602 to fa- 
cility employee that applied for license to operate licensee LOPRA reactor. 

GALLO, R.M. Operator Licensing Branch. 92/06/30. JONES, B.G. Illinois, Univ. of 
Urbana, IL. 2pp. 62204:199-62204:202. 

-9207060086 Exam rept 50-356/OL-92-01 on 920602.Exam results:operating exam ad- 
ministered to one SRO.Applicant passed exam. 

ERESIAN.W., CALDWELUJ.L. Operator Licensing Branch. 92/06/30. 2pp. 62204:201- 
62204:202. 


V. Operator Examinations 

9207020298 Forwards revised “Univ of IL Nuclear Reactor Lab Operator Requalification 
Program.” 

HOLM.R.L. Illinois, Univ. of. Urbana, IL 92/06/24. ADAMS, A. NRC - No Detailed Affili- 
ation Given. 5pp. 62234:331-62234:344. 

-9207020303 “Univ of IL Nuclear Reactor Lab Operator Requalfication Program." 

* Illinois. Univ. of. Urbana, IL. 92/06/30. 9pp. 62234:336-62234:344. 

9207060082 Forwards initial exam rept 50-356/OL-92-01 .administered on 920602 to fa- 
cility employee that applied for license to operate licensee LOPRA reactor. 
GALLO.R.M. Operator Licensing Branch. 92/06/30. JONES, B.G. Illinois, Univ. of, 
Urbana, IL. 2pp. 62204:199-62204:202. 

-9207060086 Exam rept 50-356/OL-92-01 on 920602.Exam results:operating exam ad- 
ministered to one SRO.Applicant passed exam. 

ERESIAN.W., CALDWELUJ.L. Operator Licensing Branch. 92/06/30. 2pp. 62204:201- 
62204:202. 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9207020010 Forwards FEMA final “Exercise Evaluation Rept for Off-Site Radiological 
Emergency Plans & Preparedness Ingestion Pathway Exercise at SONGS on 
911120.” 

PATE,R.J. Region 5 (Post 820201). 92/06/23. RAY,H.B. Southern California Edison 
Co. 2pp. 62247:001-62247:066. 

-9206160419 Forwards D Kwiatkowski 920528 Itr transmitting FEMA final exercise rept 
for 911120 ingestion pathway exercise at facility.No deficiencies noted. 
ERICKSON,R.A. Emergency Preparedness Branch. 92/06/04. PATE,R. Region 5 
(Post 820201). Ip. 62247:003-62247:004. 

-9206160422 Forwards final rept for 911120 ingestion pathway exercise of radiological 
emergency response plans site-specific to facility.No deficiencies observed. 
KWIATKOWSKI.D. Federal Emergency Management Agency. 92/05/28. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
62247:004-62247:004. 

-9206170097 Final “Exercise Evaluation Rept of Off-site Radiological Emergency Plans 
& Pr^redness, Ingestion Pathway Exercise on 911120." 

SCOTT, E. Federaf Emergency Management Agency. 92/04/24. 57pp. 62247:005- 
62247:066. 

9207220255 Revised “Dept of CA Highway Patrol.Border Division Nuclear Response 
Plan for the San Onofre Nuclear Generating Station." 

* Southern California Edison Co. 92/06/30. 53pp. 62471:301-62471:353. 

9207210103 Forwards insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 
920424-0603.No violations noted. 

RICHARDS, S.A. Region 5 (Post 820201). 92/07/02. RAY,H.B. Southern California 
Edison Co. 3pp. 62420:288-62420:306. 

-9207210105 Insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 920424- 
0603.No violations noted.Major areas inspected: operational safety 
verification, radiological protection, security,evaluation of plant trips & events. 

WONG,H. Region 5 (Post 820201). 92/07/01. 14pp. 62420:291-62420:306. 

9207310153 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subi matl used in four applications at facilities. 

ROSENBLUM,R.M. Southern California Edison Co. 92/07/30. Document Control 
Branch (Document Control Desk). 7pp. 62638:150-62638:156. 


P. Operating license stage documents & correspondence 

9207090182 Forwards nonproprietary & proprietary repts, in response to GL 92-01, Rev 
1, "Reactor Vessel Structural Integrity,** in ref to NUREG-0712 & NRC 890919 Itr re 
closeout of GL 88-1 1 & License Condition 2,C.7.Proprietary repts withheld. 
ROSENBLUM,R.M. Southern California Edison (jo. 92/07/06. Document Control 
Branch (Document Control Desk). 13pp. 62339:035-62339:232. 

-9207090168 Nonproprietary “SCE SONGS, Unit 2 Response to GL 92-01” final rept 

* ATI Consulting. * Sartrex Corp. 92/06/24. 91pp. 62339:048-62339:138. 

-9207090170 Nonproprietary “SCE SONGS, Unit 3 Response to GL 92-01” final rept 

* ATI Consulting. * Sartrex Corp. 92/06/23. 94pp. 62339:139-62339:232. 

9207100408 Informs NRC of delay in completing mod to CR training simulator.Core Pro- 
tection Calculator computer model upgrade rescheduled to 930320. 
ROSENBLUM,R.M. Southern California Edison Co. 92/07/07. Document Control 
Branch (Document Control Desk). 2pp. 62364:360-62364:361. 
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9207300200 Documents completion of installation of OEFAS in compliance w/ATWS 
rule & commitment to redefine final Diverse Scram Sys actuation device for interrup’ 
tion of power to control rods to be MG set output contactor. 

ROSENBLUM.R.M. Southern California Edison Ck). 92/07/27. Document Control 
Branch (Document Control Desk). 2pp. 62593:012-62593:013. 

9207310199 Forwards amend 15 to Topical Rept SCE-1-A, “QA Program,” updating or- 
ganizational structure, titles & responsibilities as result of senior mgt realignments. 
ROSENBLUM.R.M. Southern California Edison Co. 92/07/27. Document Control 
Branch (Document Control Desk). 3pp. 62615:226-62615:324. 

-9207310211 Amend 15 to Topical Rept SCE-1-A, "QA Program,” updating organiza- 
tional structure, titles & responsibilities as result of senior mgt realignments. 

KATZ,B.. RAY.H.B. Southern California Edison Co. 92/07/31. 95pp. 62615:229- 
62615:324. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010059 Ack receipt of 920612 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-206/92-12, 50-361/92-12 & 50-362/92-12. 

RICHARDS,S.A. Region 5 (Post 820201). 92/06/22. RAY.H.B. Southern California 
Edison Co. 2pp. 62230:284-62230:289. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency (Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207210103 Forwards insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 
920424-0603.No violations noted. 

RICHARDS,S.A. Region 5 (Post 820201). 92/07/02. RAY,H.B. Southern California 
Edison Co. 3pp. 62420:288-62420:306. 

-9207210105 Insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 920424- 
0603.No violations noted.Major areas inspected: operational safety 
verification.radiological protection, security.evaluation of plant trips & events. 

WONG,H. Region 5 (Post 820201). 92/07/01. 14pp. 62420:291-62420:306. 

9207020233 NRC Info Notice 92-051 , "Misapplication & inadequate Testing of Molded- 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of Now York, Inc. 6pp. 62480:001-62480:006. 

9207310153 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subi matl used in four applications at facilities. 

ROSENBLUM,R.M. Southern California Edison Co. 92/07/30. Document Control 
Branch (Document Control Desk). 7pp. 62638:150-62638:156. 


R. Periodic operating reports & related correspondence 

9207220222 Monthly operating repts for June 1992. for SONGS,Unit8 1 & 2. W/920715 
Itr. 

FARR,M.M., RAINSBERRY.J.L. Southern California Edison Co. 92/06/30. 13pp. 
62473:303-62473:315. 


S. Reportable occurrences, LERe & related correspondence 

9207100264 PNO-V-92-020:on 920628, two major earthquakes occurred in State of CA 
desert.Unusual event declared at San Onofre & Diablo Canyon.Tremors felt at Palo 
Verde & at two research reactors & fuel facIliW.Peak accelerations listed. 

GARCIA.E. Region 5 (Post 820201). 92/06/2^ 3pp. 62365:001-62365:003. 

9207200218 LER 92-009-00:on 92061 4,di8COvered that saltwater cooling pump P1 12 
emergency seal water isolation valve in closed rather than open positjqn.Caused by 
misallgnmont of valve. Valve opened & engineering procedure enhanced.W/920714 
Itr. 

KRIEGER.R.W. Southern California Edison Co. 92/07/14. lOpp, 62480:309- 
62480,318. 

9207280332 LER 88-01 5-01 :on 880614 & 23,fuel handling isolation sys Inidvertently ac- 
tuated while technician attempting to realign key-lock bypass switch.C5fiM8ed by lack of 
attention to detail.Technicians counseled.W/920723 Itr. 

KRIEGER,R.W. Southern California Edison Co. 92/07/23. 6pp. 62587;266-62587:271. 


DOCKET 50-362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency A fire protection plans 

9207020010 Forwards FEMA final ^'Exercise Evaluation Rept for Qff-Site Radiological 
Emergency Plans & Preparedness Ingestion Pathway Exercise at SONGS on 
911120." 

PATE,R.J. Region 5 (Post 820201). 92/06/23. RAY.H.B. Southern California Edison 
Co. 2pp. 62247:001-62247:066. 

-9206160419 Forwards D Kwiatkowski 920528 Itr transmitting FEMA final exercise rept 
for 911120 ingestion pathway exercise at facility.No deficiencies noted. 
ERICKSON,R.A. Emergency Preparedness Branch. 92/06/04. PATE,R. Region 5 
(Post 820201 ). 1 p. 62247:003-62247:004. 

-9206160422 Forwards final rept for 011120 ingestion pathway exercise of radiological 
emergency response plans site-specific to facility.No deficiencies observed. 
KWIATKOWSW.D. Federal Emergency Management Agency. 92/05/28. CONGEL,F.J. 
DMsIon of Radiation Protection & Emergency Preparedness (Post 870411). Ip. 
62247:004-62247:004. 


-9206170097 Final "Exercise Evaluation Rept of Off-site Radiological Emergency Plans 
& Preparedness, Ingestion Pathway Exercise on 911120.” 

SCOTT,E. Federal Emergency Management Agency. 92/04/24. 57pp. 62247:005- 
62247:066. 

9207220255 Revised “Dept of CA Highway Patrol,Border Division Nuclear Response 
Plan for the San Onofre Nuclear Generating Station.” 

* Southern California Edison Co. 92/06/30. 53pp. 62471:301-62471:353. 

9207210103 Forwards insp repts 60-206/92-16,60-361/92-16 & 50-362/92-16 on 
920424-0603.No violations noted. 

RICHARDS,S.A. Region 6 (Post 820201). 92/07/02. RAY,H.B. Southern CaHfomia 
Edison Co. 3pp. 62420:288-62420:306. 

-9207210105 Insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 920424- 
0603.No violations noted.Major areas inspected: operational safety 
verification.radiological protection, security.evaluation of plant trips & events. 

WONG.H. Region 5 (Post 820201). 92/07/01. 14pp. 62420:291-62420:306. 

9207310153 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Bamer 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Subj matl used in four applications at facilities. 

ROSENBLUM.R.M. Southern California Edison Co. 92/07/30. Document Control 
Branch (Document Control Desk). 7pp. 62638:160-62638:156. 


P. Operating license stage documents A correspondence 


9207090162 Forwards nonproprietary & proprietary repts.in response to GL 92-01 ,Rev 
1. “Reactor Vessel Structural Integrity,^’ in ref to NUREG-0712 & NRC 890919 Itr re 
closeout of GL 88-11 & License CJondition 2.C.7. Proprietary repts withheld. 
ROSENBLUM.R.M. Southern California Edison Co. 92/07/06. Document Control 
Branch (Document Control Desk). 13pp. 62339:035-62339:232. 

-9207090170 Nonproprietary “SCE SONGS.Unit 3 Response to GL 92-01" final rept. 
* ATI Consulting. * Sartrex Corp. 92/06/23. 94pp. 62339:139-62339:232. 

9207100408 Informs NRC of delay in completing mod to CR training simulator.Core Pro- 
tection Calculator computer model upgrade rescheduled to 93032^. 
ROSENBLUM,R.M. Southern California Edison Co. 92/07/07. Document Control 
Branch (Document Control Desk). 2pp. 62364:360-62364:361. 

9207300200 Documents completion of installation of DEFAS in compliance w/ATWS 
rule A commitment to redefine final Diverse Scram Sys actuation device for interrup- 
tion of power to control rods to be MG set output contactor. 

ROSENBLUM.R.M. Southern California Edison Co. 92/07/27. Document Contr# 
Branch (Document Control Desk). 2pp. 62593:012-62593:013. 

9207310199 Forwards amend 15 to Topical Rept SCE-1-A, "QA Program," updating or- 
ganizational structure.titles & responsibilities as result of senior mgt realignments. 
ROSENBLUM.R.M. Southern California Edison Co. 92/07/27. Document Ck>ntrol 
Branch (Document Control Desk). 3pp. 62615:226-62615:324. 

-9207310211 Amend 15 to Topical Rept SCE-1-A, "QA Program,” updating organiza- 
tional structure, titles & responsibilities as result of senior mgt realignments. 

KATZ,B., RAY,H.B. Southern California Edison Co. 92/07/31. 95pp. 62615:229- 
62615:324. 


Q. Inspection reports, IE Bulletins A correspondence 


9207010059 Ack receipt of 920612 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-206/92-12, 50-361/92-12 & 50-362/92-12. 

RICHARDS.S.A. Region 5 (Post 820201). 92/06/22. RAY.H.B. Southern California 
Edison Co. 2pp. 62230:284-62230:289. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207210103 Forwards Insp repts 50-206/92-16,50-361/92-16 & 50-362/92-16 on 
920424-0603.No violations noted. 

RICHARDS,S.A. Region 5 (Post 820201). 92/07/02. RAY.H.B. Southern California 
Edison Co. 3pp. 62420:288-62420:306. 

-9207210105 Insp repts 50-206/92-16,50-361/92-16 A 50-362/92-16 on 920424- 
0603.No violations noted.Major areas inspected: operational safety 
verification.radiological protection, security.evaluation of plant trips A events. 

WONG.H. Region 5 (Post 820201). 92/07/01. 14pp. 62420:291-62420:306. 

9207020233 NRC Info Notice 92-051, “Misapplication A Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006, 

9207310153 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays A Small Conduits Free from Rre 
Damage.” Subj matl used in four applications at facilities. 

ROSENBLUM.R.M. Southern CalRornia Edison Co. 92/07/30. Document Control 
Branch (Document Control Desk). 7pp. 62636:150-62638:156. 
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R. Periodic operating raports & related correspondence 

9207220222 Monthly operating repts for June 1992 for SONGS.Units 1 & 2. W/920715 

RA1NSBERRY,J.L Southern California Edison Co. 92/06/30. 13pp. 
62473:303-62473:315. 

S. Reportable occurrences, LERs & related correspondence 

9207100264 PNO-V-92-020:on 920628.two major earthquakes occurred in State of CA 
desert.Unusual event declared at San Onofre & Diablo Canyon.Tremors felt at Palo 
Verde & at two research reactors & fuel facility.Peak accelerations listed. 

GARC1A.E. Region 5 (Post 820201). 92/06/29. 3pp. 62365:001-62365:003. 

DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 

F. Security, medical, emergency A fire protection plans 

9207060250 Responds to violations noted in Insp Repts 50-348/92-13 & 50-364/92- 
13.Corrective actions:security group examiners received training & secunty personnel 
training & qualification plan will be revised. 

WOODARD, J.D. Southern Nuclear Operating Co. 92/06/30. Document Control Branch 
(Document Control Desk). 2pp. 62254:311-62254:312. 

9207080062 Revised attachments to Emergency Implementing Plan Procedure FNP-0- 
EIP-8. "Plant Notification Roster.” W/92O630 Itr. 

HUDSPETH, J.B. Southern Nuclear Operating Co. 92/06/30. 213pp. 62305:120- 
62305:333. 

9207060289 Notification of 920724 meeting w/util in Rockville, MD to discuss EOF & 

HOFFMAN.^?L Project Directorate tl-1. 92/07/01. ADENSAM,E.G. Project Directorate 
II-1. 3pp. 62243:300-62243:302. 

9207140271 Forwards Rev 23 to security plan.Rev withheld. « . , „ 

WOODARD, J.D. Southern California Edison Co. 92/07/02. Document Control Branch 
(Document Control Desk). Ip. 62385:354-62385:354. 

9207210291 Forwards public version of rev 24 to EIP GO-EIP-1 1 1 , “Corporate Activa- 
tion & Notification," W/920715 release memo. _ . ^ . r, 

MOORE,B.L Southern Nuclear Operating Co. 92/07/07. Document Control Branch 
(Document Control Desk). 3pp. 62440:086-62440:132. 

-9207210297 Public version of rev 24 to EIP GO-ElP-11 1, “Corporate Activation & Noti- 
fication." 

* Southern Nuclear Operating Co. 92/07/07. 44pp. 62440:089-62440:132. 

9207280299 Forwards public version of Rev 85 to EPIP FNP-O-EIP-8, “On-Call Sched- 

HUDSPETH,J.B. Southern Nuclear Operating Co. 92/07/08. Document Control 
Branch (Document Control Desk). 1p. 62566:177-62566:189. 

-9207280306 Public version of Rev 85 to FNP-O-EIP-8, “On-Call Schedule." 

* S<3Uthem Nuclear Operating Co. 92/07/06. 10pp. 62566:178-62566:189. 

9207300041 Revised EPIPs, including Temporary Change (TCN) TCNs 85A & 85B to 
FNP-O-EIP-8, "Emergency Communications" A TCN 36A to FNP-O-EIP-26, "Offsite 
Notifications." W/920721 Itr. 

HUDSPETH,J.B. Southern Nuclear Operating Co. 92/07/21. 29pp. 62638:226- 
62638:255. 


9207290309 Ack receipt of 920702 Itr transmitting Rev 23 to physical security 
plan.Changes consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion 

OOLUNS.D.M. Region 2 (Post 820201). 92/07/23. HAIRSTON, W.G. Southern Nuclear 
Operating Co. 2pp. 62610:360-62610:361. 

9207310157 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling & Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Thermo-Lag 330 matl not Installed in either unit. 

WOODARD, J.D. Southern Nuclear Operating Co. 92/07/27. Document Control Branch 
(Document Control Desk). Ip. 62658:298-62658:298. 

Q. Adjudicatory correspondence 

9207020155 Provides info to assist Board In making final determination re purportedly 
proprietary info in APCO exhibits.* W/ Certificate of Svc. 

HOELLER,E. Office of the General Counsel (Post 860701). #392 13050. 92/06/30. 
BOLLWERK.G.P., MORRIS, P.A„ CARPENTER, J.H. Atomic Safety & Licensing Board 
Panel. 7pp. 62182:033-62182:039. 

9207090082 Forwards copies of first generation facsimiles re util response to Board 

920501 order concerning proprietary info. , , 

REPKA,D.A. Alabama Power Co. REPKA,D.A. Winston & Strawn. #392 13068. 92/07/ 
01. BOLLWERK.G.P., MORRIS,P.A., CARPENTER, J.H. Atomic Safety & Ucensing 
Board Panel. 7pp. 62266:241-62266:247. 

9207090010 Order (adopting transcript corrections for evidentiary hearing sessions con- 
ducted on 920518-21).* Parties should advise Board of any objections to Board-desig- 
nated corrections by 92071 3.W/Certificate of SvcServed on 920702. 

BOLLWERK.Q.P. Atomic Safety & Licensing Board Panel. #392 13069, 92/07/02. 
Alabama Power Co. 1 7pp. 62266:1 00-62266:1 1 6. 

9207260070 Memorandum & order (granting parties joint request (or extension of filing 
deadlines for propoiwd findings & conclusions).* Parties should provide joint status 
reptby 920807.W/Certiflcateof Svc.Servedon920710. « 

b6lLWERK,G.P. Atomic Safety & Licensing Board Panel. #392 13092. 92/07/10. 
Alabama Power Co. 4pp. 62404:197-62404:200. 


H. General correspondence 

9207130045 Ck)mment supporting proposed rule 10CFR50.63 re proposed rev to “Loss 

WOODARdS^D? ^ utherrTNuclear Operating Co. 92/07/02. CHILK,S.J. Office of the 
Secretary of the Commission. Ip. 62285:057-62285:057. 

p. Operating license stage documents & correspondence 

9207020196 Summary of 920206 meeting w/utll in Rockville,MD re potential amend re- 
quest for interim generator tube alternate plugging criteria & related APC amend re- 

HOFFMAN,S.T. Project Directorate il-1. 92/06/19. Project Directorate 11-1. 6pp. 
62194:060-62194:135. 

9207060289 Notification of 920724 meeting w/util in Rockville.MD to discuss EOF & 

H0^FMAN,V^ Project Directorate 11-1. 92/07/01. ADENSAM.E.G. Project Drectorate 
11-1. 3pp. 6^43:300-62243:302. 

9207070153 Forwards response to GL 92-01 re compliance w/requirements & commit- 
ments of 10CFR50.60 & 60.61 re reactor vessel stmctural int^nty. . ^ , 

WOODWARD, J.B. Southern Nuclear Operating Co. 92/07/01, Document Control 
Branch (Document Control Desk). 38pp. 62262:224-62262:262. 

9207150190 Forwards nonproprietary A proprietary versions of RAI re SG alternate 
Dluoaing criteria,per 910226,1113,920221,0410 A 0604 Itrs requesting amends to 
Tech Specs.Proprietary version of RAI withhold (ref 10CFR2.790). 

HOFFMAN,S.T. Project Directorate 11-1. 92/07/10. HAIRSTON,W.G. Southern Nuclear 
Operating Co. 17pp. 62415:110-62415:126. 

9207170031 Suppis response to NRC supplemental safety evaluation re station blackout 
rule Procedure for DG reliability program developed A issued which Implements guid- 
ance in NU MARC 87-00. App D A incorporates Reg Guido 1.1 55,Soction 1.2. 

WOODARD, J.D. Southern Nuclear Operating Co. 92/07/13. Document Control Branch 
(Document Control Desk). 3pp. 62440:214-62440:217. 

9207220004 Suppis 900123 Itr re implementation of program to address svc water sys 
problems affecting safety-related sys.por Generic Ltr 89-13.lnitial Unit 2 HX tests for 
DG jacket water A control room air conditioner completed on 920629. 

WOODARD, J.D. Southern Nuclear Operating Co, 92/07/16. Document Control Branch 
(Document Control Desk). Ip. 62476:317-62476:317. 

9207240134 Notification of 920727 mooting w/util In Rockville.MD to discuss staff re- 
quest for addi info re alternate SG tube plugging criteria. ^ ^ 

HOFFMAN.S.T. Project Directorate 11-1. 92/07/^1. MURLEY.T. NRC - No Detailed Af- 
filiation Given. 4pp. 62479:230-62479:233. 

9207240109 Notification of 920731 meeting w/utll In Rockville.MD to discuss rev of ac 
electrical sys TS. 

HOFFMAN.S.T. Project Directorate 11-1. 92/07/22. ADENSAM.E.G. Project Directorate 
11-2. 3pp. 62479:214-62479:216. 

Q. Inspection reports, IE Bulletins A correspondence 

9207160016 Fonwards Insp repts 50-348/92-16 A 50-364/92-16 on 920518-22 A notice 
of violations. 

JULIAN.C.A. Region 2 (Post 820201). 92/06/26. HAIRSTON, W.G. Southern Nuclear 
Operating Co. 3pp. 62415:321-62415:338. 

-9207160022 Notice of violation from insp on 92051 8-22.Violation8 noted: pressure 
relief valves springs were replaced in Sept 1989 A Drawing B-1 75968 was never re- 
vised to include required setpoint tolerances. 

* Region 2 (Post 820201). 92/06/26. 2pp. 62415:324-62415:325. 

-9207160032 Insp repts 50-348/92-16 A 50-364/92-16 on 920518-22, Violations 
noted.Major areas inspected:de8ign change A plant mod including engineering techni- 
cal support. 

SMITH, C., THOMAS.M., JAPE.F. Region 2 (Post 820201). 92/06/25. 13pp. 
62415:326-62415:338. 

9207280043 Notification of significant licensee meeting w/util on 920715 in Atlanta, QA 
to discuss SALP of facility during period of 901231 through 920530. 

CANTRELLF.S. Region 2 (Post 820201). 92/06/26. ffeglon 2 (Post 820201). 2pp. 
62488:076-62488:077. 

9208230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 

Plant Protective Features." _ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
ConsoHdated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207140091 Forwards insp repts 50-348/92-14 A 50-364/92-14 on stated date8.No vio- 
lations noted. 

GIBSON, A.F. Region 2 (Post 820201). 92/06/29. HAIRSTON, W.G. Southern Nuclear 
Operating Co. 3pp. 62299:278-62299:294. 

-9207140098 Insp repts 50-348/92-14 A 50-364/92-14 on stated dates. Noncited viola- 
tion noted-Major areas in8pected:review of completed reactor performance sunreil- 
lance for both units. 

BURNETT, P.T.. CRLENJAK.R.V. Region 2 (Post 820201). 92/06/29. 14pp. 
62299:281-62299:294. 

9207060250 Responds to violations noted in insp Repts 50-348/92-13 A 50-364/92- 
13.Corrective actlon8:8ecurlty group examiners received training A security personnel 
training A qualification plan will be revised. 

WOODARD,J,D. Southern Nuclear Curating Co. 92/06/30. Document Control Branch 
(Document Control Desk). 2pp. 62254:311-62254:312. 

9207090118 Responds to 920501 Board memo.* Util requests that Board accord un- 
conditional proprietary treatment to certain pages from TERs re to ASCX) 
equipmentW/Certificate of Svc. 

REPKA,D.A. Alabama Power Co. REPKA,D.A. Winston A Strawn. #392 13061. 92/06/ 
30. Atomic Safety A Licensing Board Panel. 43pp. 62266:280-62266:322. 
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9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207060285 informs that per 920702 telcon,required response date for Notice of Viola- 
tion 92-12-01 extended until 920716. 

WCX)DARD,J.D. Southern Nuclear Operating Co. 92/07/02. Document Control Branch 
(Document Control Desk). Ip. 62247:302-62247:302. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207210321 Responds to violations noted in insp repts 50-348/92-12 & 50-364/92-12 
on 92041 3-051 8.Corrective actions:remedial training provided w/emphasis on wrong- 
unit, wrong/train & shift foreman temporarily removed from shift. 

WCX)DARD,J.D. Southern Nuclear Operating Co. 92/07/16. Document Control Branch 
(Document Control Desk). 8pp. 62459:333-62459:340. 

9207270314 Ack receipt of 920630 Itr informinu NRC of steps taken to correct violations 
noted in insp repts 50-348/92-13 & 50-364/92-13. 

COLLINS,D.M. Region 2 (Post 820201). 92/07/22. HAIRSTON.W.G. Southern Nuclear 
Operating Co. 2p. 62527:355-62527:356. 

9207300282 Advises that required response date to violations noted in insp repts 50- 
348/92-16 & 50-364/92-16 extended until 920729,per 920724 telcon w/NRC. 
WOODARD, J.D. Southern Nuclear Operating Co. 92/07/24. Document Control Branch 
(Document Control Desk). 2pp. 62593:221-62593:222. 

9207310157 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling & Wide Cable Trays & Small Conduits Free from Fire 
Damage." Thermo-Lag 330 matl not installed in either unit. 

WOODARD, J.D. Southern Nuclear Operating Co. 92/07/27. Document Control Branch 
(Document Control Desk). 1 p. 62658:298-62658:298. 


R. Periodic operating reports A related correspondence 

9207160149 Monthly operating rept for Juno 1992 for Joseph M Farley Unit 2.W/ 
920713 Itr. 

HILUR.D., WOODARD, J.D. Southern Nuclear Operating Co. 92/06/30. 6pp. 
62404:355-62404:360. 


S. Reportable occurrences, LERs A related correspondence 

9207200126 Special rept:on 92071 5, section of pipe In fire main yard loop 
ruptured,causing loss of fire main water pressure. Rupture isolated, fire pumps restored 
A fire water tank levels recovered to TS required levels. 

WOODARD, J.D. Southern Nuclear Operating Co. 92/07/16. Document Control Branch 
(Document Control Desk). 1 p. 62447:346-62447:346. 

9207220168 LER 92-009-00:on 92061 7.aga8tat timers on diesel generator sequencers 
failed to meet acceptance criteria.Cau8ed by inadequate calibration procedures.Timer 
replaced A Rev 6 to Calibr Procedure FNP-O-EMP-1 549.01 i8Sued.W/920717 Itr. 
HILL.R.D., WOODARD, J.D. Southern Nuclear Operating Co. 92/07/17. 6pp. 
62481:166-62481:171. 


T. Hearing transcripts on non-antItrust matters 


P. Operating license stage documents A correspondence 

9207200(X)7 Forwards info to enable util to review info re Allegation RII-92-A-0016,per 
920604 discussions.lnfo withhold (ref 10CFR2.790(a)(6)(7)). 

REYES,L.A. Region 2 (Post 820201). 92/06/15. HAIRSTON,W.G. Georgia Power Co. 
3pp. 62453:231-62453:233. 

9207020255 Forwards amends 181 A 122 to licenses DPR-57 A NPF-5, respectively A 
safety evaluation.Amends revise Unit 1 TS 4.6.L A Unit 2 TS 4.7.4 re snubber surveil- 
lance to reflect guidance in generic Itr 90-09. 

JABBOUR,K.N. Project Directorate il-3. 92/06/19. HAIRSTON,W.G. Georgia Power 
Co. 3pp. 62194:307-62194:332. 

-9207020259 Amends 181 A 122 to licenses DPR-67 A NPF-5,respectively, revising 
unit 1 TS 4.6. L A unit 2 TS 4.7.4 re snubber surveillance. 

MATTHEWS,D.B. Project Directorate 11-3. 92/06/19. 20pp. 62194:310-62194:329. 

—9207020261 Safety evaluation supporting amends 181 A 122 to licenses DPR-57 A 
NPF-5 resp€)Ctively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/19. 3pp. 
62194:330-62194:332. 

9207020230 Notifies of 920708 meeting w/util in Baxley,Georgia to discuss control 
room human engineering deficiencies for facility. 

JABBOUR,K.N. Project Directorate 11-3. 92/06/25. MATTHEWS,D.B. Project Director- 
ate 11-3. 4pp. 62203:337-62203:340. 

9207080248 Advises that util 911223 response to 910628 suppi 4 to generic Itr 88-20 re 
IPEEE acceptable.Util requested to update IPEEE plans A provide projected mile- 
stones A schedules to NRC no later than 920928. 

JABBOUR,K.N. Project Directorate 11-3. 92/07/01. HAIRSTON,W.G. Georgia Power 
Co. 4pp. 62260:004-62260:007. 

9207070011 Suppis 920424 Itr containing commitments to comply w/Generic Ltr 89-10 
re safety-related motor-operated valve testing A surveillance,per findings in Insp Repts 
50-321 /92-04 A 50-366/92-04.Exception8 for in situ testing discussed. 

BECKHAM, J.T. Georgia Power Co. 92/07/02. Document Controi Branch (Document 
Control Desk). 3pp. 62262:339-62262:341. 

9207070402 Forwards response to GL 92-01 ,Rev 1 re reactor vessel structural integrity. 
BECKHAM,J.T. Georgia Power Co. 92/07/02. Document Control Branch (Document 
Control Desk). 36pp. 62267:155-62267:190. 

9207200078 Application for amends to licenses DPR-57 A NPF-5,proposing to revise 
several portions of TS involving shutdown A refueling operations. 

BECKHAM,J.T. Georgia Power Co. 92/07/17. Document Control Branch (Document 
CJontrol Desk). 23pp. 62450:144-62450:214. 

—9207200082 Proposed tech specs revising several |x>rtion8 of plants shutdown A refu- 
eling operations. 

* Georgia Power Co. 92/07/17. 48pp. 62450:167-62450:214. 

9207240128 Application for amends to licenses DPR-57 A NPF-5, revising TSs to add 
addi electrical sys requirements, per Generic Ltr 91-11, “Resolution of Generic Issues 
48, 'LCOs for Class IE’ A 49, ’Interlocks A LCDs for Class IE Tie Breakers....’” 
BECKHAM, J.T. Georgia Power Co. 92/07/17. Document Control Branch (Document 
Controi Desk). 16pp. 62516:001-62516:045. 

-9207240137 Proposed tech specs proposing addition of electrical sys requirements. 

* Georgia Power Co. 92/07/17. 28pp. 62516:017-62516:045. 

9207200244 Suppis 920714 request for waiver of compliance from TS 3.8.2.3 re station 
battery specific gravity in response to inoperability of station battery 2A on 
92071 4.Waiver of compliance no longer required since battery restored. 
BECKHAM,J.T. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 7pp. 62451:275-62451:281. 


9207180338 Ctorrected transcript of 920521 meeting in Betho8da,MD.Pp 1,996-2,309. - 

* Atomic Safety A Licensing Board Panel. 92/05/21. 550pp. 62422:001-62423:187. Q. Inspection reports, IE Bulletins A correspondence 


DOCKET 50-388 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency A fire protection plans 

9207220071 Informs that corrections to Rev 12 to emergency plan meets planning stds 
of 10CFR50.47(b) A requirements of app E to 10CFR50. 

CLINE,W.E. Region 2 (Post 820201). 92/06/30. HAIRSTON.W.G. Georgia Power Co. 
3pp. 62432:204-62432:206. 

9207240184 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays A Small Conduits Free from 
Fire Damage.^’ Fire watch for drywell access room will be performed. 

BECKHAM,J.T. Georgia Power Co. 92/07/20. Document Control Branch (Docurnent 
Control Desk). 6pp. 62528:240-62528:245. 


H. Qeneiral correspondence 


9207130049 Comment supporting proposed rule 10CFR50.63 re "Loss of All Alternating 


v./urii»ni ruwwi. _ ... 

MCCOY, C.K. Georgia Power Co. 92/07/02. CHILK,S.J. (Dffice of the Secretary of the 
Commission. 2pp. 62285:060-62285:061 . 


9207290083 Comment supporting proposed rules 10CFR20 A 50 re reducing regulatory 
burden on nuclear licensees. ^ ^ ^ 

MCCOY, C.K. Georgia Power Co. 92/07/20. CHILK.S.J. Office of the Secretary of the 
Commission. 2pp. &506:090-62506:090. 


9207020218 Notification of 920630 SALP Board meeting in Atlanta,GA to discuss per- 
formance of plant during period of 910303-920530. 

SKINNER.P.H. Region 2 (Post 820201). 92/06/16. Region 2 (Post 820201). 2pp. 
62221:331-62221:332. 

9207020011 Ack receipt of 920528 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-321/92-08 A 50-366/92-08. 

HERDT.A.R. Region 2 (Post 820201). 92/06/18. HAIRSTON,W.G. Georgia Power Co. 
3pp. 62234:32^2234:326. 

9207180346 Forwards corrected cover Itr to insp repts 50-321/91-11 A 50-366/92-11. 
COLLINS,D.M. Region 2 (Post 820201). 92/06/22. HAIRSTON.W.G. Georgia Power 
Co. 9pp. 62426:346-62429:355. 

-9207170014 Corrected Itr forwarding insp repts 50-321/92-11 A 50-366/91-11 A 
notice of violation. 

COLLINS.D.M. Region 2 (Post 820201). 92/06/22. HAIRSTON.W.G. Georgia Power 
Co. 7pp. 62429:349-62429:355. 

9207270101 Forwards insp repts 50-321/92-12 A 50-366/92-12 on 920419-0530 A 
notice of violation. 

HERDT,A.R. Region 2 (Post 820201). 92/06/23. HAIRSTON.W.G. Georgia Power Co. 
4pp. 62476:019-62476:053. 

-9207270110 Insp repts 50-321/92-12 A 50-366/92-12 on 920419-0530. Violations 
noted.Major areas inspected:sunreillance testing including failure to obtain required 
stack sample A maint activities including recent solenoid valve failures. 

WERT.LD., MUSSER,R.A., SKINNER.^H. Region 2 (Post 820201). 92/06/23. 30pp. 
62476:024-62476:053. 


9207290088 Comment supporting proposed rule 10CFR20 A 61 .“Low-Level Waste 
Shipment Manifest Info A Reporting." 

MCCOY, C.K. Georgia Power Co. 92/07/20. CHILK,S.J. Office of the Secretary of the 
Commission. 2pp. 62506:092-62506:093. 


9208230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 
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9207080208 Ack receipt of 920624 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-321/92-11 & 50-366/92-11 on 920529. 

COLLINS, D.M. Region 2 (Post 820201). 92/07/01. HAIRSTON. W.G. Georgia Power 
Co. 3pp. 62272:358-62272:360. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Opjerational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207070011 Suppis 920424 Itr containing commitments to comply w/Generic Ltr 89-10 
re safety-related motor-operated valve testing & surveillance, per findings in Insp Repts 
50-321 /92-04 & 50-366/92-04.Exceptions for in situ testing discussed. 

BECKHAM,J.T. Georgia Power Co. 92/07/02. Document (Control Branch (Document 
Control Desk). 3pp. 62262:339-62262:341. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207280189 Notification of 920807 significant meeting w/util in Baxley, GA to discuss 
SALP Board assessment. 

SKINNER.P.H. Region 2 (Post 820201). 92/07/13. Region 2 (Post 820201). 3pp. 
62489:288-62489:290. 

9207240184 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Fire Damage.*^' Fire watch for drywell access room will be performed. 

BECKHAM,J.T. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 6pp. 62528:240-62528:245. 


R. Periodic operating reports 8t related correspondence 

9207160140 Monthly operating rept for June 1992 for El Hatch Nuclear Plant Units 1 & 
2.W/920710 Itr. 

TIDWELL.T.W., BECKHAM, J.T. Georgia Power Co. 92/06/30. 12pp. 62416:294- 
62416:305. 


S. Reportable occurrences, LERs & related correspondence 

9207160274 LER 92-007-00:on 92061 2, discovered reactor water cleanup sys leak which 
resulted in engineered safety actuation.Caused by failed gasket.LeaK repaired & 
gasket replaced.W/920710 ltr. 

TIPPS.S.B., BECKHAM. J.T. Georgia Power Co. 92/07/10. 5pp. 62480:151-62480:155. 

9207240192 LER 92-008-01 :on 920620, RWCU isolation signal was received resulting in 
Group 5 primary containment isolation sys actuation.Caused by component 
failure.Components replaced & controller was calibrated satisfactorily.W/920717 Itr. 
TIPPS.S.B., BECKHAN,J.T. Georgia Power Co. 92/07/17. 5pp. 62520:323-62520:327. 

9207300044 LER 92-009-00:on 920625.personnel inadvertent manipulation of wrong 
breaker control resulted in automatic reactor scram. Personnel counseled & IRMs will 
be tested during next refueling outage scheduled for 92091 6.W/920724 Itr. 

TIPPS.S.B., BECKHAM.J.T. Georgia Power Co. 92/07/24. 7pp. 62588:108-62588:114. 


DOCKET 50-368 ARKANSAS NUCLEAR ONE. UNIT 2 


F. Security, medical, emergency & fire protection plane 

9207270279 Forwards REX - 92, "Arkansas Nuclear One Emergency Preparedness 
Exercise, Exercise Scenario.” Exercise objectives listed on end, 

FISICARO,J.J. Entergy Operations. Inc. 92/03/26. MARTIN.R.D. Region 4 (Post 
820201). 23pp. 62531:001-62532:143. 

-9207270283 “Arkansas Nuclear One Emergency Preparedness Exercise, Exercise 
Scenario." 

• Entergy Operations. Inc. REX - 92. 92/06/24. 300pp. 62531:025-62532:143. 

9207080142 Update to plant manual, reflecting deletion of Rev 3 to Procedure/ Form OP- 
1905,032, “Multichannel Analyzer Use." 

• Entergy Operations. Inc. 92/06/24. Ip. 62277:358-62277:358. 

9207070379 Ack receipt of 920423 Itr transmitting Rev 24 to industrial security 
plan-Confirms that title of Paragraph 1.3.1 from personnel reliability to access authori- 
zation will be revised. Remainder of Rev 24 acceptable. 

BEACH, A.B. Region 4 (Post 820201), 92/07/02. CARNS.N.S. Entergy Operations, Inc. 
4pp. 62267:335-62267:340. 

9207090027 Forwards insp rept 50-313/92-06 & 50-368/92-06 on 920218-21 & notice 
of violation8.Rept details withheld per 10CFR73.21. 

BEACH.A.B. Region 4 (Post 820201). 92/07/06. CARNS.N.S. Entergy Corp. 6pp. 
62309:328-62309:335, 

-9207090036 Notice of violation from insp on 92021 8-21 .Violations noted: on or around 
920220, licensee conducted testing of metal detector w/test shape not positioned as 
required by procedure.Details withheld per 10CFR73.21. 

• Region 4 (Post 820201). 92/07/06. 2pp. 62309:334-62309:335. 

9207170274 Forwards insp repts 50-313/92-19 & 50-368/92-19 on 920623-26.No viola- 
tions or deviations noted. 

BEACH.A.B. Region 4 (Post 820201). 92/07/15. CARNS.N.S. Entergy Operations, Inc. 
5pp. 62451:345-62451:359. 

-9207170277 Insp repts 50-313/92-19 & 50-368/92-19 on 920623-26.No violations or 
deviations noted.Major areas inspected: performance & capabilities during an annual 
exercise of emergency plan & procedures & activities in control room. 

MURRAY.B. Region 4 (Post 820201). 92/07/09. 10pp. 62451:350-62451:359. 


9207280083 Responds to NRC Bulletin 92-001 , “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Sub] fire barrier matl not installed in Unit 1 . 

FISICARO,J.J. Entergy Operations, Inc. 92/07/24. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62562:106-62562:109. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207270136 Forwards Amend 10 to Arkansas Nuclear One Units 1 & 2 Updated 
SAR. Proprietary Rev 2 to Drawing M-2001 , “In-Core Instrument Assembly” of Amend 
10 to Arkansas Nuclear One Unit 2 Updated SAR also encl.Drawing withheld. 
FISICARO,J.J. Entergy Operations, Inc. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 30pp. 62620:001-62636:279. 

-9207270222 Amend 10 to “Arkansas Nuclear One Unit 2 updated SAR." 

* Entergy Operations, Inc. 92/07/22. 2,300pp. 62625:086-62625:165. 

-9207270226 Chapter 1, "Introduction & General Description of Plant," to Arkansas Nu- 
clear One unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 88pp. 62625:166-62625:247. 

-9207270228 Chapter 2, “Site Characteristics," to Arkansas Nuclear One unit 2 updat- 
ed SAR. 

* Entergy Operations, Inc. 92/07/22. 175pp. 62625:248-62626:184. 

“9207270231 Chapter 3, "Design of Structures, Components,Equipment & Sys," to Ar- 
kansas Nuclear One unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 400pp. 62626:185-62628:038. 

-9207270233 Chapter 4, “Reactor," to Arkansas Nuclear One unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 226pp. 62628:039-62628:256. 

-9207270237 Chapter 4A, “Cycle 9 Reload Analysis Rept,” to Arkansas Nuclear One 
unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 66pp. 62628:257-62628:322. 

-9207270239 Chapter 5, “Reactor Coolant Sys,” to Arkansas Nuclear One unit 2 updat- 
ed SAR. 

* Entergy Operations, Inc. 92/07/22. 150pp. 62628:323-62629:152. 

-9207270241 Chapter 6, “Engineered Safety Features," to Arkansas Nuclear One unit 
2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 250pp. 62629:153-62630:118. 

-9207270244 Chapter 7, "Instrumentation & Controls," to Arkansas Nuclear One unit 2 
updated SAR. 

* Entergy Operations, Inc. 92/07/22. 600pp. 62630:119-62632:048. 

-9207270248 Chapter 8, "Electric Power," to Arkansas Nuclear One unit 2 updated 
SAR 

* Entergy Operations, Inc. 92/07/22. 350pp. 62632:049-62632:328. 

-9207270250 Chapter 9, “Auxiliary Systems," to Arkansas Nuclear One unit 2 updated 

* Entergy Operations, Inc. 92/07/22. 750pp. 62632:329-62634:179. 

-9207270251 Chapter 10, “Steam & Power CJonversion Sys,” to Arkansas Nuclear One 
unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 300pp. 62634:180-62634:355. 

-9207270253 Chapter 1 1 , “Radwaste Mgt,” to Arkansas Nuclear One unit 2 updated 

* Entergy Operations, Inc. 92/07/22. 210pp. 62634:356-62635:188. 

-9207270254 Chapter 12, “Radiation Protection,” to Arkansas Nuclear One unit 2 up- 
dated SAR. 

* Entergy Operations, Inc. 92/07/22. 58pp. 62635:189-62635:245. 

-9207270258 Chapter 13, “Conduct of Operations," to Arkansas Nuclear One unit 2 
updated SAR. 

* Entergy Operations. Inc. 92/07/22. 22pp. 62635:246-62635:267. 

-9207270259 Chapter 14, “Initial Tests & Operation," to Arkansas Nuclear One unit 2 
updated SAR. 

* Entergy Operations, Inc. 92/07/22. 200pp. 62635:268-62636:059. 

-^07270281 Chapter 15, “Accident Analysis," to Arkansas Nuclear One unit 2 updated 

* Entergy Operations. Inc. 92/07/22. 175pp. 62636:060-62636:273. 

-9207270288 Chapter 16, “TS,” to Arkansas Nuclear One unit 2 updated SAR. 

* Entergy Operations, Inc. 92/07/22. 3pp. 62636:274-62636:276. 

-9207270288 Chapter 17, "Quality Assurance," to Arkansas Nuclear One unit 2 updat- 
ed SAR ^ 

* Enter^ Operations, Inc. 92/07/22. 3pp. 62636:277-62636:279. 


P. Operating iicenae stage documents & correspondence 

9207080007 Requests deferral of 911220 application for amend to License NPF- 
6, changing TS 3.4.2 re Mode 4 overpressure protection until NRC approves low power 
overprotection spec. 

FISICARO,J.J. Entergy Operations, Inc. 92/06/30. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62277:059-62277:060. 

9207080188 Fonvards Rev 0 to A-MECH-ER-005, “Response to NRC Generic Ltr 92-01 
for Arkansas Nuclear One - Unit 2,” prepared by C-E. 

FISICARO,J.J. Entergy Operations, Inc. 92/07/01. Document Control Branch (Docu- 
ment Control Desk). 13pp. 62251:061-62251:073, 

-9207080187 “Response to NRC Generic Ltr 92-01 for Arkansas Nuclear One - Unit 
2.” 

* ABB Combustion Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). 
A-MECH-ER-005 ROO. 92/06/23. 10pp. 62251:064-62251:073. 
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9207150285 Notification of 920716 meeting w/util in Rockville, MD re engineering chal- 
lenges & initiatives at facilities. 

ALEXION.T.W. Project Directorate lV-1. 92/07/07. LARKINS.J.T. Project Directorate 
IV-1. 7pp. 62378:260-62378:266. 

9207140240 Application for amend to License NPF-6, changing TS Table 2.2-1 re reac- 
tor protective instrumentation trip setpoint limits & 3.3-4 re ESFAS instrumentation trip 
v&iuds 

CARNS,N.S. Entergy Operations, Inc. 92/07/09. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62380:276-62380:289. 

-9207140241 Proposed TS Tables 2.2-1 re reactor protective instrumenation trip set- 
point limits & 3.3-4 re ESFAS intrumentation trip values. 

* Entergy Operations, Inc. 92/07/09. 1 1 pp. 62380:279-62380:289. 

9207150020 Application for amend to License NPF-6.changing TS to revise containment 
internal pressure, average air temp & relative humidity limits in TS Figure 3.6-1 & bases 
& reduce linear heat rate limit in TS Figure 3.2-1. 

CARNS,N.S. Entergy Operations. Inc. 92/07/09. Document Control Branch (Docu- 
ment Control Desk). 9pp. 62395:212-62396:224. 

-9207150022 Proposed TS Figure 3.6-1 re containment internal pressure, average air 
temp & relative humidity limits & TS Figure 3.2-1 re linear heat rate limit, 

* Entergy Operations, Inc. 92/07/09. 4pp. 62395:221-62395:224. 

9207210218 Notification of 920723 meeting w/util in Rockville.MD to discuss status of 
current licensing actions & activities of plants. 

ALEXION.T.W. Project Directorate IV-1. 92/07/16. LARKINS.J.T. Project Directorate 
IV-1. 3pp. 62438:263-62438:265. 

9207280058 Informs thatper 10CFR50.71 & 10CFR60.59(a)(3),Amend 10 to Arkansas 
Nuclear One Units 1 & 2 & Rev 15 to QA Manual Operations shipped under cover Itr 
dtd 920722 (1CAN079204, 2CAN079210 & 0CANO79210). 

MILHOAN,J.L Entergy Operations, Inc. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62568:353-62568:355. 

9207280139 Forwards Rev 15 to Arkansas Nuclear One “QAM Operations.” per 
10CFR50.54(a)ra) & 10CFR50.71(e)). 

FISICARO,J.J. Entergy Operations. Inc. 92/07/22. Document Control Branch (Docu- 
ment Control Desk), 5pp. 62535:022-62535:253. 

-9207280146 Rev 15 to Arkansas Nuclear One “QAM Operations." 

* Entergy Operations, Inc. 92/07/22. 150pp. 62535:027-62535:253. 

9207280262 Application for amend to License NPF-6, revising TS 2.1.1 bases, Section 
3.2,8 & bases & Tables 2,2-1 & 3.3-4 to increase allowable pressurizer pressure range 
& lower low pressurizer setpoint for reactor trip & SI. 

CARNS.N.S. Entergy Operations, Inc. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 21pp. 62566:300-62566:329. 

-9207280286 Proposed TS Table 2.2-1 re reactor protective instrumentation t^ set- 
point limits,2.1 bases re safety limits & limiting safety settings & Table 3.3-4 re ESFAS 
instrumentation trip values. 

* Entergy Operations. Inc. 92/07/22. 9pp. 62566:321-62566:329. 

9207300228 Application for amend to License NPF-6,rovlsing surveillance requirements 
for SG tubing, Tech Spec 4.4.5. Details of sleeve qualification discussed in end Rept 
CEN-601-P,Rev 01 -P, “ANO Unit 2....” Rept withheld (ref 10CFR2.790). 

CARNS.N.S, Entergy Operations, Inc. 92/07/22. Document Control Branch (Docu- 
ment Control Desk). 15pp. 62584:235-62584:253. 

-9207300231 Proposed tech specs re steam generator tube sleeving. 

* Entergy Operations, Inc. 92/07/22. 4pp. 62584:250-62584:253. 

9207300246 Forwards Rev 0 to Calculation 92-E-0065-01 , “ANO Unit 2 Degraded Volt- 
age Study for Startup 2.” per NRC 920505 RAI re acceptability of 161 kV sys.per 
GlXD 17 & 5 requirements. 

FISICARO,J.J. Entergy Operations. Inc. 92/07/24. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62591:001-62592:064. 

-0207300254 “ANO Unit 2 Degraded Voltage Study for Startup 2." 

WILLIAMS.B., HOTZ,J. Entergy Operations. Inc. 92-E-0065-01 ROO. 92/07/24. 300pp. 
62591:003-62592:064. 

9207300037 Responds to 920514 Itr providing supplemental response to 911121 Itr re 
alleged discrimination against former contract employee for having engaged in pro- 
toctod 0 ctiviti 0 s 

MILHOAN,J.L Region 4 (Post 820201). 92/07/27. CARNS.N.S. Entergy Operations, 
Inc. 4pp. 62528:022-62528:025. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." ^ ^ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Ctonsolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidate Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Unes 
of BWR Emergency Condenser Sys." , , 

ROSSI.C.E. Kvislon of Operational Events Assessment (Post 870411). 92/07/02, 
Consolidate Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207080252 Forwards insp repts 50-313/92-16 & 50-368/92-16 on 920518- 0605 & 
notice of violation. ^ 

BEACH, A.B. Region 4 (Post 820201). 92/07/02. CARNS.N.S. Entergy Operations. Inc. 
5pp. 62276:048-62276:087. 

-9207080254 Notice of violation from Insp on 92051 8-0605.Violation noted:certain relay 
test procedures were not property maintained.including testing of undervoltage block- 

*”flegton 4 (Post 820201). 92/07/02. 2pp. 62276:054-62276:055. 


-9207080255 Insp repts 50-313/92-16 & 50-368/92-16 on 92051 8-0605.No violations 
noted. Major areas inspected:el6ctricai distribution sys, functional design & capabilities 
of electrical distribution sys. 

STETKA.T.F.. WAGNER.P.C. Region 4 (Post 820201). 92/07/01. 32pp. 62276:056- 
62276:087. 

9207090027 Forwards insp rept 50-313/92-06 & 50-368/92-06 on 920218-21 & notice 
of vlolations.Rept details withheld per 10CFR73.21. 

BEACH, A.B. Region 4 (Post 820201). 92/07/06. CARNS.N.S. Entergy Corp. 6pp. 
62309:328-62309:335. 

-9207090036 Notice of violation from insp on 92021 8-21 .Violations noted: on or around 
920220.licensee conducted testing of metal detector w/test shape not positioned as 
required by procedure.Details withheld per 10CFR73.21, 

* Region 4 (Post 820201). 92/07/06. 2pp. 62309:334-62309:335. 

9207020233 NRC Info Notice 92-051, “Misapplication & inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200017 Forwards Operator Licensing Requalification Exam Rept 50-368/OL-92-01 
administered during wks of 920601 &. 08. 

BEACH, A.B. Region 4 (Post 820201). 92/07/14. CARNS.N.S. Entergy Operations. Inc. 
3pp. 62447:274-62447:284. 

—9207200019 Operator Licensing Requalification Exam Rept 50-368/OL-92-01 adminis- 
tered during wks of 920601 & 08.Exam results:9 of 10 senior reactor operators & all 6 
reactor operators passed exam.Operator actions synergistic. 

PELLETT,J.L. Region 4 (Post 820201). 92/07/10. 8pp. 62447:277-62447:284. 

9207220268 “Arkansas Nuclear One, Unit 2 SG Tubing Inservice Insp Rept, Mar 1992 
Forced Outage (2F92-1)." 

FISICARO,J.J. Entergy Operations, Inc. 92/07/14. Document CJontrol Branch (Docu- 
ment Control Desk). 17pp. 62457:317-62457:333. 

9207170274 Forwards insp repts 50-313/92-19 & 50-368/92-19 on 920623-26.No viola- 
tions or deviations noted. 

BEACH, A.B. Region 4 (Post 820201). 92/07/15. CARNS,N.S. Entergy Operations, Inc. 
5pp. 62451:345-62451:359. 

-9207170277 Insp repts 50-313/92-19 & 50-368/92-19 on 920623-26.No vtolations or 
deviations noted.Major areas inspected: performance & capabilities during an annual 
exercise of emergency plan & procedures & activities in control room. 

MURRAY,B. Region 4 (Post 820201). 92/07/09. 10pp. 62451:350-62451:359. 

9207210059 Forwards insp rept 50-313/92-09 & 50-368/92-09 on 920510-0620 & 
notice of violation. 

BEACH,A.B. Region 4 (Post 820201). 92/07/16. CARNS,N.S. Entergy Operations, Inc. 
3pp. 62419:326-62419:350. 

-9207210069 Notice of violation from insp on 9205 10-0620. Violation noted:divers6 
emergency feedwater actuation sys will likely not actuate during ATWS. 

* Region 4 (Post 820201). 92/07/16. Ip. 62419:329-62419:329. 

-9207210076 Insp repts 50-313/92-09 & 50-368/92-09 on 92051 0-0620.No violations 
noted.Major areas inspected:monthly maint obsorvation,bimonthly surveillance 
observatlon,operational safety verification & onsite followup of LERs. 

JOHNSON.W.D. Region 4 (Post 820201). 92/07/13. 20pp. 62419:330-62419:350. 

9207280052 Forwards insp repts 50-313/92-20 & 50-368/92-20 on 920608-12 & notice 
of violation. 

BEACH, A.B. Region 4 (Post 820201). 92/07/22. CARNS,N.S. Entergy Operations, Inc. 
5pp. 62497:011-62497:035. 

-9207280072 Insp repts 50-313/92-20 & 50-368/92-20 on 920608-12. Violations 
noted.Major areas inspected:8ys entry retest in areas of mods, temporary mods & 
maint activities. 

GAGLIARDO,J.E. Region 4 (Post 820201). 92/07/20. 15pp. 62497:018-62497:035. 

9207280083 Responds to NRC Bulletin 92-001. “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj fire barrier matl rx}t installed in Unit 1. 

FISICARO,J.J. Entergy Operations, Inc. 92/07/24. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62562:106-62562:109. 


R. Periodic operating reports & related correspondence 

9207210092 Monthly operating rept for June 1992 for ANO, Unit 2.W/920715 Itr. 
WHITT,M.S., FISICARO.J.J. Entergy Operations, Inc. 92/06/30. 7pp. 62471:283- 
62471:289. 


V. Operator Examlnatlone 

9207200017 Forwards Operator Licensing Requalification Exam Rept 50-368/OL-92-01 
administered during wks of 920601 & 08. 

BEACH, A.B. Region 4 (Post 820201). 92/07/14. CARNS,N.S, Entergy Operations, Inc. 
3pp. 62447:274-62447:284. 

-9207200019 Operator Licensing Requailfication Exam Rept 50-368/OL-92-01 adminis- 
tered during wks of 920601 & 08.Exam result8:9 of 10 senior reactor operators & all 6 
reactor operators passed exam.Operator actions synergistic. 

PELLETT,J.L. Region 4 (Post 820201). 92/07/10. 8pp. 62447:277-62447:284. 
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F. Security, medical, emergency & fire protection plans 

9207010339 Forwards public version of EPIP RP/O/A/5700/02, “Alert.” W/920625 re- 
lease memo. 

MCMEEKIN.T.C. Duke Power Co. 92/06/02. Document Control Branch (Document 
Control Desk). 3pp. 62183:043-62183:059. 
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-9207010344 Public version of EPIP RP/O/A/5700/02. “Alert.” 

MICHAEL, R.P. Duke Power Co. 92/06/02. 15pp. 62183:046-62183:059. 

9207010292 Forwards Rev 46 to physical security plan, reflecting replacement of offsite 
LLEA communications equipment & implementation of containment access area for 
Unit 2. Rev withheld (ref 10CFR73.21). 

MCMEEKIN.T.C. Duke Power Co. 92/06/26. Document Control Branch (Document 
Control Desk). 2pp. 62425:351-62425:352. 

9207140132 Forwards insp repts 50-369/92-16 & 50-370/92-16 on 920608- 12.No vio- 
lations or deviations noted. 

CLINE. W.E. Region 2 (Post 820201). 92/06/29. MCMEEKIN.T.C. Duke Power Co. 
3pp. 62338:091-62338:109. 

-9207140139 Insp repts 50-369/92-16 & 50-370/92-16 on 920608-1 2.No violations 
noted.Major areas inspected:environ monitoring, radiological effluents.meteorological 
Instrumentation & confirmatory measurements. 

JONES.D.W., MCNEILL,N.G.. DECKER, T.R. Region 2 (Post 620201). 92/06/26. 16pp. 
62338:094-62338:109. 

9207310034 Fonivards public version of EPIP Station Directive 3.8.1, Rev 24, “Site As- 
sembly/Accountability & Evacuation/ Containment Evacuation." W/920724 release 
memo. 

MCMEEKIN.T.C. Duke Power Co. 92/07/07. Document Control Branch (Document 
Control Desk). 2pp. 62580:261-62580:284. 

-9207310037 Public version of EPIP Station Directive 3.8,1 .Rev 24, “Site Assembly/ Ac- 
countability & Evaluation/Containment Evacuation.” 

GILBERT.G. Duke Power Co. 92/07/07. 21pp. 62580:264-62580:284. 

9207270157 Forwards Rev 14 to training & qualification plan.changing retention period 
for screening records, consolidating commitments re background investigations & 
adding ref to util access program.Rev withheld. 

MCMEEKIN.T.C. Duke Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 2pp. 62528:160-62528:161. 

9207270234 Ack receipt of 920626 Itr transmitting Rev 46 to physical security 
plan.Changes consistent w/provisions of 1 0CFR50.54(p) & acceptable for inclusion 
into plan. 

COLLINS, D.M. Region 2 (Post 820201). 92/07/21. MCMEEKIN.T.C. Duke Power Co. 
3pp. 62528:189-62528:191. 


H. General correapondence 

9207160093 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG-1 021 .Opposes rule. 

TUCKER, H.B. Duke Power Co. 92/07/06. Docketing & Services Branch. 4pp. 
62375:112-62375:115. 


-9207300252 Rewrite of Amend 15 to Duke-1 -A. “QA Program,” Section 17.0 & 
17.3, responding to 920630 request for clarification. Amend 15 supersedes submittal 
transmitted on 920422. 

* Duke Power Co. 92/07/20. 55pp. 62592:260-62592:315. 


Q. inspection reports, IE Bulletins & correspondence 


9207270025 Discusses insp repts 50-369/92-13 & 50-370/92-13 on 920419- 0516 & 
forwards notice of violation.NRC concerned about implementation of design control 
process that permitted violation to occur.W/920608 enforcement conference hand- 
outs. 

REYES, LA. Region 2 (Post 820201). 92/06/12. MCMEEKIN.T.C. Duke Power Co. 
4pp. 62475:066-62475:094. 

-9207270032 Notice of violation from insp on 92041 9-051 6. Violation noted:measures 
not effective to assure that applicable regulatory requirements & design basis for 
structuros,8ys & components correctly translated into specs & drawings. 

* Region 2 (Post 820201). 92/06/12. 25pp. 62475:070-62475:094. 

9207010277 Ack receipt of 920601 response to violations noted in Insp Repts 50-369/ 
92-05 & 50-370/92-05.Response acceptable. 

JULIAN, C.A. Region 2 (Post 820201). 92/06/18. TUCKMAN.M.S. Duke Power Co. 
3pp. 62230:277-62230:279. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of Now York, Inc. 4pp. 62480:018-62480:021. 

9207140071 Discusses insp repts 50-369/92-02 & 50-370/92-02 on 920224- 0306 & 
forwards notice of violation. 

GIBSON,A.F. Region 1 (Post 820201). 92/06/29. MCMEEKIN.T.C. Duke Power Co. 
4pp. 62299:189-62299:206. 

-9207140079 Notice of violation from insp on 920224-0306.Vlolation noted:ultrasonic in- 
dication in item B02.01 1 .001 was evaluated to acceptance stds of code edition w/o 
approval of NRC. 

* Region 1 (Post 820201). 92/06/29. Ip. 62299:193-62299:193. 

-9207140085 Insp repts 50-369/92-02 & 50-370/92-02 on 920224-0306. Violations 
noted.Major areas inspected:area8 from main steam, chemical vol control.safety 
injection,main steam vent & auxiliary steam sys. 

HARRIS.R.H., PETERSON.P.M.. MODES, M.C. Region 1 (Post 820201). 92/06/02 
13pp. 62299:194-62299:206. 


P. Operating license stage documents & correspondence 

9207020018 Summary of 920609 meeting w/util re schedule for NRC review of DPC 
topical repts planned to be submitted in next several years.Ust of attendees & DPC 
handouts end. 

REED.T.A. Project Directorate 11-3. 92/06/25, Project Directorate 11-3. 13pp. 
62183:333-62183:345. 

9207080050 Forwards response to NRC 920421 request for addi info re proposed reso- 
lution of Generic Issue 130, “Essential Svc Water Sys Failures at Multi-Unit Sites.” as 
part of response to Generic Ltr 88-20 re individual plant exams. 

MCMEEKIN.T.C. Duka Power Co, 92/06/30. Document Control Branch (Document 
Control Desk). 12pp. 62269:186-62269:197. 

9207140190 Forwards request for clarification of util changes for Topical Rept (Duke-1 - 
A), “QA Program". 

JULIAN.C.A. Region 2 (Post 820201). 92/06/30. TUCKER, H.B. Duke Power Co. 6pp. 
62311:230-62311:235. 

9207080099 Responds to NRC GL 92-01 re compliance w/rogulatory program to main- 
tain structural integriW of reactor vessels. 

TUCKER, H.B. Duke Power Co. 92/07/03. Document Control Branch (Document Con- 
trol Desk). 69pp- 62335:100-62335:169. 

9207130132 Notification of 920728 meeting w/util in Huntersville.NC to discuss ques- 
tions & concerns w/util TS submittal re surveillance testing of EDG. 

REEDJA. Prqect Directorate 11-3. 92107107. MATTHEWS.D.B. Project Directorate II- 
3. 4pp. 62313:344-62313:347. 

9207200340 Summary of 920618 meeting w/util re seismic stops pilot 
program.Attertdance list & handouts end. 

REtD,T.A. Project Directorate 11-3. 92/07/07. Project Directorate 11-3. 44pp. 
62427:215-62427:259. 

9207200223 FonArards listing & projected schedule for completion & submittal of new 
topical repts requiring NRC approval by util.Replacement SG design selected for 
McGuire Units 1 & 2 & Catawba Unit 1 . 

TUCKER,H.B. Duke Power Co. 92/07/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 62450:360-62450:361. 

9207270320 Forwards request for relief from ASME Code for recording stroke test data 
requirements for Category A & B valves located on control air headers for DQ.Valves 
will be removed during plwned mod. 

MCMEEKIN.T.C. Duke Power Co. 92/07/08. Document Control Branch (Document 
Control Desk). 5pp. 62527:357-62527:361. 

9207220398 Informs that 920227 response meets recommendations of Generic Ltr Oi- 
ls, “ Request for Info re Resolution of Generic issue 130.Essentiai Svc Water Sys 
Failures at Multi-Unit Sites.” 

REED.T.A. Project Directorate I1-3. 92/07/15. MCMEEK1N,T.C. Duke Power CJo. 4pp. 
62443:319-62443:322. 


9207140132 Forwards insp repts 50-369/92-16 & 50-370/92-16 on 920608- 12.No vio- 
lations or deviations noted. 

CLINE.W.E. Region 2 (Post 820201). 92/06/29. MCMEEKIN.T.C. Duke Power Co. 
3pp. 62338:091-62338:109. 

-9207140139 Insp repts 50-369/92-16 & 50-370/92-16 on 920608-1 2.No violations 
noted.Major areas inspected:environ monitoring, radiological effluents,meteorological 
instrumentation & confirmatory measurements. 

JONES.D.W., MCNEILL.N.G., DECKER.T.R. Region 2 (Post 820201). 92/06/26. 16pp 
62338:09462338:109. 


9207140027 Ack receipt of 920617 Itr informing NRC Of steps taken to correct violations 
noted in insp repts 50-369/9268 & 50670/92-08. 

HERDT,A.R. Region 2 (Post 820201). 92/07/01. MCMEEKIN.T.C. Duke Power Co. 
2pp. 62298:242-62298:243. 

9206260043 NRC Info Notice 92-048. “Failure of Exide Batteries." 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:00762480:010. 

9206290237 NRC Info Notice 92650, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:01162480:017. 

9207270100 Forwards insp repts 50669/92-14 & 50-370/92-14 on 920511-15,26-29 & 
0609-1 2.No violations or deviations noted. 

JULIAN,C.A. Region 2 (Post 820201). 92/07/02. MCMEEKIN.T.C. Duke Power Co, 
3pp. 62476:00 1 -62476:01 8. 

-9207270106 Insp repts 50-369/92-14 & 50-370/92-14 on 920511-16,26-29 & 0609- 
12.No violations or deviations noted-Major areas InspectediEC exam of Unit 1 SQ 
tubes & assure that data analysis & resolution guidelines have adequate conserv- 
atism. 

ECONOMOS.N., BLAKE, J.J. Region 2 (Post 820201). 92/07/01. 15pp. 62476:004- 


9207020233 NRC Info Notice 92661, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 


ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


92/07/09. 


9207200296 Responds to NRC Itr re violations noted in insp repts 50669/92-13 & 50- 
370/92-1 S.Corrective actlons:periodic venting was established at affected locations & 
1CA-161C was conservatively closed to assure unit 1 CA operability. 

MCMEEKIN.T.C. Dukjf^foww Co. 92/07/10. Document ^ntrol Branch (Document 
Control Desk). 3pp. 62451:30162451:303. 


9207300005 Forwards rewrite of Amend 15 to Duke Power Co Topical Rept DUKE-1 -A, 
“QA Program." Amend supercedes submittal transmitted on 920422. 

PRIORY, R.B. Duke Power Co. 92/07/20. Document Control Branch (Document Con- 
trol Desk). 4pp. 62592:25662592:315. 


9207200372 Notification of 920923 meeting w/util in RockvIKe.MO to discuss results of 
recent steam generator in8ps.pulled tube exams.crack growth rate prediction & future 
plans for steam generators. 

®2/07/21. MATTHEWS,D.B. Project Directorate II- 

3. 5pp. 62530:30562530:309. 
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B. Periodic operating reports &. related correspondeiice 

9207210093 Forwards monthly operating repts for June 1992 for McGuire Nuclear Sta- 
tion Units 1 & 2 & monthly operating status rept for May 1 992. 

MCCRAW.E.O. Duke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 2pp. 62471:270-62471:282. 

-9207210097 Monthly operating repts for June 1992 for McGuire Nuclear Station Units 
1 & 2 . 

WILLIAMS, R.A., SIMMONS, N.C. Duke Power Co. 92/06/30. 10pp. 62471:272- 
62471:281. 

-9207210107 Revised monthly operating repts for May 1992 for McGuire Nuclear Sta- 
tion Units 1 & 2. 

* Duke Power Co. 92/05/31. Ip. 62471:282-62471:282. 


S. Reportable occurrences, LERs & related correspondence 

9207200189 LER 91-070-01 :on 91 0520,discoverd that Train B of RHR sys had been in- 
operable for more than 72 h w/o knowledge of Operations CR personnel due to inap- 
propriate actions.Station Directive 3.1.5 to be revised.W/920713 Itr. 

PEDERSEN.T.L. MCMEEKIN.T.C. Duke Power Co. 91/06/18. 12pp. 62480:291- 
62480:302. 

92070700(^ LER 92-007-01 :on 920506, ESF actuation occurred while cohtrol room per- 
sonnel performing wet layup evolution on SG ID. Caused by defective procedure & 
inappropriate personnel action.Procedure revised.W/920724 Itr. 

PEDERSEN.T.L, MCMEEKIN,T.C. Duke Power Co. 92/06/05. 9pp. 62292:143- 
62292:151. 

9207130121 In-Plant Review Rept 92-09:on 92061 9, setpoint problems noted w/TS & 
selected licensee commitment values for listed field data.Caused by discrepancies w/ 
groundwater level monitoring portion of WZ sys.TS monitor logged in Unit 2 logbook. 
MCCEEKIN.T.C. Duke Power Co. 92/07/03. Document Control Branch (Document 
Control Desk). 9pp. 62366:326-62366:334. 

9207220118 Special rept for Inplant Review 92-1 0:on 920610 no mention made on work 
list of vent path through SG IB for incoming SG crews.Caused by deficient 
communication.Tumover sheet established to document existing vent path status. 
MCMEEKIN.T.C. Duke Power Co. 92/07/13. Document Control Branch (Document 
Control Desk). 10pp. 62473:330-62473:339. 

9207310108 LER 92-009-00:on 920625,reactor trip occurred.due to removal of solid 
state protection sys fuse.Caused by inappropriate action & mgt deficiency.Frequency 
of preventive maint increased. W/920725 Itr. 

PEDERSEN.T.L, MCMEEKIN,T.C. Duke Power Co. 92/07/25. 9pp. 62683:182- 
62683:190. 


DOCKET 50-370 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9207010339 Forwards public version of EPIP RP/0/ A/5700/02, “Alert.” W/920625 re- 
lease memo. 

MCMEEKIN.T.C. Duke Power Co. 92/06/02. Document Control Branch (Document 
Control Desk). 3pp. 62183:043-62183:059. 

-9207010344 Public version of EPIP RP/O/A/5700/02, “Alert." 

MICHAEL.R.P. Duke Power Co. 92/06/02. 15pp. 62183:046-62183:059. 

9207010292 Forwards Rev 46 to physical security plan, reflecting replacement of offsite 
LLEA communications equipment & implementation of containment access area for 
Unit 2. Rev withheld (ref 10CFR73.21). 

MCMEEKIN,T.C. Duke Power Co, 92/06/26. Document Control Branch (Document 
Control Desk). 2pp. 62425:351-62425:352. 

9207140132 Forwards insp repts 50-369/92-16 & 50-370/92-16 on 920608- 12.No vio- 
lations or deviations noted. 

CLINE, W.E. Region 2 (Post 820201). 92/06/29. MCMEEKIN.T.C. Duke Power Co. 
3pp. 62338:091-62338:109. 

-9207140139 Insp repts 50-369/92-16 & 50-370/92-16 on 920608-1 2.No violations 
noted.Major areas inspected:environ monitoring, radiological effluents, meteorological 
instrumentation & confirmatory measurements. 

JONES, D.W. Region 2 (Post 820201). 92/06/26. 16pp. 62338:094-62338:109. 

920731(X>34 Forwards public version of EPIP Station Directive 3.8.1 , Rev 24. “Site As- 
sembly/Accountability & Evacuation/ Containment Evacuation.” W/920724 release 
memo. 

MCMEEKIN.T.C. Duke Power Co. 92/07/07. Document Ckintrol Branch (Document 
Control Desk). 2pp. 62580:261-62580:284. 

-9207310037 Public version of EPIP Station Directive 3.8.1 .Rev 24. “Site Assembly/ Ac- 
countability & Evaluation/Containment Evacuation.” 

GILBERT.G. Duke Power Co. 92/07/07. 21pp. 62580:264-62580:284. 

9207270157 Forwards Rev 14 to training & qualification plan,changing retention period 
for screening records, consolidating commitments re background investigations & 
adding ref to util access program. Rev withheld. 

MCMEEKIN,T.C. Duke Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 2pp. 62528:1 60-62528:1 61 . 

9207270234 Ack receipt of 920626 Itr transmitting Rev 46 to physical security 
plan.Change8 consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan. 

COLLINS, D.M. Region 2 (Post 820201). 92/07/21. MCMEEKIN.T.C. Duke Power Co. 
3pp. 62528:189-62528:191. 


H. General correspondence 

9207160093 Comment on proposed rule 10CFR50 re loss of ail alternating current 
power & draft rM guide 1.9.task DG-1 021 .Opposes rule. 

TUCKER.H.B. Duke Power Co. 92/07/06, Docketing & Senrices Branch. 4pp. 
62375:112-62375:115. 


P. Operating license stage documents & correspondence 


9207020018 Summary of 920609 meeting w/util re schedule for NRC review of DPC 
topical repts planned to be submitted in next several years. List of attendees & DPC 
handouts end. 

REED,T.A, Project Directorate 11-3. 92/06/25. Project Directorate 11-3. 13pp. 
62183:333-62183:345. 

9207080050 Forwards response to NRC 920421 request for addi info re proposed reso- 
lution of Generic Issue 130, “Essential Svc Water Sys Failures at Multi-Unit Sites,” as 
part of response to Generic Ltr 88-20 re individual plant exams. 

MCMEEKIN.T.C. Duke Power Co. 92/06/30. Document Control Branch (Document 
Control Desk). 12pp. 62269:186-62269:197. 

9207140190 Forwards request for clarification of util changes for Topical Rept (Duke-1- 
A), “QA Program”. 

JULIAN,C.A. Region 2 (Post 820201). 92/06/30, TUCKER.H.B. Duke Power Co. 6pp. 
62311:230-62311:235. 

9207080099 Responds to NRC GL 92-01 re compliance w/regulatory program to main- 
tain structural integriW of reactor vessels. 

TUCKER.H.B. Duke Power C3o. 92/07/03. Document Control Branch (Document Con- 
trol Desk). 69pp. 62335:100-62335:169. 

9207130132 Notification of 920728 meeting w/util in Huntersville.NC to discuss ques- 
tions & concerns w/util TS submittal re surveillance testing of EDG. 

REED,T.A. Project Directorate 11-3. 92/07/07. MATTHEWS.D.B. Project Directorate II- 
3. 4pp. 62313:344-62313:347. 

9207200340 Summary of 920618 meeting w/util re seismic stops pilot 
program.Attendance list & handouts end. 

REED,T.A. Project Diredorate 11-3. 92/07/07. Projed Directorate 11-3. 44pp. 
62427:215-62427:259. 

9207200223 Forwards listing & projected schedule for completion & submittal of new 
topical repts requiring NRC approval by utiI.Replacement SG design seleded for 
McGuire Units 1 & 2 4 Catawba Unit 1. 

TUCKER.H.B. Duke Power Co. 92/07/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 62450:360-62450:361. 

9207270320 Forwards request for relief from ASME Code for recording stroke test data 
requirements for Category A & B valves located on control air headers for DGiValves 
will be removed during planned mod. 

MCMEEKIN.T.C. Duke Power Co. 92/07/08. Document Control Branch (Document 
Control Desk). 5pp. 62527:357-62527:361. 

9207220396 Informs that 920227 response meets recommendations of Generic Ltr Oi- 
ls, “ Request for Info re Resolution of Generic Issue 130,Essential Svc Water Sys 
Failures at Multi-Unit Sites.” 

REED.T.A. Project Diredorate 11-3. 92/07/15. MCMEEKIN.T.C. Duke Power Co. 4pp. 
62443:319-62443:322. 

9207300085 Forwards rewrite of Amend 15 to Duke Power Co Topical Rept DUKE-1 -A, 
“QA Program." Amend supercedes submittal transmitted on 920422. 

PRIORY.R.B. Duke Power Co. 92/07/20. Document Control Branch (Document Con- 
trol Desk). 4pp. 62592:256-62592:315. 

—9207300252 Rewrite of Amend 15 to Duke-I-A. “QA Program," Section 17.0 & 
17.3,responding to 920630 request for clarification. Amend 15 supersedes submittal 
transmitted on 920422. 

* Duke Power Co. 92/07/20. 55pp. 62592:260-62592:315. 


Q. Inspection reports, IE Bulletins & correspondence 


9207270025 Discusses insp repts 50-369/92-13 & 50-370/92-13 on 920419- 0516 & 
forwards notice of violation.NRC concerned about implementation of design control 
process that permitted violation to occur.W/920608 enforcement conference hand- 
outs. 

REYES.LA. Region 2 (Post 820201). 92/06/12. MCMEEKIN.T.C. Duke Power Co. 
4pp. 62475:066-62475:094. 

—9207270032 Notice of violation from insp on 92041 9-051 6.Violation noted:measure8 
not effective to assure that applicable regulatory requirements & design basis for 
structures.sys & components corredly translated into specs & drawings. 

* Region 2 (Post 820201). 92/06/12. 25pp, 62475:070-62475:094. 

9207010277 Ack receipt of 920601 response to violations noted in Insp Repts 50-369/ 
92-05 & 50-370/92-05.Respon8e acceptable. 

JULIAN.C.A. Region 2 (Post 820201). 92/06/18. TUCKMAN,M.S. Duke Power Co. 
3pp. 62230:277-62230:279. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Aduatlon of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
(Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207140071 Discusses insp repts 50-369/92-02 & 50-370/92-02 on 920224- 0306 & 
forwards notice of violation. 

GIBSON.A.F. Region 1 (Post 820201). 92/06/29. MCMEEKIN.T.C. Duke Power Co. 
4pp. 62299:189-62299:206. 

-9207140079 Notice of violation from insp on 920224-0306. Violation noted:ultrasonic in- 
dication in item B02.01 1 .001 was evaluated to acceptance stds of code edition w/o 
approval of NRC. 

* Region 1 (Post 820201). 92/06/29. 1p. 62299:193-62299:193. 

-9207140085 insp repts 50-369/92-02 & 50-370/92-02 on 920224-0306. Violations 
noted.Major areas inspected:area8 from main steam.chemical vol control, safety 
injection.main steam vent & auxiliary steam sys. 

HARRIS.R.H.. PETERSON,P.M., MODES.M.C. Region 1 (Post 820201). 92/06/02. 
13pp. 62299:194-62299:206. 
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9207140132 Forw^ds insp repts 50-369/92-16 & 50-370/92-16 on 92060S- 12.No vio- 

H£>v/iofiiong 

CLINE, W.E. Region 2 (Post 820201). 92/06/29. MCMEEKIN.T.C. Duke Power Co. 
3pp. 62338:091-62338:109. 

-9207140139 Insp repts 50-369/92-16 & 50-370/92-16 on 920608-12.No violations 
noted.Major areas lnspected:environ monitoring, radiological effluents, meteorological 
instrumentation & confirmatory measurements. 

JONES.D.W., MCNE1LL.N.G., DECKER,T.R. Region 2 (Post 820201). 92/06/26. 16pp. 
62338:094-62338:109. 

9207140027 Ack receipt of 920617 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-369/92-08 & 50-370/92-08. 

HERDT.A.R. Region 2 (Post 820201). 92/07/01. MCMEEKIN.T.C. Duke Power Co. 
2pp. 62298:242-62298:243. 

920626(K}43 NRC Info Notice 92-048, '‘Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207270100 Forwards insp repts 50-369/92-14 & 50-370/92-14 on 920511-15,26-29 & 
0609-1 2.No violations or deviations noted. 

JUUAN.C.A. Region 2 (Post 820201). 92/07/02. MCMEEKIN.T.C. Duke Power Co. 
3pp. 62476:001-62476:018. 

-9207270106 Insp repts 50-369/92-14 & 50-370/92-14 on 920511-15,26-29 & 0609- 
12.No violations or deviations noted.Major areas insp^ed:EC exam of Unit 1 SG 
tJbes & assure tiiat data analysis & resolution guidelines have adequate conserv- 
atism. 

ECONOMOS.N.. BLAKE, J.J. Region 2 (Post 820201). 92/07/01. 15pp. 62476:004- 
62476:018. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
(Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207200296 Responds to NRC Itr re violations noted in insp repts 50-369/92-13 & 50- 
370/92-1 3.<Corrective actions:periodic venting was established at affected locations & 
1CA-161C was conservatively closed to assure unit 1 CA operabilHy. 

MCMEEKIN.T.C. Duke Power Co. 92/07/10. Document Control Branch (Document 
Control Desk). 3pp. 62451:301-62451:303. 

9207280372 Notification of 920923 meeting w/util in Rockville.MD to discuss results of 
recent steam generator insps.pulled tube exams.crack growth rate prediction & future 
plans for steam generators. 

REED.T.A. Project Directorate 11-3. 92/07/21. MATTHEWS.D.B. Project Directorate II- 
3. 5pp. 62530:305-62530:309. 


R. Periodic operating reports & related correspondence 

9207210093 Forwards monthly operating repts for June 1992 for McGuire Nuclear Sta- 
tion Units 1 & 2 & monthly operating status rept for May 1992. 

MCXRAW,E.O. Duke Power Co. 92/07/15. Document Control Branch (Document 
(Control Desk). 2pp. 62471:270-62471:282. 

-9207210097 Monthly operating repts for June 1992 for McGuire Nuclear Station Units 

1 & 2 . 

WILLIAMS.R.A., SIMMONS, N.C. Duke Power Co. 92/06/30. 10pp. 62471:272- 
62471:281. 


9207080201 Offsite procedures, including Rev 16 to LZP-1110-01,Rev 2 to L2P-1110- 
2.Rev 4 to L2P-1120-2,Rev 4 to LZP-1210,Rev 0 to LZP-1210-3 & Rev 0 to L2P- 
1210-4. 

• (Commonwealth Edison (Co. 92/06/25. 58pp. 62276:198-62276:254. 

9207140146 Forwards insp repts 50-373/92-09 a 60-374/92-09 on 920623-26.No viola- 
iioris notoci 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/02. REED,C. Commonwealth 
Edison Co. 2pp. 6231 1 :001 -6231 1 :025. 

-9207140150 Insp repts 50-373/92-09 a 50-374/92-09 on 920623-26.No violations 
noted.Major areas in$pected:annual EP exercise, including exercise objectives a sce- 
nario a evaluation of exercise performance. 

SIMONS.H.. LOUDEN,P.. MC(CORMICK-BARGE Region 3 (Post 820201). 92/07/02 
23pp. 6231 1 :003-6231 1 :025. 

9207170103 Rev 20 to LZP-1310-1, “Notifications.” 

* Commonwealth Edison Co. 92/07/08. 30pp. 62440:273-62440:302. 

9207270311 Ack receipt of 920623 itr transmitting Rev 42 to security plan.Changes con- 
sistent w/provisions of 10CFRS0.54(p) a acceptable except for security plan conflicts 
re records of access authorization a employment history. 

PEDERSON,C.D. Region 3 (Post 820201). 92/07/15. KOVACH,T.J. (Commonwealth 
Edison Co. 2pp. 62528:193-62528:194. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays a Small (Conduits Free from Rre 
Damage.” Subj matl used at all listed fadlities.CCompensatory measures implemented 
JACKSON, M.A. (Commonwealth Edison (Co. 92/07/23. Document (Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 


P. Operating llcenaa stage documents a correapondenca 

9207080120 Rnal response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY,D.H. Division of Freedom of Information a Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:(K)2- 
62324:303. 

-8605190330 Summary of 860423-24 nngt meeting at Region III ofc re licensee 
performance, evaluation of plant discussions a fitness for duty.Task assignments a list 
of attendees end. 

SNIEZEK,J.H. Regional Operations a Generic Requirements, EDO (Pre 870413). 86/ 
05/13. DAVIS, J.G. Office of Nuclear Material Safety a Safeguards. 11pp. 62324:005- 
62324:015. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

* Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 

COOOjf.'lflO 


9207140281 Partial response to FOIA request re Investigation of Zack Co done by 
NRC.App E records end a are being made available In PDR.App D records already 
available in PDR.App F records withhold in entirety (ref FOIA Exemption 6 6 7). 
GRIMSLEY,D.H. Office of Information Resources Management (Post 890205). 91/10/ 
30. ZACK,C. Zack Co. 26pp. 62383:190-62384:039. 

-9207150100 Fonwards reformatted memo requesting 01 to initiate investigation into al- 
leged employment discrimination by Zack Co, per 870218 request 
DAVIS,A.B. Region 3 (Post 820201). 87/03/10. STAROSTECKI,R. NRC - No Detailed 
Affiliation Given. Ip. 62383:302-62383:302. 


-9207210107 Revised monthly operating repts for May 1992 for McGuire Nuclear Sta- 
tion Units 1 & 2. 

• Duke Power Co. 92/05/31. Ip. 62471:282-62471:282. 


S. Reportable occurrences, LERs 8c related correspondence 


9207080055 LER 92-008-00:on 920622,valve 2NC-36 (pressurizer PORV) failed to 
stroke during valve stroke timing testCaused by valve mispositloned in closed 
po8ition.Subj will be covered In operations requalHIcation da88e8.W/920703 Itr. 
PEDERSEN,T.L, MCMEEKIN.T.C. Duke Power Co. 92/07/03. 2pp. 62293:045- 
62293:046. 


-9207150103 Requests investigation of info received by Regton III in May 1982 that al- 
leger employment w/Zack CJo was involuntarily terminated after individual notified CPC 
of deficiencies involving Zack Co work at plants. 

DAVIS,A.B. Region 3 (Post 820201). 87/03/10. PAWLIK.EX Region 3 (Post 820201). 
2pp. 62383:303-62383:304. ' 


9207220323 Partial response to FOIA requestApp Q documents In PDRApp H & I doc- 
uments being made available In PDR.App J documents withheld (ref FOIA exemptions 
* documents partially withheld (ref FOIA exemptions 5-7). 

QRIMSLEY.D.H. Divisbn of Freedom of Information & Publications Services (Post 
890205). 91/11/16. ZACK,C. Zack Co. 9pp, 62455:164-62456:023. 


9207130121 In-Plant Review Rept 92-09:on 92061 0.setpoint problems noted w/TS & 
selected licensee commitment values for listed field data.Cau8ed by discrepancies w/ 
groundwater level monitoring portion of WZ 8y8.TS monitor logged In Unit 2 logbook. 
MCXEEKIN,T.C, Duke Power Co. 92/07/03. Dement C!k)ntrol Branch (Document 
Control Desk). 9pp. 62366:326-62366:334. 


-8^190047 Forwards NRR rept re allegations concerning USalle HVAC reptResults 
of Regton 3 matl test program & Part 21 notification re welder qualification need to be 
reconciled to declare structurally acceptable. 

BOSNAK.R.J. Mechanical Engineering Branch. 82/07/31. NOVAK.T.H. Assistant Di- 
rector for Licensing. 34pp. 62465:175^2455:211. 


9207220118 Special rept for Inplant Review 92-1 0:on 920610 no mention made on work 
list of vent path through SG IB for incoming SG crows-Caused by deficient 
communication.Tumover sheet established to document existing vent path status. 
MCMEEKIN.T.C. Duke Power Co. 92/07/13. Document Control Branch (Document 
Ctontrol Desk). tOpp. 62473:330-62473:339. 

9207280091 LER 92-008-01 :on 920522, Valve 2NC-36 declared inoperable because 
valve failed surveillance testOn 920603.di8covered that valve 2VI-1753 closed due to 
unknown cause.Vaive 2VI-1753 opened.W/920717 itr. 

PEDERSEN, T.L, MCMEEKIN.T.C. Duke Power Co. 92/07/17. 9pp. 62562:324- 


DOCKET 50-373 LASALUE COUNTY STATION, UNIT 1 


F. Secur%, meiffcai, emeivericy A nra pniteetk^ 

9207020258 Forwards Rev 42 to security plan.Rev withheld (ref 10CFR73.21). 
KOVACH,T,J. Commonwealth Edison Co. 92/06/23. Document COntrol Branch (Docu- 
ment control Desk). Ip. 62425:358-62425:358. 


9207020284 Responds to 920212 staff requirements memo re performance of util 
plants. 

TAYLOR, J.M. Ofc of the Executive Director for Operations, SECY-92-228. 92/06/25. 
18pp. 62465:207-62465:224. 

920507 amend to licenses DPR-19,DPR- 
1,NPF-10. NPF-37,NPF-66,NPF-72 A NPF- 
>n8lte review of procedures end. 

92/07/01. MURUEY.T.E. (Dfflce of Nuclear 
). 21pp. 62267:020-62267:089. 

-920TO70099 Supplenriental proposed tech specs proposing to change administrative 
controls sections of TSpSubrnitted as supplement to original request w/info necessary 
to complete review. ' 

* Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 


9207070098 Submits supplemental Info for 
25.DPR-29,DPR-3Q,DPR.39.DPR.48,NPF-1 
77,per NRC requestRevised TS re rev of < 
SIMPKIN.T.W. ^mmonwealth Edison Co. 
Reactor Regulation, Director (Post 870411 


^ to «»toure that licensee complies w/ 

10CFR50.eo A lOCFRSO.ei regulatory requirements A that they fulfilt commitments 
made in response to generic Itr 88-1 1. 

JACKSO^M.A. C^mpnwealth Edison Co. 92/07/01. Document Control Branch 
(Document Control Desk). 67pp. 62308:267-62308:333. 
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9207100124 Forwards FR notice of withdrawal of 890601 application for amends to Li- 
censes NPF-11 & NPF-18,modifing TS re VQ valves. Application withdrawn via 920513 
Itr. 

SIEGEL.B.L Project Directorate III-2. 92/07/01. KOVACH, T.J. Commonwealth Edison 
Co. 2pp. 62334:341-62334:344. 

-92071CK)12® Notice of withdrawal of application for amends to Licenses NPF-11 & 
NPF-18,modiflng TS re VQ valves. 

SIEGEL,B.L. Project Directorate 111-2. 92/07/01. 2pp. 62334:343-62334:344. 

9207150176 Fonwards revised TS Figure 4.6.1 re reactivities in storage rack w/4.4% & 
4.6% enriched fuel, inadvertently omitted from 920605 application for amend to Li- 
cense NPF-1 1 . 

SHIELDS.J. Commonwealth Edison Co. 92/07/07. PHILLIPS.C.. SIEGEL.B. Office of 
Nuclear Reactor Regulation, Director (Post 87041 1). Ip. 62409:355-62409:356. 

—9207150179 Revised TS Figure 4.6.1 re reactivities in storage rack w/ 4.4% & 4.6% 
Qnrichod fuol 

* Commonwealth Edison Co. 92/07/07. Ip. 62409:356-62409:356. 

9207300149 Forwards SE accepting util proposed method of coping w/SBO for plant 
contingent upon satisfactory resolution of recommendations presented. 

SIEG^pB.L Project Directorate III-2. 92/07/17. KOVACH, T.J. Commonwealth Edison 
Co. 2pp. 62580:349-62580:354. 

-9207300153 Safety evaluation accepting proposed method of coping w/SBO for plant 
contingent upon satisfactory resolution of recommendations presented. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/17. 4pp. 
62580:351-62580:354. 

9207270224 Forwards response to NRC 920713 telcon questions re amend to License 
NPF-1 1,changir^ TS re residual gadolinium, evaluation of reactor bldg crane for com- 
pliance W/NURB3-0612 & estimated total expected exposure re reracTcing mod. 
SHIELDS, J. Commonwealth Edison Co. 92/07/20. SIEGEL, B., PHILLIPS,C. NRC - No 
Detailed Affiliation Given. 3pp. 62528:176-62528:178. 

9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organize- 
tiondJ dcK/isions 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/22. REED,C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:183. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207090277 Forwards Insp Repts 50-373/92-14 & 50-374/92-14 on 92061 5-1 e.No vio- 
lations noted. 

SNELL,W. Region 3 (Post 820201). 92/07/02. REED,C. Commonwealth Edison Co. 
2pp. 62335:336^62335:346. 

-9207090279 Insp Repts 50-373/92-14 & 50-374/92-14 on 92061 5-1 8.No violations 
noted.Major areas inspected:radiological confirmatory measurements & radiochemistry 
QA programs. 

HOUSCJ.E., SNELL, W. Region 3 (Post 820201). 92/07/02. 9pp. 62335:338- 
62335:346. 

9207140146 Forwards insp repts 50-373/92-09 & 50-374/92-09 on 920623-26.No viola- 
tions noted. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/02. REED,C. Commonwealth 
Edison Co. 2pp. 6231 1 :001-6231 1 :025. 

-9207140150 Insp repts 50-373/92-09 & 50-374/92-09 on 920623-26.No violations 
noted.Major areas inspected:annual EP exercise, including exercise objectives & sce- 
nario & evaluation of exercise performance. 

SIMONS.H., LOUDEN,P., MCCORMICK-BARGE Region 3 (Post 820201). 92/07/02. 
23pp. 6231 1 :003-6231 1 :025. 

9207020233 NRC Info Notice 92-051 , “Misapplication & Inadequate Testing of Moided- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Ug 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj matl used at all listed facilities.(Pompen8atory measures implemented. 
JACKSON,M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 

9207310005 Forwards insp repts 50-373/92-15 & 50-374/92-15 on 920615- 0709.No 
violations noted. 

RING,MA. Region 3 (Post 820201). 02/07/27. REED,C. Commonwealth Edison Co. 
2pp. 62549:011-62549:025. 

-9207310006 Insp repts 50-373/92-15 & 50-374/92-15 on 92061 6-0709.No violations 
or deviations noted.Major areas inspected: licensee inservice testing program, program 
on check valves & self-assessment in inspected areas. 

HUBER,M.P., DUNLOP. A., JACOBSON. J.M. Region 3 (Post 820201). 92/07/27. 13pp. 
62549:013-62549:025. 


R. Periodic operating reports & related correapondence 

9207150052 Monthly operating rept for June 1992 for Lasalle County Nuclear Power 
Station,unit 1.W/920710 Itr. 

CIALKOWSKI,M.J., DIEOERICH,G.J. Commonwealth Edison Co. 92/06/30. 25pp. 
62407:305-62407:329. 


S. Reportable occurrences, LERs & related correspondence 


9207270356 LER 92-008-00:on 920622,RC1C sys initiated resulting in vessel injection 
due to pressure pertubation.lnstrument Surveillance LIS-LC-303/403 to be revised.W/ 
920722 Itr. 

TENNYSON, M., DIEDERICH.G.J. Commonwealth Edison Co. 92/07/22. 6pp. 
62587:174-62587:179. 


V. Operator Examinations 


9207010141 Fonwards approved ref matl to meet scheduled written & operating exams 
for wk of 92 1026- 

WRIGHT,G.C. Region 3 (Post 820201). 92/06/22. REED.C. Commonwealth Edison 
Co. 13pp. 62143:329-62143:341. 

9207090280 Fonwards exam answer key for forms A & B, grading results for facility & 
Individual answer sheets for each applicant taking exams for facility.per 920610 gener- 
ic fundamentals exam at facility.AII candidates passed exam. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Commonwealth Edison Co. 48pp. 
62266:001-62266:048. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT, G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency A fire protection plana 


9207020258 Forwards Rev 42 to security plan.Rev withheld (ref 10CFR73.21). 

KOVACH, T.J. Commonwealth Edison Co. 92/06/23. Document Control Branch (Docu- 
ment Control Desk). 1 p. 62425:358-62425:358. 

9207080201 Offsite procedures,including Rev 16 to LZP-1110-01,Rev 2 to LZP-1110- 
2,Rev 4 to L2P-1120-2,Rev 4 to LZP-1210,Rev 0 to LZP-1210-3 & Rev 0 to LZP- 
1210-4. 

* Commonwealth Edison Co. 92/06/25. 58pp. 62276:1 98-62276:254. 

9207140146 Forwards insp repts 50-373/92-09 & 50-374/92-09 on 920623-26.No viola- 
tions noted. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/02. REED,C. Commonwealth 
Edison Co. 2pp. 62311:001-62311:025. 

-9207140150 Insp repts 50-373/92-09 & 50-374/92-09 on 920623-26.No violations 
noted.Major areas inspected:annual EP exercise, including exercise objectives & sce- 
nario & evaluation of exercise performance. 

SIMONS,H. Region 3 (Post 820201). 92/07/02. 23pp. 6231 1 :003-6231 1 :025. 

9207170103 Rev 20 to LZP-1310-1, "Notifications." 

* Commonwealth Edison Co. 92/07/08. 30pp. 62440:273-62440:302. 

9207270311 Ack receipt of 920623 itr transmitting Rev 42 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable except for security plan conflicts 
re records of access authorization & employment history. 

PEDERSON,C.D. Region 3 (Post 820201). 92/07/15. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 62528:193-62528:194. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj matl used at all listed facilitie8.Compen$atory measures implemented. 
JACKSON,M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 6261 1 :352-6261 1 :356. 


P. Operating license stage documents A correepondence 


9207080120 Final response to FOIA request for documents. App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-660S190330 Summary of 860423-24 mgt meeting at Region Hi ofc re licensee 
performance, evaluation of plant discussions A fitness for duty.Task assignments A list 
of attendees end. 

SNIEZEK,J.H. Regional Operations A Generic Requirements, EDO (Pre 870413). 86/ 
05/13. DAVIS, J.G, Office of Nuclear Material Safety A Safeguards. 11pp. 62324:005- 
62324:015. 

9207140281 Partial response to FOIA request re investigation of Zack Co done by 
NRC.App E records end A are being made available in PDR.App D records already 
available In PDR.App F records withheld In entirety (ref FOIA Exemption 6 A 7). 
GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 91/10/ 
30. ZACK.C. Zack Co. 26pp. 62383:190-62384:039. 

-9207150100 Forwards reformatted memo requesting 01 to initiate investigation into al- 
leged employment discrimination by Zack Co.per 870218 request. 

DAVIS.A.B. Region 3 (Post 820201). 87/03/10. STAROSTECKI.R. NRC - No Detailed 
Affiliation Given. Ip. 62383:302-62383:302. 

-9207150103 Requests investigation of info received by Region III in May 1982 that al- 
leger employment w/Zack Co was involuntarily terminated after individual notified CPC 
of deficiencies involving Zack Co work at plants. 

DAVIS.A.B. Region 3 (Post 820201). 87/03/10. PAWLIK.E.T. Region 3 (Post 820201). 
2pp. 62383:303-62383:304. 
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9207220323 Partial response to FOIA requesLApp G docunnents in PDR.App H & I doc- 
uments being made available in PDR.App J documents withheld (ref FOIA exemptions 
5-7).App i documents partially withheld (ref FOIA exemptions 5*7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. 2ACK,C. Zack Co. 9pp. 62455:164-62456:023. 

->3203190047 Forwards NRR rept re allegations concerning LaSalle HVAC reptResults 
of Region 3 mat! test program & Part 21 notification re welder qualification need to be 
reconciled to declare sys structurally acceptable. 

BOSNAK.R.J. Mechanical Engineering Branch. 82/07/31. NOVAK,T.H. Assistant Di- 
rector for Licensing, 34pp. 62455:175-62455:211. 

9207020284 Responds to 920212 staff requirements memo re performance of util 
plants. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62465:224. 

9207070088 Submits supplemental info for 920507 amend to licenses DPR-19,DPR- 
25,DPR-29.DPR-30,DPR-39,DPR-48,NPF-11,NPF-18. NPF-37,NPF-66,NPF-72 & NPF- 
77, per NRC requesLRevIsed TS re rev of onsite review of procedures end. 
SIMPKIN.T.W. Commonwealth Edison Co. 92/07/01. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 21pp. 62267:020-62267:089. 

-9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS, submitted as supplement to original request w/info necessary 
to complete review. 

* Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 

9207090112 Responds to request for add! info to ensure that licensee complies w/ 
10CFR50.60 & 10CFR50.61 regulatory requirements & that they fulfill commitments 
made in response to generic Itr 88-11. 

JACKSON,M.A. Commonwealth Edison Co. 92/07/01. Document Control Branch 
(Document Control Desk). 67pp. 62308:267-62308:333. 

9207100124 Forwards FR notice of withdrawal of 890601 application for amends to Li- 
censes NPF-11 & NPF-18,modifing TS re VQ valves.Application withdrawn via 920513 
Itr. 

SIEGEL, B.L Project Directorate III-2. 92/07/01. KOVACH.T.J. Commonwealth Edison 
Co. 2pp. 62334:341-62334:344. 

-9207100129 Notice of withdrawal of application for amends to Licenses NPF-11 & 
NPF-18,modlfing TS re VQ valves. 

SIEGEL,B.L Project Directorate III-2. 92/07/01. 2pp. 62334:343-62334:344. 

9207150198 Forwards "Reactor Containment Bldg Integrated Leak Rate Test,LaSalle 
County Nuclear Power Station, Unit 2.” 

DIEDERICH,G.J. Commonwealth Edison Co. 92/07/02. Document Control Branch 
(Document Control Desk). 1p. 62411:196-62411:281. 

-9207150200 "Reactor Containment Integrated Leak Rate Test, LaSalle County Nuclear 
Power Station, Unit 2.” 

* Commonwealth Edison Co. 92/03/27. 83pp. 62411:197-62411:281. 

9207140227 Forwards "LaSalle County Station Unit 2, Cycle 5 Startup Test Rept Sum- 
mary.” 

CHIELDS,J.M. Commonwealth Edison Co. 92/07/08. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62385:101-62385:120. 

-9207140220 "LaSalle County Station Unit 2,Cyde 5 Startup Test Rept Summary." 

* Commonwealth Edison Co. 92/07/08. 18pp. 62385:103-62385:120. 

9207300149 Forwards SE acc^ting util proposed method of coping w/SBO for plant 
contingent upon satisfactory resolution of recommendations presented. 

SIEG^,B.L Proj^ Directorate III-2. 92/07/17. KOVACH,T,J. Commonwealth Edison 
Co. 2pp. 62580:349-62580:354. 

—9207300153 Safety evaluation accepting proposed method of coping w/SBO for plant 
contingent upon satisfactory resolution of recommendations presented. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/17. 4pp. 
62580:351-62580:354. 

9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organiza- 
tional decisions. 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/22. REED,C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:183. 


Q. inapection reporta, IE Bulietlna ft correapondenca 

9208230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070274 Responds to NRC 920601 Itr re violations noted in insp rept 50-374/92- 
1 1. Corrective actions:operating_mgt has retracted Informal policy. 

KOVACH, T.J. Commonwealth Edison Co. 92/06/29. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62273:347-62273:352. 

9208260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI.C.E. OMston of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:01 0. 

9208290237 NRC Info Notice 92-050. "Cracking of Valves In Condensate Return Unes 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E Kvtelon of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207090277 Fonsards Insp Repts 50-373/92-14 ft 50-374/92^14 on 920ei5-l8.No vio- 
latbns noted. 

SNELUW. Region 3 (Post 820201). 92/07/02. REED.C. Commonwealth Edison Co. 
2pp. 62335:336-62335:346. 

-9207090279 Insp Repts 50-373/92-14 ft 50-374/92-14 on 92061 5-1 8.No violations 
noted.Maior areas in8pected:radiologicai confirmatory measurements & radiochemistry 
QA programs. 

HOUSEJ.E.. SNELL.W. Region 3 (Post 820201). 92/07/02. 9pp. 62335:338- 
62335:346. 


9207140146 Forwards insp repts 50-373/92-09 & 50-374/92-09 on 920623-26.No viola- 
tions noted. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/02. REED.C. Commonwealth 
Edison Co. 2pp. 6231 1 :001-6231 1 :025. 

-9207140150 Insp repts 50-373/92-09 ft 50-374/92-09 on 920623-26.No violations 
noted. Major areas inspected:annual EP exercise, including exercise objectives & sce- 
nario & evaluation of exercise performance. 

SIMONS, H.. LOUDEN.P., MCCORMICK-BARGE Region 3 (Post 820201). 92/07/02. 
23pp. 6231 1 :003-6231 1 :025. 

9207140153 Forwards “LaSalle County Station Unit 2 Fourth Refueling Outage ASME 
Section XI Summary Rept,” of Inservice Insp. 

SHIELDS,J. Commonwealth Edison Co. 92/07/08. Document Control Branch (Docu- 
ment Control Desk). Ip. 62399:034-62399:171. 

-9207150021 “LaSalle County Station Unit 2 Fourth Refueling Outage ASME Section XI 
Summary Rept," Inservice insp. 

* Commonwealth Edison Co. 92/07/08. 109pp. 62399:035-62399:171. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207220263 Ack receipt of 920629 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-374/92-1 1 . 

GREENMAN,E.G, Region 3 (Post 820201). 92/07/17. REED.C. Commonwealth 
Edison Co. 2pp. 62457:356-62457:357. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Sub] matl used at all listed facilitie8.Compensatory measures implemented. 
JACKSON, M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 

9207310005 Forwards Insp repts 50-373/92-15 & 50-374/92-15 on 920615- 0709.No 
violations noted. 

RING.M.A. Region 3 (Post 820201). 92/07/27. REED.C. Commonwealth Edison Co. 
2pp. 62549:011-62549:025. 

-9207310006 Insp repts 50-373/92-15 & 50-374/92-15 on 92061 5-0709.No violations 
or deviations noted. Major areas inspected: licensee inservice testing program, program 
on check valves & self-assessment in inspected areas. 

HUBER, M.P., DUNLOP, A., JACOBSON, J.M. Region 3 (Post 820201). 92/07/27. 13pp. 
62549:013-62549:025. 


S. Reportable occurrences, LERs ft related correspondence 

9207160182 LER 92-007-00:on 92061 S.high radiation spike was received from CR venti- 
lation process monitor.Caused by failure of seal-in-ic^ic.Troubleshooting will continue 
until correction to problem found.W/920713 Itr. 

SPARACINO,J., DIEDERICH,G.J. Commonwealth Edison Co. 92/07/13. 5pp. 

62480:136-62480:140. 

0207180030 LER 92-008-00:on 92061 5.thermal overload trip of RCIC vacuum breaker 
upstream valve 2E51-F086 occurred.C^use unknown. Work request issued to Insped 
ft repair RCIC sys ft to have valve lubricated.W/92071 5 Itr. 

TENNYSON, M., DIEDERICH.G.J. Commonwealth Edison Co. 92/07/15. 6pp. 

62426:352-62426:357. 


V. Operator Examinations 

9207010141 Forwards approved ref matl to meet scheduled written & operating exams 
forwk of 921026. 

WRIGHT.G.C. Region 3 (Post 820201). 92/06/22. REED.C. Commonwealth Edison 
Co. 13pp. 62143:329-62143:341. 

9207090280 Forwards exam answer key for forms A ft B.grading results for facility & 
individual answer sheets for each applicant taking exams m facility, per 920610 gener- 
ic fundamentals exam at facjlity.AII candidates p^sed exam. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07701. Commonwealth Edison Co. 48pp, 
62266:001-62266:0^. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007. Authorized representative from facility should submit itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-382 WATERFORD QENERATINQ STATION, UNIT 3 


F. Security, medical, emergency ft fire protection plans 

9207010099 Ack receipt of 920529 Itr transmitting scenario for annual exercise ft for- 
wards list of specific issues noted in NRC observation of 1992 emergency exercise 
scenario. 

BEACH, A.B. Region 4 (Post 820201). 92/06/26. BARKHURST.R.P. Entergy Oper- 
ations. Inc. 6pp. 621 43:301 -621 43:306. 

9207070118 Ack receipt of 920622 Itr Informing NRC of steps taken to correct violations 
noted in insp rept 50-382/92-07 dtd 920519. 

BEACH, A.B. Region 4 (Post 820201). 92/07/02. BARKHURST.R.P. Entergy Oper- 
ations, Inc. 4pp. 62205:249-62205:257. 

-9207070122 Responds to emergency preparedness weakness Identified during walkth- 
roughs of simulated accident scenarbs w/ control room operating crewa-Corrective 
actionsriesson plans for CR emergency personnel will be revM. 

BURSKI,R.F. Entergy Operations, Inc. 92/06/22. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62205:253-62205:257. 
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©207240157 Revised EPIPs, including rev 5 to EP-002-081,rev 17 to EP-002-101,rev 16 
to EP-002-102,rev 13 to EP-002-130.rev 14 to EP-003-040 & rev 12 to EP-003-070.W/ 
920716 Itr. 

BURSKI.R.F. Entergy Operations, Inc. 92/07/16. 250pp. 62520:001-62520:286. 

9207210011 Forwards summary of 920714 plant security meeting concerning security 
plan changes & changes to security organization structure.Attendees listed in attach- 
ment 1 & copy of presentation provided in attachment 2. 

BEACH, A.B. Region 4 (Post 820201). 92/07/17. BARKHURST,R.P. Entergy Oper- 
ations, Inc. 14pp. 62419:023-62419:036. 

9207280311 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.’’ Thermo-Lag 330 not used on small conduit or wide cable trays at facility. 
BURSKI.R.F. Entergy Operations, Inc. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62562:099-62562:100. 


P. Operating license stage documents Ik correspondence 

9207010018 Advises that util Intends to continue MSIV insps of guide rails, on as needed 
basis, during future outages utilizing fiber optic camera & recorder. 

BURSKI.R.F. Entergy Operations, Inc. 92/06/25. Document Control Branch (Docu- 
ment Control Desk). Ip. 62230:237-62230:237. 

9207090002 Forwards response to Rev 1 to Generic Ltr 92-01 , "Reactor Vessel Struc- 
tural Integrity.” Reactor has not been operated w/cold leg temp less than 525 F for 
significant period of time. 

BURSKI.R.F. Entergy Operations, Inc. 92/07/06. Document Control Branch (Docu- 
ment Control Desk). 10pp. 62307:290-62307:299. 

9207150285 Notification of 920716 meeting w/util In Rockville.MD re engineering chal- 
lenges & initiatives at facilities. 

ALEXION.T.W. Project Directorate IV-1. 92/07/07. LARKINS, J.T. Project Directorate 
IV-1. 7pp. 62378:260-62378:266. 

9207280333 Submits addi info re TS Change Request NPF-38-122,per Generic Ltr OI- 
OS re removal of component lists from TS.in response to NRC requestLower voltage 
circuit breakers sub] to functional test per GE recommendations. 

BURSKI.R.F. Entergy Operations, Inc. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62566:266-62566:267. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010110 Advises that NRC insp rept 50-382/92-15 has been cancelled & no rept 
will be issued for this rept number. 

BEACH.A.B. Region 4 (Post 820201). 92/06/23. BARKHURST.R.P. Entergy Corp. 
4pp. 62233:356-62233:359. 

9207010018 Advises that util intends to continue MSIV insps of guide rails,on as needed 
basis, during future outages utilizing fiber optic camera & recorder. 

BURSKI.R.F. Entergy Operations, Inc. 92/06/25. Document Control Branch (Docu- 
ment Control Desk). Ip. 62230:237-62230:237. 

9207010262 Responds to violations noted in Insp Rept 50-382/92-08. Corrective 
actlon8:8upervl8or counseled re completing signoff on holdpoint & training for rad- 
waste dept personnel will be completed by 920918. 

BURSKI.R.F. Entergy Operations, Inc. 92/06/26. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62233:330-62233:335. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidatikl Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010, 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. [^vision of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc, 7pp. 62480:011-62480:017. 

9207070105 Ack receipt of 920612 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-382/92-10 dtd 920515. 

BEACH, A.B. Region 4 (Post 820201). 92/07/02. BARKHURST,R.P. Entergy Oper- 
ations. Inc. 4pp. 62205:224-62205:230. 

9207070118 Ack receipt of 920622 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-382/92-07 dtd 920519. 

BEACH.A.B. Region 4 (Post 820201). 92/07/02. BARKHURST.R.P. Entergy Oper- 
ations, Inc. 4pp. 62205:249-62205:257. 

-9207070122 Responds to emergency preparedness weakness identified during walkth- 
roughs of simulated accident sconanos w/ control room operating crews.Corrective 
action8:lesson plans for CR emergency personnel will be revised. 

BURSKI.R.F. Entergy Operations, Inc. 92/06/22. Document Control Branch (Docu- 
ment Control Desk). 4pp. 62205:253-62205:257. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207160291 Forwards insp rept 50-382/92-14 on 9206O8-12.No violations or deviations 
noted. 

BEACH,A.B. Region 4 (Post 820201). 92/07/10. BARKHURST.R.P. Entergy Oper- 
ations, Inc. 5pp. 62404:334-62404:354. 

-9207160296 Insp rept 50-382/92-14 on 920608-1 2.No violations noted. Major areas 
inspected:organization & mgt controls.training & qualifications.quality 
assurance.radioactive liquid & gaseous effluent sys & repts of radioactive effluents. 
MURRAY.B. Region 4 (Post 820201). 92/07/09. 16pp. 62404:339-62404:354. 


9207170182 Ack receipt of 920626 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-382/92-08 on 920528. 

BEACH,A.B. Region 4 (Post 820201). 92/07/14. BARKHURST.R.P. Entergy Oper- 
ations, Inc. 3pp. 62440:183-62440:192. 

9207280037 Forwards insp rept 50-382/92-12 on 920503-0620.Three violations kienti- 
fied by util. Due to manner in which util handled violations,corrective actions will not be 
taken. 

BEACH.A.B. Region 4 (Post 820201). 92/07/22. BARKHURST,R.P. Entergy Oper- 
ations, Inc. 5pp. 62488:040-62488:069. 

—9207280045 Insp rept 50-382/92-12 on 920503-0620.Throe violations identified by 
util.No action taken.Major areas in^sected: plant status,followup,onsite response to 
events.monthly maint observation & licensee evaluations of environ changes. 
JOHNSON.W.D. Region 4 (Post 820201). 92/07/13. 25pp. 62488:045-62488:069. 

920728031 1 Responds to NRC Bulletin 92-001 , "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Rre 
Damage.” Thermo-Lag 330 not used on small conduit or wide cable trays at facility. 
BURSKI.R.F. Entergy Operations, Inc. 92/07/23. Document Control Branch (Docu- 
ment (Control Desk). 2pp. 62562:099-62562:100. 

9207290081 Forwards insp rept 50-382/92-18 on 920629-0702.No violations noted. 
BEACH,A.B. Region 4 (Post 820201). 92/07/23. BARKHURST.R.P. Entergy Oper- 
ations. Inc. 4pp. 62506:116-62506:125. 

—9207290087 Insp rept 50-382/92-18 on 920629-0702.No violations noted. Major areas 
inspected:llcensee mod testing program & followup of actions taken on previous insp 
findings. 

GAGLIARDO,J.E. Region 4 (Post 820201). 92/07/21. 6pp. 62506:121-62506:125. 


R. Periodic operating reports & related correspondence 


9207150014 Monthly operating rept for June 1992 for Waterford 3 Steam Electric 
Station.W/920710 Itr. 

CENTOLANZI.P.M., BURSKI.R.F. Entergy Operations, Inc. 92/06/30. 7pp. 62389:351- 
62389:357. 


S. Reportable occurrences, LERs & related correspondence 


9207070328 LER 91-009-01:on 91 0521, discovered that safety injection Tank 1A & IB 
inoperable due to relief valve malfunction. Precaution will be added to NOCP-207, cau- 
tioning scaffolders to exercise caution in safety injection area.W/920625 Itr. 
HOFf^AUIR.J.G.. PACKER.D.F. Entergy Operations. Inc. 92/06/25. 11pp. 62293:021- 
62293:030. 

9207150068 LER 92-003-01 :on 920427.control room emergency filtration sys started 
automatically. Cause of event determined to be electric spike. New resistor-capacitator 
filters have been installed.W/920708 Itr. 

HOFFPAUIR.J.G.. PACKER.D.F. Entergy Operations. Inc. 92/07/08. 6pp. 62480:047- 
62480:052. 

9207150084 LER 92-005-00:on 920609,control room emergency; filtration sys started 
automatically.Cause of event was indeterminate. Technicians will continue to monitor 
radiation monitor performance during operations.W/920708 Itr. 

HOFFPAUIR,J.G., PACKER.D.F. Commonwealth Edison Co. 92/07/08. 9pp. 
62480:053-62480:061. 

9207150165 Part 21 rept re failure to comply w/1 minute rating of NCX-17 cells mfg by 
GNB Battery Co (formally Gould).Addl testing of cell sizes & end voltages scheduled 
to begin on 920713 & be completed on 920815. 

SEIKEN,A. Nuclear Logistics. Inc. (NLl). 92/07/08. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62409:357-62409:358. 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


9207010048 Forwards insp repts 50-387/92-15 8 50-388/92-15 on 92041 9-051 3.No 
violations noted. 

WENZINGER,E.C. Region 1 (Post 820201). 92/06/19. KEISER.H.W. Pennsylvania 
Power & Light Co. 3pp. 62143:111-62143:137. 

-9207010051 Insp repts 50-387/92-15 & 50-388/92-15 on 92041 9-0531. No violations 
noted. Major areas in8pected:operations. radiological controls.maint/surveillance 
testing, emergency preparedness, security, engineering/technical support. 

WHITE.J. Region 1 (Post 820201). 92/06/18. 20pp. 62143:114-62143:137. 

9207070024 Forwards Initial SALP Repts 50-387/90-99 & 50-388/90-99 on 920603, for 
period of 901201-920408.lnforms that licensee performance rated superior in all func- 
tional areas, excepting radiological controls which was rated good. 

MARTIN, T.T. Region 1 (Post 820201). 92/07/01. KEISER,h!w. Pennsylvania Power & 
Ught Co. 4pp. 62205:004-62205:034. 

-9207070028 Initial SALP Repts 50-387/90-99 & 50-388/90-99 for 901201-920408. 

* Region 1 (Post 820201). 92/06/03. 27pp. 62205:008-62205:034. 

9207200141 Discusses heat capacity temp limit during ATWS as applicable to deviation 
to EPG,Rev 3,ln response to NRC RAI re plant EOPs. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/07/14. MILLER, C.L. Project Direc- 
torate 1-2. 3pp. 62429:358-62429:360. 

9207300229 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Precautionary fire watches established & 1 h rept submitted to NRC. 
BYRAM.R.G. Pennsylvania Power & Light Co. 92/07/24. Document Control Branch 
(Document Control Desk). 4pp. 62593:212-62593:215. 
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J. Insurance & Indumnity information 

9207090169 Forwards Endorsement 67 to NELIA Policy NF-262 & Endorsement 49 to 
MAELU Policy MF-107. 

KEISER.H.W. Pennsylvania Power & Ught Co. 92/07/06. SALTZMAN.J. Assistant Di- 
rector for State & Licensee Relations. 3pp. 62342:001-62342:003. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207070371 Rev 45 to FSAR for Susquehanna Steam Electric Station.W/ 920630 itr. 
KEISER.H.W. Pennsylvania Power & Ught Co. 92/06/30. MILLER, C.L Project Direc- 
torate 1-2. 7pp. 62260:355-62260:361. 

9207230092 Rev 45 to FSAR for Susquehanna Steam Electric Station Units 1 & 2. 

• Pennsylvania Power & Ught Co. 92/06/30. 900pp. 62492:001-62496:045. 


P. Operating license stage documents & correspondence 

9207020080 Forwards exemption from certain requirements of App J to 10CFR50 for 
facilities per 910816 request. 

MAXWELL.G.F. Project Directorate I-2. 92/06/23. KEISER.H.W. Pennsylvania Power 
& Light Co. 3pp. 62184:296-62184:304. 

-9207020092 Exemption from requirement of lOCFRSO.App J, Section III.D.1 re integrat- 
ed leakage tests during each 10-yr svc period. 

VARGA, S.A. Division of Reactor Projects - I/ll (Post 870411). 92/06/23. Pennsylvania 
Power & Ught Co. 6pp. 62184:299-62184:304. 

9207060033 Forwards safety evaluation granting relief, per 10CFR50.55(a)(3)(ii) to exer- 
cise RHR.Core Spray.HPCI & ESW keepfil! check valves in accordance w/frequency 
requested, provided licensee repairs valves If criteria not met. 

MILLER, C.L Project Directorate 1-2. 92/06/23. KEISER.H.W. Pennsylvania Power & 
Light Co. 5pp. 62204:151-62204:181. 

-9207060044 SER granting relief per 10CFR50.55(a)(3)(ii) to exercise RHR.Core 
Spray.HPCI & KW keepfill check valves in accordance w/frequency 
requested, provided that licensee repair valves if acceptance criteria not met. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/23. 26pp. 
62204:156-62204:181. 

9207020249 Forwards amends 121 & 89 to license NPF-14 & NPF-22, safety evaluation 
& notice of partial withdrawal. Amends revise TS 4.6.1.2.a & associated bases to incor- 
porate exemption to App J of 10CFR50. 

MAXWELL, G.F. Project Directorate 1-2. 92/06/24. KEISER.H.W. Pennsylvania Power 
& Ught Co. 3pp. 62194:285-62194:306. 

-9207020253 Amends 121 & 89 to licenses NPF-14 & NPF-22, respectively, revising 
Tech Spec 4.6.1.2.a & associated bases to incorporate exemption to app J of 
10CFR50. 

MILLER.C.L Project Directorate 1-2. 92/06/24. 15pp. 62194:288-62194:301. 

-9207020257 Safety evaluation supporting amends 121 & 89 to licenses NPF-14 & 
NPF-22, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/24. 2pp. 
62194:302-62194:304. 

-9207020265 Notice of partial withdrawal of application for amend to licenses NPF-14 
& NPF-22.Utii requested that TS 4.6.1.2a testing frequency remain 40 4 - 10 months. 
MAXWELL, G.F. Project Directorate 1-2. 92/06/24. 2pp. 62194:305-62194:306. 


9207230094 Forwards amend 122 to license NPF-14 & safety evaluation. Amend 
changes TS to correct flow dependent MCPR operating limits to be consistent w/lt- 
censee N RC-approved methodology. 

MAXWELL,G.F. Project Directorate 1-2. 92/07/14. KEISER.H.W. Pennsylvania Power 
& Light Co, 4pp. 62459:1 71-62459:1 80. 

-9207230097 Amend 122 to license NPF-14.changing TS to correct flow dependent 
MCPR operating limits to be consistent w/licensee NRC-approved methodology. 
MILLER.C.L Project Directorate 1-2. 92/07/14. 5pp. 62459:175-62459:178. 

-9207230099 Safety evaluation si^porting amend 122 to license NPF-14. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/14 2dd 
62459:179-62459:180. 

9207230011 Advises that annual maint of diffuser pipe for facilities completed on 
92061 9.Activity did not interfere w/free discharge of Susquehanna River. 

FIELDS, J.S. Pennsylvania Power & Light Co. 92/07/16. COUNSIL,E.E, Pennsylvania 
Commonwealth of. 1 p. 62476:285-62476:285. 

9207280096 Provides results of Susquehanna SES site specific Control Room Cabinet 
temp measurements undertaken as part of SBO close-out effort,per 920513 Itr. 
KEISER,H.W. Pennsylvania Power i Light Co. 92/07/21. MILLER.C.L. Project Direc- 
torate 1-2. 2pp. 62530:336-62530:337. 

9207310113 Forwards responses to questions asked during 920710 telcon re licensing 
topical rept on power uprate w/increased core flow submittal.dtd 92061 5.Responses 
withheld (ref 10CFR2.790). 

KEISER.H.W. Pennsylvania Power & Light Co. 92/07/24. MILLER.C.L Project Direc- 
torate 1-2. 5pp. 6261 8:1 85-6261 8:1 90. 

9207290379 Notification of 920805 meeting w/util in Rockville.MD to discuss review of 
plant power uprate. 

RALEIGH, J.J. Project Directorate 1-2. 92/07/27. MILLER.C.L. Project Directorate 1-2. 
4pp. 62529:354-62529:357. 


Q. Inspection reports, IE Bulletins & correspondence 


9207010048 Forwards insp repts 50-387/92-15 & 50-388/92-15 on 92041 9-051 3.No 
violations noted. 

WENZINGER.EC. Region 1 (Post 820201). 92/06/19. KEISER.H.W. Pennsylvania 
Power & Ught Co. 3pp. 62143:11 1-62143:137. 

-9207010051 Insp repts 50-387/92-15 & 50-388/92-15 on 92041 9-0531 .No violations 
noted. Major areas inspected:operations, radiological controls, maint/surveillance 
testing,emergency preparedness, security, engineering/technical support, 

WHITE, J. Region 1 (Post 820201). 92/06/18. 20pp. 62143:114-62143:137. 

9207010040 Ack receipt of 920522 Itr informing NRC of steps taken to correct violations 
noted In Insp repts 50-387/92-12 & 50-388/92-12. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/20. KEISER.H.W. Pennsylvania Power 
& Ught Co. 4pp. 43:061 -621 43:069. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 


9207080133 Withdraws proposed Amends 127 & 79 to Licenses NPF-14 & NPF- 
22, respectively, submitted via 900126 Itr.eliminating delta-T instrumentation from TS. 
KEISER,H.W. Pennsylvania Power & Light Co. 92/06/30. MILLER.C.L. Project Direc- 
torate 1-2. 2pp. 62277:039-62277:040. 

9207090310 Advises that plant was Identified as having acheived high level of safety 
performance, per June 1992 senior mgt meeting. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/30. KEISER.H.W. 
Pennsylvania Power & Ught Co. 4pp. 62271 :040-62271 :043. 


9207070024 Forwards Initial SALP Repts 50-387/90-99 & 50-388/90-99 on 920603, for 
period of 901201-920408.1nform8 that licensee performance rated superior in all func- 
tional areas.excepting radiological controls which was rated good. 

MARTIN, T.T. Region 1 (Po8tto201). 92/07/01. KEISER.h!w. Pennsylvania Power & 
Light Co. 4pp. 62205:004-62205:034. 

-9207070028 Initial SALP Repts 50-387/90-99 & 50-388/90-99 for 901201-920408. 

* Region 1 (Post 820201). 92/06/03. 27pp. 62205:008-62205:034. 


9207140181 Informs of plan to test & evaluate use of hydrogen peroxide in liquid rad- 
waste sys for removal of organics.No NPDES permit noncompliances expected if dis- 
charge into Cooling Tower Blowdown necessary. 

FIELDS, J.S. Pennsylvania Power & Ught Co. 92/07/07. LEHMAN, S.J. Pennsylvania, 
Commonwealth of. 2pp. 62385:312-62385:313. 

9207130223 Forwards response to Generic Ltr 92-01, "Reactor Vessel Structural Integ- 
rity," requesting info re App H to 1OCFR60, App G to 10CFR50 & commitment made 
per Generic Ltr 88-11. Table listing beltline plate toughness data end. 

KEISER.H.W. Pennsylvania Power & Ught Co. 92/07/08. MILLER.C.L Project Direc- 
torate I-2, 49pp. 62387:310-62387:358. 

9207280077 Notification of significant licensee meeting 92-116 w/util on 920730 to dis- 
cuss electrical distribution issues. 

WHITE, J.R. Region 1 (Post 820201). 92/07/13. Region 1 (Post 820201). 2pp. 
62488:126-62488:127. 


9207220212 Forwards notice correcting licenses DPR-14 & DPR’22, published in 
920702 FR re partial withdrawal of application for amends to license8,to NPF-14 & 
NPF-22. 

MILLER.C.L. Project Directorate 1-2. 92/07/14. KEISER.H.W. Pennsylvania Power & 
Ught Co. 3pp. 62453:338-62453:341. 

-0207220298 Notice of correction correcting 920702 application for amend to licenses 
DPR-14 & DPR-22 which should read NPF-14 & NPF-22. 

MILLER.C.L Project Directorate I-2. 92/07/14. Ip. 62453:341-62453:341. 

9207220264 Forwards notice of withdrawal of application for amend to licenses NPF-14 
& NPF-22.Propo8ed amends would have modified fadlity TS re elimination of Delta-T 
instrumentation. 

MAXWELL.G.F. Project Directorate 1-2. 92/07/14. KEISER.H.W. Pennsylvania Power 
& light Co. 3pp. 62443:354-62443:358. 

-0207220280 Notice of withdrawal of application for amend to licenses NPF-14 & NPF- 
22.Prop08ed amend would have revised plant TS re elimination of Oelta-T instrumen- 
tation. 

MAXWELLG.F. Project Directorate 1-2. 92/07/14. 2pp. 62443:357-«2443:368. 


0206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

0206200237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Unes 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207090167 Responds to violations noted in Insp Repts 50-387/92-06 & 50-388/92- 
oe.Corrective actionsielectrical protection assembly breaker ends modified by install- 
ing louvers to enhance & redirect ventilation cooling air. 

KEISER.H.W. Pennsylvania Power & Ught Co. 92/07/02. WENZINGER.E.C. Region 1 
(Post 820201 ). 5pp. 62338:1 38-62338:1 42. ^ 


9207100120 Forwards insp repts 50-387/92-05 & 50-388/92-05 on 920504-07,Weak- 
nesses noted re lack of QA & procedure control over analytical computer protjram. 
ANDERSON,C.J. Region 1 (Post 820201). 92/07/02. KBSER,H.W. Pennsylvania 
Power & Ught Co. 3pp. 62334:326-62334:340. ^ 


-9207100125 Insp repts 50-387/92-05 & 50-388/92-05 on 920504-07. Weaknesses 
noted.Major areas inspected:licen8ee erosion/ corrosion insp program, licensee com- 
mitments & procedures & long-term monitoring program, per Generic Ltr 89-08. 

6M34 329 6233^34^^*^^*^’'^’’ negion 1 (Post 820201), 92/06/29. 11pp. 




cuss SALP for period between 901201-920418. 

®2/07/0B. Regton 1 (Post 620201). 3pp. 


9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers. 

ROSSI,C.E. lesion of C^ratlonal Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 
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9207280192 Forwards instrumentation surveillance test & setpoint change control pro- 
gram insp repts 50-387/92-17 & 50-388/92-1 7.No violations noted.One previously 
identified unresolved item was closed. 

ANDERSON.CJ. Region 1 (Post 820201). 92/07/20. KEISER.H.W. Pennsylvania 
Power a Ught Co. 2pp. 62489:323-62489:335. 

-9207280195 Insp repts 50-387/92-17 a 50-388/92-17 on 920622.26.No violations 
noted.Major areas inspected:sun/eillance test activities of safety-related 
instrumentsjnstrument set^int change control program a corrective actions. 

CHEUNG, L. CALVERT, J.. NGUYEN.D. Region 1 (Post 820201). 92/07/15. 11pp. 
62489:325-62489:335. 

9207300229 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays a Small Conduits Free from Fire 
Damage.” Precautionary fire watches established a 1 h rept submitted to NRC. 
BYRAM, R.G. Pennwivania Power a Light Co. 92/07/24. Document Control Branch 
(Document Control Desk). 4pp. 62593:212-62593:215. 

9207310176 Forwards presentation matl from 920717 SALP meeting discussing most 
recent NRC assessment of util performance. 

KEISER.H.W. Pennsylvania Power a Light Co. 92/07/27. MARTIN.T.T. Region 1 (Post 
820201). 16pp. 62618:327-62618:342. 


R. Periodic operating reports & related correspondence 

9207200134 “Generator Quarterly Hazardous Waste Rept” for June 1992 for Susque- 
hanna Steam Electric Station. W/92071 3 Itr, 

STANLEY.H.G., BELLES.T.D. Pennsylvania Power a Ught Co, 92/06/30. 4pp. 
62464:318-62464:321. 

9207220245 “NPDES Discharge Monitoring Rept for June 1 992 for Susquehanna Steam 
Electric Station, Units 1 a 2.’^W/920715 Itr. 

FIELDS, J.S. Pennsylvania Power a Ught Co. 92/06/30. WILKES.J.J. Pennsylvania. 
Commonwealth of. 12pp. 62473:273-62473:284. 

9207220314 Monthly operating repts for June 1992 for SSES units 1 a 2. W/92071 5 Itr. 
FULLER, LL. KBSBR.H.W. Pennsylvania Power a Light Co. 92/06/30. 10pp. 
62482:343-62482:352. 


S. Reportable occurrences, LERs a related correspondence 

9207160268 LER 92-007-01 :on 920407,discovored ESF actuations due to EPA breakers 
tripping.RPS bus B placed on alternate power supply a all isolations were reset within 
1 n of primary supply EPA breakers tripping.W/920710 Itr. 

METER, J.J., STANELY.H.G. Pennsylvania Power a Ught Co. 92/07/10. 5pp. 
62480:141-62480:145. 

9207220382 LER 92-01 0-00:on 92061 3,offgas sys guard bed B experienced elevated 
temps.Caused by less than adequate proc^ural guidance for guard bed 
purging.Procedural guidance developed for operation of offgas beds.W/920717 Itr. 
MCTER,J.J., STAnLey,H.G. Pennsylvania Power a Ught Co. 92/07/17. 12pp. 
62481:196-62481:207. 


DOCKET 50-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency a fire protection plans 

9207010048 Forwards insp repts 50-387/92-15 a 50-388/92-15 on 92041 9-051 3.No 
violations noted. 

WENZINGER,E.C. Region 1 (Post 820201). 92/06/19. KEISER,H.W. Pennsylvania 
Power a Ught Co. 3pp. 62143:1 1 1-62143:137. 

-9207010051 Insp repts 50-387/92-15 a 50-388/92-15 on 92041 9-0531. No violations 
noted.Major areas in8pected:operation8, radiological control8,maint/surveillance 
testing, emergency preparedness, security,engineering7technical 8up|X>rt. 

WHITE, J. Region 1 (Post 820201). 92/06/18. 20pp. 62143:114-62143:137. 

9207070024 Forwards Initial SALP Repts 50-387/90-99 a 50-388/90-99 on 920603, for 
period of 901201-920408.lnforms that licensee performance rated superior In ail func- 
tional areas, excepting radiological controls which was rated good. 

MARTIN,T.T. Region 1 (Post 820201). 92/07/01. KEISER.h!w. Pennsylvania Power a 
Ught Co. 4pp. 62205:004-62205:034. 

-9207070028 Initial SALP Repts 50-387/90-99 a 50-388/90-99 for 901201-920408. 

* Region 1 (Post 820201). 92/06/03. 27pp. 62205:008-62205:034. 

9207200141 Discusses heat capacity temp limit during ATWS as applicable to deviation 
to EPG,Rev 3,in response to NRC RAI re plant EOPs. 

KEISER.H.W. Pennsylvania Power a Light Co. 92/07/14. MILLER,C.L. Project Direc- 
torate 1-2. 3pp. 62429:358-62429:360. 

9207300229 Responds to NRC Bulletin 92-001 , “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays a Small Conduits Free from Fire 
Damage." Precautionary fire watches established a 1 h rept submitted to NRC. 
BYRAM,R.G. Penn^anla Power a Light <^. 92/07/24. Document Control Branch 
(Document Control Desk). 4pp. 62593:212-62593:215. 


J. Insurance & indemnity Information 

9207090169 Forwards Endorsement 67 to NELIA Policy NF-262 a Endorsement 49 to 
MAELU Policy MF-107. 

KEISER.H.W. Pennsylvania Power a Light Co. 92/07/06. SALTZMAN,J. Assistant Di- 
rector for State a Licensee Relations. 3pp. 62342:001-62342:003. 


K. Utility Final Safety Analysis Report (FSAR) A amende 

9207070371 Rev 45 to FSAR for Susquehanna Steam Electric Station.W/ 920630 itr. 
KEISER,H.W. Pennsylvania Power a Light Co. 92/06/30. MILLER,C.L Project Direc- 
torate 1-2. 7pp. 62260:355-62260:361. 

9207230002 Rev 45 to FSAR for Susquehanna Steam Electric Station Units 16 2. 

* Pennsylvania Power a Light Co. 92/06/30. 900pp. 62492:001-62496:045. 


P. Operating license stag® document® a correspondenc® 


9207020080 Forwards exemption from certain requirements of App J to 10CFR50 for 
facilities per 910816 request 

MAXWELUG.F. Project Directorate 1-2. 92/06/23. KEISER,H.W. Pennsylvania Power 
a Ught Co. 3pp. 62184:296-62184:304. 

-9207020092 Exemption from requirement of 10CFR50,App J,Section III.D.1 re integrat- 
ed leakage tests during each 10-yr svc period. 

VARGA,S.A. Division of Reactor l=*roiects - I/ll (Post 870411). 92/06/23. Pennsylvania 
Power a Light Co. 6pp. 62184:299-62184:304. 

9207060033 Forwards safety evaluation granting relief.per 10CFR50.55(a)(3)(ii) to exer- 
cise RHR,Core Spray,HPCl a ESW keepfill check valves in accordance w/frequency 
requested, provided licensee repairs valves if criteria not mot 
MILLER,C.L. Project Directorate 1-2. 92/06/23. KEISER,H.W. Pennsylvania Power a 
Ught Co. 5pp. 62204:151-62204:181. 

-9207060044 SER granting relief per 10CFR50.55(a)(3)(ii) to exercise RHR,Core 
Spray.HPCI a ESW keepfill check valves in accordance w/frequency 
rei^ested.provided that licensee repair valves if acceptance criteria not met 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/23. 26pp. 
62204:156-62204:181. 

9207020249 Forwards amends 121 a 89 to license NPF-14 a NPF-22, safety evaluation 
a notice of partial withdrawaKAmends revise TS 4.6.1 .2.a a associated bases to Incor- 
porate exemption to App J of 10CFR50. 

MAXWELL, G.F. Project Directorate 1-2. 92/06/24. KEISER,H.W. Pennsylvania Power 
a Light Co. 3pp. 62194:285-62194:306. 

-9207020253 Amends 121 a 89 to licenses NPF-14 a NPF-22, respectively, revising 
Tech Spec 4.6.1.2.a a associated bases to incorporate exemption to ^p J d 
10CFR50. 

MILLER,C.L. Project Directorate 1-2. 92/06/24. 15pp. 62194:288-62194:301. 

-9207020257 Safety evaluation supporting amends 121 a 89 to licenses NPF-14 a 
NPF-22,respectively. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/06/24. 2pp. 
62194:302-62194:304. 

-9207020265 Notice of partial withdrawal of application for amend to licenses NPF-14 
a NPF-22.Util requested that TS 4.6.1.2a te^ng frequency remain 40 + 10 months. 
MAXWELL, G.F. Project Directorate 1-2. 92/06/24. 2pp. 62194:305-62194:306. 

9207080133 Withdraws proposed Amends 127 a 79 to Ucenses NPF-14 a NPF- 
22.re8pectively,submitt^ via 900126 Itr.eliminating delta-T instrumentation from TS. 
KEIS^.H.W. Pennsylvania Power a Light Co. 92/06/30. MILLER, C.L Project Direc- 
torate 1-2. 2pp. 62277:039-62277:040. 

9207080161 Forwards proposed amend 105 to license NPF-22 revising TS to support 
Unit 2 cycle 6 reload.proposed startup physics test summary description a reload 
summary rept. 

KEISER.H.W. Pennsylvania Power a Ught Co. 92/06/30. MILLER.C.L. Project Direc- 
torate 1-2. 3pp. 62276:088-62276:197. 

-9207080166 Application for amend to license NPF-22 consisting of TS revised 
changes to include safety iimits,minimum critical power ratio.power distribution 
limits,recirculation sys.fuel as8emblie8.APRM setpoints a reactivity control sys. 
KEISER.H.W. Pennsylvania Power a Ught Co. 92/06/30. Ip. 62276:091-62276:091. 

-9207080170 Proposed tech specs in support of cycle 6 reload. 

* Pennsylvania Power a Light Co. 92/06/30. 48pp. 62276:092-62276:139. 

-9207080172 "Proposed Startup Physics Test Summary Description." 

* Pennsylvania Power a Light Co. 92/06/30. 5pp. 62276:140-62276:144. 

-9207080176 “Susquehanna SES Unit 2 Cycle 6 Reload Summary Rept.” 
STEFANKO.J.S. Pennsylvania Power a Ught Co. 92/06/30. 51pp. 62276:145- 
62276:197. 

9207090310 Advises that plant was identified as having acheived high level of safety 
performance.per June 1992 senior mgt meeting. 

TAYLOR, J.M, Ofc of the Executive Director for Operations. 92/06/30. KEISER,H.W. 
Pennsylvania Power a Ught Ck>. 4pp. 62271:040-62271:043. 

9207140181 Informs of plan to test a evaluate use of hydrogen peroxide in liquid rad- 
waste sys for removal of organics. No NPDES permit noncompliances expected if dis- 
charge into Cooling Tower Blowdown necessary. 

FIELDS, J.S. Pennsylvania Power a Ught Co. 92/07/07. LEHMAN,S.J. Pennsylvania, 
Commonwealth of. 2pp. 62385:312-62335:313. 

9207130223 Forwards response to Generic Ltr 92-01, "Reactor Vessel Structural Integ- 
rity,” requesting info re APP H to 10CFR50, App Q to 10CFR50 a commitment made 
per Generic Ltr 88-11. Table listing beltline plate toughness data end. 

KEISER,H.W. Pennsylvania Power a Light Co. 92/07/08. MILLER.C.L Project Direc- 
torate I-2. 49pp. 62387:310-62387:358. 

9207280077 Notification of significant licensee meeting 92-116 w/util on 920730 to dis- 
cuss electrical distribution issues. 

WHITE.J.R. Region 1 (Post 820201). 92/07/13. Region 1 (Post 820201). 2pp. 
62488:126-62488:127. 

9207220212 Forivards notice correcting licenses DPR-14 a DPR-22, published in 
920702 FR re partial withdrawal of application for amends to licenses.to NPF-14 a 
NPF-22. 

MILLER.C.L. Project Directorate 1-2. 92/07/14. KEISER.H.W. Pennsylvania Power a 
Ught Co. 3pp. 62453:338-62453:341. 

-9207220298 Notice of correction correcting 920702 application for amend to licenses 
DPR-14 a DPR-22 which should read NPF-14 a NPF-22. 

MiLLER.C.L. Project Directorate 1-2. 92/07/14. Ip. 62453:341-62453:341. 
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9207220264 Forwards notice of withdrawal of application for amend to licenses NPF-14 
& NPF-22.Proposed amends would have modified facility TS re elimination of Delta-T 
instrumentation. 

MAXWELL, G.F. Project Directorate I-2. 92/07/14. KEISER.H.W. Pennsylvania Power 
& Ught Co. 3pp. 62443:354-62443:358. 

-9207220269 Notice of withdrawal of application for amend to licenses NPF-14 & NPF- 
22.Proposed amend would have revi^ plant TS re elimination of Delta-T instrumen- 
tation. 

MAXWELL, G.F. Project Directorate I-2. 92/07/14. 2pp. 62443:357-62443:358. 

9207230011 Advises that annual maint of diffuser pipe for facilities completed on 
92061 9.Activity did not interfere w/free discharge of Susquehanna River. 

FIELDS, J.S. Pennsylvania Power & Light Co. 92/07/16. COUNSIL.E.E. Pennsylvania, 
Commonwealth of. Ip. 62476:285-62476:285. 

9207260016 Clarifies proposed Amend 105 to License NPF-22,transmltted via 920630 
Itr, changing TS to support ensuing Cycle 6 reload, per discussions w/NRC.EncI TS 
Figure 3.2. 1-1 revised to include note re average bundle exposure for 9x9 fuel. 
KEISER.H.W. Pennsylvania Power & light Co. 92/07/21. MILLER.C.L Project Direc- 
torate 1-2. Ip. 62562:101-62562:102. 

-9207280017 Proposed TS Figure 3.2.1 -1 re MAPLHGR vs average bundle exposure 
for 9x9 fuel. 

* Pennsylvania Power & Ught Co. 92/07/21. Ip. 62562:102-62562:102. 

9207280096 Provides results of Susquehanna SES site specific Control Room Cabinet 
temp measurements undertaken as part of SBO close-out effort,per 920513 Itr. 
KEISER.H.W. Pennsylvania Power & Light Co. 92/07/21. MILLER.C.L Project Direc- 
torate 1-2. 2pp. 62530:336-62530:337. 

9207310113 Forwards responses to questions asked during 920710 telcon re licensing 
topical rept on power uprate w/increased core flow submittal, dtd 92061 S.Responses 
withheld (ref 10CFR2.790). 

KEISER.H.W. Pennsylvania Power & Ught Co. 92/07/24. MILLER.C.L Project Direc- 
torate 1-2. 5pp. 62618:185-62618:190. 

9207290379 Notification of 920805 meeting w/utit in Rockville.MD to discuss review of 
plant power uprate. 

RALEIGH,J.J. Project Directorate 1-2. 92/07/27. MILLER.C.L. Project Directorate 1-2. 
4pp. 62529:354-62529:357. 


9207280192 Forwards Instrumentation sun^eillance tost & setpoint change control pro- 
gram insp repts 50-387/92-17 & 50-388/92-1 7.No violations noted.une previously 
identified unresolved item was closed. 

ANDERSON, C.J. Region 1 (Post 820201). 92/07/20. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 62489:323-62489:335. 

-9207280195 Insp repts 50-387/92-17 & 50-388/92-17 on 920622-26.No violations 
noted.Major areas inspe^ed:surveiilance test activities of safety-related 
instruments.lnstrument setpoint change control program & corrective actions. 
CHEUNG, L. CALVERT. J., NGUYEN.D. Region 1 (Post 820201). 92/07/15. 11pp. 
62489:325-62489:335. 

9207300229 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Precautionary fire watches established & 1 h rept submitted to NRC. 
BYRAM, R.G. Penn^lvania Power & Light Co. 92/07/24. Document Control Branch 
(Document Control Desk). 4pp. 62693:212-62593:21 5. 

9207310176 Forwards presentation matl from 920717 SALP meeting discussing most 
recent NRC assessment of util performance. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/07/27. MARTIN, T.T. Region 1 (Post 
820201). 16pp. 62618:327-62618:342. 


R. Periodic operating reports & reiated correspondence 

9207200134 “Generator Quarterly Hazardous Waste Rept” for June 1992 for Susque- 
hanna Steam Electric Station. W/92071 3 Itr. 

STANLEY, H.G.. BELLES,T.D. Pennsylvania Power & Light Co. 92/06/30. 4pp. 
62464:318-62464:321. 

9207220245 "NPDES Discharge Monitoring Rept for June 1992 for Susquehanna Steam 
Electric Station,Unlts 1 & 2.’^ W/92071 5 Itr. 

FIELDS,J.S. Pennsylvania Power & Light Co. 92/06/30. WILKES, J.J. Pennsylvania, 
Commonwealth of. 12pp. 62473:273-62473:284. 

9207220314 Monthly operating repts for June 1992 for SSES units 1 & 2. W/92071 5 Itr. 
FULLER.LL, KEISER.H.W. Pennsylvania Power & Light Co. 92/06/30. 10pp. 
62482:343-62482:352. 


Q. Inspection reports, IE Bulletins & correspondence 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


9207010048 Forwards insp repts 50-387/92-15 & 50-388/92-15 on 92041 9-051 3.No 
violations noted. 

WENZINGER.EC. Region 1 (Post 820201). 92/06/19. KEISER.H.W. Pennsylvania 
Power & Ught Co. 3pp. 62143:111-62143:137. 

-9207010051 Insp repts 50-387/92-15 & 50-388/92-15 on 92041 9-0531. No violations 
noted.Major areas inspected:operation8, radiological controls, maint/surveillance 
testing,omergency preparedness.socurity.engineering/technical support. 

WHITE,J. Region 1 (Post 820201). 92/06/18. 20pp. 62143:114-62143:137. 

9207010040 Ack receipt of 920522 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-387/92-12 & 50-388/92-12. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/20. KEISER.H.W. Pennsylvania Power 
& Ught Co. 4pp. 62143:061-62143:069. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 82480:018-62480:021. 

9207070024 Forwards Initial SALP Repts 50-387/90-99 & 60-388/90-99 on 920603, for 
period of 901201-920408.lnforms that licensee performance rated superior in all func- 
tional areas, excepting radiological controls which was rated good. 

MARTIN.T.T. Region 1 (Post 820201). 92/07/01. KEISER.hIw. Pennsylvania Power & 
Ught Co. 4pp. 62205:004-62205:034. 

-9207070028 Initial SALP Repts 50-387/90-99 & 50-388/90-99 for 901201-920408. 

* Region 1 (Post 820201). 92/06/03. 27pp. 62205:008-62205:034. 

9206280043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operatlonat Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency (Condenser Sys." 

ROSSI,C.E. iJivision of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 7pp. 62480:011-62480:017. 

9207090167 Responds to violations noted In Insp Repts 50-387/92-06 & 60-388/92- 
06.Correctivo action8:electrical protection assembly breaker ends modified by Install- 
ing louvers to enhance & redirect ventilation cooling air. 

KEISER,H.W. Pennsylvania Power & Ught Co. 92/07/02. WENZINGER,E.C. Region 1 
(Post 820201). 5pp. 62338:138-62338:142. 

9207100120 Forwards inw repts 50-387/92-05 & 60-388/92-05 on 920504-07.Weak- 
nesses noted re lack of QA & procedure control over analytical computer program. 
ANDERSON, C.J. Region 1 (Post 820201). 92/07/0Z K0SER.H.W. Pennsylvania 
Power & Light Co. 3pp. 62334:326-62334:340. 

-0207100125 Insp repts 50-387/92-05 & 50-388/92-05 on 920504-07. Weaknesses 
not6d.M8jor areas inspected:licen8ee erosion/ corrosion inw program,licen86e com- 
mitments a procedures & long-term monitoring program,per Generic Ltr 89-08. 
MCBREAR7Y,R.A., MEDOFF,J., GRAY,E.H. Region 1 (Post 820201). 92/06/29. 11pp. 
62334:329-62334:340. 

9207280CB4 Notification of significant licensee meeting 92-115 w/utll on 920716 to dis- 
cuss SALP for period between 901 201 -920418. 

WHiTE,J.R. Region 1 (Post 820201). 92/07/08. Region 1 (Post 820201). 3pp. 
62488:208-62488:210. 

9207020233 NRC Info Notice 02-051, "Misapplication & Inadequate Testing of Molded- 
Case Qrcoit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Cor^idated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


F. Security, medical, emergency & fire protection plans 

9207270285 ”St Lucie Nuclear Power Plant 1992 Emergency Preparedness Evaluated 
Exercise, 92021 2.” 

* Florida Power & Light Co. 92/02/12. 500pp. 62534:001-62535:017. 

9207010268 Forwards SALP Repts 50-335/92-06 & 50-389/92-06 covering 901101- 
920502.Commend8 util for superior performance. 

EBNETER,S.D. Region 2 (Post 820201). 92/06/12. GOLDBERG.J.H. Florida Power & 
Ught Co. 5pp. 62230:295-62230:328. 

-9207010289 SALP Repts 50-335/92-06 & 50-389/92-06 covering 901101 to 
920502.Category 1 rating assigned in areas of plant operations, radiological 
controls, emergency preparedness, security & engineering/technical support. 

* Region 2 (Post 820201). 92/06/12. 29pp. 62230:300-62230:328. 

9207170068 Rev 7 to HP-203, "Personnel Access Control During Emergencies.” 
SAGER,D.A. Florida Power & Ught Co. 92/07/10. 33pp. 62430:298-62430:330. 

9207300239 Responds to NRC Bulletin 92-001, "Thermo-Lag 330 Fire Barrier Sys.” 
Compensatory measures implemented in areas contMning subj fire barrier 
matl,including roving fire watch & verification of fire detector operability. 

SAGER, D.A. Florida Power & Ught Co. 92/07/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62665:352-62665:356. 


P. Operating license stage documents A correspondence 


9207060054 Discusses review of response to generic Itr 88-20, suppi 4, re 
IPEEE. Alternate methods proposed In 911223 response acceptable. 

NORRIS, J.A. Project Directorate II-2. 92/06/25. GOLDBERG.J.H. Rorida Power & 
Light Co. 4pp. 62&4:209-62204:212. 


9207100050 Discusses 920615-16 senior managers meeting to evaluate nuclear safety 
performance of operating reactors,fu6i fadiities A other matls (icensee8.Rant was 
noted w/hlgh level of safety performance A met criteria for recognition. 

TAYLOR,J.M. Ofc of the Executive Director for O^rations. 92/06/30, 
GOLDBERG, J.H. Rorida Power A Light Co. 4pp. 62367:198-62367:201. 

9207080119 Forwards response to GL 92-01 .Rev 1. “Reactor Vessel Structural Intagri- 

SohlKE,W.H. Florida Power A Ught Co. 92/07/01. Document Control Branch (Docu- 
ment Control Desk). 18pp. 62276:287-62276:304. 


BOHLKE.W.H. Florida Power A Light Co. 92/07/01 . O^ument Control Branch (Docu- 
ment Control Desk). Ip. 62275:354-62275:354. 

9207200203 informs that util currently does not plan to replace or downgrade qualifica- 
tion of safety Injection tank level A pressure Instruments, In response to NRC 920401 
Itr re Reg Guide 1.97. 

SAGER, D.A. Rorida Power A Ught Co. 92/07/14. Document Control Branch (Docu- 
ment Control Desk). Ip. 62451:323-62451:323. 

Forwards amend 56 to license NPF-16 A safety evaluation. Amend revises 
TS 3.1.1 .4.0 by changing MTC value from -27pcm/f to -30pcm/f. 

NORRIS, J A. «?pj^ rarwtorate 11-2. 92/07/15. QOLDBERQ.J.H. Florida Power A 
Light Co. 3pp. 62479:023-62479:034. 
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-9207230135 Amend 56 to license NPF-1 6, revising TS 3.1.1.4.C by changing MTC value 
from -27pcm/f to -30pcm/f. 

BERKOW.H.N. Project Directorate 11-2. 92/07/15. 5pp. 62479:026-62479:030. 

-9207230137 Safety evaluation si^porting amend 56 to license NPF-1 6. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/15. 4pp. 
62479:031-62479:034. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010288 Forwards SALP Repts 50-335/92-06 & 50-389/92-06 covering 901101- 
920602.Commends util for superior performance. 

EBNETER.S.D. Region 2 (Post 820201). 92/06/12. GOLDBERG, J.H. Florida Power & 
Light Co. 5pp. 62230:295-62230:328. 

-9207010289 SALP Repts 50-335/92-06 & 50-389/92-06 covering 901101 to 
920502.Category 1 rating assigned in areas of plant operations, radiological 
controls,emergency preparedness, security & engineering/technical support. 

* Region 2 (Post 820201). 92/06/12. 29pp. 62230:300-62230:328. 

9207020007 Forwards insp rept 50-335/92-09 & 50-389/92-09 on stated dates & for- 
wards notice of violations. 

JULIAN, C.A. Region 2 (Post 820201). 92/06/18. GOLDBERG.J.H, Florida Power & 
Ught Co. 4pp. 62234:189-62234:209. 

-9207020029 Notice of violation from insp on stated dates ending 920522. Violations 
noted:during inservIce inspection of ASME code, determined that licensee failed to 
follow liquid penetrant exam procedures. 

* Region 2 (Post 820201). 92/06/18. 2pp. 62234:193-62234:194. 

-9207020040 Insp repts 50-335/92-09 & 50-389/92-09 on stated dates. Violations 
notod.Major areas lnspoctod:ISI followup on Generic Ltr 89-08 & Info Notice 91-031. 
KLEINSORGE.W.P., BLAKE, J.J. Region 2 (Post 820201). 92/06/04. 15pp. 62234:195- 
62234:209. 

9207220081 Discusses NRC 920630 SALP meeting. 

EBNETER,S.D. Region 2 (Post 820201). 92/06/18. KINDRED,!. St. Lucie County. FL 
5pp. 62432:212-62432:216. 

9207010179 Notification of significant licensee meeting w/util on 920630 to discuss 
SALP presentation. 

UNDIS.K.D. Region 2 (Post 820201). 92/06/19. Region 2 (Post 820201). 3pp. 
62234:306-62234:308. 

9207020110 Ack receipt of 920518 ltr informing NRC of stops taken to correct violations 
noted in insp repts 50-335/92-05 & 50-389/92-05.Respon8e meets requirements of 
10CFR2.20! 

SINKULE,M.V. Region 2 (Post 820201). 92/06/19. GOLDBERG,J.H. Florida Power & 
Light Co. 2pp. 62219:355-62219:356. 

9207010196 Forwards insp repts 50-335/92-12 & 50-389/92-12 on 920518- 22.No vio- 
lations noted. 

CLINE, W.E. Region 2 (Post 820201). 92/06/20. GOLDBERG.J.H. Florida Power & 
Ught Co. 5pp. 62234:063-62234:076. 

-9207010200 Insp repts 50-335/92-12 & 50-369/92-12 on 92051 8-22.No violations 
noted.MaJor areas in8pected:radiation protection program. 

POTTER, J.P.. SHORTRIDGE,R.B. Region 2 (Post 820201). 92/06/18. 9pp. 
62234:068-62234:076. 

9207060170 Responds to violations noted in Insp Rept 50-389/92-07. Corrective 
action8:on 920421 .main steam safety valve testing stopped & gauge calibr data 
sheets reviewed & containment pressure sensing lines will be labeled. 

GOLDBERG,J.H. Florida Power & Light Co. 92/06/26. Document (Control Branch 
(Document Control Desk). 6pp. 62243:356-62243:361. 

9206230193 NRC Info Notice 92-047, ‘‘Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Ck)nsotldated Edison Co. or New York, Inc. 4pp. 62480:018-62480:021. 

9207140198 Expresses appreciation for review of SALP rept & participation In SALP 
meeting on 920630.No charges to SALP rept warranted due to lack of corrective 
comment8.Meeting summaiy.SALP presentation slides & SALP response ltr end. 
EBNETER.S.D. Region 2 (Post 820201). 92/07/01. GOLDBERG, J.H. Florida Power & 
Ught Co. 32pp. 6231 1 :1 85-6231 1 :216. 

9206260043 NRC Info Notice 92-048, ‘‘Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Osndensate Return Unes 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York. Inc. 7pp. 62480:01 1-62480:017. 

9207170198 Forwards Insp Repts 50-335/92-10 & 50-389/92-10 on 920503-0608.No 
violations or deviations noted. 

SINKULE,M.V. Region 2 (Post 820201). 92/07/07. GOLDBERG.J.H. Florida Power & 
Ught Co. 2pp. 62440:223-62440:236. 

-9207170201 Insp Repts 50-335/92-10 & 50-389/92-10 on 920503-0608. No violations 
or deviations noted.Major areas inspected:areas of plant operations review, maint 
ob8ervations.8urveillance observations & Unit 2 outage activities. 

ELROD.S.A.. SCOTT,M.A., LANDIS,K.A. Region 2 (Post 820201). 92/07/07. 11pp. 
62440:225-62440:236. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62460:001-62480:006. 

9207210324 Responds to violations noted in Insp Repts 50-335/92-09 & 50-389/92- 
09.Corrective actions:contractor orientation procedure will be developed w/emphasis 
on attention to detail & procedure compliance. 

GOLDBER(3j.H. Florida Power & Ught Co. 92/07/16. Document Control Branch 
(Document Control Desk). 3pp. 62459:341-62459:343. 


9207300239 Responds to NRC Bulletin 92-001, "Thermo-Lag 330 Fire Barrier Sys." 
Compensatory measures implemented in areas containing subj fire barrier 
mati.including roving fire watch & verification of fire detector operability. 

SAGER.D.A. Florida Power & Ught Co. 92/07/27. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62665:352-62665:356. 


R. Periodic operating reports & related correspondence 

9207160165 Monthly operating repts for June 1992 for St Lucie Units 1 & 2.W/920709 
ltr. 

BREEN, J.J., SAGER,D.A. Florida Power & Ught Co. 92/06/30. 10pp. 62423:289- 
62423:298. 


S. Reportable occurrences, LERs & related correspondence 

9207060235 LER 92-001 -01 :on 920421, three of four local power density pre-trips in 
RPS alarmed & turbine remained tied to sys grid.Caused by inadequate core axial 
shape index mgt guidelines. Procedures changed. W/920629 ltr. 

YOUNG.R.J., SAGER,D.A. Florida Power & Ught Co. 92/06/29. 5pp. 62292:132- 
62292:136. 

9207270230 NPDES noncompliance notification:on 92071 4,discovored loss of pump 
suction on hydrazine chemical feed sys tanks, resulting in discharge of 72 lbs of hy- 
drazine to storm drain sys.Caused by open drain vatve.Investigation underway. 
SAGER,D.A. Florida Power & Light Co. 92/07/17. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62528:181-62528:182. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Appllcatlon/constructlon stags documents & correspondence 

9207060059 Notification of 920717 meeting w/TVA in Rockville,MD to discuss licensing 
status of plant & licensing issues that warrant mgt attention. 

TAM,P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/06/30. HEBDON,F.J. Project Directorate 11-4 (formerly TVA Project Direrctorate) 
(Post 900603). 3pp. 62204:196-62204:198. 

9207070059 Forwards proposed FSAR changes for MELB flooding special program w/ 
example of program implementation for one area/ room In Unit 1,per commitment 
during 920226 teicon. Supporting calculations also end. 

MUSELER,W.J. Tennessee Valley Authority. 92/06/30. Document Control Branch 
(Document (Control Desk). 22pp. 62269:198-62269:257. 

-9207070063 “Sys Isolation for MELB Flooding" for Watts Bar Units 1 & 2. 

* Sargent & Lundy, Inc. 3C38-0387-001 R01. 88/05/02. 5pp. 62269:217-62269:220. 

-9207070070 ‘‘MELB Flooding Study” for Watts Bar Units 1 & 2. 

* Sargent & Lundy, Inc. 3C38-1 086-001 R01. 88/05/02. 18pp. 62269:221-62269:236. 

-9207070074 “MELB Safe Shutdown Logic Diagram & Equipment Ust" for Watts Bar 
Units 1 & 2. 

* Sargent & Lundy, Inc. 3C38-1 086-002 001. 88/04/29. 5pp. 62269:237-62269:240. 

-9207070076 “MELB Safe Shutdown Analysis” for Watts Bar Units 1 & 2. 

* Sargent & Lundy, Inc. 3C38-0387-002 R01. 88/05/02. 5pp. 62269:241-62269:244. 

—9207070082 “MELB Flood Study - Structural Flood Load Assessment" for Watts Bar 
Units 1 & 2. 

Sargent & Lundy, Inc. SF-OP-01.1 ROO. 87/08/27. 3pp. 62269:245-62269:247. 

-9207070088 "MELB Flooding Study Refined Structural Flood Load Assessment" for 
Watts Bar Units 1 & 2. 

* Sargent & Lundy, Inc. SF-OP-02.1 ROO. 87/08/27. 8pp. 62269:248-62269:255. 

-9207070094 Calculation for allowable flood heights vs postulated flood heights per 
zone for Watts Bar Units 1 & 2. 

* Sargent & Lundy, Inc. SF-OP-01.7 R01. 87/03/20. 2pp. 62269:256-62269:257. 

9207060278 Submits clarification to Rev 4 to CAP plan for replacement Items program. 
MUSELER,W.J. Tennessee Valley Authority. 92/07/01. Document Control Branch 
(Document Control Desk). 3pp. 62254:210-62254:212. 

9207100060 Summary of 920629 meeting w/util by telephone re status, needed 
action8,prioritie8 & schedules of various licensing issues. 

TAM,P.S. Project Directorate 11-1. 92/07/02. Prtyect Directorate 11-1. 13pp. 62367:202- 
62367:214. 

9207090177 Forwards response to Generic ltr 92-01, “Reactor Vessel Structural integri- 
ty.” NUMARC recommended response guidelines utilized to extent practical. 
SHELUR.H. Tennessee Valley Authority. 92/07/07. Document (Control Branch (Docu- 
ment Control Desk). 48pp. 62341:201-62341:248. 

9207290032 Discusses 920528 meeting w/util in Atianta,GA re engineering records gen- 
erated to support analysis to cable trays & tray supports, HVAC duct & duct suppoi^ & 
conduits 8Upport8.Ust of attendees encl. 

JOHNSON,B.A. Region 2 (Post 820201). 92/07/10, MEDFORD,M.O. Tennessee 
Valley Authority. 34pp. 62506:018-62506:051. 

9207180297 Forwards SE requesting addi info on amend 69 to FSAR,chapter 14 re ini- 
tial test program. 

TAM,P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 9CK)603). 
92/07/14. MEDFORD,M.O. Tennessee Valley Authority. 2pp. 62395:339-62395:356. 

-9207160300 Safety evaluation requesting addI info on amend 69 to FSAR, chapter 14 
re initial test program. 

* Office of Isiuclear Reactor Regulation, Director (Post 870411). 92/07/14. 15pp. 
62395:343-62395:356. 

9207220300 Confirms FSAR Chapter 12 Review Site Visit to be conducted on 920826. 
TAM,P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/14. MbDFORD.M.O. Tennessee Valley Authority. 3pp. 62443:351-62443:353. 
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9207220344 Advises that util demonstrated that Diablo Canyon natural circulation tests 
applicable to Watts Bar, thus meeting guidelines of BTP RSB 5-1, per util 910711 
submittal.Details of review will be published in suppi 10 to SER, 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Dir^torate) (Post 9(K^3). 
92/07/14. MEDFORD, M.O, Tennessee Valley Authority. 3pp. 62442:357-62442:359. 

920717006® Submits info to satisfy annual requirement for reporting of changes to 
ECXS evaluation model, per 10CFR50.46.0n 920626, Westinghouse informed util that 
there have been no changes to ECCS evaluation model during last yr. 

MUSELER.W.J. Tennessee Valley Authority. 92/07/17. Document Control Branch 
(Document Control Desk). 2pp. 62430:340-62430:341 . 

9207170071 Forwards preliminary FSAR page markups reflecting latest PTS analysis & 
Westinghouse Topical Repts WCAP-13300 & WCAP-13301 which provides technical 
bases iw FSAR changes. ^ . r, u 

MUSELER,W.J. Tennessee Valley Authority. 92/07/17. Document Control Branch 
(Document Control Desk). 12pp. 62471:178-62471:219. 

-9207170079 “Evaluation of PTS for Watts Bar Unit 1." 

CHICOTS,J.M.. STRAUCH,P.L. MEYER, T.A. Westinghouse Electnc Corp. WCAP- 
13300. 92/04/30. 15pp. 62471:190-62471:204. 

-9207170083 “Evaluation Of PTS for Watts Bar Unit 2." . 

CHICOTS.J.M., STRAUCH.P.L, MEYER.T.A. Westinghouse Electnc Corp. WCAP- 
13301. 92/04/30. 15pp. 62471:205-62471:219, 

9207230255 Ack receipt of 920430 Itr transmitting document that described program for 
assurance of completion & assurance of quality. . x 

TAM P.S. Projert Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/21. MEDFORD, M.O. Tennessee Valley Authority. 3pp. 62459:115-62459:117, 

9207240143 Summary of 920717 meeting w/util at NRC headquarters re TVA perspec- 
tive of plant overall schedule. . , 

TAM.P.S, Project Directorate 11-4 (formerly TVA Project Directorate) (Post 955?S«!- 
92/07/21. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
5pp. 62479:234-62479:238. 

9207270197 Advises that util 920622 submittal of WCAP-12774, “Technical Justification 
for Eliminating Pressurizer Surge Line Rupture as Structural Design Basis for Watts 
Bar Units 1 & 2" will be withheld from public disclosure (ref 10CFR2.790). 

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/21. LIPARULO,N.J. Westinghouse Electric Corp. 4pp. 62583:214-62583:217. 

9207310217 Ack receipt of 910211 Itr stating Rev 3 of plant corrective action program 
for replacement items acceptable. ^ ^ 

TAM.P.S. Project Directorate H-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/27. MEDFORD, M.O. Tennessee Valley Authority. 4pp. 62593:340-62593:343. 


9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSl.C.E. c5rvision of Operational Events Assessment (Post 870411). 92/07/02 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:01 1-62480:017. 

9207140168 Discusses insp repts 50-390/92-03 & 60-391/92-03 & forwards notice of 
violation.Violations addressed do not constitute program breakdown in matl control 

JOHNSON, J.R. Region 2 (Post 820201). 92/07/02. MEDFORD.M.O. Tennessee 
Valley Authority. 5pp. 6231 1 :046-6231 1:093. 

-9207140172 Notice of violation from insp on 920210-14 & 17-20.Violation 
noted:llcensee failed to establish adequate measures to assure that matls subject to 
review to verify conformance to requirements met requirements prior to inventory. 

* Region 2 (Post 820201 ). 92/07/02, 42pp. 6231 1 :052-6231 1 ;093. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207170208 Discusses corrective action plan for design baseline & verification 
program.submitted on 911108 & clarifies response to violations noted in Insp Repts 
50-390/87-05, 50-391 /87-05, 50-390/89-20 & 50-391 /89-20. 

MUSELER,W.J. Tennessee Valley Authority. 92/07/09. Document Control Branch 
(Document Control Desk). 2pp. 62436:296-62436:297. 

9207140083 Forwards Insp repts 50-390/92-11 & 50-391/92-11 on 92051 1-14.No viola- 
tions or deviations identified. 

REYES, LA. Regton 2 (Post 820201). 92/07/12. MEDFORD.M.O. Tennessee Valley 
Authority. 3pp. 62299:257-62299:268. 

-9207140087 Insp repts 50-390/92-11 & 50-391/92-11 on 92051 1-14.No violations or 
deviations identIfled.Major areas inspected: follow up to apparent violations re imple- 
mentation of matls improvement project Identified in previous insp repts. 

GIBBS.R., IVEY.K.D., BARR,K.P. Region 2 (Post 820201). 92/06/12. 9pp, 62299:260- 
62299:268. 


S. Reportable occurrencee, LERe & related correspondence 

9207060188 Final deficiency rept & Part 21 rept re inadequacies in motor-operated diag- 
nostic equipment supplied by ITI Movats Corp.lnltlally reported on 920403.Clo8ing 
torque switch settings for motor-operated valves will be recaiibr. 

MUSELER.W.J. Tennessee Valley Authority. WBRD-50-390/92-06. 92/07/01. Docu- 
ment Control Branch (Document Control Desk), 4pp, 62254:345-62254:348. 


E. NRC Safety Evaluation Report (SER), supple & correspondence 


9207140239 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
WATTS BAR NUCLEAR PUNT.UNITS 1 AND 2.Docket Nos. 50-390 And 50- 
391 .(T enrresse Valley Authority) . , 

TAM, P.S. Division of Reactor Projects - I/ll (Post 870411). NUREG-0847 S09. 92/06/ 
30. 200pp. 62372:327-62373:119. 


9207200284 Notification of 920730 meeting w/util in Spring Qty.TN to discuss 
status, needed actions & priorities of various licensing issues ref in NUREG-0847, suppi 
9. 

TAM,P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/14. Project Directorate H-4 (formerly TVA Project Directorate) (Post 900603). 
3pp. 62438:091-62438:093. 


Q. Impaction reports, IE Bullatim & corraspondanca 

9207010318 Forwards insp rept 50-390/92-08 & 50-391/92-08 on 920320-041 6.No vio- 
lations or deviations noted. 

REYES, LA. Region 2 (Post 820201). 92/05/15. MEDFORD.M.O. Tennessee Valley 
Authority. 3pp. 62202:268-62202:285. 

-9207010323 Insp repts 50-390/92-08 & 50-391/92-08 on 920320-041 6. No violations 
or deviations noted.Major areas Inspected: construction work 

activitim, heating, ventilating & air conditioning supports & restraint sys & closed item 

WALTON,G.A., BARR.K,P. Region 2 (Post 820201). 92/05/14. 13pp. 62202:271- 
62202:285. 

9208230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features," 

ROSSI, C.E. DMsion of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207140014 Diacuases inap repts 50-390/92-09 & 50-391/92-09 on 92041 7-0603.No 
violations or deviations identify. 

JOHNSON, J.R. Region 2 (Post 820201). 92/06/29. MEDFORD.M.O. Tennessee 
Valley Authority. 3pp. 62298:237-62298:239. 

9207140106 Fotwaids inap rapta 50-390/92-09 & 50-391/92-00 on 920417- 0603.No 
violattona or deviations notea. 

JOHNSON,J.R. Region 2 (Post 820201), 92/06/29. MEDFORD.M.O. Tennessee 
Valley Authority. 3pp. 62299:330-82299:354. 

-9207140112 Inep repts 50-390/92-09 8 50-391/92-09 on 92041 7-0603.No vioiationa 
notad.Major areas inapectadiconat woric actMtie8.workpian review8,oorrectiva action 
program, praoperational test program 8 fuel handling. 

WAItON.GA, BARR,K.P. Region 2 (Post 820201). 92/06/25. 22pp. 62299:333- 

62209:354. , x 

9207140141 Ack reci^ of 020614 Hr Informinfl NRC of stops taken to correct violations 
noted in insp repts ^90/02-05 8 50-301/92-05. 

JOHNSON,J.R. Region 2 (Poet 620201). 92/06/29. MEDFORD.M.O. Tennessee 
Valley Authority. 4pp. 6231 0:033-6231 0:036. 

9208200043 NRC Info Notice 92-048, ’'Failure of Exide Batteries.” 

ROSSI, C.E. Diviaion of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62460:010. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents 8 correspondence 

9207060059 Notification of 920717 meeting w/TVA in Rockville, MD to discuss licensing 
status of plant 8 licensing issues that warrant mot attention. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/06/30. HEBDON,F.J. Project Directorate 11-4 (formerly TVA Project Directorate 
(Post 900603). 3pp. 62204:1 96-62204:1 98. 

9207070059 Forwards proposed FSAR changes for MELB flooding special program w/ 
example of program implementation for one area/ room in Unit 1,per commitment 
during 920226 telcon. Supporting calculations also encl. 

MUStLER,W.J. Tennessee Valley Authority. 92/06/30. Document Control Branch 
(Document Control Desk). 22pp. 62269:198-62269:257. 

-9207070063 “Sys Isolation for MELB Flooding" for Watts Bar Units 18 2. 

* Sargent 8 Lundy, Inc. 3C38-0387-001 R01. 88/05/02. 5pp. 62289:217-62269:220. 

-9207070070 "MELB Flooding Study" for Watts Bar Units 1 8 2. 

* Sargent 8 Lundy, Inc. 3(138-1006-001 R01. 88/06/02. 18pp. 62269:221-62269:236. 

-9207070074 “MELB Safe Shutdown Logic Diagram 8 Equipment list" for Watts Bar 
UnHs 18 2. 

* Sargent 8 Lundy, Inc. 3C38-1 086-002 001. 86/04/29. 5pp. 62269:237-62269:240. 

-9207070078 “MELB Safe Shutdown Analysis" for Watts Bar Units 18 2. 

* Sargent 8 Lundy, Inc. 3C38-0387-002 R01. 86/05/02. 5pp. 62269:241-62269:244. 

-9207070082 “MELB Flood Study - Structural Flood Load Assessment" for Watts Bar 
Units 1 8 2. 

* Sargent 8 Lundy, Inc. SF-OP-01.1 ROO. 87/08/27. 3pp. 62269:245-62269:247. 

-9207070088 “MELB Flooding Study Refined Structural Fk)od Load Assessment" for 
Watts Bar UnHs 1 8 2. 

* Sargent 8 Lundy. Inc. SF-OP-02.1 ROO. 87/08/27. 8pp. 62269:248-62269:255. 

-9207070094 Calculation for allowable flood heights vs postulated flood heights per 
zone for Watts Bar Units 18 2. 

* Sargent 8 Lundy, Inc. SF-OP-01.7 R01. 87/03/20. 2pp. 62260:256-62269:267. 

9207060278 SubmHs clarification to Rev 4 to CAP plan fCr reptacement Hems program. 
MUSELER.WJ. Tennessee Valley Authority. 92/07/01. OocumW Coni^B^ 
(Document Ckmtrol Desk). 3pp. 6^54:210-^254:212. 

9207100060 Summary of 920629 meeting w/utH by telephone re status, needed 
actions,prioi1ties 8 schedules of various licensing issues. 

TAM.P.S. Project Directorate 11-1. 92/07/02. Prefect Directorate 11-1. 13pp. 62367:202- 
62367:214. 

9207090177 Forwards response to Generic Hr 92-01, “Reactor Vessel Structural Integri- 
ty." NUMARC recommended reaponse guidelines utilized to extent practical. 
SHELLR.H. Tennessee Valley Authority. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). 48pp. 62341:201-62341:248. 
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9207200032 Discusses 920528 meeting w/util in Atlanta,GA re engineering records gen- 
erated to support analysis to cable trays & tray supports, HVAC duct & duct supports & 
conduits supports.Ust of attendees end. 

JOHNSON.B.A. Region 2 (Post 820201). 92/07/10. MEDFORD, M.O. Tennessee 
Valley Authority. 34pp. 62506:018-62506:051. 

9207160297 Forwards SE requesting addi info on amend 69 to FSAR,chapter 14 re ini- 
tial test program. 

TAM,P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/14. MEDFORD,M.O. Tennessee Valley Authority. 2pp. 62395:339-62395:356. 

-9207160300 Safety evaluation requesting addI info on amend 69 to FSAR, chapter 14 
re initial test program. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/14. 15pp. 
62395:343-62395:356. 

92072203tK} Confirms FSAR Chapter 12 Review Site Visit to be conducted on 920826. 
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/14. MEDFORD, M.O. Tennessee Valley Authority. 3pp. 62443:351-62443:353. 

9207220344 Advises that util demonstrated that Diablo Canyon natural circulation tests 
applicable to Watts Bar.thus meeting guidelines of BTP RSB 5-1 .per util 910711 
submittal. Details of review will be published in suppi 10 to SER. 

TAM,P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/14. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62442:357-62442:359, 

9207170068 Submits info to satisfy annual requirement for reporting of changes to 
ECCS evaluation model, per 10CFR50.46.0n 920626, Westinghouse informed util that 
there have been no changes to ECCS evaluation model during last yr. 

MUSELER,W.J. Tennessee Valley Authority. 92/07/17. Document Control Branch 
(Document Control Desk). 2pp. 62430:340-62430:341. 

9207170071 Forwards preliminary FSAR page markups reflecting latest PTS analysis & 
Westinghouse Topical Repts WCAP-13300 & WCAP-13301 which provides technical 
bases for FSAR changes. 

MUSELER,W.J. Tennessee Valley Authority. 92/07/17. Document Control Branch 
(Document C:k)ntrol Desk). 12pp. 62471:178-62471:219. 

-9207170083 “Evaluation of PTS for Watts Bar Unit 2." 

CHICX)TS,J.M., STRAUCH,P.L., MEYER,T.A. Westinghouse Electric Corp. WCAP- 
13301. 92/04/30. 16pp. 62471:205-62471:219. 

9207230255 Ack receipt of 920430 Itr transmitting document that described program for 
assurance of completion & assurance of qualify. 

TAM,P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/21. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 62459:115-62459:117. 

9207270197 Advises that util 920622 submittal of WCAP-12774, “Technical Justification 
for Eliminating Pressurizer Surge Line Rupture as Structural Design Basis for Watts 
Bar Units 1 & 2“ will be withheld from public disclosure (ref 10CFRZ790). 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/21. LIPARULO.N.J. Westinghouse Electric Corp. 4pp. 62583:214-62583:217. 

9207310217 Ack receipt of 910211 Itr stating Rev 3 of plant corrective action program 
for replacement items acceptable. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/27. MEDFORD.M.O. Tennessee Valley Authority. 4pp. 62593:340-62593:343. 


E. NRC Safety Evaluation Report (SER), auppia & correspondence 

9207140239 SAFETY EVALUATION REPORT REUTED TO THE OPERATION OF 
WATTS BAR NUCLEAR PLANT.UNITS 1 AND 2.Docket Nos. 50-390 And 50- 
391.(Tennesse Valley Authority) 

TAM.P.S. Division of Reactor Projects - I/ll (Post 870411). NUREG-0847 S09. 92/06/ 
30. 200pp. 62372:327-62373:119. 

9207200284 Notification of 920730 meeting w/util in Spring City.TN to discuss 
status, needed actions & priorities of various licensing issues refin NUREG-0847,suppl 
9. 

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/14. Prefect Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
3pp. 62438:091-62438:093. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010318 Forwards insp rept 50-390/92-08 & 50-391/92-08 on 920320-041 6.No vio- 
lations or deviations noted. 

REYES.L.A. Region 2 (Post 820201). 92/05/15. MEDFORD.M.O. Tennessee Valley 
Authority. 3pp. 62202:268-62202:285. 

-9207010323 Insp repts 50-390/92-08 & 50-391/92-08 on 920320-041 6.No violations 
or deviations noted.Major areas inspected: construction work 

activities.heating.ventilating & air conditioning supports & resti'aint sys & closed item 
reviews. 

WALTON,G.A.. BARR,K.P. Region 2 (Post 820201). 92/06/14. 13pp. 62202:271- 
62202:285. 

9208230193 NRC info Notice 92-047. “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:01 8-62480:021 . 

9207140014 Discusses insp repts 50-390/92-09 & 50-391/92-09 on 92041 7-0603.No 
violations or deviations identified. 

JOHNSON. J.R. Region 2 (Post 820201). 92/06/29. MEDFORD.M.O. Tennessee 
Valley Authority. 3pp. 62298:237-62298:239. 

9207140106 Forwards insp repts 50-390/92-09 & 50-391/92-09 on 920417- 0603.No 
violations or deviations noted. 

JOHNSON. J.R. Region 2 (Post 820201). 92/06/29. MEDFORD.M.O. Tennessee 
Valley Authority. 3pp. 62299:330-62299:354. 

-9207140112 Insp repts 50-390/92-09 & 50-391/92-09 on 92041 7-0603.No violations 
noted.Major areas inspected:const work activities.workplan review8.corrective action 
program, preoperational test program & fuel handling. 

WaIT 0N.G.A.. BARR.K.P. Region 2 (Post 820201). 92/06/25. 22pp. 62299:333- 
62299:354. 


9207140141 Ack receipt of 920514 Itr informing NRC of steps taken to correct violations 
noted In insp repts 50-390/92-05 & 50-391/92-05. 

JOHNSON, J.R. Region 2 (Post 820201). 92/06/29. MEDFORD.M.O. Tennessee 
Valley Authority. 4pp. 62310:033-62310:036. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Linos 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
(Consolidated Edison (Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140168 Discusses insp repts 50-390/92-03 & 50-391/92-03 & forwards notice of 
violation.Violations addressed do not constitute program breakdown in matl control 
area. 

JOHNSON,J.R. Region 2 (Post 820201). 92/07/02. MEDFORD.M.O. Tennessee 
Valley Authority. 5pp. 6231 1 :046-6231 1 :093. 

-9207140172 Notice of violation from Insp on 920210-14 & 17-20.Violation 
noted:licensee failed to establish adequate measures to assure that matls subject to 
review to verify conformance to requirements met requirements prior to inventory. 

• Region 2 (Post 820201). 92/07/02. 42pp. 62311:052-62311:093. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison (Co. of New York, Inc. 6pp. 62480:00162480:006. 

9207170208 Discusses corrective action plan for design baseline & verification 
program.submitted on 911108 & clarifies response to violations noted in Insp Repts 
50-390/87-05, 50-391/8765,50-390/89-20 & 50-391/89-20. 

MUSELER.W.J, Tennessee Valley Authority. 92/07/09. Document (Control Branch 
(Document (Control Desk). 2pp. 62436:296-62436:297. 

9207140083 Forwards insp repts 50-390/92-11 & 50-391/92-11 on 92051 1-1 4.No viola- 
tions or deviations identified. 

REYES, LA. Region 2 (Post 820201). 92/07/12. MEDFORD.M.O- Tennessee Valley 
Authority. 3pp. 62299:257-62299:268. 

-9207140087 Insp repts 50-390/92-11 & 50-391/92-11 on 92051 1-14.No violations or 
deviations identified.Major areas inspected: follow up to apparent violations re imple- 
mentation of matls improvement project identified in previous insp repts. 

GIBBS,R., IVEY,K.D.. BARR.K.P. Region 2 (Post 820201). 92/()6/12. 9pp. 62299:260- 
62299:268. 


S. Reportable occurrences, LERs & related correspondence 

9207060188 Rnai deficiency rept & Part 21 rept re inadequacies in motor-operated diag- 
nostic equipment supplied by IT! Movats Corp. initially reported on 920403.Closing 
torque switch settings for motor-operated valves will be recalibr. 

MUSELER,W.J. Tennessee Valley Authority. WBRD-50-390/92-06. 92/07/01. Docu- 
ment Control Branch (Document (control Desk). 4pp. 62254:345-62254:348. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9207270006 Advises that rev 31 to plant emergency plan consistent w/provisions of 
10CFR50.47(b) & app 1 of NUREG-0654. 

CLINE,W.E. Region 2 (Post 820201). 92/06/30. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 3pp. 62475:001-62475:003. 

9207140204 Forwards amend 31 to physical security plan. Amend withheld (ref 
10CFR73.21). 

SKOLDS,J.L. South Carolina Electric & Gas Co. 92/07/09. Document (Control Branch 
(Document Control Desk). Ip. 62380:32962380:329. 

9207150330 Forwards insp rept 50-395/92-12 on 920622-26.No violations or deviations 
noted.Details withheld (ref 10CFR73.21). 

COLLINS.D.M. Region 2 (Post 820201). 92/07/09. SKOLDS.J.L. South Carolina Elec- 
tric & Gas Co. 3pp. 62412:350-62412:353. 

-9207150334 Partially withheld Insp Rept 50-395/92-12 on 920622-26 (ref 
10CFR73.21).No violations or deviations noted.Major areas in$pected:physical security 
program.including mgt support, detection & assessment aids. 

STANSBERRY,W.W.. MCGUIRE, D.R. Region 2 (Post 820201). 92/07/07. Ip. 
62412:353-62412:353. 

9207170129 Forwards Amend 10 to security training & qualification plan. Amend with- 
held. 

NETTLES, K,W- South Carolina Electric & Gas (Co. 92/07/13. Document Control 
Branch (Document Control Desk). 1p. 62451:36062451:360. 

9207240178 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide (Cable Trays & Small Conduit Free from 
Fire Damage." Thermo-Lag fire barriers may be replaced w/tested sys. 

SKOLDS,J.L. South Carolina Electric & Gas Co. 92/07/20. Document Control Branch 
(Document Control Desk). 5pp. 62528:235-62528:239. 

9207270243 Responds to violations noted in insp Rept 50-395/92-10. (Corrective 
action8:electrical elementary dravrings for degraded voltage protection relay revised & 
Health Physics Procedure HPP-904 revised to designate responsible groups. 
SKOLDS,J.L. South Carolina Electric & Gas (Co. 92/07/22. Document (Control Branch 
(Document Control Desk). 6pp. 62528:165-62528:170. 


K. Utility Rnal Safety Analysia Report (FSAR) ft amende 

9207080171 Amend 92-07 to FSAR for VC Summer Nuclear Station.W/920630 Itr. 
SKOLDS.J.L South Carolina Electric & Gas (Co. 92/06/30. 6pp. 62271:356- 
62271:361. 
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P. Operating license stage documents & correspondence 

d2€7010296 Summarizes 920505 meeting In Region II ofc re Generic Ltr 89-10 program 
at facility & concerns identified in Insp Rapt 50-395/92-02 dtd 920305.Attendees 

GIBSON, A.F. Region 2 (Post 820201). 92/06/15. SKOLDS.J.L. South Carolina Electric 
& Gas Co. 3pp. 62230:274-62230:276. 

9207020054 Informs that response to Generic Ltr 88-20,Suppl 4,IPEEE methods accept- 
able & submittal schedule not acceptable. Requests that licensee reassess schedule 
& rept results no later than 920918. 

WUNDER.G. Project Directorate 11-1. 92/06/26. SKOLDS.J.L South Carolina Electric 
& Gas Co. 4pp. 62183:298-62183:301. 

9207070385 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity, consisting of table listing effects of 550 F irradiation on notch toughness 
properties of reactor vessel surveillance capsule matl. 

SKOLDS.J.F. South Carolina Electric & Gas Co. 92/06/30. Document Control Branch 
(Document Control Desk). 15pp. 62267:292-62267:306. 

9207090354 Commends plant for achieving high level of safety performance as demon- 
strated by VC Summer nuclear power plant recognizing mgt involvement in all phases 
of plant operation & dedicated staff supporting plant activities. 

TAYLOR, J.M. Ofc of the Executive Director ror Operations. 92/06/30. KENYON.B.D. 
South Carolina Electric & Gas Co. 4pp. 62269:300-62269:303. 

9207270322 Application for amend to License NPF-1 2, consisting of TS Change TSP 
890005.revising accident monitoring instrumentation in TS 3/4.3.3.6, Tables 3.3-10 & 
4.3-7 for consistency w/accepted program,per Rev 3 to Reg Guide 1.97. 

SKOLDS.J.F. South Carolina Electric & Gas Co. 92/07/22. WUNDER.G.F. Document 
Control Branch (Document Control Desk). 3pp. 62528:131-62528:153. 

-9207270324 Proposed TS 3/4.3.3.6 & Tables 3.3-10 & 4.3-7 re accident monitoring 
instrumentation. 

* South Carolina Electric & Gas Co. 92/07/22. 20pp. 62528:1 34-62528:1 53. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010296 Summarizes 920505 meeting in Region 11 ofc re Generic Ltr 89-10 program 
at facility & concerns identified in Insp Rept 50-395/92-02 dtd 920305.Attendees 
listed. 

GIBSON,A.F. Region 2 (Post 820201). 92/06/15. SKOLDS.J.L South Carolina Electric 
& Gas Co. 3pp. 62230:274-62230:276. 

9207270078 Forwards insp rept 50-395/92-10 on 920501-31 & notice of violation.NRC 
concerned that technicai manual not referred to during maint acthrity on nuclear instru- 
mentation for which detailed maint procedures did not exist. 

VERRELLI.D.M. Region 2 (Post 820201). 92/06/22. SKOLDS.J.L South Carolina 
Electric & Gas Co. 3pp. 62475:299-62475:322. 


-9207150334 Partially withheld Insp Rept 50-395/92-12 on 920622-26 (ref 
10CFR73.21).No violations or deviations noted.Major areas lnspected:physical security 
program.includtng mgt support, detection & assessment aids. 

STANSBERRY, W.W., MCQU1RE.D.R. Region 2 (Post 820201). 92/07/07. Id 
62412:353-62412:353. 

9207210273 Responds to insp^or followup items noted in insp rept 50-395/92-04.Cor- 
rective actions:guidance for inspections of bus bar connections & insulation will be 
added to proced^ures to be completed by 921231. 

SKOLDS,J.L. South Carolina Electric & Gas Co. 92/07/14. Document Control Branch 
(Document Control Desk). 2pp. 62459:349-62459:350. 

9207240178 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduit Free from 
Fire Damage.” Thermo-Lag fire bamers may be replaced w/tested sys. 

SKOLDS,J.L South Carolina Electric & Gas Co. 92/07/20. Document Control Branch 
(Document Control Desk). 5pp. 62528:235-62528:239. 

9207270243 Responds to violations noted in Insp Rept 50-395/92-10. Corrective 
actions:electricai elementary drawings for degraded voltage protection relay revised & 
Health Physics Procedure HPP-904 revised to designate responsible groups. 
SKOLDS.J.L. South Carolina Electric & Gas Co. 92/07/22. Document Control Branch 
(Document Control Desk). 6pp. 62528:165-62528:170. 

9207270287 Advises that licensee 880324 re^nse to Bulletin 88-002, “Rapidly Propa- 
gating Fatigue Cracks in Steam Generator Tube” acceptable. Util proposed long-tern 
corrective action as required in WCAP-12592 also acceptable. 

WUNDER.G.F. Project Directorate 11-1. 92/07/22. SKOLDS.J.L. South Carolina Elec- 
tric & Gas Co. 3pp. 62496:316-62496:318. 


R. Periodic operating reports & related correspondence 

9207070428 Forwards Technical Rept 92-1, “Seismic Activity Near VC Summer Nuclear 
Station,” for period Jan-Mar 1992. 

QUINTON, M.D. South Carolina Electric & Gas Co. 92/06/30. Document Control 
Branch (Document Control Desk). Ip. 62274:319-62274:336. 

-9207070429 Technical Rept 92-1, “Seismic Activity Near VC Summer Nuclear Sta- 
tion,” for period Jan-Mai 1992. 

TALWANI.P., RAJENDRAN.K. South Carolina. Univ. of. Columbia, SC. 92-1. 92/03/31 
17pp. 62274:320-62274:336. 

9207140068 Monthly operating rept for June 1992 for VC Summer Nuclear Station.W/ 
920708 ltr. 

HALTIWANGER.J.. SKOLDS.J.L South Carolina Electric & Gas Co. 92/06/30. 5dd 
62380:330-62380:334. 


S. Raportabla occurrences, UERe & related correspondence 


-9207270089 Notice of violation from insp on 920501 -31 .Violation noted: procedure 
HPP 904 determined to be inadequate due to insufficient instructions or guidance for 
making adjustments to radiation monitor setpoints. 

* Regton 2 (Post 820201). 92/06/22. 2pp. 62475:302-62475:303. 

-9207270092 Insp rept 50-395/92-10 on 920501 -31. Violations noted.Major areas 
inspectedimonthiy surveillance observations, monthly maint observations & operational 
safety verification. 

HAAG,R.C., KELLER, LA.. CANTRELL.F.S. Region 2 (Post 820201). 92/06/22. 19pp. 
62475:304-62475:322. 

9207140028 Forwards Exam Rept 50-395/92-300 of exam administered during wk of 
920518. 

PEEBLES, T.A. Region 2 (Post 820201). 92/06/23. SKOLDS.J.L South Carolina Elec- 
tric & Gas Co. 2pp. 62298:244-62299:100. 

-920714008$ Exam rept 50-395/92-300 on 92051 S.Exam resuits:all five RO applicants 
passed exams.SRO applicant failed operations portion of exam. 

AIELLO.R.F., LAWYEFClL Region 2 (Post 820201). 92/06/22. 200pp. 62298:246- 
62299:100. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Divisjon of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070215 Fonwards auxiliary feedwater sys risk-based insp guide for plantto be pub- 
lished as NUREQ. 

WUNDER.Q.F. Project Directorate 11-1. 92/06/29. SKOLDS.J.L South Carolina Elec- 
tric & Gas Co. 6pp. 62241:314-62241:346. 

-9207070372 “Auxiliary Feedwater System Risk-Based Insp Guide for Virgil Summer 
Nuclear Power Rant.^' 

LLOYD.R.C., MOFFITT,N.E., GORE.B.F. Batteile Memorial Institute, Pacific Northwest 
Laboratory. FIN L-1310, 91/11/30. Division of Radiation Protection & Emergency Pre- 
paredness (Post 870411). 26pp. 62241:317-62241:346. 

9208280043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Pcwt 870411). 92/07/02. 
Ckinsolidated Ectison Co. of New York, Inc. 4pp. 62480:007-^460:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. DMsion of Op^tional Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New Yotk, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Moktod- 
Case Circuit Breakers.” 

ROSSI.C.E. DMsion of Operationai Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62460:001 -62480:006, 

9207150380 Forwards insp rept 50-305/92-12 on 920622-26.No violations or deviations 
noted Detaiis withheld (ref 10CFR73.21). 

COLUNS.D.M. Region 2 (Post 820201). 92/07/09. SKOLDS,J.L. South Carolina Elec- 
tric & Gas Co. 3pp. 6241 2:350-6241 2:353. 


9207020312 LER 92-005-00:on 920602.8econd sample of explosive gases was not 
taken within 24 hour period as required.Caused by personnel error.Importance of com- 
plying with TS related sampling requirements emphasized.W/920620 itir, 

HIGGINS, W.R., SKOLDS,J.L South Carolina Electric & Gas Co. 92/06/29. 4pp. 
62292:088-62292:091. 

9207070001 Special Rept SPR 92-004:on 92061 7, main plant vent high-range radiation 
monitor RMA-13 declared inoperable due to spiking & spurious alarm8.Cau8ad by 
noise induced from high amplifier circuit board.New board installed. 

SKOLDS,J.L South C^ollna Electric & Gas Co. 92/07/02. EBNETER,S.D, Region 2 
(Post 820201 ). 2pp. 62268:360-62268:361 . 

9207070264 LER 92-004-01 :on 920521 .reactor tripped from 9% power on low-low SG 
water level in C SG.Caused by condenser steam dump valves r>ot fully opening on 
demand.Tran8ducer8 were replaced w/lower impedance tran8ducer8.W/920702 ltr. 
HIGGINS, W.R., SKOLDS,J.L South Carolina Electric & Gas Co. 92/07/02. 7pp. 
62292:346-62292:362. ^ 

9207280188 Part 21 rapt re 911107 C feedwater Isolation valve actuator failure due to 
defect In poppet seal.Seal replaced & testing by Independent lab being performed to 
determine physicai properties of original popi^ seals. 

HAILE, D. &uth Carolina Electric & Gas Co. 92/07/10. SCARFO.G. Office for Analysis 
& Evaluation of Operational Data, Director. 2pp. 62584:292-62584:293. 

9207200279 NPDES noncompllance notHication:on 920708, fish kill discovered In plant 
circulating water discharge.Caused by thermal shock from increasing clrculatirK; water 
discharoe temp8.Addl info will be included in 1992 fish kill summary. 

SKOLDS,J.L South Carolina Electric & Gas Co. 92/07/14. KRECKER,W.R. South 
Carolina. State of. 9pp. 62450:338-62450:346. 


V. Operator Examinations 

9207140028 Forwards Exam Rept 50-395/92-300 of exam administered during wk of 
920516. 

PEEBLES, T.A. Region 2 (Post 820201). 92/06/23. SKOLDS,J.L South Carolina Elec- 
tric & Gas Co. 2pp. 62298:244-62299:100. 

-9207140036 Exam rept 50-395/92-300 on 92051 S.Exam resultsiall five RO applicants 
passed exam8.SRO wiicant failed operations portion of exam. 

AIELLO, R.F„ LAWYER, LL Region 2 (Post 8^201). 92/06/22. 200pp. 62298:246- 


DOCKET 50-396 UNIV. OF VIRGINIA CAVAUER REACTOR 
H. General correspondence 

9207220333 Advises that on 820701, Dept of Nuclear Engineering merged w/ Mscharrf- 
cal & Aerospace Engine^ng.New ^e of department is Mechanicaljkerospacs & Nu- 
clear Erialneering,Chair of combined department Is PE Allaire. 

MULDER.R.U. Virginia, Univ. of, Charlottesville. VA. 92/07/17. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). ip. 62482:342-62482:342 
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S. Rciportabi® occurr®oc@s, LERs & mlatecl corrospondenc® 

®2071(KN;^1 Special repton 92061 5, briefly unidentified high radiation area noted during 
reactor startup.Caused by human error. Self-critical evaluation conducted & controls in 
place to prevent reccurrence. 

MULDER, R.U. Virginia, Univ. of. Charlottesville, VA. 92/07/01. Region 2 (Post 
820201). 9pp. 62331:295-62331:303. 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plan® 

9207010075 Revised EPIPs, including Rev 15 to 13.1.1, “Classifying Emergency," Rev 
10 to 13.1.2, “Plant Emergency Director Duties,” Rev 6 to 13.9.3, “Portable Air Sam- 
pling” & Rev 6 to 13.9.4, ‘TLD & Fixed Air Sampling Retrieval.” 

* Washington Public Power Supply System. 92/06/22. 200pp. 62224:001-62224:180. 

9207100228 Forwards results of review of Rev 1 1 to emergency preparedness plan & 
Revs 13 & 14 to EPIP 13.1.1. Emergency action level scheme in tPIP 13.1.1 less con- 
servative than guidance established in NUREG-0654. 

SCARANO.R.A. Region 5 (Post 820201). 92/06/30. SORENSEN, G.C. Washington 
Public Power Supply System. 21pp. 62364:285-62364:305. 

9207150025 Discusses review of 920601 Itr re util concerns on impact of training re- 
quirements for emergency operating procedures phase two upgrade. 

MILLER, LF. Region 5 (Post 820201). 92/07/09. SORENSEN, G.C. Washington Public 
Power Supply System. 3pp. 62335:031-62335:033. 

9207170163 Forwards util 920630 Itr to State of WA.Div of Emergency Mgt in prepara- 
tion for annual review of emergency action levels, consisting of Rev 15 to EPIP 
13.1.1, “Classifying Emergency.” w/o EPIP. 

SORENSEN,G.C. Washington Public Power Supply System. 92/07/13. Document 
Control Branch (Document Control Desk). 4pp. 62426:358-62426:361. 


H. General correspondence 

9207270075 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft rag guide 1.9,task DG-1 021 .Supports detailed comments submitted by 
NUMARC,as representing licensee views. 

SORENSEN,G.C. Washington Public Power Supply System. 92/07/10. CHILK,S.J. 
Office of the Secretary of me Commission. Ip. 62475:292-62475:292. 


I. Financial Information 


9207150321 “institutional Custody Fiduciary Svcs.” 

SANER,D. Seafirst Bank. 92/06/30. 6pp. 62429:275-62429:280. 

9207150336 “Institutional Custody Fiduciary Svcs.” 

SANER,D. Seafirst Bank. 92/06/30. 48pp. 62407:257-62407:304. 


P. Operating llcenae stage documents ft correspondence 

9207100154 Requests withdrawal of request for waiver of compliance from IS 3.6.5.1.a 
to facilitate testino of MOV8,per Generic Ltr 89-10, per 920527 Itr.Problems w/test 
equipment cannot be resolved within time frame to support testing. 

SdRENSEN.G.C. Washington Public Power Supply System. 92/06/23. MARTIN, J.B. 
Region 5 (Post 820201). Ip. 62331:320-62331:320. 

9207020280 Discusses review of updated rept on reactor recirculation piping flaw at 
plantResults of flaw reexamination provides reasonable assurance that structural in- 
tegrity of affected piping will be maintained & plant can be safely operated. 

ASSA,R.R. Project Directorate V. 92/06/25. SORENSEN,G.C. Washington Public 
Power Supply System. 3pp. 62194:336-62194:338. 

9207060118 Forwards amend 108 to license NPF-21 & safety evaluation. Amend de- 
letes reference to footnote w/TS Table 3.3.6-1, “Control Rod Block Instrumentation.” 
DEAN.W.M. Project Directorate V. 92/06/26. SORENSEN,G.C. Washington Public 
Power Supply System. 3pp. 62204:032-62204:041. 

-9207060123 Amend 108 to license NPF-21, deleting reference to footnote w/TS Table 
3.3.6-1, “Control Rod Block Instrumentation.” 

QUAY.T.R. Project Directorate V. 92/06/26. 4pp. 62204:035-62204:039. 

-9207060125 Safety evaluation supporting amend 100 to license NPF-21. 

* Office of Nuclear Reactor R^ulation, Director (Post 870411). 92/06/26. 2pp. 
62204:040-62204:041. 

9207060127 Forwards supplemental safety evaluation accepting util responses to 
S60,contingent upon verification of adequacy of Class 1 E batteries. 

ASSA,R.R. Project Directorate V. 92/06/26. SORENSEN,Q.C. Washington Public 
Power Supply System. 4pp. 62204:016-62204:031. 

-9207060131 Supplemental safety evaluation accepting util responses to 
SBO,conting6nt upon verification of adequacy of Class 1 E batteries. 

* Office of Nuclear Reactor Regulation, CMrector (Post 870411). 92/06/26. 12pp. 
62204:020-62204:031. 

9207100029 Forwards amend 109 to license NPF-21 ft safety evaluation. Amend re- 
vises TS 2.1.2,B.2.0 & 8.9.3.2 to reflect characteristics of Cycle 8 reload core. 
ASSA,R.R. Project Directorate V. 92/06/29. SORENSEN.G.C. Washington Public 
Power Supply System. 3pp. 62366:335-62366:352. 

-9207100037 Amend 109 to license NPF-21 .Amend revises TS 2.1.2,B.2.0 ft 6.9.3-2 to 
reflect characteristics of Cycle 8 reload core. 

QUAY.T.R. Project Directorate V. 92/06/29. 12pp. 62366:338-62366:349. 

-0207100040 Safety evaluation siwporting amend 109 to license DPR-21. 

* Office of Nuclear Reactor Regulaton, Director (Post 870411). 92/06/29. 3pp. 
62366:350-62366:352. 


9207060151 Forwards safety evaluation accepting licensee proposed fuel bumup exten- 
sion to 37 GWD/MTU,for Cycle 8,w/plant commitment to monitor & resolve differen- 
tial rod growth issue. 

ASSA,R.R. Project Directorate V. 92/07/01. SORENSEN.G.C. Washington Public 
Power Supply System. 3pp. 62197:339-62197:344. 

—9207060153 SER accepting licensee proposed fuel burnup extension to 37 GWD/ 
MTU.w/plant commitment to monitor & resolve differential fuel rod growth issue. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/07/01. 3pp. 
62197:342-62197:344. 

9207090178 Requests change in reactor vessel capsule withdrawal schedule.Since cap- 
sule missed some early-in-life exposure, placing capsule in standby mode rather than 
being withdrawn at 24 EFPY appropriate. 

SORENSEN.G.C. Washington Public Power Supply System. 92/07/02. Document 
Control Branch (Document (Control Desk). Ip. 62338:149-62338:149. 

9207150065 Forwards response to NRC SE of inservice testing program for pumps & 
valves.transmitted via 920507 Itr. which identified 18 program anomalies.Relief Re- 
quest RV-22 for emergency chilled water valves end. 

SORENSEN.G.C. Washington Public Power Supply S^em. 92/07/06. Document 
Control Branch (Document Control Desk). 6pp. 62380:355-62380:360. 

9207150115 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.Util participated in all BWR Owners Group activities re reactor vessel 
matl embrittlement issues. 

SORENSEN.G.C. Washington Public Power Supply System. 92/07/06. Document 
Control Branch (Document Control Desk). 31pp. 62411:100-62411:130. 

9207150304 Forwards Rev 0 to COLR 92-8, “Washington Nuclear Plant 2 Cycle 8 Core 
Operating Limits Rept.” Siemens Power (jorp completed reanalysis of feedwater con- 
troller failure transient for Cycle 8 & MCPR operating limits. 

SORENSEN.G.C. Washington Public Power Supply System. 92/07/06. Document 
Control Branch (Document Control Desk). 2pp. 62409:240-62409:279. 

-9207150308 Rev 0 to “Washington Nuclear Plant 2 Cycle 8,Core Operating Limits 
Rept." 

• Washington Public Power Supply System. COLR 92-8 ROO. 92/06/30. 38pp. 
62409:242-62409:279. 

9207200083 Application for amend to License NPF-21 revising Tech Specs 3/4.6.5.3 re 
SBGT ft 3/4.7.2 concerning CREFS.in ref to NRC Info Notice 87-032, “Deficiencies In 
Testing of Nuclear- Grade Activated Charcoal." dtd 870710. 

SORENSEN.G.C. Washington Public Power Supply System. 92/07/13. Document 
Control Branch (Document Control Desk). 7pp. 62451:210-62451:232. 

-9207200090 Proposed Tech Specs 3/4.6.5.3 re standby gas treatment ft 3/4.7.2 con- 
cerning control room emergency filtration ays. 

* Washington Public Power Supply System. 92/07/13. 16pp. 62451:217-62451:232. 

9207200147 Revises 910404,920406 ft 0625 applications for amend to License NPF- 
21 .changing TS 4.8.2. 1 re battery load profiles, per discussions w/NRC. 
SORENSEN.G.C, Washington Public Power Supply System. 92/07/16. Document 
Control Branch (Document (Control Desk). 3pp. 62464:352-62464:356. 

-9207200148 Proposed TS 4.8.2. 1 re battery load profiles. 

• Washln^on Public Power Supply System. 92/07/16. 2pp. 62464:355-62464:356. 

9207300164 Notification of 920730 meeting w/util in Rockville.MD to discuss licensing 
issues. 

ASSA.R.R. Project Directorate V. 92/07/23. QUAY.T.R. Project Directorate V. 2pp. 
62580:359-62580:360. 


Q. Inspection reports, IE Bulletins ft correspondence 

9207090322 Forwards Enforcement Conference Rept 50-397/92-21 on 920527 ft notice 
of violation.Concerns raised re large number of findings dealing w/lack of procedure 
compliance which indicates mgt weakness to define expectations. 

ZIMMERMAN, R.P. Region 5 (Post 820201). 92/06/10, MAZUR.D.W. Washington 
Public Power Supply System. 2pp. 62340:221-62340:234. 

-9207090325 Notice of violation from insp on 92011 3-021 4.Vioiation noted:li8ted con- 
trolled top tier drawings not promptly revised to show up-to-date as-built configuration 
through red-lining process. 

* Region 5 (Post 820201). 92/06/10. 7pp. 62340:223-62340:229. 

-9207090330 Enforcement Conference Rept 50-397/92-21 on 920527.Major areas 
discu88ed:violation8 noted in EDSFI Rept 50-397/92-01 re failure to comply w/surveil- 
iance procedures. 

MILL^.L.F. Region 5 (Post 820201). 92/06/05. 5pp. 62340:230-62340:234. 

9207150225 Forwards insp rept 50-397/92-13 on 920427-0501,10-15 ft 18-22 ft notice 
of violation. 

REESE,J.H. Region 5 (Post 820201). 92/06/25. SORENSEN.G.C. Washington Public 
Power Supply System. 3pp. 62415:219-62415:240. 

-9207150226 Notice of violation from insp on 920427-0501,10-15 ft 18-22. Violations 
noted:failure to estabish procedures for calibr installed personnel contamination moni- 
tors. 

* Region 5 (Post 820201). 92/06/25. 2pp. 62415:222-62415:223. 

-9207150228 Insp rept 50-397/92-13 on 920427-0501,10-15 ft 18-22. Violation 
noted.Major areas inspect6d:mgt controls, ALARA planning,occupational exposure 
control.respiratory protection, training ft chemical decontamination. 

CARSON.LC.. CHANEY, H.D.. MAkflSH.N.L. Region 5 (Post 820201). 92/06/25. 17pp. 
62415:224-62415:240. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9207150217 Foneards insp rept 50-397/92-14 on 920420-0531 ft notice of violation. 
RICHARDS.S.A. Region 5 (Post 820201). 92/06/30. SORENSEN.G.C. Washington 
Public Power Supply System. 3pp. 62405:295-62405:316. 
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-9207150219 Notice of violation from insp on 920420-0531 .Violation not 0 d:two rolls of 
t^ & radiation surv^ instrument on refueling bridge had not been logged into For- 
eign Matls Accountability Log. 

* Region 5 (Post 820201). 92/06/30. 2pp. 62405:298-62405:299. 

>9207150222 Insp rept 50-397/92-14 on 920420-0531 .Violations noted. Major areas 
inspected:operatlonaI safety verification, surveillance program, maint program.refueting 
operations, licensee event repts & spedal insp topics. 

JOHNSON, P.H. Region 5 (Post 820201). 92/06/30. 17pp. 62405:300-62405:316. 

©207100173 Responds to 920415 request that licensed operator requalification program 
be returned to provisionally satisfactory status.AII short & intermediate term actions 
completed.lnsp Rept 50-397/92-14 will document closure. 

ZIMMERMAN, R.P. Region 5 (Post 820201). 92/07/01. PARRISH. J.V. Washington 
Public Power Supply System. 3pp. 62331:356-62331:358. 

9206264H)43 NRG Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Ctonsolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010, 

9206290237 NRG Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207270149 Forwards insp rept 50-397/92-26 on 92061 5-1 9.No violations 
noted.Deficiencies in some procedures noted.Reld change notices were not always 
incorporated in timely manner.which made determination of as-built status cumber- 
some. 

M!LLER,LF. Region 5 (Post 820201). 92/07/07. SORENSEN, G.C. Washington Public 
Power Supply Si^em. 3pp. 62476:111-62476:121. 

>9207270153 Insp rept 50-397/92-26 on 92061 5-19.No violations noted. Major areas 
inspected.'licensee rnods program w/emphasis on snubber program. 

GODY.A. Region 5 (Post 820201). 92/07/07. 8pp. 62476:114-62476:121. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207270118 Forwards insp rept 50-397/92-16 on 92061 5-1 9.No violations noted. 
REESE.J.H. Region 5 (Post 820201). 92/07/09. SORENSEN.G.C. Washington Public 
Power Supply System. 3pp. 62476:068-62476:077. 

>9207270125 Insp rept 50-397/92-16 on 92061 5-1 9.No violations noted. Major areas 
inspectediradiaton protection activities during seventh refueling outage in areas of 
radwaste mgt.including solid radwaste mgt & liquid radwaste mgt. 

CARSON.LC.. REESE.J.H. Region 5 (Post 820201). 92/07/09. 7pp. 62476:071- 
62476:077. 

9207170009 Responds to NRC 920610 Itr re violations noted in insp rept 50-397/92- 
01. Corrective actions:uti} analyzed each FSAR deficiency in rept. 

GRUMME,L.L Washington Public Power Supply System. 92/07/10. Document Control 
Branch (Document Control Desk). 19pp. 62431:287-62431:305, 

920720<M)83 Application for amend to License NPF-21 revising Tech Specs 3/4.6.5.3 re 
SBGT & 3/4.7.2 concerning CREFS.In ref to NRC Info Notk^ 87-032, "Deficiencies in 
Testing of Nuclear- Grade Activated Charcoal,” dtd 870710. 

SORENSEN.G.C. Washington Public Power Supply System. 92/07/13, Document 
Control Branch (Document Control Desk). 7pp. 62451:210-62451:232. 

9207310164 Responds to NRC 920625 Itr re violations noted in insp rept 50-397/92-13 
on 920427-920501,10-15 & 1 8-22.Corrective actionsiprocedure re personnel monitor 
calibr & test under development & personnel contamination monitor installed. 
GRUMME,LL. Washington Public Power Supply System. 92/07/24. Document Control 
Branch (Document Control Desk). 4pp. 6261 1:357-6261 1:360. 


9207080018 Amend 1 to Part 21 R^t 158 re gear-wear induced failures In engine- 
driven jacket water pump in DSRV-16-4 standby DG sys. Initially reported on 
911029.Grand Gulf station observed wear characteristics in as little as 500 operating 
hours. 

GUNTRUM.B.C. Cooper Industries, Inc. 92/06/26. Office of Nuclear Reactor Reauta- 
tion, Director (Post 87041 1 ). 4pp. 62305:344-62305:347. “ 

92070802SO LER 92-026-00:on 920605, determined that MO of RHR train "A" may have 
prevented full closure of drywell spray supply valve.Caused by inadequate testing of 
plant equipment.MO repaired & tested to perform design function.W/920701 Itr. 
FULLER.R.E., BAKER, J.W. Washington Public Power Supply System. 92/07/01. 6dd 
62293:110-62293:115. 

9207130017 PNO-V-92-099:on 920706, while testing SRVs from alternate remote shut- 
down panel, SRV 3B opened & failed to close. Ongoing investigation to determine 
cause in progress. 

JOHNSON.P.H. Region 5 (Post 820201). 92/07/06. 2pp. 62366:299-62366:300. 

9207280255 Part 21 rept re discrepant^ in procedure used to analyze feedwater con- 
troller failure event using COTRANSA2 code. Initially reported by Siemens Nuclear 
Power Corp on 920617. Caused by transient analysis error. 

FIES.C., WHITCOMB, D.L., REIS.M.P. Washington Public Power Supply System, 92/ 
07/09. ANDREWS, T. NRC - No Detailed Affiliation Given. 4pp. 62562:119-62562:123. 

9207160381 LER 92-027-00:on 92061 3, lack of breaker coordination due to instantane- 
ous trip circuitry.Amptector discriminator circuit for each of six feeder breakers 
disabled.W/920710 Itr. 

FIES.C.L. BAKER, J.W. Washington Public Power Supply System. 92/07/10. 6 dd 
62480: 1 99-62480:204. 

9207220209 LER 92-019-01 :on 920430, determined that automatic depressurization sys 
potentially inoperable due to inadequate installation instructions of solenoid pilot valve 
power caoies-besign change implemented. W/92071 5 itr. 

ARBUCKLE,J.D., BAKER, J.W. Washington Public Power Supply System. 92/07/15 
6pp. 62481 :1 72-62481 : 1 77. 

9207240201 LER 92-029-00:on 920624, RHR shutdown cooling isolation occurred & 
shutdown cooling supply line inboard isolation valve automatically closed.Caused by 
inadequate personnel work practices.Shutdown cooling reestablished. W/92071 7 Itr. 
fuller, R.E., BAKER, J.W. Washington Public Power Supply System. 92/07/15. 6dd 
62520:328-62520:333. 

9207220242 LER 92-028-00:on 92061 7, diesel room normal air handling fans precluded 
performance of r^uired design function.Caused by equipment design dleficiency.Loop 
test procedure will be revised.W/920717 Itr. 

POWELL, P.L., BAKER, J.W. Washington Public Power Supply System. 92/07/17. 9dd 
62481:187-62481:195. 


V. Operator Examinations 

9207100173 Responds to 920415 request that licensed operator requalification program 
be returned to provisionally satisfactory status.AII short & intermediate term actions 
completed.lnsp Rept 50-397/92-14 will document closure. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/07/01. PARRISH, J.V. Washington 
Public Power Supply System. 3pp. 62331:356-62331:358. 

0207210188 Forwards guidelines & ref matl requirements necessary in preparing for 
evaluation visit scheduled for period of 921116-25.Requalification exams v^l be oer- 
formed per sections 601 & 604 of NUREG-1021. 

MILLER.L.F. Region 5 (Post 820201). 92/07/13. SORENSEN,G.C. Washington Public 
Power Supply System. 10pp. 62421:170-62421:179. 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


R. Periodic operating reports & related correspondence 


F. Security, medical, emergency & fire protection plans 


9207020274 Monthly operating rept for May 1992 for WNP Unit 2.W/920610 Itr. 
HUTCHISON, LB., BAKER, J.W. Washington Public Power Supply System. 92/05/31. 
4pp. 62221:327-62221:330. 

9^7200164 Forwards revs to Sept 1991 & Apr 1992 monthly operating repts for WNP- 

BAKER,J.W. Washington Public Power Supply System. 92/06/10. Document Control 
Branch (Document Control Desk). Ip. 62451:287-62451:290. 

Apr 1 992 for WNP-2, revising net 

System. 92/04/30. Ip. 62451:288- 


>9207200176 Rev 1 to monthly operating rept for Sept 1991 for WNP-2, revising yearly 
& cumulative forced outage time. 

HUTCHISON, L. Washln^on Public Power Supply System. 91/09/30. 2pp. 62451:289- 


for 


-9207200171 Rev 1 to monthly operating rept 
electrical energy originally reported as 43041 1 . 
HUTCHISON, L Washington Public Power Supply 
62451:288. 


9207060023 Forwards summary of 920609 meeting in Region II ofc to enable util to 
present self-assessment in areas of plant operations, maint/surveillance, radiological 
controls & emergency preparedness. List of attendees & viewgraphs end. 

REYES,LA. Region 2 (Post 820201). 92/06/16. WATSON, R.A, Carolina Power & 
Light Co. 69pp. 62238:223-62238:291. 

9207270035 Forwards insp rept 50-400/92-10 on 920523-061 9.No violations noted 
VERRELLI.D.M. Region 2 (Post 820201). 92/06/24. WATSDN.R.A. Carolina Power & 
Light Co. 2pp. 62475:1 09-62475:1 19. 

>9207270041 Insp rept 50-400/92-10 on 920523-061 9.No violations noted. Major areas 
in8pected:plant operation8,radiological control, 8ecurlty,fire protection, surveillance 
observation, maint observation, design changes & modifications. 

TEDROW.J.. SHANNON, M., CHRfeTENSEN.H. Region 2 (Post 820201). 92/06/24 
9pp. 62475:111-62475:119. « v / 


9207080189 Forwards amended Rev 6 to security plan, incorporating changes associat- 
ed w/ access authorization program that Implements requirements of 1 0CFR73.56.Rev 
withheld (ref 10CFR73-21). 

MCCARTHY, D.C. Carolina Power & Light Co. 92/06/29. Document Control Branch 
(Document Control IDesk). 2pp. 62461:341-62451:342. 

9207100185 Revised Plant Emergency Procedures (PEP), including Rev 0 to PEP-370. 
"Radiological Controls for TSC’^ 8 Rev 0 to PEP-320, "NotMication of SHNPP Emer- 
gency Re^nse Personnel." W/ 920706 Itr. 

VAUGHN, G.E, Carolina Power & Light Co. 92/07/06. 22pp. 62364:250-62364:271. 

9207140253 Forwards emergency preparedness exericse scenario, "Plan for Sbearon 
Harris Nuclear Power Plant Emergency Exercise - 920825.” W/o end. 
MCCARTHY.D.C. Carolina Power & Light Co. 92/07/08. Document Control Branch 
(Document Control Desk). Ip. 62385:093-62385:093. 

9207290348 Ack receipt of 920629 Itr transmitting Rev 6 to physical security 
I w/provisions of 10CFR50.54(p) & acceptable for inclusion 


plan.Changes consistent 
into plan. 


iiiuj uinn. 

“ WATSON, R.A. Carolina Povwr A 

Ught Co. 3pp. 62611:261-62611:263. 
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9207300075 Forwards insp rept 50-400/92-14 on 920706-1 0. Violations identified will not 
be subj to enforcement action due to licensee efforts in identifying & correcting viola- 
tion. 

CX)LLINS,D.M. Region 2 (Post 820201). 92/07/23. WATSON, R.A. Carolina Power & 
Light Co. 3pp. 62528:090-62528:093. 

-9207300081 Partially withheld insp rept 50-400/92-14 on 920706-10 (ref 
10CFR73.21).No violations noted.Major areas inspected: physical security program for 
reactors. 

STANSBERRY, W., MCGUIRE, D.R. Region 2 (Post 820201). 92/07/24. Ip. 62528:093- 
62528:093. 

9207310083 Provides data point library for pianLData point library submittal completes 
emergency response data sys info requirements for plant contained in NUREG- 
1394,Rev 1. 

MCCARTHY,D.C. Carolina Power & Light Co. 92/07/27. Document Control Branch 
(Document Control Desk). 57pp. 62612:264-62612:320. 


P. Operating license stage documents & correspondence 

9207060023 Forwards summary of 920609 meeting In Region II ofc to enable util to 
present self-assessment in areas of plant operations.maint/survelllance,radiological 
controls & emergency preparedness.List of attendees & viewgraphs end. 

REYES.LA. Region 2 (Post 820201). 92/06/16. WATSON, R.A. Carolina Power & 
Light Co. 69pp. 62238:223-62238:291 . 

9207020041 Advises that responses to Generic Ltr 88-20,Suppl 4 re IPEEE methods ac- 
ceptable & submittal schedule not acceptable. Requests that schedule be reassessed 
for closure of severe accident issues. 

LE,N.B. Project Directorate 11-1. 92/06/26. WATSON,R.A. Carolina Power & Light Co. 
4pp. 62183:329-62183:332. 

9207080158 Application for amend to License NPF-63,revising TSs 
3.8.2.1,3.8.2.2,3.8.3.1 & 3.8.3.2 re dc electrical power sys battery chargers. 

STARKEY, R.B. Carolina Power & Light Co. 92/06/29. Document Control Branch 
(Document Control Desk). 9pp. 62277:041-62277:058. 

-9207080160 Proposed tech specs 3.8.2.1.3.8.2.2,3.8.3.1 & 3.8.3.2 re dc electrical 
power sys battery chargers. 

* Carolina Power & Light Co. 92/06/29. 9pp. 62277:050-62277:058. 

9207070270 Advises that licensee 911025 response to generic ltr 91-06, “Adequacy of 
Safety-Related DC Power Supplies," satisfies reporting requirements of generic ltr. 
LE.N.B. Project Directorate 11-1. 92/06/30. WAtSON.R.A. Carolina Power & Light Co. 
3pp. 62236:338-62236:340. 

9207100201 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.No data from surveillance program have exceeded mean-plus-two std 
deviation bound predicted by Reg Guide 1.99,Rev 2. 

STARKEY, R.B. Carolina Power & Light Co. 92/07/06. Document Control Branch 
(Document Control Desk). 4pp. 62334:264-62334:267. 

9207160260 Summary of 920529 meeting w/util re status of & progress on open licens- 
ing actions & other upcoming activities for plants.List of attendees end. 

LE,N.B., MOZAFARLB.L. Project Directorate 11-1. 92/07/08. Project Directorate 11-1. 
38pp. 62396:277-62396:314. 

9207140279 Discusses amend request on limiting condition for operation action require- 
ments for plant. 

LE,N.B. Project Directorate 11-1 . 92/07/09. WATSON.R.A. Carolina Power & Light Co. 
3pp. 62378:235-62378:237. 

9207150316 Submits supplemental info to 920310 application for amend to License 
NPF-63,revi8lng TS re RWST & safety injection accumulator boron concentrations & 
spray additive tank & boric acid tank levels, per NRC request. 

STARKEY, R.B. Carolina Power & Light Co. 92/07/10. Document Control Branch 
(Document Control Desk). 5pp. 62398:358-62398:362. 

92K>7210210 Notification of 920814 meeting w/util in Rockville.MD to discuss status of 
licensing actions. 

LE.N.B. Project Directorate 11-1. 92/07/15. ADENSAM.E.G. Project Directorate 11-1. 
3pp. 62438:260-62438:262. 

9207230251 Forwards correction ltr for 920630 ltr re generic ltr 91-06, generic issue A- 
30, “Adequacy of Safety-Related DC Power Supplies.” 

LE,N.B. Project Directorate 11-1. 92/07/17. WA^ON.R.A. Carolina Power & Ught Co. 
2pp. 62459:006-62459:009. 

-9207230264 Submits corrected 920630 ltr re generic ltr 91 -06, generic issue A-30. 
“Adequacy of Safety-Related DC Power Supplies." 

LE.N.B. Project Directorate 11-1. 92/06/30. WATSON,R.A. Carolina Power & Ught Co. 
2pp. 62459:008-62459:009. 

9207290101 Application for amend to License NPF-63,con8i8tlng of line-item Improve- 
ment to TS per guidance contained In Generic Ltr 89-01 re radiological effluent TS & 
incoporating programmatic controls for solid radwastes. 

STARKEY,R.B. Carolina Power & Light Co. 92/07/21. Document Control Branch 
(Document Control Desk). 13pp. 62611:001-62611:230. 

-9207290107 Proposed radiological effluent TS,per Generic Ltr 89-01, deleting Section 
1.34 re solidification & Table 3.3.12 re radioactive liquid effluent monitoring instrumen- 
tation. 

* Carolina Power & Ught Co. 92/07/21 . 350pp. 6261 1 :01 4-6261 1 :230. 

9207280051 Confirms that $149,591 electronically transferred to US Dept of 
Treasury, NRC on 920717 for payment of NRC Part 50 application fees for period 
9 1 0630-1 228 per 1 0CFR1 70 

MCCARTHY,d!c. Carolina Power & Ught Co. 92/07/22. Division of Accounting & Fi- 
nance (Post 890205). 1p. 62568:356-62568:356. 

9207290388 Notification of 920729 meeting w/util in Rockville,MD to discuss CP&L in- 
tergrated schedule program. 

LO.R.H. Project Directorate II-1. 92/07/24. MURLEY.T. NRC - No Detailed Affiliation 
Given. 3pp. 62555:358-62555:361. 


Q. Inspection reports, IE Bulletins & correspondence 

9207020115 Ack receipt of 910624 ltr informing NRC of steps taken to correct violations 
noted in insp rept 50-400/91 -09.Response meets requirements of 10CFR2.201. 
VERRELLLD.M. Region 2 (Post 820201). 91/07/10. EURY,LW. Carolina Power & 
Ught Co. 2pp. 62221:360-62221:361. 

9207270035 Forwards insp rept 50-400/92-10 on 920523-061 9.No violations noted. 
VERRELLLD.M. Region 2 (Post 820201). 92/06/24. WATSON, R.A. Carolina Power & 
Ught Co. 2pp. 62475:109-62475:119. 

-9207270041 Insp rept 50-400/92-10 on 920523-061 9.No violations noted. Major areas 
inspected:plant operations,radiological control, securitjr.fire protection,survelllance 
observation,maint observation,de3ign changes & modifications. 

TEDROW,J., SHANNON,M., CHRISTENSEN,H. Region 2 (Post 820201). 92/06/24. 
9pp. 62475:1 1 1-62475:1 1 9. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207140078 Forwards insp rept 50-400/92-11 on stated date.No violations or deviations 
noted. 

PEEBLES,T.A. Region 2 (Post 820201). 92/06/30. WATSON,R.A. Carolina Power & 
Light Co. 2pp. 62299:241-62299:253. 

-9207140088 Insp rept 50-400/92-11 on stated date.No violations noted. Major areas 
inspected:engineering & technical support for operations, maint,outages,testing & sur- 

V0illClDC0S 

MELLEN,L., SHACKELFORD. J., KING.L. Region 2 (Post 820201). 92/06/30. 11pp. 
62299:243-62299:253. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140121 Forwards insp rept 50-400/92-09 on 920601 -OS.Violation noted but not 
subj to enforcement actions due to licensee efforts in identifying & correcting violation. 
CLINE, W.E. Region 2 (Post 820201). 92/07/02. WATSON,R.A. Carolina Power & 
Light Co. 4pp. 62311:306-62311:332. 

-9207140125 Insp rept 50-400/92-09 on 920601 -OS.Violation noted but not subj to en- 
forcement action.Major areas inspected:health physics activities program organization 
& staffing, self-assessment programs & internal & external exposure. 

BOLAND,A.T., PARKER,B.A., POTTER, J.P. Region 2 (Post 820201). 92/06/30. 23pp. 
62311:310-62311:332. 

9207020233 NRC Info Notice 92-051, “Misapplication & inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207300075 Forwards insp rept 50-400/92-14 on 920706-1 0.Violations identified will not 
bo subj to enforcement action due to licensee efforts in identifying & correcting viola- 
tion. 

COLLINS,D.M. Region 2 (Post 820201). 92/07/23. WATSON,R.A. Carolina Power & 
Light Co. 3pp. 62528:090-62528:093. 

-9207300081 Partially withheld insp rept 50-400/92-14 on 920706-10 (ref 
1C)CFR73.2l).No violations noted.Major areas inspected: physical security program for 
reactors 

STANSBERRY, W., MCGUIRE,D.R. Region 2 (Post 820201). 92/07/24. Ip. 62528:093- 
62528:093. 


R. Periodic operating reports & related correspondence 

9207130090 Monthly operating rept for May 1992 for Harris Unit 1.W/ 920615 ltr. 
CRENSHAW,A., VAUGHN.G.B Carolina Power & Light Co. 92/05/31. 5pp. 

62366:236-62366:240. 

9207170128 Monthly operating rept for June 1992 for Harris Nuclear Power Plant Unit 
1.W/920715 ltr, 

CRENSHAW,A., VAUGHN,G.E. Carolina Power & Light Co. 92/06/30. 5pp. 

62440:218-62440:222. 

9207300175 “Annual Rept of ECGS Evaluation Model Changes," covering June 1991 to 
May 1992.Marginal utilization tables,indicating effects of permanent assessment of 
peak clad temp margin of large & small break LOCA end. 

MCCARTHY,D.C. Carolina Power & Light Co. 92/07/23. Document Control Branch 
(Document Control Desk), 5pp. 62638:256-62638:260. 


S. Reportable occurrences, LERs & related correspondence 

9207080018 Amend 1 to Part 21 R^t 158 re gear-wear induced failures in engine- 
driven jacket water pump in DSRV-16-4 standby DG sys. Initially reported on 
911029.Qrahd Gulf station obsenred wear characteristics in as little as 500 operating 
hours. 

GUNTRUM^B.C. Cooper Industries, Inc. 92/06/26. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 4pp. 62305:344-62305:347. 

9207230085 LER 92-006-00:on 92061 9,determined that since 1987 until May 1992 
excess flow check valves was mispositioned.Caused by personnel error. Valves prop- 
erly aligned w/intemal manual bypass shut & procedures revised.W/920720 ltr. 
HAMBY,M.R., HINNANT,C.S. Carolina Power & Light Co. 92/07/20. 7pp. 62481:224- 
62481:230. 
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DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


Q. inspection reports, IE Bulletins & correspondence 

9207230105 Fonwards requalification exam rept 50-407/OL-92-01 administered during 
wk of 920629. 

GALLO.R-M. Operator Licensing Branch. 92/07/17. GEHMLICH.D.K. Utah, Univ. of. 
Salt Uke City. UT. 2pp. 62459:151-62459:170. 

-9207230107 Requalification exam rept 50-407/OL-92-01 on 920630-0702. Audit 
resuits:two SROs passed all portions of exam. 

CALDWELL, J.L Operator Ucensing Branch. 92/07/17. 17pp. 62459:153-62459:170. 

9207240036 Forwards Initial exam rept 50-407/OL-92-02 on stated date. 

GALLO.R.M. Operator Ucensing Branch. 92/07/22. GEHMLICH.D.K. Utah. Univ. of, 
Salt Uke City. UT. 2pp. 62479:135-62479:187. 

-9207240043 Exam rept 60-407/OL-92-02 on stated date.Exam results.all candidates 
passed first test (disregarded) .four passed second exam & one candidate 
withdrew.constituting failure. 

CALDWELUJ.L, DOYLE, P.W. Operator Licensing Branch. 92/07/22. 49pp. 
62479:137-62479:187. 


V. Operator Examinations 

9207230105 Forwards requalification exam rept 50-407/OL-92-01 administered during 
wk of 920629 

GALLO.R.M. Operator Ucensing Branch. 92/07/17. GEHMLICH.D.K. Utah, Univ. of. 
Salt Lake City. UT. 2pp. 62459:151-62459:170. 

-9207230107 Requalification exam rept 50-407/OL-92-01 on 920630-0702. Audit 
resultktwo SROs passed all portions of exam. 

CALDWELUJ.L Operator Ucensing Branch. 92/07/17. 17pp. 62459:153-62459:170. 

9207240036 Forwards initial exam rept 50-407/OL'92-02 on stated date. 

GALLO, R.M. Operator Licensing Branch. 92/07/22. GEHMLICH.D.K. Utah, Un'iv. of, 
Salt Uke City. UT. 2pp. 62479:135-62479:187. 

-9207240043 Exam rept 50-407/OL-92-02 on stated date.Exam results:all candidates 
passed first test (disregarded),four passed second exam & one candidate 
withdrew.constituting failure. 

CALDWELUJ.L, DOYLE, P.W. Operator Ucensing Branch. 92/07/22. 49pp. 
62479:137-62479:187. 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


9207210147 Notification of significant licensee meeting 92-111 w/util on 920708 to dis- 
cuss physical security plan changes during const work. 

NICHOLSON.UE. Region 1 (Post 820201). 92/06/30. Region 1 (Post 820201). 3dd 
62421:098-62421:100. 

9207300263 Rev 9 to Site Emergency Procedure S-EAP-3, “Emergency Personnel 
Action Procedures.” W/920717 Itr. 

F1RLIT,J.F.. DAHLBERG.K.S., MCCORMICK.M.J. Niagara Mohawk Power Corp. 92/ 
07/17. 1 91 pp. 62592:065-62692:255. 

9207300179 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys." Thermo-Lag 330 not installed at cable trays at either facility.Sub] fire bam'er sys 
installed in listed conduits in missile barrier end in DG Room 103. 

TERRY,C.D. Niagara Mohawk Power Corp. 92/07/24. Document Control Branch 
(Document Control Desk). 3pp. 62593:017-62593:019. 


H. General correspondence 

9207200302 Responds to 920617 Itr to D Rathbun, requesting info for constituent, F 
Adelsperger,on requirements for small businesses supplying technical svcs to nuclear 
power facilities. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/07/02. WALSH JT 
House of Rep. 6pp. 62421 :238-62421 :252. 

-9207200306 Forwards 920420 constituent Itr raising addi questions on requirements 
for small businesses supplying technical svcs to plants. 

WALSH, J.T. House of Rep. 92/06/17. RATHBUN, D. Office of Congressional Affairs 
(Post 91111 7). 5pp. 62421 :244-62421 :248. 

-9207200311 Requests,on behalf of constituent, F Adelsperger of Adelsperger 
Associates, info on policies affecting small businesses. 

WALSH, J.T. House of Rep. 92/05/07. RATHBUN, D. Office of Congressional Affairs 
(Post 91111 7). 3pp. 62421 :249-62421 :251 . 


J. Insurance A indemnity information 

9207080124 Forwards Amend 18 to Indemnity Agreement B-36. 

WlLS0N,G.D. Niagara Mohawk Power Corp. 92/06/30. DINITZ.I. Document Control 
Branch (Document Control Desk). 4pp. 62276:351-62276:354. 

9207280086 Corrects apparent clerical error in either Amend 12 or Amend 18 to Indem- 
nity Agreement B-36.Amend 1 2 did not comport w/ form of indemnity agreement per 
10CFR1 40.92, App B prior to 1989 amends to regulation. 

WILSON, G.D. Niagara Mohawk Power Corp. 92/07/23. Document Control Branch 
(Document Control Desk). 2pp. 62567:037-62567:038. 


I. Financial information 


9207240254 “Dairyland Power Cooperative 1991 Annual Rept." 

BERG.B., WILLlNK,W. Dairyland Power Cooperative. 91/12/31. 36pp. 62555:290- 
62555:325. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Ctoerational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plane 

9207020295 Forwards "Evacuation Travel Time Estimates for JA FitzPatrick/Nine Mile 
Point Emergency Planning Zone." 

SALMON,H.P., FIRLIT,J.F. Power Authority of the State of New York (New York 
Power Authority). 92/06/17. Document Control Branch (Document Control Desk). 2pp. 
62242:001-62242:162. 

-9207020297 "Evacuation Travel Time Estimates for JA Fitzpatrick/ Nine Mile Point 
Emergency Planning Zone.” 

* Parsons, Brinckerhoff, Quada & Douglas, Inc. 92/02/29. 200pp. 62242:002- 
62242:162. 

9207010099 Forwards insp repts 50-220/92-12 & 50-410/92-14 on stated date.No viola- 
tions noted. 

COWGILUC.J. Region 1 (Poat 820201). 92/06/19. SYLVIA.B.R. Niagara Mohawk 
Power Coip. 3pp. 62143:267-62143:295. 

-9207010090 Insp repts 50-220/92-12 & 50-410/92-14 on stated date.No violations 
noted.Maior areas inspected:plant operations. radiological 
controls, maint,surveillance.emergency planning, security & safety assessment/qualiity 
veritication. 

NICHOLSON, LE. Region 1 (Post 820201). 92/06/19. 2epp. 62143:270-62143:295. 


P. Operating license stage documents A correspondence 

9207080120 Final response to FOIA request for documents.App A documents end & 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/11. REDDA.T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 


-9207090291 Summary of 880628-29 NRC senior mgt meeting.Coples of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also end, 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH Commis- 
sioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207090086 Summarizes discussions at 881206-07 senior mgt meeting & forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH Commis- 
sioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting & Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Details withheld. 

STELLO.V. Ofc of the Executive Director for Operations. 89/05/24. ZECH Commis- 
sioners (Post 750119). 72pp. 62324:111-62324:143. 

-9207090146 Provides Commission w/summary of discussions held at 900612- 13 NRC 
senior mot meeting A Itrs to be sent to licensees of plants that will be discussed at 
900627 Commission meeting. Portions of discussion summary partially virithheld, 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/06/21. CARR, ROB- 
ERTS, ROGERS Commissioners (Post 750119). 34pp. 62324:183-62324:217. 

“9207090237 Provides Commission w/summary of discussions held at 910108- 09 NRC 
senior mgH meeting A Itrs to be sent to licensees of plants that will be discussed at 
910124 Commission meeting. Details withheld. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/01/17. CARR. 
ROGERS, CURTISS Commissioners (Post 750119). 36pp. 62324:218-62324:253. 

-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting A Itrs to be sent to licensees of plants on problem plant Hat that will be dis- 
cussed at 910620 Commission meeting.Detaiis withheld. 

Executive Director for Operations. 91/06/14, CARR. 
ROGERS, CURTISS Commissioners (Post 750119). 42pp. 62324:254-62324:297. 

9207020323 Advises that licensee response to Generic Ltr 88-20, SuppI 4 re IPEEE sub- 
mittal schedule A selected methods acceptable. 

WRA.R.A KrMorats 1-1. 92/06/29. SYLVIA.B.R. Niagara Mohawk Power 

Corp. 4pp. 62194:056-62194:059. 


9207100044 forw^ds response to Rev 1 to Generic Ltr 92-01, “Reactor Vessel Struc- 
tural kitMrIty." End rept documents compliance W/10CFR50 A guidance provided In 

R0Q QuiuO 1 R6V Zm 
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(Document Control Desk). 2pp. 62366:132-62366:158. 


fa a jl? NRC Generic Ltr 92-01 for Nine Mile Point Unit 2." 

51^N^NAN,M.FL, SOONG.Y. Niagara Mohawk Power Corp. MPM-GL-692714. 92/06/ 
12. 25pp. 62366:134-62366:158. 
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9207220001 Advises that Generic Ltr 89-13 required svc water sys tests or activities 
implemented & continuing programs established as indicated in util 901210 ltr. 

TERRY, C.D. Niagara Mohawk Power Corp. 92/07/17. Document Control Branch 
(Document Control Desk). Ip. 62476:318-62476:318. 

9207290267 Advises that util presently undertaking actions to streamline & simplify 
process & procedures which implement work control monitoring program, as followup 
to 920311 & 0622 Itrs. 

SYLVIA,B.R. Niagara Mohawk Power Corp. 92/07/23. Document Control Branch 
(Document Control Desk). Ip. 62590:349-62590:349. 


Q. Inspection reports, IE Bulletins St correspondence 

9207010068 Fonvards insp repts 50-220/92-12 & 50-410/92-14 on stated date.No viola- 
tions noted. 

COWGILL,C.J. Region 1 (Post 820201). 92/06/19. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 62143:267-62143:295. 

-9207010090 Insp repts 50-220/92-12 & 50-410/92-14 on stated date.No violations 
noted.Major areas inspected:plant operations, radiological 
controls.maint,surveillance, emergency planning, security & safety assessment/qualilty 
verification. 

NICHOLSON,LE. Region 1 (Post 820201). 92/06/19. 26pp. 62143:270-62143:295. 

9207080064 Forwards insp repts 50-220/92-17 & 50-410/92-19 on 920615- 19.Radio- 
logical controls in use at unit 1 during maint outage determined to be very 
C)od. Violation noted. 

OYNER,J.H. Region 1 (Post 820201). 92/06/25. SYLVIA,B.R. Niagara Mohawk 
Power Corp. 3pp. 62218:343-62218:352. 

-9207080067 Notice of violation from insp on 92061 5-1 9.Violation noted: workers per- 
formed wire brushing in reactor cavity at direction of contractor supervisor w/o first 
informing radiation protection. 

* Region 1 (Post 820201). 92/06/25. Ip. 62218:346-62218:346. 

-9207080075 Insp repts 50-220/92-17 & 50-410/92-19 on 920615-19. Violations 
noted.Major areas in8pected:licensee radiological protection programs during outage 
& normal operations including mgt organization, ALARA & radiological controls. 
FURIA,J., PASCIAK.W. Region 1 (Post 820201). 92/06/22. 6pp. 62218:347- 
62218:352. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp, 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp, 62480:01 1-62480:017. 

9207170043 Forwards insp rept 50-410/92-15 on 920512-14 & 26-29.lnsp led to major 
EDG engine overhauls to replace distressed pistons & cylinder liners. 

ANDERSON,C. Region 1 (Post 820201). 92/07/02. ENDRIES.J. Niagara Mohawk 
Power Corp. 3pp. 62387:177-62387:189. 

-9207170074 Insp rept 50-410/92-15 on. 920512-14 & 26-29.Major areas 

inspected:re8ponse to insp findings re engine cylinder liner & piston distress in Cooper 
KSV-16 EDG. 

WCX)DARD,C.H., RULAND,W. Region 1 (Post 820201). 92/07/01. 3pp. 62387:180- 
62387:189. 

9207140142 Forwards Exam Rept 50-410/92-06(01) administered during wks of 920511 
& 18. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/07. SYLVIA,B.R. Niagara 
Mohawk Power Corp. 3pp. 62394:007-62394:293. 

-9207140267 Exam rept 50-410/92-06(01) on 92051 1-21 .Exam result8:reactor operator 
passed requalification retake exam & twelve of fourteen candidates passed all por- 
tions of initial exam. 

WILLI AMS, J.H.. CONTE,R.J. Region 1 (Post 820201). 92/07/07. 148pp. 62394:010- 
62394:293. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207280141 Forwards insp rept 50-220/92-82 & 50-410/92-82 on 920622-26 & notice 
of violations. 

HODGES,M.W. Region 1 (Post 820201). 92/07/20. SYLVIA.B.R. Niagara Mohawk 
Power Corp. 3pp. 62489:056-62489:082. 

-9207280155 Insp repts 50-220/92-82 & 50-410/92-82 on 920622-26. Violations 
noted.lnsp 8ummary:final scope of valves to be included in program not completed at 
time of insp. 

TRAPP, J.M., ANDERSON,C.J. Region 1 (Post 820201), 92/07/21. 23pp. 62489:060- 
62489:082. 

9207300179 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Rre Barrier 
Sys." Thermo-Lag 330 not installed at cable trays at either facility.Subj fire barrier sys 
installed in listed conduits in missile barrier enci in DQ Room 103. 

TERRY,C.D. Niagara Mohawk Power Corp. 92/07/24. Document Control Branch 
(Document Control Desk). 3pp. 62593:017-62593:019. 


R. Perlodle operating reports ft related oorreapondence 

9207270189 Monthly operating rmt for June 1992 for NMPNS unit 2. W/920715 ltr. 
SAUNDERSON,R., MCCORMICK,M.J. Niagara Mohawk Power Corp. 92/06/30. 5pp. 
62584:276-62584:280. 


S. Reportable occurrences, LERs & related correspondence 


9207020163 Special rept:on 920606, Reactor Bldg Ventilation declared inoperable due to 
loose connections & loose terminal board. Work request issued. 

MCCORMICK, M.J. Niagara Mohawk Power Corp. 92/06/23. Document Control 
Branch (Document Control Desk). 2pp, 62235:360-62235:361. 

9207080198 LER 92-01 3-00:on 920527, determined that two SRVs lifted in automatic de- 
pressurization mode.Caused by personnel error. Operators will verify correct sys 
response,personnel counseled & nitrogen lines corrected.W/920626 ltr. 

COATES, K., MCCORMICK,M.J. Niagara Mohawk Power Corp. 92/06/26. 7pp. 
62293:087-62293:093. 

9207140171 LER 92-014-00:on 920607, reactor scram signal plus numerous ESF actu- 
ations occurred due to tripping of Div I electrical protection assemblies.Cause of ESF 
actuations identified & plant status verified normal.W/920707 ltr. 

CONWAY,J.T., SYLVIA,B.R. Niagara Mohawk Power Corp. 92/07/07. 7pp. 62437:210- 
62437:216. 

9207200237 Special rept:on 920608, Div II standby EDG mechanical governor had initial 
slow response time of 63.342 hertz. Caused by governor out of fine tuned adjustment 
due to maint.Governor replaced w/newer style w/quicker response, 

MCCORMICK, M.J. Niagara Mohawk Power Corp. 92/07/07. Document Control 
Branch (Document Control Desk). 2pp. 62451:309-62451:310. 

9207280(^5 PNO-l-92-044:on 920721 ,eight operators at unit 1 & three non-iicensed op- 
erators at unit 2 falsified operator rounds records-Operators suspended from site 
access w/pay.lssue generated media interest & region I responded to inquiries. 
SCHMIDT, W., NICHOLSON, L. Region 1 (Post 820201). 92/07/21. 2p p. 62488:111- 
62488:112. 


V. Operator Examinations 


9207140142 Forwards Exam Rept 50-41 0/92-06(OL) administered during wks of 920511 
& 18. 

BETTENHAUSEN,L. Region 1 (Post 820201). 92/07/07, SYLVIA.B.R. Niagara 
Mohawk Power Corp. 3pp. 62394:007-62394:293. 

-9207140267 Exam rept 50-41 0/92-06(OL) on 92051 1-21. Exam results:reactor operator 
passed requalification retake exam & twelve of fourteen candidates passed all por- 
tions of initial exam. 

WILLIAMS.J.H., CONTE.R.J. Region 1 (Post 820201). 92/07/07. 148pp. 62394:010- 
62394:293. 

9207170160 Forwards exam forms A ft B, answer key for A ft B exams, summary ft can- 
didates Individual answer sheet from 920610 generic fundamentals exam 
section.Results should be forwarded to applicants.W/o end. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/08. BURNS.T.W. Duquesne Light 
Co. 2pp. 62431:360-62431:361. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F. Security, medical, emergency ft fire protection plane 


9207080036 Forwards emergency preparedness insp repts 50-334/92-14 ft 50-412/92- 
13 on 920609-1 0.No safety Inadequacies or violations noted. 

JOYNER. J.H. Region 1 (Post 820201). 92/06/24. SIEBER.J.D. Duquesne Ught Co. 
4pp. 62218:287-62218:301. 

-9207080044 Emergency preparedness insp repts 50-334/92-14 ft 50-412/92-13 on 
920609-1 0.No violations noted.Major areas insp:annual full-participation exercise. 
ECKERT, L. Region 1 (Post 820201). 92/06/24. 11pp. 62218:291-62218:301. 

9207060301 Forwards Rev 15 to physical security pian.Rev withheld (ref 10CFR2.790(d) 
ft 73.21). 

SIEBER,J.D. Duquesne Light Co. 92/06/30. Document Control Branch (Document 
Control Desk). 2pp. 62451:326-62451:327. 

9207100074 Advises that util 911213 request for authorization to use BloPak 240P res- 
pirator to provide respiratory protection during fire fighting activities within containment 
bldgs at plant,acceptable. 

CALVO.Xa. Division of Reactor Projects - I/ll (Post 870411). 92/07/06. SIEBER.J.D. 
Duquesne Light Co. 4pp. 62284:282-62284:289. 

-9207100087 Environ assessment ft finding of no significant impact re authorization to 
use BioPak 240P respirator for respiratory protection during fire fighting activities at 
plantEIS would not be prepared for proposed action. 

CALV0,J.A. Division of Reactor Projects - I/ll (Post 870411). 92/06/25. 4pp. 
62284:286-62284:289. 

9207160285 Responds to 920630 ltr forwarding Rev 15 to physical security pian.Rev 
consistent w/provisions of 10CFR50.54(p) ft acceptable for inclusion into plan. 
JOYNER, J.H. Region 1 (Post 820201). 92/07/09. SIEBER,J.D. Duquesne Light Co. 
3pp. 62413:327-62413:329. 

9207220299 Forwards Resident Insp Repts 50-334/92-15 ft 50-412/92-14 on 920526- 
0701 .Two licensee-identified violations noted but not cited. Violations involve failure to 
maintain locked high radiation area barrier door ft to perform post-maint testing. 
BL0UGH,A.R. Region 1 (Post 820201). 92/07/16. SIEBER.J.D. Duquesne Ught Co. 
3pp. 62474:204-62474:221, 

-9207220301 Safety Insp Repts 50-334/92-15 ft 50-412/92-14 on 920526-0701 .Viola- 
tions noted but not cited. Major areas in8pected:plant operations.radiological 
controls, emergency preparedness, security ft engineering ft technical support. 
R0GGE,J. Region 1 (Post 820201). 92/07/15. 15pp. 62474:207-62474:221. 

9207280093 Notification of significant licensee meeting 92-122 w/util on 920814 to dis- 
cuss fire protection capabilities ft technical support center habitability. 

ROGGE.J. Region 1 (Post 820201). 92/07/23. Region 1 (Post 820201). 3pp. 
62488:216-62488:218. 
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H. General correspondence 

9207210245 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 

ilEB’ER.J.a Duquesne Light Co. 92/07/10. Docketing & Services Branch. 2pp. 
62421:228-62421:229. 


9207140322 Monthly operating repts for June 1992 for Beaver Valley Power Station 
Units 1 & 2.W/920710 Itr. 

JONES.D.T., SIEBER,J.D. Duquesne Light Co. 92/06/30. 9pp. 62385:152-62385:160 


S. Reportable occurrences, LERs & related correspondence 


p. Operating license stage documents & correspondence 


9207080173 Advises that licensee selected IPEEE methods as described in 911220 re- 
sponse to generic Itr 88-20.acceptable. 

DEAGAZIOA Project Directorate 1-4. 92/06/30. SIEBER.J.D. Duquesne Light Co. 
3pp. 62260:001-62260:003. 

9207150345 Responds to GL 92-01 re NRC verification of compliance w/licensing basis 
concerning reactor vessel fracture toughness & matl surveillance for RCPB. 
SIEBER,j!d. Duquesne Light Co. 92/07/08. Document Control Branch (Document 
Control Desk). 42pp. 62405:317-62405:368. 


9207240227 Forwards RAI re Generic Ltr 88-20, "Beaver Valley Power Station Unit 2 
PRAJPE, Summary Rept." ^ 

DE AGA210AW. Project Directorate I-4. 92/07/15. SIEBER.J.D. Duquesne Light Co. 
10pp. 62479:124-62479:133. 

9207240250 Forwards 10CFR50.46 rept of changes or errors in ECCS evaluation 
models. ^ 

SIEBER.J.D Duquesne Light Co. 92/07/20. Document Control Branch (Document 
Control Desk). 26pp. 62515:333-62515:358. 

9207280093 Notification of significant licensee meeting 92-122 w/util on 920814 to dis- 
cuss fire protection capabilities & technical support center habitability. 

ROGGE, J. Region 1 (Post 820201). 92/07/23. Region 1 (Post 820201). 3pp. 
62488:216-62488:218. 


Q. Inspection reports, IE Bulletins & correspondence 


9207090173 LER 92-009-00:on 920605,auxiliary feedwater pump started, causing auto- 
matic isolation of SG blowdown & trip of main feedwater pump B.Caused by faulty 
latch mechanism in MG-6 relay.Latch mechanism adjustGd.W/920706 Itr. 
NOONAN.T.P. Duquesne Light Co. 92/07/06. 6pp. 62437:024-62437:029. 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 
F. Security, medical, emergency & fire protection plans 


9207170143 Forwards Public version of Rev 30 to plant Directive 3.8.4. W/920714 re- 
lease memo. 

TUCKMAN.M.S. Duke Power Co. 92/06/21. Document Control Branch (Document 
Control Desk). 4pp. 62413:205-62413:249. 


-9207170152 Public version of Rev 30 to plant Directive 3.8.4, “Onsite Emergency Or- 

noniTatirtn " 


Duke Power Co. 92/06/21. 50pp. 62413:208-62413:249. 


9207100358 Rev 92-2 & Vols 1 & 2 to emergency plan.W/920630 Itr. 
TUCKMAN.M.S. Duke Power Co. 92/06/30. 1.000pp. 62390:001-62392:342. 


9207220121 Forwards SALP Rept 50-413/92-10 & 50-414/92-10 for Feb 1991 - May 
1992. 

EBNETER.S.D. Region 2 (Post 820201). 92/07/01. TUCKMAN.M.S. Duke Power Co. 
4pp. 62432:309-62432:339. 


9207080038 Forwards emergency preparedness insp repts 50-334/92-14 & 50-412/92- 
13 on 920609-1 0.No safety inadequacies or violations noted. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/24. SIEBER.J.D. Duquesne Light Co. 
4pp. 62218:287-62218:301. 

-920708(J044 Emergency preparedness insp repts 50-334/92-14 & 50-412/92-13 on 
920609-1 0.No violations noted.Major areas insp:annual, full-participation exercise. 
ECKERT.L. MCCCABE.E. Region 1 (Post 820201). 92/06/24. 11pp. 62218:291- 
62218:301. 


-9207220126 Initial SALP repts 50-413/92-10 & 50-414/92-10 for period Feb 1991 - 
May 1992. 

* Region 2 (Post 820201). 92/07/01. 27pp. 62432:313-62432:339. 

9207140305 Forwards Rev 31 to physical security plan, including description of protec- 
tion afforded alarm sensors & transmission lines & synopsis of details of specific text 
changes.Rev withheld (ref 10CFR73.21). 

TUCKMAN.M.S. Duke Power Co. 92/07/10. Document Control Branch (Document 
Control Desk). 2pp. 62385:352-62386:353. 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021, 


9207240034 Rev 14 to Emergency Plan Implementing Procedure OP/0/ A/6200/21, 
"Operating Procedure for the Post Accident Liquid Sampling System II -i-," incorporat- 
ing Change 5.W/ 920717 Itr. 

TUCKMAN.M.S. Duke Power Co. 92/07/17. 85pp. 62482:005-62482:089. 


9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidate Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Cionsolidate Edison Co. of New York, Inc. 6pp. 62480:001 -62480:006. 

9207220305 Fonwards State of PA Low Level Radwaste Shipment Insp Rept 50-412/ 
PA-92-01 /NRC-92-1 6 on 920504.No violations or deviations noted. 

JOYNER.J.H. Region 1 (Post 820201). 92/07/10. SIEBER,J.D. Duquesne Light Co. 
3pp. 62474:192-62474:203. 

-9207220306 Forwards State of PA Low Level Radwaste Shipment Insp Rept 50-412/ 
PA-92-01 on 920504.No violations or deviations noted. Major areas 
in8p^ed:radwa8te shipment to burial site including, shipping documentation & pack- 
age insp. 

CORNSIFE.W.P. Pennsylvania, Commonwealth of. 92/05/11. COOPER.R.W. Region 
1 (Post 820201). 9pp. 62474:195-62474:203. 

9207220299 Forwards Resident Insp Repts 50-334/92-15 & 50^^12/92-14 on 920526- 
0701 .Two licensee-identified violations noted but not cited.Violations involve failure to 
maintain locked high radiation area barrier door & to perform post-maint testing. 
BLOUGH,A.R. Region 1 (Post 820201). 92/07/16. SIEBER.J.D. Duquesne Ught Co. 
3pp. 62474:204-62474:221. 

-9207220301 Safety Insp Repts 50-334/92-15 & 50-412/92-14 on 920526-0701 .Viola- 
tions noted but not cited.Major areas tnspected:plant operations.radiologicat 
controls.emergency preparedness, security & engineering & technical support 
ROGGE, J. Region 1 (Post 820201). 92/07/16. f5pp. 62474:207-62474:221. 

9207230193 Responds to NRC 920617 Itr transmitting notice of violation from Insp Rept 
50-412/92-07 & forwards payment of civil penalty in amount of $75,OOO.CofTective 
action8:relays replaced & rewired per qualified configuration.Fee paid. 

SIEBER.J.D. Duquesne Ught Co. 92/07/16. Ofc of Enforcement (Post 870413). 8pp. 
62479:331-62479:338. 


9207280010 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Tr^s & Small Conduits Free from Fire 
Damage." Neither Oconee nor Catawba uses Thermo-Lag matl.Bullotin Inapplicable to 
units. 

TUCKER.H.B. Duke Power Co. 92/07/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 62562:110-62562:111. 


H. General correspondence 


9207180093 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft guide 1.9, task DG-1 021 .Opposes rule. 

TUCKER.H.B. Duke Power Co. 92/07/06. Docketing & Services Branch. 4pp. 
62375:112-62375:115. 


I. Financial information 


9207080259 Forwards "Piedmont Municipal Power Agency," "NC Carolina Electric 
Membership Corp," including Saluda River Electric Cooperative, Inc financial state- 
ments, & “NC Municipal Power Agency Number 1." 

TUCKER.H.B. Duke Power Co. 92/06/30. Document Control Branch (Document Con- 
trol Desk), ip. 62293:155-62293:274. 

—9207080263 “Piedmont Municipal Power Agency.Annual 1991 Rept." 

* Piedmont Municipal Power Agency. 91/12/31. 27pp. 62293:156-62293:183. 

-9207080268 “NC Electric Membership Corp, 1991 Annual Rept," including Saluda 
River Electric Cooperative,lnc financial statements. 

CLAYBORNE.H.E.. BROWN, E.W., JOHNSON, R.H. North Carolina Electric Member- 
ship Corp. 91/12/31. 34pp. 62293:184-62293:239. 

-9207060272 “NC Municipal Power Agency Number 1,1991 Annual Rept." 

CLAY.G.W., BOBO,J.T. North CaroRna Municipal Power Agencies. 91/12/31, 34pp, 
62293:240-62293:274. 


P. Operating llcanaa ataga documents & correspondence 


6207280099 Forwards supplement to 920612 response to Electrical Distribution Sys 
Functional Insp Repts 50-334/91-80 & 50-41 2/91 -eo.Coirective action8:degraded grid 
relay setpoints will be addressed via upgrade of calculations. 

SIEBER,J.D. Duqufisne Light Co. 92/07/20. Document (Control Branch (Document 
Control Desk). 3pp. 62568:345-62568:347. 


R. Periodic operating reports & related correspondence 

920702018S “NPDES Monthly Rept for Beaver Valley Power Station for May 1992." 
NCX)NAN.T.P. Duquesne Oiaht Co. 92/05/31. 36pp. 62221:291-62221:326. 


9207020018 Summary of 920609 meeting w/util re schedule for NRC review of DPC 
topical repts planned to be submitted in next several years.Ust of attendees & DPC 
handouts enct. 

REED,T.A. Project Directorate 11-3. 92/06/25. Project Directorate 11-3. 13pp, 
62183:333-62183:345. 

9207020034 Requests FR publication of notice of Issuance of amends 98 & 92 to li- 
censes NPF-35 & NPF-52 re8pectively.Amend$ revise TS 3.6.5.5.to allow pressurizer 
end hatch between upper & lower containment vol to be open up to six h. 
MARTIN,R.E. Project Directorate 11-3. 92/06/26. NRC - No Detailed Affiliation Given. 
3pp. 62183:326-62183:328. 
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9207060277 Forwards amends 98 & 92 to licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends revise TS 3.6.5.S to allow pressurizer end hatch between 
upper & lower containment vols to be open for up to 6 h. 

MARTIN, R.E. Project Directorate 11-3. 92/06/26. TUCKMAN.M.S. Duke Power Co. 
4pp. 62242:343-62242:360. 

-9207(^281 Amends 98 & 92 to licenses NPF-35 & NPF-52, respectively, revising TS 
3.6.5.5 to allow pressurizer end hatch between upper & lower containment vols to be 
open for up to 6 h. 

MATTHEWS,D.B. Project Directorate II-3. 92/06/26. 7pp. 62242:347-62242:353. 

-9207060284 Safety evaluation supporting amends 98 & 92 to licenses NPF-35 & NPF- 
52,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/26. 7pp. 
62242:354-62242:360. 

9207140190 Forwards request for clarification of util changes for Topical Rept (Duke-1 - 
A), “QA Program”. 

JUUAN,C.A. Region 2 (Post 820201). 92/06/30. TUCKER,H.B. Duke Power Co. 6pp. 
62311:230-62311:235. 

9207080099 Responds to NRC GL 92-01 re compliance w/regulatory program to main- 
tain structural integrity of reactor vessels. 

TUCKER.H.B. Duke Power Co. 92/07/03. Document Control Branch (Document Con- 
trol Desk). 69pp. 62335:100-62335:169. 

9207160238 Forwards supplemental info to application for amends to Licenses NPF-35 
& NPF-62,changing TS re Cycle 7 reload.per discussions w/NRC.Info covers rod ejec- 
tion pin failure. 

TUCkMAN.M.S. Duke Power Co. 92/07/08. Document Control Branch (Document 
Control Desk). 5pp. 62423:304-62423:308. 

9207200223 Fonvards listing & projected schedule for completion & submittal of new 
topical repts requiring NRC approval by utiI.Replacement SG design selected for 
McGuire Units 1 & 2 & Catawba Unit 1. 

TUCKER,H.B. Duke Power Co. 92/07/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 62450:360-62450:361. 

9207290132 Discusses 920605 meeting re 10CFR73.71 criteria,dept directive 3.7.1 (S) & 
unresolved item 92-12-03. 

STOHR,J.P. Region 2 (Post 820201). 92/07/10. TUCKMAN.M.S. Duke Power Co. 
4pp. 62506: 1 60-62506: 1 63. 

9207220281 Forwards notice of consideration of issuance of amends to facility 
OUproposed NSHC determination & opportunity for hearing, for publication. 

MARTIN, R.E. Project Directorate 11-3. 92/07/14. TUCKMAN.M.S. Duke Power Co. 
3pp. 62443:323-62443:340. 

-9207220284 Notice of consideration of issuance of amend to licenses, proposed 
NSHC determination & opportunity for hearing re amend to revise TS for unit 1 cycle 7 
reload. 

WIENS.L.A. Project Directorate 11-3. 92/07/14. 15pp. 62443:326-62443:340. 

9207230082 Forwards four w rept for Catawba Nuclear Station Unit 1 simulator, per 
10CFR50.45 b.5.ii & b.S.vi.Rept consists of list of failed test procedures.description of 
tests completed (1988-1991) & next four yr test schedule. 

WYLIE.J.D. Duke Power Co. 92/07/14. HUNEMULLER.N.K. Office of Nuclear Reactor 
Regulation, Director (Post 870411). 10pp. 62476:29862476:307. 

9207300085 Forwards rewrite of Amend 15 to Duke Power Co Topical Rept DUKE-1-A, 
”QA Program.” Amend supercedes submittal transmitted on 920422. 

PRIORY, R.B. Duke Power Co. 92/07/20. Document Control Branch (Document Con- 
trol Desk). 4pp. 62592:25662592:315. 

-9207300252 Rewrite of Amend 15 to Duke-1 -A. “QA Program,” Section 17.0 & 
17.3,re8ponding to 920630 request for clarification. Amend 15 supersedes submittal 
transmitted on 920422. 

* Duke Power Co. 92/07/20. 55pp. 62592:260-62592:315. 


Q. Inspection reports, IE Bulletins & correspondence 

9207010283 Notification of significant licensee meeting on 920611 in Atianta,GA to con- 
duct SALP Board meeting to discuss performance of facility during 910203-920502. 
BELISLE,G.A. Region 2 (Post 820201). 92/06/03. Region 2 (Post 820201). 2pp. 
62254:08062254:001. 

9207010320 Forwards insp repts 50-413/92-15 & 50-414/92-15 on stated dates.No vio- 
lations noted. 

JULIAN, C.A. Region 2 (Post 820201). 92/06/17. TUCKMAN,M,S. Duke Power Co. 
4pp. 62202:28662202:312. 

-9207010331 Insp repts 50-413/92-15 & 50-414/92-15 on stated date.No violations 
noted.Major areas in8pected:program developed in response to Generic Ltr 89-10. 
JAPE,F.. HUNT.M., SMITH, C. Region 2 (Post 820201). 92/06/17. 18pp. 62202:290- 
62202:312. 

9207020307 Informs NRC that util will continue to maintain set of interim as-built vital to 
operation drawings, per Insp R^ts 50-413/89-13 & 50-414/89-13. 

TUCKMAN,M.S. Quke Power Co. 92/06/18. Document Control Branch (Document 
Control Desk). 3pp. 62221:35662221:356. 

9207010193 Confirms meeting arrangements w/utii to be conducted at CNS on 
92071 4.to present SALP of facility during period between 9202036502. 

REYES.L.A. Region 2 (Post 820201). 92/06/19. TUCKMAN,M.S. Duke Power Co. 
3pp. 62233:33962233:341. 

9207010228 Notification of significant licensee meeting w/utit on 920714 to discuss 
SALP assessment for Catawba Units 1 & 2 during periods from 9202036502. 
BELISLE,G.A. Region 2 (Post 820201). 92/06/19. Region 2 (Post 620201). 3pp. 
62199:35562199:357. 

9207060162 Ack receipt of 920402 ltr informing NRC of steps taken to correct violations 
noted in insp repts 50-413/92-04 & 50-414/92-04 on 920306. 

STOHR.J.P. Region 2 (Post 820201). 92/06/26. TUCKMAN.M.S. Duke Power Co. 
3pp. 62250:08262250:064. 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9207140059 Forwards insp repts 50-413/92-16 & 50-414/92-16 on 920503- 0606.Viola- 
tions noted that will not be subj of enforcement action due to licensee effort in identi- 
fying &/or correcting violations. 

HERDT,A.R. Region 2 (Post 820201). 92/06/29. TUCKMAN.M.S. Duke Power Co. 
3pp. 62299:147-62299:161. 

-9207140065 Insp repts 50-413/92-16 & 50-414/92-16 on 920503-0606.0ne noncited 
violation identified.Major areas inspected:review of plant operations.surveillance 
observations, maint observations & LERs. 

ORDERS. W.T.. HOPKINS.P.C., ZEILER.J. Region 2 (Post 820201). 92/06/26. 12pp. 
62299:150-62299:161. 

9207070296 Requests extension until 920720 to respond to deficiencies noted in Re- 
q^ualification Exam Rept 50-413/92-300 in consideration of meeting on 920713 at 
Region II ofc. 

TUCKMAN.M.S. Duke Power Co. 92/06/30. Document Control Branch (Document 
Control Desk). Ip. 62260:351-62260:352. 

9207140067 Ack receipt of 920601 response to notice of violation issued on 920504 re 
plant activities.Response meets requirements of 10CFR2.201. 

HERDT,A.R. Region 2 (Post 820201). 92/07/01. TUCKMAN.M.S. Duke Power Co. 
3pp. 62299: 1 83-62299:1 85. 

9207220121 Fonwards SALP Rept 50-413/92-10 & 60-414/92-10 for Feb 1991 - May 
1992. 

EBNETER.S.D. Region 2 (Post 820201). 92/07/01. TUCKMAN.M.S. Duke Power Co. 
4pp. 62432:309-62432:339. 

-9207220126 Initial SALP repts 50-413/92-10 & 50-414/92-10 for period Feb 1991 - 
May 1992. 

* Region 2 (Post 820201). 92/07/01. 27pp. 62432:313-62432:339. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207240223 Responds to deficiencies noted in requalification exam rept 50-413/92- 
300.Corrective actions:8tation mgt developed revis^ policy clearly delineating author- 
ity of shift mgt & stating requirements for use of procedures. 

TUCKMAN.M.S. Duke Power Co. 92/07/16. Document Control Branch (Document 
Control Desk). 7pp. 62498:354-62498:360. 

9207280010 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Tr^ & Small Conduits Free from Rre 
Damage.” Neither Oconee nor Catawba uses Thermo-Lag matl.Bulletin inapplicable to 
units. 

TUCKER.H.B. Duke Power Co. 92/07/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 62562:110-62562:111. 


R. Periodic operating reports A related correspondence 

9207210049 Forwards monthly operating repts for June 1992 for Catawba Nuclear Sta- 
tion Units 1 & 2 & monthly operating status rept for May 1992. 

MCCRAW,E.O. Duke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 2pp. 62459:320-62459:332. 

-9207210063 Monthly operating repts for June 1992 for Catawba Nuclear Station.Units 

1 & 2 . 

WILLIAMS.R.A., SIMMONS.N.C. Duke Power Co. 92/06/30. 10pp. 62459:322- 
62459:331. 

-9207210075 Revised monthly operating repts for May 1992 for Catawba Nuclear Sta- 
tion Units 1 & 2. 

* Duke Power Co. 92/05/31. Ip. 62459:332-62459:332. 


V. Operator Examinations 

9207070296 Requests extension until 920720 to respond to deficiencies noted in Re- 

S Lialiflcatlon Exam Rept 50-413/92-300 In consideration of meeting on 920713 at 
egion II ofc. 

TUCKMAN.M.S. Duke Power Co. 92/06/30. Document Control Branch (Document 
Control Desk). Ip. 62260:351-62260:352. 

9207240223 Responds to deficiencies noted in requalification exam rept 50-413/92- 
300.Corrective actions:8tation mgt developed revised policy clearly delineating author- 
ity of shift mgt & stating requirements for use of procedures. 

TUCKMAN,M.S. Duke Power Co. 92/07/16. Document Ck)ntrol Branch (Document 
Control Desk). 7pp. 62498:354-62498:360. 


DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

9207170143 Forwards Public version of Rev 30 to plant Directive 3.8.4. W/920714 re- 
lease memo. 

TUCKMAN,M.S. Duke Power Co. 92/06/21. Document Control Branch (Document 
Control Desk). 4pp. 62413:205-62413:249. 
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-9207170152 Public version of Rev 30 to plant Directive 3.8.4, "Onsite Emergency Or- 
ganization." 

^ Duke Power Co. 92706/21. 50pp. 62413:208-62413:249. 


9207100358 Rev 92-2 & Vols 1 & 2 to emergency plan.W/920630 Itr. 

TUCKMAN.M.S. Duke Power Co. 92/06/30. 1.000pp. 62390:001-62392:342. 

9207220121 Forwards SALP Rept 50-413/92-10 & 50-414/92-10 for Feb 1991 - May 
1992. 

EBNETER.S.D. Region 2 (Post 820201). 92/07/01. TUCKMAN.M.S. Duke Power Co. 
4pp. 62432:309-62432:339. 

-9207220126 Initial SALP repts 50-413/92-10 & 50-414/92-10 for period Feb 1991 - 
May 1992. 

‘ Region 2 (Post 820201). 92/07/01 . 27pp. 62432:313-62432:339. 

9207140305 Fonwards Rev 31 to physical security plan, including description of protec- 
tion afforded alarnn sensors & transmission lines & synopsis of details of specific text 
changas.Rev withheld (ref 10CFR73.21). 

TUCKMAN.M.S. Duke Power Co. 92/07/10. Document Control Branch (Document 
Control Desk). 2pp. 62385:352-62385:353. 

9207240034 Rev 14 to Emergency Plan Implementing Procedure OP/0/ A/6200/21, 
"Operating Procedure for the Post Accident Liquid Sampling System ll-f incorporat- 
ing Change 5.W/ 920717 Itr. 

TUCKMAN.M.S. Duke Power Co. 92/07/17. 86pp. 62482:005-62482:089. 

9207280010 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trws & Small Conduits Free from Rre 
Damage.” Neither Oconee nor Catawba uses Thermo-Lag matl.Bulletin inapplicable to 
units. 

TUCKER, H.B. Duke Power Co. 92/07/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 62562:110-62562:111. 


H. General correspondence 

9207160093 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9,task DG -1021 .Opposes rule. 

TUCKER.H.B. Duke Power Co. 92/07/06. Docketing & Senrices Branch. 4pp. 
62375:112-62375:115. 


I. Financial Information 

9207080259 Forwards “Piedmont Municipal Power Agency,” "NC Carolina Electoic 
Membership Corp,” including Saluda River Electric Cooperative, Inc financial state- 
ments, & "NC Municipal Power Agency Number 1 ." 

TUCKER.H.B. Duke Power Co. 92/06/30. Document Control Branch (Document Con- 
trol Desk). Ip. 62293:155-62293:274. 

-9207080263 "Piedmont Municipal Power Agency .Annual 1991 Rept.” 

• Piedmont Municipal Power Agency. 91/12/31. 27pp. 62293:156-62293:183. 

-9207080268 "NC Electric Membership Corp,1991 Annual Rept," including Saluda 
River Electric Cooperative, Inc financial statements. 

CLAYBORNE,H.E.. BR0WN.E.W.. JOHNSON, R.H. North Carolina Electric Member- 
ship Corp. 91/12/31. 34pp. 62293:184-62293:239. 

-9207080272 "NC Municipal Power Agency Number 1,1991 Annual Rept” 

CLAY.G.W., BOBO.J.T. North Carolina Municipal Power Agencies. 91/12/31. 34pp. 
62293:240-62293:274. 


P. Operating ilcenee stage documents & correspondence 

9207020018 Summary of 920609 meeting w/util re schedule for NRC review of DPC 
topical repts planned to be submitted in next several years.List of attendees & DPC 
handouts end. 

REED,T.A. Project Directorate 11-3. 92/06/25. Project Directorate 11-3. 13pp. 
62183:333-62183:345. 

9207020034 Requests FR publication of notice of issuance of amends 98 & 92 to li- 
censes NPF-35 & NPF-52 respectiv 0 ly.Amends revise TS 3.6.5.5.to allow pressurizer 
end hatch between upper & lower containment vol to be open up to six h. 
MARTIN,R.E. Project Directorate 11-3. 92/06/26. NRC - No Detailed Affiliation Given. 
3pp. 621 83:326-621 83:328. 

9207060277 Forwards amends 98 & 92 to licenses NPF-35 & NPF-52, respectively & 
safety evaluation.Amends revise TS 3.6.5.5 to allow pressurizer end hatch between 
upper & lower containment vols to be open for up to 6 h. 

MARTIN,R.E. Project Directorate 11-3. 92/06/26. TUCKMAN.M.S. Duke Power Co. 
4pp. 62242:343-62242:360. 

-9207060281 Amends 98 & 92 to licenses NPF-35 & NPF-52, respectively, revising TS 
3.6.5.5 to allow pressurizer end hatch between upper & lower containment vols to be 
open for up to 6 h. 

MATTHEWS, D.B. Project Directorate 11-3, 92/06/26. 7pp. 62242:347-62242:353. 

-9207060284 Safety evaluation supporting amends 98 & 92 to licenses NPF-35 & NPF- 
52.re^ctiv6ly. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/26. 7pp. 
62242:354-62242:360, 

9207140190 Forwards request for clarification of util changes for Topical Rept (Duke-1 - 
A). "QA Program”. 

JULIAN, C.A. Region 2 (Post 820201). 92/06/30. TUCKER.H.B. Duke Power Co. 6pp, 
62311:230-62311:235. 

9207080099 Responds to NRC GL 92-01 re compliance w/regulatory progreum to main- 
tain structural integrity of reactor vessels. 

TUCKER, H.B. Duke Power Co. 92/07/03. Document Control Branch (Document Con- 
trol Desk). 69pp. 62335:100-62335:169. 

9207160238 Forwards supplemental info to application for amends to Licenses NPF-35 
& NPF-52,changlng TS re Cycle 7 reload, per discussions w/NRC.Info covers rod ejec- 
tion pin failure. 

TUCKMAN.M.S. Duke Power Co. 92/07/08. Document Control Branch (Document 
Control Desk). 5pp. 62423:304-62423:308. 


9207200223 Forwards listing & projected schedule for completion & submittal of new 
topical repts requiring NRC approval by utiI.Replacement SG design selected to 
McGuire Units 1 & 2 & Catawba Unit 1 . 

TUCKER.H.B. Duke Power Co. 92/07/08. Document Control Branch (Document Con- 
trol Desk). 2pp. 62450:360-62450:361. 

9207290132 Discusses 920605 meeting re 10CFR73.71 criteria, dept directive 3.7.1(S) & 
unresolved item 92-12-03. 

STOHR,J.P. Region 2 (Post 820201). 92/07/10. TUCKMAN.M.S. Duke Power Co. 
4pp. 62506: 1 60-62506: 1 63. 

9207220281 Forwards notice of consideration of issuance of amends to facility 
OL, proposed NSHC determination & opportunity for hearing.for publication. 
MARTIN.R.E. Project Directorate 11-3. 92/07/14. TUCKMAN.M.S. Duke Power Co. 
3pp. 62443:323-62443:340. 

-9207220284 Notice of consideration of issuance of amend to licenses, proposed 
NSHC determination & opportunity for hearing re amend to revise TS for unit 1 cycle 7 
reload. 

WIENS.LA. Project Directorate 11-3. 92/07/14. 15pp. 62443:326-62443:340. 

9207300085 Forwards rewrite of Amend 15 to Duke Power Co Topical Rept DUKE-1-A, 
“QA Program,” Amend supercedes submittal transmitted on 920422. 

PRIORY.R.B. Duke Power Co. 92/07/20. Document Control Branch (Document Con- 
trol Desk). 4pp. 62592:256-62592:315. 

-9207300252 Rewrite of Amend 15 to Duke-1-A. "QA Program,” Section 17.0 4 
17.3,responding to 920630 request for clarification. Amend 15 supersedes submity 
transmitted on 920422. 

• Duke Power Co. 92/07/20. 55pp. 62592:260-62592:315. 


Q. Inspection reports, IE Bulletins & correspondence 


9207010283 Notification of significant licensee meeting on 92061 1 in Atlanta,GA to con- 
duct SALP Board meeting to discuss performance of facility during 910203-92050Z 
BELISLE.G.A. Region 2 (Post 820201). 92/06/03. Region 2 (Post 820201). 2pp. 
62254:080-62254:081. 

9207010320 Forwards insp repts 50-413/92-15 & 50-414/92-15 on stated dates.No\^ 
lations noted. 

JUUAN,C.A. Region 2 (Post 820201). 92/06/17. TUCKMAN.M.S. Duke Power Co. 
4pp. 62202:286-62202:312. 

-9207010331 Insp repts 50-413/92-15 & 50-414/92-15 on stated date.No violations 
noted. Major areas inspected:program developed in response to Generic Ltr 89-10. 
JAPE,F., HUNT.M., SMITH, C. Region 2 (Post 820201). 92/06/17. 18pp. 62202:290- 
62202:312. 

9207020307 Informs NRC that util wifi continue to maintain set of interim as-built vital to 
operation drawings, per Insp Repts 50-413/89-13 & 50-414/89-13. 

TUCKMAN.M.S. Duke Power Co. 92/06/18. Document Control Branch (Document 
Control Desk). 3pp. 62221:356-62221:358. 

9207010193 Confirms meeting arrangements w/util to be conducted at CNS on 
92071 4,to present SALP of facility during period between 920203-0502. 

REYES.LA. Region 2 (Post 820201). 92/06/19. TUCKMAN.M.S. Duke Power Co. 
3pp. 62233:339-62233:341. 

9207010228 Notification of significant licensee meeting w/util on 920714 to disciBs 
SALP assessment for Catawba Units 1 & 2 during periods from 920203-0502. 
BELISLE,G.A. Region 2 (Post 820201). 92/06/19. Region 2 (Post 820201). 3pp. 
62199:355-62199:357. 


9207060162 Ack receipt of 920402 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-41 3/92-04 & 50-414/92-04 on 920306. 

STOHR,J.P. Region 2 (Post 820201). 92/06/26. TUCKMAN.M.S. Duke Power Co. 
3pp. 62250:082-62250:084. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation 
Plant Protective Features.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207140059 Forwards insp repts 50-413/92-16 & 50-414/92-16 on 920503- 0606.Violar 
tions noted that will not be subj of enforcement action due to licensee effort in identi- 
fying &/or correcting violations. 

HERDT,A.R. Region 2 (Post 820201). 92/06/29. TUCKMAN,M.S. Duke Power Co. 
3pp. 62299:1 47-^299:1 61 . 

-9207140065 Insp repts 50-413/92-16 & 50-414/92-16 on 92O5O3-O6O6.On0 noncited 
violation identified.Major areas inspectedtreview of plant operations, surveillance 
observations, maint observations & LERs. 

ORDERS,W.T., HOPKINS, P.C., ZEILER.J. Region 2 (Post 820201). 92/06/26. 12pn. 
62299:150-62299:161. ^ 

9207140067 Ack receipt of 920601 response to notice of violation issued on 920504 r« 
plant activities.Response meets requirements of 1OCFR2.201- 
HERDT.A.R. Region 2 (Post 820201). 92/07/01. TUCKMAN.M.S. Duke Power Co. 
3pp. 62299:183-62299:185. 

9207220121 Forwards SALP Rept 50-413/92-10 & 50-414/92-10 for Feb 1991 - Mnr 
1992. 

EBNETER,S.D, Region 2 (Post 820201). 92/07/01. TUCKMAN.M.S. Duke Power Co 
4pp. 62432:309-62432:339. 

-9207220126 Initial SALP repts 50-413/92-10 & 50-414/92-10 for period Feb 1991 - 
May 1992. 

* Region 2 (Post 820201). 92/07/01. 27pp. 62432:313-62432:339. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 92/07/(a 
Consolidated Edison CJo. of New York, Inc. 4pp. 62480:007-62480:010. 
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9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Neiw York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207280010 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Neither Oconee nor Catawba uses Thermo-Lag matl.Bulletin inapplicable to 
units. 

TUCKER,H.B. Duke Power Co. 92/07/22. Document Control Branch (Document Con- 
trol Desk). 2pp. 62562:110-62562:111. 


9207170123 Requests addi info due to concerns about possibility that components may 
not receive mfg min operating voltage re proposed tech spec to delete battery load 
profiles & min voltMe in TS 4.8.2.1.d.2. 

C’CCNNCR,P.W. Project Directorate IV-I. 92/07/13. CDTTLE,W.T. Entergy Oper- 
ations, Inc. 4pp. 62413:194-62413:197. 

9207310212 Requests for addI info re groundwater level control & monitoring at plant. 
OCONNOR,P.W. Project Directorate IV-1. 92/07/27. COTTLE,W.T. Entergy Oper- 
ations, Inc. 4pp. 62581:269-62581:272. 


Q. inspection reports, IE Bulletins & correspondence 

9207020070 Forwards insp rept 50-416/92-13 on 920427-0508.No violations noted. 
JULIAN.C.A. Region 2 (Post 820201). 92/06/10. COTTLE, W.T. Entergy Operations 
Inc. 4pp. 62234:252-62234:272. 


R. Periodic operating reports &. related correspondence 


9207210049 Fonwards monthly operating repts for June 1992 for Catawba Nuclear Sta- 
tion Units 1 & 2 & monthly operating status rept for May 1992. 

MCCRAW,E.O. Duke Power Co. 92/07/15. Document Control Branch (Document 
Control Desk). 2pp. 62459:320-62459:332. 


-9207210063 Monthly operating repts for June 1992 for Catawba Nuclear Station.UnIts 
1 & 2 . 

WILLIAMS,R.A., SIMMONS,N,C. Duke Power Co. 92/06/30. 10pp. 62459:322- 
62459:331. 


-9207210075 Revised monthly operating repts for May 1992 for Catawba Nuclear Sta- 
tion Units 1 & 2. 

* Duke Power Co. 92/05/31. Ip. 62459:332-62459:332. 


-9207020075 Insp rept 50-416/92-13 on 920427-0508.No violations noted. Major areas 
inspectedrreview of ISI program & plan for current outage & overall programmatic con- 
trols. 

BLAKE, J.J., CROWLEY,B.R. Region 2 (Post 820201). 92/06/10. 17pp. 62234:256- 


9207020205 Forwards Insp Rept 50-416/92-15 on 920520-22.No violations or devi- 
ations noted. 

JULIAN, C.A. Region 2 (Post 820201). 92/06/11. COTTLE, W.T. Entergy Operations, 
Inc. 4pp. 62224:329-62224:336. 

-9207020210 Insp Rept 50-416/92-15 on 920520-22.No violations or deviations 
noted.Major areas inpected:review of licensee actions re thermal overload discrepan- 

HUNT,M.D., SHYMLOCK,M. Region 2 (Post 820201). 92/06/11. 4pp. 62224:333- 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

9207020227 Responds to 920507 Itr discussing actions util taking re emergency action 
levels,rev 22. 

STOHR,J.P. Region 2 (Post 820201). 92/06/20. COTTLE. W.T. Entergy Operations, 
Inc. 4pp. 62249:345-62249:348. 

9207140133 Rev 23 to “Grand Gulf Nuclear Station Emergency Plan." W/920708 Itr. 
COTTLE, W.T. Entergy Operations, Inc. 92/06/29. 150pp. 62389:001-62389:265. 

9207270095 Forwards Page 3-2 of Rev 23 of emergency plan.Page omitted from origi- 
nal submittal of Rev 23 to emergency plan dtd June 1992. 

COTTLE,W.T. Entergy Operations, Inc. 92/07/08. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62528:128-62528:130. 

-9207270350 Page 3-2 of Rev 23 of emergency plan dtd June 1 992. 

* Entergy Operations, Inc. 92/06/30. Ip. 62528:130-62528:130. 

9207310200 Forwards 1992 plant emergency preparedness exercise objectives.Graded 
exercise scheduled on 921021.W/o end. 

COTTLE,W.T. Entergy Operations. Inc. 92/07/23. RANKIN.W.H. NRC - No Detailed 
Affiliation Given. 2pp. 62618:356-62618:357. 

9207300119 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free From 
Fire Damage. Roving fire watches established for areas listed in Table 1 . 

COTTLE, W.T. Entergy Operations, Inc. 92/07/24. Document Control Branch (Docu- 
ment Control Desk). 8pp. 62638:211-62638:218. 


P. Operating licensMS stage documents & correspondence 

9207080271 Forwards response to license NPF-29,reque8ting licensee to submit info re 
service water sys.to assure compliance to regulatory requirements & to confirm that 
saf^ functions met per generic Itr 89-13. 

COTTLE, W.T. Entergy Operations, Inc. 92/07/02. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62277:288-62277:292. 

9207100151 Forwards status summary of topical repts submitted by util In support of 
development of inhouse nuclear design capability.Repts likely to be subj for discussion 
when util visits Commissioners & possibly EDO on 920615. 

BUCK.S.C. Project Directorate IV-2. 92/07/02. SHANKMAN.S.F. Ofc of the Execu- 
tive Director for Operations. 3pp, 62334:279-62334:281. 


9207150346 Ack receipt of 920605 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-416/92-09 on 920506. 

VERRELLI.D.M. Region 2 (Post 820201). 92/06/24. COTTLE.W.T. Entergy Oper- 
ations, Inc. 3pp. 62413:301-62413:303. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of Now York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207170034 Responds to NRC 920611 Itr re violations noted in Insp Rept 50-416/92- 
12.Corrective actlons:stenciling removed from uncontrolled painting program & initial 
operator training program will be revised to emphasize component labeling. 

COTTLE, W.T. Entergy Operations, Inc. 92/07/10. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62436:253-62436:258. 

9207300119 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free From 
Fire Damage. ’ Roving fire watches established for areas listed In Table 1. 
COTTLE,W.T. Entergy Operations, Inc. 92/07/24. Document Control Branch (Docu- 
ment Control Desk). 8pp. 62638:211-62638:218. 


R. Periodic operating reports & related correspondence 

9207200315 Monthly operating rept for June 1992 for Grand Gulf Nuclear Station Unit 
1.W/920715 Itr. 

DAUGHTERY,LF., COTTLE, W.T. Entergy Operations, Inc. 92/06/30. 6pp. 62451:241- 


S. Reportable occurrences, LERs A related correspondence 


9207140268 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity. End-of-life upper shelf energy not below 50-ft pounds for any beltline 
region matls. 

COTTLE,W.T. Entergy Operations, Inc. 92/07/06. Document Control Branch (Docu- 
ment Control Desk). 9pp. 62385:082-62385:090. 

9207140285 (Comments on concerns re Generic Issue 143, “Availability of Chilled Water 
Sys and Room Cooling,” that impact of failures on proper functioning of air cooling 
sys have not been generally reflected in final PRAs. 

COTTLE, W.T. Entergy Operations, Inc. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62384:350-62384:351. 

9207150285 Notification of 920716 meeting w/utll in Rockville,MD re engineering chal- 
lenges & initiatives at facilities. 

ALEXION,T.W. Project Directorate IV-1. 92/07/07. LARKINS, J.T. Project Directorate 
IV-1. 7pp. 62378:260-62378:266. 

9207140250 Forwards “Grand Gulf Nuclear Station Unit 1 Cycle 6,Startup Physics Test 
Summary.” Startup physics testing completed on 920616. 

COTTLt,W.T. Entergy Operations, Inc. 92/07/09. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62386:347-62386:358. 

—9207140251 “Grand Gulf Nuclear Station Unit 1 Cycle 6 Startup Physics Test Summa- 
ry." 

* Entergy Operations, Inc. 92/07/09. 10pp. 62386:349-62386:358. 


9207080018 Amend 1 to Part 21 R^t 158 re gear-wear induced failures in engine- 
driven jacket water pump in DSRV-16-4 standby DG sys. Initially reported on 
911029.Grand Gulf station observed wear characteristics in as little as 500 operating 
hours. 

GUNTRUM.B.C. Cooper Industries, Inc. 92/06/26. Office of Nuclear Reactor Regula- 
tion, Director (Post 87041 1 ). 4pp. 62305:344-62305:347. 

9207140051 LER 92-011 -01 :on 920608,discovered possibility of potential secondary 
containment bypass leakage paths & control room boundary leakage path8.0n 
911009,temporary shaft seal installed in SGTS.Al8o reported per Part 21.W/920706 
Itr. 

ZINKE,G.A., COTTLE,W.T. Entergy Operations, Inc. 92/07/06. 8pp. 62437:234- 

62437:241. 

9207140255 LER 92-01 0-00:on 920606,reactor scrammed due to RPS actuation signal 
from APRM sys.Caused by lightning strike due to electrical storm in plant vicinlty.fask 
force assembled & ferrite beads installed in APRM.W/920706 Itr. 

RUFFIN, R., COTTLE,W.T, Entergy Operations, Inc. 92/07/06. 6pp. 62437:274- 

62437:279. 

9207140175 LER 92-01 2-00:on 92061 0,determined that previously Identified deficiency 
re potential secondary containment bypass leakage affeted operability of SGTS.SGT5 
leakage paths repaired.W/920710 Itr. 

ZINKl,G.A., COTTLE, W.T. Entergy Operations, Inc. 92/07/10. 5pp. 62437:224- 

62437:228. 
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9207140183 LER 92-001 -00;on 920108,RHR sys pump suction valve failed to open 
during alignmentCaused by valve phenomenon known as pressure locking.Interim 
^oceduraT controls implemented for problem until sys mods implemented.W/920710 

BURKE, B., CX)TTLE,W.T. Entergy Operations. Inc. 92/07/10. 5pp. 62437:229- 
62437:233. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9207070191 Rev 5 to updated FSAR.W/920630 Itr. 

OPEKA,J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities 92/06/30 
1 .600pp. 62255:001 -62259:042. 


9207240040 LER 92-01 3-00:on 92061 S.reactor scram occurred due to turbine control 
fluid filter maintCaused by lack of/poor communication.PreventatIve maint program 
will be established. W/92071 7 llr. 

RUFFIN, R., COTTLE.W.T. Entergy Operations. Inc. 92/07/17. 8pp. 62587:123- 
62587:130. 

9207300082 Special Rept 92-004;on 920623, SDG 11 tripped due to high vibration 
signal.Caused by loose screw due to inadequate procedure.Maint procedure governing 
calibr of vibration sensors will be revised. 

COTTLE, W.T. Entergy Operations, Inc. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 2pp. 62592;347-62592;348. 

9207300019 LER 92-014-00:on 920625, automatic actuation of RWCU sys outboard con- 
tainment isolation valves occurred & main steam line tunnel high temp annunciator 
alarmed.Caused by receipt of LDS trip signal.Temp switches callbr.W/920724 Itr. 
BURKE,B.A., COTTLE.W.T. Entergy Operations, Inc. 92/07/24. 4pp. 62687:344- 
62587:347. 


V. Operator Examinations 


P. Operating license stage documents & correspondence 


9207080085 Summary of 92061 1 meeting w/util in King of Prussia, PA re util PEP.List of 
attendees & handout describing licensees presentation end. 

HEHL,C.W. Region 1 (Post 820201). 92/06/22. OPEKA,J.F. Northeast Nuclear Enerav 
Co. 55pp. 62218:011-62218:067. 


-9207080093 Submits Millstone Assessment Panel (MAP) responsibilities re 
charter.MAPs purpose to assist in coordination of NRC resources for performance 
monitoring & assessment of plant. 



9207010325 Fonvards amend 67 to license NPF-49 & safety evaluation. Amend revises 
TS Figure 3.1-2 to correct drafting inaccuracy & make curve consistent w/data 
points.Notice of denial for proposed change to TS Section 3/4.7.7 end. 

STOLZ.J.F. Project Directorate 1-4. 92/06/23. OPEKA,J.F. Connecticut Yankee Atomic 
Power Co. OPEKA,J.F. Northeast Utilities. 2pp. 62178:106-62178:119. 


9207170034 Responds to NRC 920611 Itr re violations noted In Insp Rept 50-416/92- 
12.Corrective actions:stenciling removed from uncontrolled painting program & initial 
operator training program will be revised to emphasize component labeling. 

COTTLE, W.T. Entergy Operations, Inc. 92/07/10. Document Control Branch (Docu- 
ment Control Desk). 6pp. 62436:253-62436:258, 


-9207010327 Amend 67 to license NPF-49,revising TS Figure 3.1-2 to correct drafting 
inaccuracy & make curve consistent w/data points. 

STOLZ,J.F. Project Directorate 1-4. 92/06/23. 7pp. 62178:108-62178:114. 

-9207010329 Safety evaluation supporting amend 67 to license NPF-49. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/23 3dd 
62178:115-62178:117. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 
F. Security, medical, emergency & fire protection plans 


-9207010335 Notice of denial of amend to license NPF-49 & opportunity for 
hearing.Amend would have revised TS 3/4.7.7 re action required during Modes 5 & 6 
when one CR emergency air filtration sys inoperable. 

ST0L2,J.F. Project Directorate 1-4. 92/06/23. 2pp. 62178:118-62178:119. 


9207010235 Revised EPIPs, including rev 16 to EPIP 4211, "On-Call Procedure" & Rev 
10 to EPIP 4610, "Communications - Radiopaging & Callback Monthly Drill." 

* Northeast Nuclear Energy Co. 92/06/24. 47pp. 62224:192-62224:239. 

9207150074 Forwards safety insp repts 50-245/92-17,50-336/92-19 & 50-423/92-1 7.No 
violations noted. 

ANDERSON.C. Region 1 (Post 820201). 92/07/06. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62335:088-62335:097. 

-9207150078 Insp repts 50-245/92-17,50-336/92-19 & 50-423/92-17 on 920608-12.No 
violations noted.Major areas inspected-.standby, startlng,operating & shutdown & maint 
of emergency diesel generator units. 

WOODARD,C.H. Region 1 {Post 820201). 92/07/01. 7pp. 62335:091-62335:097. 

9207240173 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Csdaling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Containment temp monitored for sudden temp increases. 

0PEK:A,J.F. Northeast Nuclear Energy Co. OPEKA,J.F. Northeast Utilities. 92/07/17. 
Document Control Branch (Document Control Desk). 2pp. 62555:326-62555:327. 

9207280204 Forwards draft exercise controller manual for onsite emergency prepared- 
ness partial participation exercise at facilities scheduled on 92091 5, for NRC 
review.Comments requested by 92081 4.W/o end. 

OPEKA,J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/17. 
MCCABE, E.C. Region 1 (Post 820201). 2pp. 62562:124-62562:125. 

9207280224 Forwards insp repts 50-245/92-13,50-336/92-14 & 50-423/92-13 on 
920503-0613 & forwards notice of violation.Good performance noted for several 
activities,including actions to address static pressure effects of Veritrak transmitters. 
BLOUGH.A.R. Region 1 (Post 820201). 92/07/22. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62497:070-62497:107. 

-9207280258 Insp repts 50-245/92-13,50-336/92-14 & 50-423/92-13 on 920503- 
0613.Violations noted.Major areas inspected:plant operations, radiological 

controls, maint,surveillance, aecurity,outage activities & licensee self-assessment. 
DOERFLEIN.LT. Region 1 (Post 820201). 92/07/22. 33pp. 62497:075-62497:107. 

9207280234 Revised EPIPs.Including rev 21 to CONI 1.01, rev 41 to CONI 1.02.rev 10 to 
CONI 1.06.rev 2 to CON1 1.07, rev 17 to CONI 4.10,rev 21 to CONI 5.01, rev 3 to CONI 
7.01, rev 25 to CON1 10.01 & rev 6 to CON1 13.01. 

* Northeast Utilities. 92/07/24. 125pp. 62562:156-62562:316. 

9207310103 Fomrards response to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 
Rre Barrier Sys to Maintain Cablir>g In Cable Trays & Small Conduits Free from Fire 
DamMe." 

ROMBERG, W.D. Connecticut Yankee Atomic Power Co. 92/07/27. Document Control 
Branch (Document Control Desk). 13pp. 62612:330-62612:342- 


H. General correspondence 

9207160081 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide I.O.task OG^ 021 .Opposes rule. 

OPEKA.J.F. Northeast Utilities. 92/07/06. CHILK.S.J. Office of the Secretary of the 
Commission. 5pp. 62375:091-62375:095. 


I. Financial information 


9207060032 Informs that licensee 900831 IPEEE submittal schedule & selected 
methods,in response to GL 88-20,Suppl 4, acceptable. 

ROONEY, V.L Project Directorate 1-4. 92/06/30. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 2pp. 62209:031- 


9207060062 Ack receipt of 920327 Itr in which licensee informed NRC of change In ini- 
tial test program that had not been reported within one month of change.Reporting 
requirement for change considered to be satisfied. 

ROONEY, V.L Project Directorate 1-4. 92/06/30. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. OPEKA,J.F. Northeast Nuclear Energy Co. 2pp. 62209’026- 
62209:027. 

9207060210 Forwards notice of consideration of issuance of amend to license NPF-49 
& opportunity for hearing.Proposed amend would revise TS to increase surveillance 
test interval. 

ROONEY, V.L. Project Directorate 1-4. 92/06/30. OPEKA,J.F. Connecticut Yankee 
Atomic Power Cto. 2pp. 62209:016-62209:022. 

-9207060214 Notice of consideration of issuance of amend to license NPF-49 & oppor- 
tunity for hearing.Proposed amend would revise TS to increase surveillance test inter- 
val. 

HERMAN, R.W. Project Directorate 1-4. 92/06/30. 5pp. 62209:018-62209:022, 

9207070022 Notification of 920708 meeting w/util in Rockville, MD to discuss PEP 
prr^ess. 

JAffE.D.H. Project Directorate 1-4. 92/06/30. STOLZ.J.F. Project Directorate 1-4 4dd 
62237:340-62237:343. *1 ‘ 


9207070267 Requests that Amend 67, issued 920623 be corrected by removing TS oaae 
3/4 /-IS.Proposed page 3/4 7-15 denied. ^ 

ROONEY, V.L. Project Directorate 1-4. 92/06/30. OPEKA.J.F. Connecticut Yankee 
Atomic Power Co. 2pp. 62236:360-62236:361 . 

9207070365 Notification of 920708 meeting w/util In Rockville, MD to discuss PEP 
prepress. 

92/07/02. MURLEY.T, MIRAGLIA.F,, 
RUSSELL, W. NRu - No Detailed Affiliation Given. 5pp. 62236:347-62236:351, 

92071502^ Rarwards proposed.supplemental changes to Rev 16 to QA program topi- 
cal rMt QAP-1 0.0 re oversight activities of quality sves personnel. 

OPEK^J.F. Northe^ Nuclear Energy Co. 92/07/06. Document Control Branch (Doc- 
ument Control Desk). 8pp. 6241 5:295-6241 5:302. 

*?^FR^*54(ft**^”'** ^ ^ 92-01. "Reactor Vessel Structural Integrity 

Conne^cut Yankee Atomic Power Co. 92/07/06. Document Control 
Branch (Document Control Desk). 57pp. 62423:188-62423:242. 

92071M122 Summ^ of 92M18 meeting w/util In Berlin, CT re licensing issues of gen- 
eral Interest-Attendees list & outline of topics discussed end. 

6237-^1 2 V-6237^‘^70 Directorate 1-4. I50pp. 

9207170192 Discuss 10CFR50.54 QA program change review.EffectIveness of QA 

will continue to be subj of routine regional insps. 
BE7TENHAUSEN.L. Region 1 (Post 820201). 92/07/08. OPEKA,J.F,^nnecticut 
Yankee Atomic Power Co. 3pp. 62431 :349-62431 :351 


9207000232 Fonx^ards listing of nuclear engineering & operations & maint budgets & 
prol^ons for 1993,1994 & 1995. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co. 92/06/30. TAYLOR,J.M. Ofc of 
the Executive Director for Operations. 5pp. 62254:354-62254:358. 


9207210071 Notification of significant licensee meeting 92-118 w/util on 920720 to dis- 
cuss performance enhancement program. 

^^9*355-824i9*3^'°” ^ 820201). 92/07/09. Region 1 (Post 820201). 3pp, 
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9207170118 Determines that submitted info sought to be withtield contains trade se- 
cretsMroprietary commercial info & will bo withheld from public disclosure pursuant to 
10CFR2.790(b)(5) & Section 103(b). k ua i iu 

RCX>NEY.V.L Project Directorate I-4. 92/07/13. LIPARULO.N.J. Westinghouse Elec- 
tric Corp. 3pp. 62413:191-62413:193. 

9207170131 Determines that submitted info sought to be withheld contains trade se- 
crets/proprietary commercial info & will be withheld from public disclosure pursuant to 
10CFR2.790{b)(5) of Atomic Energy Act of 1954 as amended. 

STOLZ.J.F. Project Directorate 1-4. 92/07/13. LIPARULO.N.J. Westinghouse Electric 
Corp. 6pp. 62413:200-62413:204. 

9207240002 Documents commitment in 920303 application for amend to License NPF- 
49.revising TS re surveillance requirements for reactor trip sys & ESFAS.per 920624 
telcon w/NRC.Review will be performed of plant past 1 yr surveillance records. 
OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/13. 
Document Control Branch (Document Control Desk). 2pp. 62479:315-62479:316. 

9207220003 Clarifies info re spent fuel pool, per 920618 NRC/Northeast Utils counter- 
parts meetlng.At present, only Millstone Unit 3 spent fuel pool not utilizing full comple- 
ment of spent fuel storage racks. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 92/07/15. Document Control 
Branch (Document Control Desk). 2pp. 62473:268-62473:269. 

9207220417 Summary of 920708 meeting w/util in Rockville.MD re util performance en- 
hancement program.List of attendees & slides used during presentation encl. 
JAFFE,D.H. Project Directorate 1-4. 92/07/15. Project Directorate 1-4. 62 dd 
62445:253-62445:313. 

9207280274 Advises that util 920615 proposed rev 15 to QA program topical rept 
acceptable, per 10CFR50.54(a).Effectiveness of QA program & proc^ure implementa- 
tion will continue to be subj of routine regional insps. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/21. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 62497:139-62497:141. 


Q. Inspection reports, IE Bulletins & correspondence 


9207280265 FOIA request for documents re most recent INPO insp rept for plant & util. 
BOWLES.D.K. Affiliation Not Assigned. 91/11/07. GRIMSLEY.D. Division oif Freedom 
of Information & Publications Services (Post 890205). Ip. 62514:159-62514:159. 

9207280273 Final response to FOIA request for documents re most recent INPO insp 
results for plant & util. No records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/27. BOWLES, D. Affiliation Not Assigned. 1p. 62514:168-62514:158. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exid© Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

92(^290237 NRC Info Notice 92-050, "Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp, 62480:01 1-62480:017. 

920715(X)74 Forwards safety insp repts 50-245/92-17,50-336/92-19 & 50-423/92-1 7.No 
violations noted. 

ANDERSON, C. Region 1 (Post 820201). 92/07/06. OPEKA,J.F. Northeast Nuclear 
Energy Co. 3pp. 62335:088-62335:097. 

-9207150078 Insp repts 50-245/92-17,50-336/92-19 & 50-423/92-17 on 920608-1 2.No 
violations noted.Major areas insp©cted:standby, starting,operating & shutdown & maint 
of emergency diesel generator units. 

WOODARD,C.H„ RULAND.W.H. Region 1 (Post 820201). 92/07/01. 7pp. 62335:091- 
62335:097. 

9207160250 Ack receipt of 920228 response to violations noted in Insp Repts 50-245/ 
92-03,50-336/92-03 & 50-423/92-03.Concern8 raised that surveillance procedure for 
alternate testing approved w/o identification of conflict w/TS, 

COOPER,R.W. Region 1 (Post 820201). 92/07/06. OPEKA.J.F. Northeast Nuclear 
Energy Co. 5pp. 62416:327-62416:338. 

9207170192 Discusses 10CFR50.54 QA program change revlew.Effectiveness of QA 
p rogra m & procedure implementation will continue to be subj of routine regional insps. 
BETTENHAUSEN.L. Region 1 (Post 820201). 92/07/08. OPEKA,J.F. Connecticut 
Yankee Atomic Power Co. 3pp. 62431:349-62431:351. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207140207 Accepts 890228 response to NRC Bulletin 88-11, “Pressurizer Surge Line 
Thermal Stratification." TAC M72136 closed. 

STOLZ.J.F. Project Directorate 1-4. 92/07/09. OPEKA.J.F. Connecticut Yankee Atomic 
Power Co. 3pp. 62375:353-62375:355. 

9207170250 Forwards insp repts 50-245/92-14,50-336/92-15 & 50-423/92-14 on 
92051 2-1 4. Violations noted but not cited. 

HODGES.M.W. Region 1 (Post 820201). 92/07/13. OPEKA,J.F. Northeast Nuclear 
Energy Co. OPEKA,J.F. Connecticut Yankee Atomic Power Co. 3pp. 62440:237- 
62440:250. 


9207210106 Forwards radiological controls insp repts 50-245/92-18, 50-336/92-20 & 
50-423/92-18 on 92061 5-1 9.Revi©w indicated very good radiological controls imple- 
mented at units 1 & 3 & efforts associated w/generation of unit 3 ALARA rept not^ 
JOYNER. J.H. Region 1 (Post 820201). 92/07/13. OPEKA,J.F. Northeast Nuclear 
Energy Co. 4pp. 62420:311-62420:328. 


-9207210115 Insp repts 50-245/92-18,50-336/92-20 & 50-423/92-18 on 920615- 
19,Very good radiological controls Implemented at units 1 & 3.Ma[or areas 
insp©cted:licensee action on previous insp findings, organization & staffing k training. 
NIMIT2.R.L, PASCIAK.W,J. Region 1 (Post 820201). 92/07/08. 14pp, 62420:315- 
62420:328. 


9207240173 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Bam'er 
Sys to Maintain Cabling in Wide Cable Trays & Small Ck)nduits Free from Rre 
Damage.” Osntainment temp monitored for sudden temp increases. 

OPEKA.J.F. Northeast Nuclear Energy Co. OPEKA.J.F. Northeast Utilities. 92/07/17. 
Document Control Branch (Document Control Desk). 2pp. 62555:326-62555:327. 

9207280224 Forwards insp repts 50-245/92-13,50-336/92-14 & 50-423/92-13 on 
920503-0613 & forwards notice of violation.Good performance noted for several 
activities, including actions to address static pressure effects of Veritrak transmitters. 
BLOUGH.A.R. Region 1 (Post 820201). 92/07/22. OPEKA.J.F. Northeast Nuclear 
Energy Co. 3pp. 62497:070-62497:107. 

-9207280254 Notice of violation from Insp on 920503-061 3.Violations noted:station pro- 
cedures not properly implemented in that unit 2 feedwater heater IB released for 
maint w/o proper venting & draining of feedwater sys. 

* Region 1 (Post 820201). 92/07/22. 2pp. 62497:073-62497:074. 

-9207280256 Insp repts 50-245/92-13,50-336/92-14 & 50-423/92-13 on 920503- 
061 3. Violations noted.Major areas inspocted:plant operations, radiological 

controls, maint, surveillance, security.outage activities & licensee self-assessment. 
-DOERFLEIN.LT. Region 1 (Post 820201). 92/07/22. 33pp. 62497:075-62497:107. 

9207310103 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Cable Trays & Small Conduits Free from Fire 
Damage.” 

ROMBERG,W.D. Connecticut Yankee Atomic Power Co. 92/07/27. Document Control 
Branch (Document Control Desk). 13pp. 62612:330-62612:342. 


R. Periodic operating reports & related correspondence 

9207150174 Monthly operating rept for June 1992 for Millstone Nuclear Power Station 
Unit 3.W/920710 Itr. 

ELMS,A.L., SCACE,S.E. Northeast Nuclear Energy Co. SCACE,S.E. Northeast Utilities. 
92/06/30. 5pp. 62398:346-62398:350. 

9207200128 Forwards draft "Effluent & Waste Disposal Annual Rept for 1990.” As- 
buried & as-generated values added together thereby resulting in overlap. 

OPEKA,J.F. Northeast Nuclear Energy Co. OPEKA,J.F. Northeast Utilities. 92/07/13. 
TICHLER.J.L Brookhaven National Laboratory. 2pp. 62450:001-62450:095. 

—9207200138 Draft “Effluent & Waste Disposal Annual Rept for 1990.” 

• Northeast Utilities. 90/12/31. 94pp. 62450:003-62450:095. 

9207200152 Forwards info requested in 920608 Itr re stack characteristics & climatology 
for plants, including joint frequency distribution of wind direction,wind speed & stability 
for 1990 & 1991 at sites. ^ 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 92/07/13. TICHLER,J. Brookha- 
ven National Laboratory. 6pp. 62447:126-62447:221. 

—9207200349 “CPRD Ml Dose Data Requirements for 1990," including wind speed/ 
wind direction/stabiliW joint frequency distribution for Millstone Nuclear Power Station. 

• Northeast Nuclear Energy Co. 90/12/31, 18pp. 62447:168-62447:194. 

—9207200352 “CPRD Ml Dose Data Requirements for 1991," including wind speed/ 
wind direction/stability joint frequency distribution for Millstone Nuclear Power Station 

• Northeast Nuclear Energy Co. 91/12/31. 26pp. 62447:195-62447:221. 


U. CongroMional/Executlve Correspondence 

9206170322 Forwards info re NRC investigations & Inquiries of NEUT & plant, in re- 
sponse to 920507 Itr to Chairman Selin. Provides assurance that NRC will conduct 
complete evaluation of concerns re mgt Integrity & employee harassment. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/06/11. 
LIEBERMAN,J.I. Senate, Governmental Affairs. 7pp. 62427:179-62427:185. 

—9206170324 Requests status rept on NRC investigations & inquiries into various mat- 
ters re plant & NEUT.Lists specific matters on which info requested. 

LIEBERMAN,J.I. Senate, 92/05/07. THE CHAIRMAN, SELIN, I. Ck>mmissioners (Post 
7501 1 9). 2pp. 62427:1 84-62427:1 85. 
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F. Security, medical, emergency & fire protection plana 

9207020025 Forwards insp repts 50-424/92-11 & 50-425/92-11 on 920426-0523 & 
notice of violation. 

HERDT,A.R. Region 2 (Post 820201). 92/06/17. HAIRSTON.W.G. Georgia Power Ck>, 
4pp, 62234:210-62234:233. “ 

-9207020038 Notice of violation from insp on 920426-0523.Violation noted:security offi- 
cers not trained in use of site issued security equipment,in that officers were equipp^ 
with ammunition that was different from that used in training. 

* Region 2 (Post 820201). 92/06/17. 2pp. 62234:214-62234:215. 


-9207170^9 Insp repts 50-245/92-14,50-336/92-15 & 50-423/92-14 on 920512- 
14. Violations noted but not cited.Major areas in8pected:insp round requirements, mgt 
response to falsified insp round sheets & gather info for followup. 

PRELUJ., BISSETT.P.H. Region 1 (Post 820201). 92/06/29. 9pp. 62440:240- 
62440:250. 


-9207020056 Insp repts 50-424/92-11 & 50-425/92-11 on 920426-0523. Violations 
noted.Major areas inspected:plant operations, surveillance,maintenance & 
foiiowup.Violation noted re security personnel. 

BONSER,B.R., STARKEY.R.D., BALMAIN,P.A. Region 2 (Post 820201). 92/06/17. 
18pp. 62234:216-62234:233. ' 
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9207070020 Provides info describing deviations from approved fire protection program 
resulting from plant review in response to NRC Bulletin 92-001, per 920626 conversa- 
tion w/NRC. Transient combustibles limited inside containment 
MCCOY, C.K. Georgia Power Co. 92/06/30. Document Control Branch (Document 
Control Desk). 2pp. 62243:351-62243:352. 

9207140179 Responds to NRC Itr re violations noted in insp repts 50-424/92-11 & 50- 
425/92-11 on 920308-1 2.Corrective actions: security mgt will ensure in future that 
armed officers are equipped w/same ammunition used in training & qualification. 
MCCOY, C.K. Georgia Power Co. 92/07/09. Document Control Branch (Document 
Control Desk). 3pp. 62385:137-62385:139. 

9207150221 Revised EPIPs,including rev 4 to VNS-EP-05, "Duties of the Director of 
Corporate Re^onse," rev 5 to VNS-EP-04. "Duties of the On-call Project Manager" & 
rev 5 to VNS-EP-06, “Duties of the General Office Operations Center Manager.” 

* Southern Nuclear Operating Co. 92/07/09. 20pp, 62407:209-62407:228. 

9207150248 Rev 16 to emergency plan, Incorporating organizational changes, editorial 
changes & updating facillties,procedures & documentation.W/920709 Itr. 

MCCOY.C.K. Georgia Power Co. 92/07/09. 110pp. 62405:145-62405:226. 

9207270335 Forwards Rev 8 to security training & qualification plan, reflecting changes 
to handgun, shotgun & rifle-typical qualification courses to be implemented during 1993 
recertification training.Rev withheld. 

MCCXDY.C.K. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 2pp. 62528:156-62528:157. 

9207280252 Forwards corrected data point library for ERDS, initially submitted in 920317 
Itr.EncI corrects Section 3.6 re administrative implementation requirements, per Rev 1 
to NUREG-1394. 

MCCOY,C.K. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 4pp. 62535:018-62535:021. 

9207290265 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Rre Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Rre Damage," Hourly monitoririg of air temp inside containment terminated. 
MCCOY,C.K. Georgia Power Co. 92/07/23. Document Control Branch (Document 
Control Desk). 5pp. 62593:348-62593:352. 


9207200345 Forwards amends 52 & 31 to licenses NPF-68 & NPF-81, respectively & 
safety evaluation.Amends revise TS 3/4.7.6, 3/4.7.7,3/4,9.12 & bases to change min 
heater capacity & relative humidity testing requirements. 

HOOD.D.S. Project Directorate 11-3. 92^7/09. HAIRSTON, W.G. Georgia Power Co 
4pp. 62438:209-62438:232. 

“9207200348 Amends 52 & 31 to licenses NPF-68 & NPF-81 ,respectively, revising TS 
3/4.7.6,3/4.7.7,3/4.9.12 & bases to change min heater capacity & relative humidity 
testing requirements. 

MATfHEWS,D.B. Project Directorate 11-3. 92/07/09. 14pp. 62438:213-62438:226. 

“9207200350 Safety evaluation supporting amends 52 & 21 to licenses NPF-68 & NPF- 
81 .respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 6dd 
62438:227-62438:232. 

9207220388 Forwards correction to TS pages 3/4 7-16 & 3/4 9-16 of amend 31 to li- 
cense NPF-81. 

H(X)D,D.S. Project Directorate 11-3. 92/07/15. HAIRSTON, W.G. Georgia Power Co 
7pp. 62453:318-62453:324. 

“9207230131 Corrected Tech Spec pages to amend 31 to license NPF-81, consistino of 
pages 3/4 7-16 & 3/4 9-16. 

* NRC - No Detailed Affiliation Given. 92/07/15. 4pp. 62453:321-62453:324. 

9207280076 Responds to NRC 920609 request for addi info re 920428 application for 
amends to Licenses NPF-68 & NPF-81 .changing TS 4.3.3.2.d re turbine overspeed 
protection & revising schedule for insp of stop valves & turbine intercept valves. 
MCCOY, C.K. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 3pp. 62562:338-62562:340. 

9207280279 Responds to request for addI info re proposed amend to TS 3.6.3 re con- 
tainment isolation valves for containment hydrogen monitors.lsolation valves will 1^ 
closed in event that containment isolation required. 

MCCOY, C.K. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 2pp. 62566:281-62566:282. 


H. General correspondence 

9207130049 Comment supporting proposed rule 10CFR50,63 re “Loss of All Alternating 
Current Power." 

MCCOY.C.K, Georgia Power Co. 92/07/02. CHILK,S.J. Office of the Secretary of the 
Commission. 2pp. 62285:060-62285.061 . 

9207290083 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. 

MCCOY, C.K. Georgia Power Co. 92/07/20. CHILK,S.J. Office of the Secretary of the 
Commission. 2pp. 62506:090-62506:090. 

9207290068 Comment supporting proposed rule 10CFR20 & 61, “Low-Level Waste 
Shipment Manifest Info & Reporting." 

MCCOY.C.K. Georgia Power Co. 92/07/20. CHILK.S.J. Office of the Secretary of the 
Commission. 2pp. 62506:092-62506:093. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

9207280210 Partial response to FOIA request for documents re NRC TIA review of 
900320 loss of off-site power event at plant. Forwards documents listed in App C 
which are being made available for PDR.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/12/09. LAMBERSKI.J. Troutman, Sanders, Lockerman & Ashmore. 3pp. 
62519:256-62519:290. 

“920728021 8 Discusses AIT investigation of 900320 event at plant, involving loss of off- 
site power & failure of onsite power on demand at Unit 1. 

ALDERMAN,H. ACRS - Advisory Committee on Reactor Safeguards. 90/03/28. 
LEWIS, H.W. ACRS - Advisory Committee on Reactor Safeguards. 2pp, 62519:259- 
62519:260. 

“9207280225 Summarizes NRC IIT Rept,NUREG-1410, "Loss of Vital AC Power & RHR 
During Mid-Loop Operations At VogtIe Unit 1." Excerpts from NUREG-1410 end. 
BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 90/06/08. 
CARROLL, J. ACRS - Advisory Committee on Reactor Safeguards. 27pp. 62519:261- 
62619:287. 

“9207280232 Discusses ACRS briefing on status of NRC staff actions resulting from IIT 
investigation of plant loss of power/loss of decay heat removal event of 
900320.AEOD memo providing status rept encl.W/o end. 

BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 91/03/26. ACRS 
- Advisory Committee on Reactor Safeguards. Ip. 62519:290-62519:290. 


P. Operating license stage documents & correspondence 

9206300215 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.Heat number of each beltline plate located on C-E matl certification 
repts maintained by Westinghouso.Nonproprietaiy WCAP-11011 & WCAP-11381 end. 
MCCOY, C.K. Georgia Power Co. 92/06/25. Docuinent Control Branch (Document 
Control Desk). 9pp. 62369:291-62370:033. 

“9207060273 “GAP AW VogtIe Unit 1 Reactor Vessel Radiation Surveillance Program." 
MEYER.T.A. Georgia Power Co. WCAP-11011. 92/02/28. 27pp. 62369:300- 
62369:347. 

“9207080276 "GAP AW VogtIe Unit 2 Reactor Vessel Radiation Surveillance Program.” 
MEYERS, T.A. Georgia Power Co. WCAP-11381. 92/04/30. 27pp. 62369:348- 
62370:033. 


Q. Inspection reports, IE Bulletins & correspondence 


9207020025 Forwards insp repts 50-424/92-11 & 50-425/92-11 on 920426-0523 & 
notice of violation. 

HERDT,A.R. Region 2 (Post 820201). 92/06/17. HAIRSTON.W.G. Georgia Power Co 
4pp. 62234:210-62234:233. 

“9207020038 Notice of violation from insp on 920426-0523.Violation noted:security offi- 
cers not trained in use of site issued security equipment,in that officers were equipped 
with ammunition that was different from that used In training. 

* Region 2 (Post 820201). 92/06/17. 2pp. 62234:214-62234:215. 

“9207020056 Insp repts 50-424/92-11 & 60-425/92-11 on 920426-0523. Violations 
noted.Major areas inspected:plant operations, surveillance,maintenance & 
followi^.Vlolation noted re security personnel. 

BONSER,B.R., STARKEY, R.D., BALMAIN, P.A. Region 2 (Post 820201). 92/06/17, 
18pp. 62234:216-62234:233. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070020 Provides info describing deviations from approved fire protection program 
resulting from plant review in response to NRC Bulletin 92-001. per 920626 conversa- 
tion w/NRC. Transient combustibles limited inside containment. 

MC)COY,C.K. Georgia Power Co. 92/06/30. Document Control Branch (Document 
Control Desk). 2pp. 62243:351-62243:352. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207140179 Responds to NRC Itr re violations noted in Insp repts 60-424/92-11 & 50- 
425/92-11 on 920308-1 2.Corrective actions: security mgt will ensure in future that 
armed officers are equipped w/same ammunition used in ti^lning & qualification. 
MCCOY,C.K. Georgia Power Co. 92/07/09. Document Control Branch (Document 
Control Desk). 3pp. 62385:137-62385:139. 

9207150023 Responds to concerns noted in insp Repts 50-424/92-01 & 50-425/92-01 
re Implementation of two-stage approach, performance of in-situ differential pressure 
testirra & compliance w/Generic Ltr 89-10 schedule. 

MCCOY.C.K. Georgia Power Co. 92/07/09. Document Control Branch (Document 
Control Desk). 15pp. 62395:225-62395:239. 

9207150060 Forwards payment of cMI penalty In amount of $100,000 In response to 
920612 order imposing civil monetary penalty. Position taken by NRC at odds w/wlde- 
spread practice re reporting requirements. 

MCCOY.C.K. Georgia Power Co. 92/07/09. Ofc of Enforcement (Post 670413). 2pp. 
62413:299-62413:300. 


9207170172 Reouests FR publication of notice of Issuance of amends 52 & 31 to li- 
censes NPF-68 & NPF-81 .respectively. Amends change surveillance requirements In 
TSs 3/4.7.6,3/4.7.7,3/4.9.12 & Bases to revise min heater capacity & RH testing. 
HOOD,D.S. Project Directorate 11-3. 92/07/09. NRC - No Detailed Affiliation Given. 
3pp. 62403:071-62403:073. 


9207280076 Responds to NRC 920609 request for add! Info re 920428 application for 
amends to Ucenses NPF-68 & NPF-81 .changing TS 4.3.3.2.d re turbine overspeed 
^ revising schedule for insp of stop valves & turbine intercept valves. 
MC(pY^.K Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 3pp. 62562:338-62562:340. 
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9207280110 Ack receipt of 920709 response to notice of violation issued on 
920402- Response meets requirements of 10CFR2.201. 

COLLINS, D.M. Region 2 (Post 820201). 92/07/22. HAIRSTON, W.G. Georgia Power 
Co. 3pp. 62488:329-62488:331. 

9207290265 Forwards response to NRC Bulletin 92-001. "Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Fire Damage." Hourly monitoring of air temp inside containment terminated. 

MCCOY, C.K. Georgia Power Co. 92/07/23. Document Control Branch (Document 
Control Desk). 5pp. 62593:348-62593:352. 


R. Periodic operating report® & related correspondence 

9207140303 Monthly operating repts for June 1992 for Vogtie Units 1 & 2.W/920710 Itr. 
HOOPER, G.L, MCCOY, C.K. Georgia Power Co. 92/06/30. 13pp. 62384:258- 
62384:270. 


S. Reportable occurrences, LERs & related correspondence 

9207280201 FOIA request for documents that formed basis of NRC 900412 Itr from SD 
Ebneter to WG Hairston entitled, "Completion of Confirmation of Action Ltr Commit- 
ments" & any internal NRC TIA review of 900320 loss of off-site power at plant. 
LAMBERSKU. Troutman, Sanders, Lockerman & Ashmore. 91/10/22. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications, Services (Post 
890205). Ip. 62519:246-62519:255. 

9207280210 Partial response to FOIA request for documents re NRC TIA review of 
900320 loss of off-site power event at plant. Forwards documents listed In App C 
which are being made available for PDR.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/12/09. LAMBERSKI.J. Troutman, Sanders, Lockerman & Ashmore. 3pp. 
62519:256-62519:290. 

~9008100157 Re^onds to 900712 memo re telecommunications problems during plant 
eventCommercial portion of problem due to power source for telephone sys being 
damaged.Recommendation made to incident Response Branch that test be conduct- 
0Cj 

KELLAM.T.B. Telecommunications Branch. 90/07/27. WEISS, E.W. Incident Response 
Branch. 2pp. 62519:288-62519:289. 

9207080018 Amend 1 to Part 21 R^t 158 re gear-wear induced failures in engine- 
driven jacket water pump in DSRV-16-4 standby DG sys. Initially reported on 
911029.Grand Gulf station observed wear characteristics in as little as 500 operating 
hours. 

GUNTRUM.B.C. Cooper Industries, Inc. 92/06/26. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 4pp. 62305:344-62305:347. 

9207280053 LER 92-006-00:on 920624, personnel observed that turbine-driven auxiliary 
feedwater pump opened & AFW flowing to all four SG.Caused by error in vendor 
manual.Manual corrected re actuation of relays.W/920720 Itr. 

SHEIBANI.M., MCCOY, C.K. Georgia Power Co. 92/07/20. 4pp. 62562:334-62562:337. 


DOCKET 50-425 ALVIN W. VOQTLE NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plan® 

9207020025 Forwards insp repts 50-424/92-11 & 50-425/92-11 on 920426-0523 & 
notice of violation. 

HERDT,A.R. Region 2 (Post 820201). 92/06/17.. HAIRSTON,W.G, Georgia Power Co. 
4pp. 62234:210-62234:233. 

-9207020038 Notice of violation from insp on 920426-0523. Violation noted:security offi- 
cers not trained in use of site issued security equipment,in that officers were equipped 
with ammunition that was different from that used in training. 

* Region 2 (Post 820201). 92/06/17. 2pp. 62234:214-62234:215. 

-9207020056 Insp repts 50-424/92-11 & 50-425/92-11 on 920426-0623. Violations 
noted.Major areas inspected:plant operations, surveillance, maintenance & 
followup. Violation noted re security personnel. 

BONSER.B.R. Region 2 (Post 820201). 92/06/17. 18pp. 62234:216-62234:233. 

9207070020 Provides info describing deviations from approved fire protection program 
resulting from plant review in response to NRC Bulletin 92-001, per 920626 conversa- 
tion w/NRC. Transient combustibles limited inside containment. 

MCCOY, C.K. Georgia Power Co. 92/06/30. Document Control Branch (Document 
Control Desk). 2pp. 62243:351-62243:352. 

9207140179 Responds to NRC Itr re violations noted in insp repts 50-424/92-11 & 50- 
425/92-11 on 920306-1 2.Corrective actions: security mgt will ensure in future that 
armed officers are equipped w/same ammunition used in training & qualification. 
MCCOY,C.K. Georgia Power Co, 92/07/09. Document Control Branch (Document 
Control Desk). 3pp. 62385:137-62385:139. 

9207150221 Revised EPIP8,includlng rev 4 to VNS-EP-06, "Duties of the Director of 
Corporate Response," rev 5 to VNS-EP-04, "Duties of the On-call Project Manager” & 
rev 5 to VNS-EP-06, “Duties of the General Office Operations Center Manager. 

* Southern Nuclear Operating Co. 92/07/09. 20pp. 62407:209-62407:228. 

9207150246 Rev 16 to emergency plan, incorporating organizational change8.editorial 
changes & updating facilities, procedures & documentation.W/920709 itr. 

MCCOY, C.K. Georgia Power Co. 92/07/09. 110pp. 62405:145-62405:226. 

9207270335 Forwards Rev 8 to security training & qualification plan, reflecting changes 
to handgun.shotgun & rifle-typical qualification courses to be implemented during 1993 
recertification training.Rev withheid. 

MCCOY,C.K. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 2pp. 62528:156-62528:157. 

9207280252 Forwards corrected data point library for ERDS,initially submitted In 920317 
itr.EncI corrects Section 3.6 re administrative implementation requirements, per Rev 1 
to NUREG-1394. 

MCCOY,C.K. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 4pp. 62535:018-62535:021. 


9207290265 Fonvards response to NRC Bulletin 92-001 , “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Fire Damage." Hourly monitoring of air temp inside containment terminated. 

MCCOY, C.K. Georgia Power Co. 92/07/23. Document Control Branch (Document 
Control Desk). 5pp. 62593:348-62593:352. 


H. General correspondence 

9207130049 Comment supporting proposed rule 10CFR50.63 re "Loss of All Alternating 
Current Power.” 

MCCOY, C.K. Georgia Power Co. 92/07/02. CHILK,S.J. Office of the Secretary of the 
Commission. 2pp. 62285:060-62285:061. 

9207290063 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. 

MCCOY.C.K. Georgia Power Co. 92/07/20. CHILK,S.J. Office of the Secretary of the 
Commission. 2pp. 62506:090-62506:090. 

9207290068 Comment supporting proposed rule 10CFR20 & 61 .“Low-Level Waste 
Shipment Manifest Info & Reporting." 

MCCOY.C.K. Georgia Power Co. 92/07/20. CHILK,S.J. Office of the Secretary of the 
Commission. 2pp. 62506:092-62506:093. 


O. Advisory Committee on Reactor Safeguards report® & correspondence 

9207280210 Partial response to FOIA request for documents re NRC TIA review of 
900320 loss of off-site power event at plant- Forwards documents listed in App C 
which are being made available for PDR.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/12/09. LAMBERSKI.J. Troutman, Sanders, Lockerman & Ashmore. 3pp. 
62519:256-62519:290. 

-9207280218 Discusses AIT investigation of 900320 event at plant, involving loss of off- 
site power & failure of onsite power on demand at Unit 1 . 

ALDERMAN.H. ACRS - Advisory Committee on Reactor Safeguards. 90/03/28. 
LEWIS, H.W. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 62519:259- 
62519:260. 

-9207280232 Discusses ACRS briefing on status of NRC staff actions resulting from I IT 
investigation of plant loss of power/loss of decay heat removal event of 
900320. AEOD memo providing status rept encl.W/o end. 

BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 91/03/26. ACRS 
- Advisory Committee on Reactor Safeguards. Ip. 62519:290-62519:290. 


P. Operating license stage documents A correspondence 

9206300215 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.Heat number of each beltline plate located on C-E matl certification 
repts maintained by Westinghouse.Nonproprietary WCAP-11011 A WCAP-11381 end. 
MCCOY.C.K. Georgia Power Co. 92/06/25. Document Control Branch (Document 
Control Desk). 9pp. 62369:291-62370:033. 

-9207080276 “GAP AW Vogtie Unit 2 Reactor Vessel Radiation Surveillance Program." 
MEYERS,T.A. Georgia Power Co. WCAP-11381. 92/04/30. 27pp. 62369:348- 
62370:033. 

9207170172 Requests FR publication of notice of issuance of amends 52 A 31 to li- 
censes NPF-68 A NPF-81,respectively.Amends change surveillance requirements in 
TSs 3/4.7.6.3/4.7.7,3/4.9.12 A Bases to revise min heater capacity A RH testing. 
HOOD.D.S. Project Directorate 11-3. 92/07/09. NRC - No Detailed Affiliation Given. 
3pp. 62403:071-62403:073. 

9207200345 Forwards amends 52 A 31 to licenses NPF-68 A NPF-81, respectively A 
safety evaluation.Amends revise TS 3/4.7.6, 3/4.7.7,3/4.9.12 A bases to change min 
heater capacity A relative humidity testing requirements. 

HOOD.D.S. Project Directorate 11-3. 92/07/09. HAIRSTON.W.G. Georgia Power Co. 
4pp. 62438:209-62438:232. 

-9207200348 Amends 52 A 31 to licenses NPF-68 A NPF-81, respectively, revising TS 
3/4.7.6,3/4.7.7,3/4.9.12 A bases to change min heater capacity A relative humidity 
testiiig requirements. 

MATTHEWS.D.B. Project Directorate 11-3. 92/07/09. 14pp. 62438:213-62438:226. 

-9207200350 Safety evaluation supporting amends 52 A 21 to licenses NPF-68 A NPF- 
81, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 6pp. 
62438:227-62438:232. 

9207220388 Forwards correction to TS pages 3/4 7-16 A 3/4 9-16 of amend 31 to li- 
cense NPF-81. 

HOOD,D.S. Project Directorate 11-3. 92/07/15. HAIRSTON.W.G. Georgia Power Co. 
7pp. 62453:318-62453:324. 

-9207230131 Corrected Tech Spec pages to amend 31 to license NPF-81, consisting of 
pages 3/4 7-16 A 3/4 9-16. 

* NRC - No Detailed Affiliation Given. 92/07/15. 4pp. 62453:321-62453:324. 

9207280076 Responds to NRC 920609 request for add! info re 920428 application for 
amends to Licenses NPF-68 A NPF-81, changing TS 4.3.3.2.d re turbine overspeed 
protection A revising schedule for insp of stop valves A turbine intercept valves. 
MCCOY.C.K. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 3pp. 62562:338-62562:340. 

9207280270 Forwards "First Periodic Reactor Containment Bldg integrated Leakage 
Rate Test, June 1992." 

MCCOY.C.K. Georgia Power Co. 92/07/20. Document CJontrol Branch (Document 
Control Desk). Ip. 62566:069-62566:176. 

-9207280278 “First Periodic Reactor Ck)ntainment Bldg Integrated Leakage Rate 
Test, June 1992.” 

* Georgia Power Co. 92/06/30. 108pp. 62566:070-62566:176. 
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9207280279 Responds to request for addl info re proposed amend to TS 3.6.3 re con- 
tainment Isolaton valves for containment hydrogen monitors.lsolation valves will be 
closed in event that containment isolation required. 

MCCOY, C.K. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 2pp. 62566:281-62566:282. 


Q. inspection reports, IE Bulletins & correspondence 

9207020025 Forwards insp repts 50-424/92-11 & 50-425/92-11 on 920426-0523 & 
notice of violation. 

HERDT.A.R. Region 2 (Post 820201). 92/06/17. HAIRSTON.W.G. Georgia Power Co. 
4pp. 62234:210-62234:233. 

-9207020038 Notice of violation from insp on 920426-0623.Violation noted:security offi- 
cers not trained in use of site issued security equipment, in that officers were equipped 
with ammunition that was different from that used in training. 

• Region 2 (Post 820201). 92/06/17. 2pp. 62234:214-62234:215. 

-9207020056 Insp repts 50-424/92-11 & 50-425/92-11 on 920426-0523. Violations 
noted.Major areas inspected:plant operations, surveillance, maintenance & 

followup. Violation noted re security personnel. 

BONSER.B.R.. STARKEY.R.D., BALMAIN.P.A. Region 2 (Post 820201). 92/06/17. 
18pp. 62234:216-62234:233. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070020 Provides info describing deviations from approved fire protection program 
resulting from plant review in response to NRC Bulletin 92-001, per 920626 conversa- 
tion w/NRC. Transient combustibles limited inside containment. 

MCCOY, C.K. Georgia Power Co. 92/06/30. Document Control Branch (Document 
Ck>ntrol Desk). 2pp. 62243:351-62243:352. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411), 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207140179 Responds to NRC Itr re violations noted in insp repts 50-424/92-11 & 50- 
425/92-11 on 920308-1 2.Corrective actions: security mgt will ensure in future that 
armed officers are equipped w/same ammunition used in training & qualification. 
MCCOY,C.K. Georgia Power Co. 92/07/09, Document Control Branch (Document 
Control Desk). 3pp. 62385:137-62385:139. 

9207150023 Responds to concerns noted in Insp Repts 50-424/92-01 & 50-425/92-01 
re implementation of two-stage approach, performance of In-situ differential pressure 
testing & compliance w/Qeneric Ltr 89-10 schedule. 

MCCOY, C.K. Georgia Power Co. 92/07/09. Document Control Branch (Document 
Control Desk). 15pp. 62395:225-62395:239. 

9207280076 Responds to NRC 920609 request for addl info re 920428 application for 
amends to Licenses NPF-68 & NPF-81 .changing TS 4.3.3.2.d re turbine overspeed 
protection & revising schedule for insp of stop valves & turbine intercept valves. 
MCCOY,C.K. Georgia Power Co. 92/07/20. Document Control Branch (Document 
Control Desk). 3pp. 62562:338-62562:340. 

9207280110 Ack receipt of 920709 response to notice of violation issued on 
920402.Re8ponse meets requirements of 10CFR2.201. 

COLLINS.D.M. Region 2 (Post 820201). 92/07/22. HAIRSTON.W.G. Georgia Power 
Co. 3pp. 62488:329-62488:331. 

9207290265 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Fire Damage. Hourly monitoring of air temp inside containment terminated. 
MCXX)Y,C.K. Georgia Power Co. 92/07/23. Document Control Branch (Document 
Control Desk). 5pp. 62593:348-62593:352. 


R. Periodic operating reports & related correspondence 

9207140303 Monthly operating repts for June 1992 for Vogtie Units 1 & 2.W/920710 Itr. 
HCX)PER,G.L. MCCOY, C.K. Georgia Power Co. 92/06/30. 13pp. 62384:258- 
62384:270. 


S. Reportable occurrences, LERs & related correspondence 


9207080018 Amend 1 to Part 21 Rept 158 re gear-wear induced failures in engine- 
driven jacket water pump in DSRV-16-4 standby DG sys. Initially reported on 
911029.Grand Gulf station observed wear characteristics in as little as 500 operating 
hours. 

GUNTRUM.B.C. Cooper Industries, Inc. 92/06/26. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 4pp. 62305:344-62305:347. 


DOCKET STN-50-437 FLOATING NUCLEAR PLANT 


Q. Inspection reports, IE Bulletins & correspondence 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Piflnt Prot0ctivG PG&tijrGS 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


9207070029 Notification of 920715 meeting w/utll in Rockville,MD to discuss status of 
facilities. 

THADANI,M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/06/30. HEBDON,F.J. Project Directorate 11-4 (formerly TVA Project Direc- 
torate) (Post 900603). 3pp. 62238:333-62238:335. 

9207200151 Submits info re corrective maint program during plant deferral, per 920624 
meeting w/NRC.Utll will not perform any work which will advance plant constMaint 
activities will include repair of damaged installed equipment. 

GARRITY,J.H. Tennessee Valley Authority. 92/07/16. Document Control Branch 
(Document Control Desk). 2pp. 62464:350-62464:351. 

9207310058 Discusses 920715 meeting w/util to describe status of & activities continu- 
ing at deferred Bellefonte Nuclear Plant. 

THADANI,M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/24. MEDFORD,M.O. Tennessee Valley Authority. 3pp. 62588:197-62588:199. 


Q. Inspection reports, IE Bulletins & correspondence 


9206230193 NRC info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. or New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/constructlon stage documents & correspondence 

9207070029 Notification of 920715 meeting w/util in Rockville,MD to discuss status of 
fflcilitios 

THADANI.M.C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/06/30. HEBDON,F.J. Project Directorate 11-4 (formerly TVA Project Direc- 
torate) (Post 900603). 3pp. 62238:333-62238:335. 

9207200151 Submits info re corrective maint program during plant deferral, per 920624 
meeting w/NRC.Util will not perform any work which will advance plant const.Maint 
activities will include repair of damaged installed equipment. 

GARRITY,J.H. Tennessee Valley Authority, 92/07/16. Document Control Branch 
(Document Control Desk). 2pp. 62464:350-62464:351. 

9207310056 Discusses 920715 meeting w/util to describe status of & activities continu- 
ing at deferred Bellefonte Nuclear Plant. 

THADANI,M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/24. MEDFORD,M,0. Tennessee Valley Authority. 3pp. 62588:197-62588:199. 
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Q. Inspection reports, i£ Builetios & correspondence 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Pl3nt F^rotoctivd F’03tur6S 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051 , “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plane 


9207200335 Revised Emergency Plan Implementing Instructions (EPI). including Rev 5 
to EPI-A2,Rev 4 to EPI-A3,Rev 5 to EPI-A4, Rev 5 to EPI-A5,Rev 8 to EPI-A6.Rev 6 to 
EPI-A7,Rev 7 to EPI-A8,Rev 8 to EPI-B1 & Rev 3 to EPI-B9.W/920716 Itr. 
LYSTER.M.D. Centerior Energy. 92/07/16. 189pp. 62449:001-62449:187. 

9207300222 Advises that proposed Rev 16 to plant physical security plan is consistent 
w/ provisions of 10CFR50.54 & acceptable. 

HALUJ.R. Project Directorate III-3. 92/07/22. LYSTER.M.D. Cleveland Electric Illumi- 
nating Co. 2pp. 62581:247-62581:248. 

9207300127 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Actions to restore fire barrier operability coordinated by NUMARC. 
LYSTER.M.D. Centerior Energy. 92/07/24. Document Control Branch (Document 
Control Desk). 4pp. 62593:020-62593:023. 


H. General correapondence 

9207280115 Comment on proposed suppi 1 to NRC bulletin 90-01, “Loss of Fill Oil in 
Transmitters Mfg by Rosemount." Endorses NUMARC & BWR Owners Group 
comments.Enhanced surveillance programs appropriate & effective in resolving trans- 
mitter concerns. 

LYSTER,M.D. Centerior Energy. 92/07/20. MEYER.D.L. NRC - No Detailed Affiliation 
Given. 6pp. 62488:345-62488:350. 


M. Antitrust correapondence 


920702(K)59 NRC Staff statement concerning matters not to be considered by Licensing 
Board & request for leave to respond.* Staff request should be granted. 

HOM.S.R. Office of the General Counsel (Post 860701). #392 13051. 92/06/29. 
Atomic Safety & Licensing Board Panel. 2pp. 62182:011-62182:012. 

9207020141 Applicants request that Licensing Board disregard factual issues discussed 
during oral argument* Foregoing issues represent factual issues which Board should 
disregard in disposition of phase one of case.W/Certificate of Svc. 

SINGLEY,M.A. Ohio Edison Co. S1NGLEY,M.A. Cleveland Electric Illuminating Co. 
SINGLEY,M.A. Toledo Edison Co. #392 13047. 92/06/29. Atomic Safety & Licensing 
Board Panel. 11pp. 62182:022-62182:032. 

9207020164 Proposed corrections to 920612 transcript of 920610 oral argument on 
summary description.* W/Certificate of Svc. 

HOM,S.R. Office of the General Counsel (Post 860701). #392 13052. 92/06/29. 5pp. 
62182:040-62182:044. 

9207020170 City of Cleveland proposed corrections to oral argument transcript of 
920610.* W/Certificate of Svc & svc list. 

GOLDBERG,R. Cleveland, OH. GOLDBERG, R. Goldberg, Fieidman & Hjelmfelt #392 
13046. 92/06/29. Atomic Safety & Licensing Board Panel. 6pp. 62182:045-62182:050. 

9207090012 Applicant answer in opposition to amended petition of city of Brook 
Park, OH for leave to intervene out of time.* City of Brook Park untimely intervention 
petition should be denled.W/Certificate of Svc. 

CHARNOFF.G. Ohio Edison Co. CHARNOFRG. Shaw. Pittman, Potts & Trowbridge. 
#392 13062. 92/06/30. Atomic Safety & Licensing Board Panel. 21pp. 62266:117- 
62266:137. 

9207090111 Order (granting opportunity to respond to filings on significant factual asser- 
tions).* Responses to proceeding filings should be submitted by 920708. W/Certificate 
of Svc. Served on 920702. 

MILLER.M.E. Atomic Safety & Licensing Board Panel. #392 13059. 92/07/01. Ohio 
Edison Co. 4pp. 62266:272-62266:275. 

620710(K)94 NRC Staff answer to amended petition of City of Brook Park, OH, for leave 
to intervene out of time.* NRC does not oppose granting of amended petition.W/Oer- 
tificate of Svc. 

HOM,S.R. Office of the General Counsel (Post 860701). #392 13079. 92/07/06. 
Atomic Safety & Licensing Board Panel. 11pp. 62270:107-62270:117. 

9207100012 Informs that NRC will not be filing any response to applicant 920629 re- 
quest for Board to disregard “significant factual assertions” & objections to city of 
Cleveland 920629 proposed corrections to transcript of 920610 oral argument. 
HOM,S.R. Office of the General Counsel (Post 860701). #392 13083. 92/07/07. 
MILLER, M.E., BECHHOEFER,C.. BOLLWERK,G.P. Atomic Safety & Licensing Board 
Panel. Ip. 62270:008-62270:008. 


9207100084 Reply by American Municipal Power-Ohio,lnc to applicant request that 
Board disregard factual issues.* Applicant requests Board disregard irrelevant asser- 
tions by ail parties.W/Certiflcate of Svc. 

STRAUS,D.R. American Municipal Power-Ohio, Inc. STRAUS, D.R. Spiegel & McDiar- 
mid. #392 13080. 92/07/07. Atomic Safety & Licensing Board Panel. 6pp. 62270:101- 
62270:106. 

9207100010 City of Cleveland opposition to applicant request that Licensing Board dis- 
regard certain arguments of city of Cleveland counsel in oral argumentCertificate of 
Svc & svc list end. 

GOLDBERG.R., STROTHER,C.D. Cleveland, OH. GOLDBERG,R. Goldberg, Fieidman 
& Hjelmfelt. #392 13082. 92/07/08. Atomic Safety & Licensing Board Panel. 7pp. 
62270:001-62270:007. 


N. Antitrust hearing transcripts 


9207200060 Transcript corrections (oral arugment).* Lists proposed changes to be 
adopted in transcript. W/Certificate of Svc. Served on 920710. 

MILLER,M.E. Atomic Safety & Licensing Board Panel. #392 13100. 92/07/10. 6pp. 
62404:114-62404:119. 


P. Operating iicense stage documents & correspondence 

9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior mgt meeting & itrs to be sent to licensees of plants that will be discussed at 
900215 Commission meeting. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 90/02/02. CARR, ROB- 
ERTS, ROGERS Commissioners (Post 750119). 38pp. 62324:144-62324:182. 

9207010337 Summary of 920403 meeting w/util in Rockviile.MD re facility 5-yr plan. 
HALL,J.R. Project Directorate III-3. 92/06/19. Project Directorate 111-3. 5pp. 
62183:063-62183:115. 

-9207010343 “Five-Yr Plan.” 

* Cleveland Electric Illuminating Co. 92/06/19. 46pp. 62183:068-62183:115. 

9207070175 Application for amend to license NPF-58,consisting of TS change request 
to relocate component lists from sections 3.6.4 & 3.8.4. 1 of PNPP unit 1 TS.per ge- 
neric Itr 91-08. 

LYSTER,M.A. Centerior Energy. 92/06/19. Document Control Branch (Document Con- 
trol Desk). 9pp. 62262:277-62262:319. 

-9207070188 Proposed tech specs relocating component lists from sections 3.6.4 & 

3.8.4.1 of PNPP unit 1 TS per generic Itr 91-08, “Removal of Component lists from 
TS.” 

* Commonwealth Edison Co. 92/06/1 9. 33pp. 62262:286-62262:31 9. 

9207010129 Application for amend to license NPF-68,con8isiting of TS change request 
on 3.5.3,3.6.1.1.1,3.6.1.2,3.6.1.3,3.6.1.7, 3.6.3.1,3.6.3.4,3.6.4,3.9.8,3.9.11.1 & 3.9.11.2 
re containment response analysis improvements. 

LYSTER.M.D. Centerior Energy. 92/06/24. Document Control Branch (Document 
Control Desk). 43pp. 62233:202-62233:329. 

-9207010138 Proposed tech specs including sections 3.3.5,3.6.1.1.1, 

3.6.1.2.3.6.1.3.3.6.1.7.3.6.4.3.6.3.4.3.9.8.3.9.11.1 & 3.9.11.2 re ambient air & lake 
temp. 

* Centerior Energy. 92/06/24. 84pp. 62233:246-62233:329. 

9207160091 Forwards notice of consideration of Issuance of amend to license NPF-58 
& opportunity for hearing. 

HALUJ.R. Project Directorate III-3. 92/06/25. LYSTER.M.D. Cleveland Electric Illumi- 
nating Co. 2pp. 62396:060-62396:066. 

-9207160097 Notice Of consideration of Issuance of amend to license NPF-58 & pro- 
posed NSHC determination & opportunity for hearing.Amend revises TS to increase 
limits on containment max average air temp & normal max average SP water temp. 
HALL,J.R. Project Directorate 111-3. 92/06/2^ 5pp. 62396:062-62396:066. 

9207070409 Application for amend to License NPF-58, revising TSs to increase surveil- 
lance test intervals & allowable outage times for instrumentation.GE proprietary docu- 
ments supporting request encl.GE documents withheld. 

LYSTER.J.D. Centerior Energy. 92/06/29. Document Control Branch (Document Con- 
trol Desk). 42pp. 62309:109-62309:241. 

-9207070411 Proposed tech specs re surveillance test intervals & allowable outage 
times for instrumentation increase. 

* Centerior Energy. 92/06/29. 84pp. 62309:151-62309:241. 

9207060172 Application for amend to license NPF-58, consisting of TS change 
request.revising TS 3.3.1 & 6.9.1. 9, to transfer specific value of simulated thermal 
power time constant from TS to COLR. 

LYSTER.M.D. Centerior Energy. 92/06/30. Document Control Branch (Document 
Control Desk). 6pp. 62254:248-62254:264. 

-9207060176 Proposed tech specs revising table 3.3. 1-2, “Reactor Protection Sys In- 
strumentation.” 

* Centerior Energy. 92/06/30. 11pp. 62254:255-62254:264. 

9207070040 Forwards response to Rev 1 to Generic Ltr 92-01, “Reactor Vessel Struc- 
tural integrity.” Util utilized assistance of GE to performed technical analysis to predict 
effects of neutron irradiation on reactor vessel matls. 

LYSTER.M.D. Centerior Energy. 92/07/02. Document Control Branch (Document 
Control Desk). 5pp. 62265:341-62265:345. 

9207210137 Forwards corrected amend 42 to license NPF-58,con8isting of TS page 3/4 
3-82 w/correct backup page. 

HALL,J.R. Project Directorate lll^. 92/07/07. LYSTER.M.D. Cleveland Electric Illumi- 
nating Co. 4pp, 62463:244-62453:247. 

-9207220355 Corrected Tech Spec page 3/4 3-82 w/correct backup page to amend 42 
to license NPF-S8, reflecting recent organizational changes. 

* Project Directorate IH-3. 92/07/07. 2pp. 62453:246-62453:247. 
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9207150132 Discusses review of response to generic Itr 88-20, suppi 4 re IPE for exter- 
nal events for plant. 

HALL,J.R. Project Directorate lli-3. 92/07/09. LYSTER.M.D. Cleveland Electric Illumi- 
nating Co. 4pp. 62395:276-62395:279. 

9207200097 Forwards four relief requests for Unit 1 inservice exam program generated 
upon completion of facility third refueling outage. 

LYSTER.M.D. Centerior Energy. 92/07/13. Document Control Branch (Document 
Control Desk). 26pp. 62447:229-62447:254. 

9207240153 Forwards "Perry Nuclear Power Plant Individual Plant Exam,” per Generic 
Ltr 88-20. Plant improvements made due to individual plan exam Insights listed on 
end. 

LYSTER.M.D. Centerior Energy. 92/07/15. Document Control Branch (Document 
Control Desk). 6pp. 62536:001-62539:030. 

-9207240154 "Perry Nuclear Power Plant Individual Plant Exam.” 

* Cleveland Electric Illuminating Co. 92/07/31. 600pp. 62536:007-62539:030. 

9207230227 Notification of 920730 meeting w/counterparts in Oak Harbor, OH to dis- 
cuss Items of generic interest between NRR.Region III & licensees for plants in NRR 
Project Directorate III. Agenda end. 

HOPKINS. J.B. Project Directorate III-3. 92/07/16. HANNON. J.N. Project Directorate 
111-3. 4pp. 62478:319-62478:322. 

9207300160 Forwards SE supporting licensee proposed method of coping w/SBO at 
plant.contingent on satisfactory resolution of recommendations. 

HALL,J.R. Project Directorate III-3. 92/07/22. LYSTER.M.D. Cleveland Electric Illumi- 
nating Co. 3pp. 62581:198-62581:206. 

-9207300163 Safety evaluation supporting licensee proposed method of coping w/SBO 
at plant contingent on satisfactory resolution of recommendations. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/22. 6pp. 
62581:201-62581:206. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Pl&nt Protoctivo Fsdturcts*" 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070034 Ack receipt of 920617 Itr in response to NRC 920508 Itr transmitting insp 
rept 50-440/92-08.Actions will be examined during future insps. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/06/30. LYSTER.M.D. Cleveland 
Electric Illuminating Co. 1 p. 62205:073-62205:073. 

9207070229 Ack receipt of 920617 Itr Informing NRC of steps taken to correct unre- 
solved item noted In insp rept 50-440/92-08. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/06/30. LYSTER.M.D. Centronic, 
Inc. 1p. 62206:031-62206:031. 

9207100175 Advises that special ALAR A appraisal scheduled from 920913- 
18. Info, described on end, should be provided by 920805. 

NORELIUS.C.E. Region 3 (Post 820201). 92/06/30. LYSTER.M.D. Centerior Energy. 
8pp. 62334:282-62334:289. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSl,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140129 Discusses insp rept 50-440/92-11 on 920527-0615 & forwards notice of 
violation. Violation directly led to unexpected loss of water Inventory from reactor 
vessel & is of concern to agency. 

GREGER.LR. Region 3 (Post 820201). 92/07/02. LYSTER.M. Centerior Service Co. 
3pp. 62338:056-62338:077. 

-9207140146 Notice of violation from insp on 920527-061 5. Violation noted:l&C Instru- 
ment valve lineup/fill-vent sheet for nine flow transmitter instruments associated w/ 
RHR sys was authorized by unit supervisor w/o documentation. 

GREGER.LR. Region 3 (Post 820201). 92/07/02. 2pp. 62338:059-62338:060. 

-9207140151 Insp rept 50-440/92-11 on 920527-061 5. Violations noted.Major areas 
inspected:root causes for three loss of water inventory events & failure of licensee 
core verification to identify misaligned fuel bundle. 

LANKSBURY.R.D. Region 3 (Post 820201). 92/07/02. 17pp. 62338:061-62338:077. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207140138 Forwards insp rept 50-440/92-04 on 920326-0623 & notice of violation. 
MILLER, H.J. Region 3 (Post 820201). 92/07/09. LYSTER.M.D. Cleveland Electric Illu- 
minating Co. 3pp. 62310:001-62310:032. 

-9207140143 Notice of violation from insp on 920326-0623.Violation noted:as of 
920331 .licensee corrective measures had not been adequate to assure that causes of 
excessively leaking main steam line penetrations boundary valves has been deter- 
mined. 

MILLER.H.J. Region 3 (Post 820201). 92/07/09. 2pp. 62310:004-62310:005. 

-9207140149 Insp rept 50-440/92-04 on 920326-0623.No violations noted. Major areas 
inspeGted:main steam lines local leak rate testing procedures.witnessing portions of 
LLRT & trouble shoot testing to identify source of excessive leakage. 

MAURA,F., BURGESS, B. Region 3 (Post 820201). 92/07/09. 25pp. 62310:006- 
62310:032. 

9207300127 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling In Wide Cable Trays & Small Conduits Free from Rre 
Damage.” Actions to restore fire barrier operabtlity coordinated by NUMARC, 
LYSTER,M.D. Centerior Energy. 92/07/24. Document Control Branch (Document 
Control Desk). 4pp. 62593:020^2593:023. 


R. Periodic operating reports & related correspondence 

9207170269 Monthly operating rept for June 1992 for Perry Nuclear Power Plant.Unit 
1.W/920715 ltr. 

HEGRAT.H.L. LYSTER.M.D. Centerior Energy. 92/06/30. 6pp. 62436:354-62436:359. 


S. Reportable occurrences, LERs & related correspondence 

9207280257 Part 21 rept re cracking of stellite 21 hardfacing on guide nose of poppets 
supplied as part of MSIV leakage improvement mod.lnitially reported by CLEI on 
920522. Recommends that liquid penetrant exam be performed. 

SHIELDS.S.N. Atwood & Morrill Co.. Inc. 92/06/24. BERLINGER NRC - No Detailed 
Affiliation Given. 4pp. 62568:340-62568:344. 


9207080018 Amend 1 to Part 21 Rept 158 re gear-wear induced failures in engine- 
driven jacket water pump in DSRV-16-4 standby DG sys. Initially reporteo on 
911029.Grand Gulf station observed wear characteristics in as little as 500 operating 
hours. 

GUNTRUM.B.C. Cooper Industries, Inc. 92/06/26. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 4pp. 62305:344-62305:347. 

9207070221 Corrected Part 21 rept re defects in MSIV poppets supplied by Atwood & 
Morrill Co.Inc.originally submitted via 920619 Itr.Corrects info in corrective action sec- 
tion to indicate that poppet S/N 4 not S/N 3 installed at facility. 

LYSTER.M.D. Centerior Energy. 92/07/01. Document Control Branch (Document 
Control Desk). Ip. 62451:330-62451:330. 


9207070280 LER 92-01 4-00:on 920603,steam supply pressure low isolation signal & as- 
sociated RCIC sys isolation were initiated.Caused by procedure deficiency.Surveillance 
instruction ISI-B21-T1 300-1 revised.W/920702 Itr. 

HEGRAT.H.L, LYSTER.M.D. Centerior Energy. 92/07/03. 4pp. 62292:353-62292:356. 


9207200022 Confirms plans to conduct 920731 mgt meeting at plant site to discuss cur- 
rent operational topics including.loss of reactor vessel inventory, loss of suppression 
pool level & circulating water sys drainage & misaligned fuel bundle. 

GREENMAN.E.G. Region 3 (Post 820201). 92/07/10. LYSTER.M.D. Centerior Energy. 
2pp. 62453:220-62453:221. 


T. Hearing transcripts on non-antitrust matters 


9207020164 Proposed corrections to 920612 transcript of 920610 oral argument on 
summary description.* W/Certificate of Svc. 

HOM.S.R. Office of the General Counsel (Post 860701). #392 13052. 92/06/29. 5pp. 
62182:040-62182:044. 

9207020170 City of Cleveland proposed corrections to oral argument transcript of 
920610.* W/(3ertlficate of Svc & svc list. 

GOLDBERG, R. Cleveland. OH. #392 13046. 92/06/29. Atomic Safety & Licensing 
Board Panel. 6pp. 62182:045-62182:050. 


V. Operator Examinations 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam.administered on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007. Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 

9207010337 Summary of 920403 meeting w/util in Rockville, MD re facility 5-yr plan. 
HALLJ.R. Project Directorate III-3. 92/06/19. Project Directorate lli-3. 6pp. 
62183:063-62183:115. 

-9207010343 "Five-Yr Plan.” 

* Cleveland Electric Illuminating Co. 92/06/19. 46pp. 62183:068-62183:115. 

9207070409 Application for amend to License NPF-58.revising TSs to increase surveil- 
lance test intervals & allowable outage times for instrumentation.GE proprietary docu- 
ments supporting request encl.GE documents withheld. 

LYSTER,J.D. Centerior Energy. 92/06/29. Document Control Branch (Document Con- 
trol Desk). 42pp. 62309:109-62309:241. 


F. Security, medical, emergency & fire protection plans 

9207200335 Revised Emergency Plan Implementing Instructions (EPI), including Rev 5 
to EPI-A2,Rev 4 to EPI-A3,Rev 5 to EPI-A4, Rev 5 to EPI-A5,Rev 8 to EPI-A6,Rev 6 to 
EP|.A7.Rev 7 to EPI-A8,Rev 8 to EPI-B1 & Rev 3 to EPI-B9.W/920716 Itr. 
LYSTER.M.D. Centerior Energy. 92/07/16. 189pp. 62449:001-62449:187. 


H. General correspondence 

9207280115 Comment on proposed suppI 1 to NRC bulletin 90-01, "Loss of Fill Oil in 
Transmitters Mfg by Rosemount” Endorses NUMARC & BWR Owners Group 
comments.Enhanced surveillance programs appropriate & effective in resolving trans- 
mitter concerns. 

LYSTER,M.D. Centerior Energy. 92/07/20. MEYER.D.L NRC - No Detailed Affiliation 
Given. 6pp. 62488:345-62488:350. 
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Q. inspection reports, iE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Ctonsolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02, 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051 , “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9207100245 “New Hampshire Yankee, State of NH & Commonwealth of 
Massachusetts, Seabrook Station 1992 Graded Exercise on 920604.” 

* Public Service Co. of New Hampshire. * New Hampshire. State of. * Massachusetts, 
Commonwealth of, 92/06/04. 1.000pp. 62598:001-62600:355. 

9207070139 Rev 3C to “Seabrook Plan for MA Communities App H, 'NH Yankee Offsite 
Response Communications Directory."’ W/920623 Itr. 

FEICaENBAUM.T.C. Power Authority of the State of New York (New York Power Au- 
thority). 92/06/23. 120pp. 62274:005-62274:122. 

9207070425 Forwards "New Hampshire Yankee Seabrook Station 1992 Graded 
Exercise. Vols I & II," conducted on 920605. 

FEIGENBAUM.T. Public Service Co. of New Hampshire. 92/06/30. MARTIN.T.T. 
Region 1 (Post 820201). 3pp. 62286:001-62291:079. 

-9207070426 “New Hampshire Yankee Seabrook Station 1992 Graded Exercise, Vols I 
& 11," conducted on 920605. 

* Public Service Co. of New Hampshire. 92/06/04. 950pp. 62286:005-62291:079. 

9207090235 Forwards Safety Insp Rept 50-443/92-11 on 92051 2-061 5.No violations 
noted. 

LINVILLE,J.C. Region 1 (Post 820201). 92/07/01. FEIGENBAUM,T.C. Public Service 
Co. of New Hampshire. 5pp. 62339:340-62339:357. 

-9207090240 Insp Rept 50-443/92-11 on 92051 2-061 5.No violations noted. Major 
areas inspected:operation.radiologlcal controls, emergency 

preparedness,security,engineering/technical support A safety assesment/quality verifi- 
cation. 

LA2ARUS.W.J. Region 1 (Post 820201). 92/07/01. 13pp. 62339:345-62339:357. 

9207170086 Forwards final SALP Rept 50-443/90-99 for Nov 1990 - Feb 1992. 
MARTIN.T.T. Region 1 (Post 820201). 92/07/02. FEIGENBAUM.T.C. Public Service 
Co. of Now Hampshire. 5pp. 62387:190-62387:237. 

-9207170096 Final SALP Rept 50-443/90-99 for Nov 1990 - Feb 1992. 

* Region 1 (Post 820201). 92/06/08. 42pp. 62387:195-62387:237. 

9207100245 “New Hampshire Yankee, State of NH & Commonwealth of 
Ma88achu8etts.Seabrook Station 1992 Graded Exercise on 920604.” 

* Public Service Co. of New Hampshire. 92/06/04. 1.000pp. 62598:001-62600:355, 

9207280008 Ack receipt of 920522 Itr transmitting Rev 15 to physical security 
plan.Changes consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion in 
plan. 

JOYNER, J.H. Region 1 (Post 820201). 92/07/09. FEIGENBAUM.T.C. North Atlantic 
Energy Service Corp. (NAESCO). 5pp. 62562:319-62562:323. 

9207280095 Forwards full-participation emergency preparedness exercise insp rept 50- 
443/92-10 on 920603-05.No exercise weaknesses identified. 

JOYNER.J.H. Region 1 (Post 820201). 92/07/18. FEIGENBAUM.T.C, Public Service 
Co. of New Hampshire. 7pp. 62488:219-62488:232. 

-9207280098 Insp rept 50-443/92-10 on 920603-05.No exercise weaknesses 
rKkted.Major areas inspectediemergency preparedness full- participation exercise. 
HAUGHl1n,J.. MCCABE.E. Region 1 (Post 820201). 92/07/15. 7pp. 62488:226- 
62488:232. 

9207240170 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Rre 
Damage." Thermo-Lag fire barrier not utilixed at facility. 

FEIG^BAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 92/07/20. Docu- 
ment Control Branch (Document Control Desk). 2pp. 62528:226-62528:227. 


H. General correspondence 

9207220002 Lists changes to svc list for facility to reflect that managing agent for plant 
tiansferred from New Hamphsire Yankee to North Atlantic Energy Svc Corp, effective 
920629. 

FEIQENBAUM.T.C. North Atlantic Energy Service porp. (NAESCO). 92/07/10. Docu- 
ment Control Branch (Document Control Desk). 3pp. 62473:270-62473:272. 


I. Rnanclal information 

9207170012 Forwards summary of State of NH PUC 920602 meeting re New England 
Telephor>e Co motion to post^ne hearings on docket, order establishing hearing date 
on increases in decommissioning costs & revs to second rate tariff. 

ARNOLD.W.E. New Hampshire. State of. 92/06/22. Affiliation Not Assigned. 8pp. 
62440:323-62440:330. 


9207080024 Forwards United Illuminating Co.Northeast Utils, New England Electric Sys 
& Taunton Municipal Lighting Plant annual repts for 1991. 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/06/29. Document Con- 
trol Branch (Document Control Desk). 2pp. 62306:001-62307:035. 

-9207080028 “Ul 1991 Annual Rept.” W/Securities & Exchange Commission 1991 
Form 10-K annual rept for Eastern Utils Assoc. 

GROSSI,R.J. United Illuminating Co. 91/12/31. 122pp. 62306:003-62306:127. 

—9207080032 “Northeast Utils 1991 Annual Rept.” W/Securities & Exchange Commis- 
sion 1991 Form-K for Commonwealth Energy Sys. 

ELLIS, W.B., FOX.B.M. Northeast Utilities. 91/12/31. 123pp. 62306:128-62306:250. 

-9207080033 “New England Electric Sys 1991 Annual Rept.” 

BOK,J.T., ROWE,J.W. New England Electric System. 91/12/31. 43pp. 62306:251- 
62306:293. 

-9207080042 “Taunton Municipal Lighting Plant Annual Rept 1991.” W/ Massachusetts 
Municipal Wholesale Electric Co 19^91 financial statements & financial & statistical rept 
for NH Electric CooDerative,lnc for period end Jan 1992. 

MARLYNIAK,J., MEDEIROS,J., BLAIN,J.M. Taunton Municipal Lighting Piant. 91/12/ 
31. 100pp. 62306:294-62307:035. 

9207130071 Forwards Securities & Exchange Commission (SEC) MOU, authorizing for- 
mation of North Atlantic Energy Svc Corp & denying Hudson request for heanng A 
odering that no matl changes in agreement become effective w/o notice to SEC. 
FEIGENBAUM,T.C. North Atlantic Energy Senrice Corp. (NAESCX)). 92/07/06. Docu- 
ment Control Branch (Document Control Desk). 30pp. 62366:269-62366:298. 


M. Antitrust correspondence 


9207130071 Forwards Securities A Exchange Commission (SEC) MOU, authorizing for- 
mation of North Atlantic Energy Svc Corp A denying Hudson request for heanng A 
odering that no mat! changes in agreement become effective w/o notice to SEC. 
FEIGENBAUM,T.C. North Atlantic Energy Service Corp. (NAESCO). 92/07/06. Docu- 
ment Control Branch (Document Control Desk). 30pp. 62366:269-62366:298. 


P. Operating license stage documents A correspondence 


9207020039 Discusses review of response to generic Itr 88'20.suppl 4.re IPEEE A in- 
forms that IPEEE submittal schedule A selected methods acceptable. 

EDISON,G.E. Project Directorate I-3. 92/06/22. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 4pp. 62194:033-62194:036. 

9207170012 Fonvards summary of State of NH PUC 920602 meeting re New England 
Telephone Co motion to pos^ne hearings on docket, order establishing hearing date 
on increases in decommissioning costs A revs to second rate tariff. 

ARNOLD.W.E. New Hampshire. State of. 92/06/22. Affiliation Not Assigned. 8pp. 
62440:323-62440:330. 

9207080249 Forwards notice of withdrawal of application for amend to license NPF- 
86.Amend would have modified TS re TS SR 4.6.1 .2.a to maintain 40 plus or minus 
month testing interval for type A CILRT. 

EDISON.G.E. Project Directorate 1-3. 92/06/30. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 3pp. 62209:033-62209:037. 

-9207080259 Notice of withdrawal of application for amend to iicense NPF-86.Amend 
would have revised TS SR 4.6.1 .2.a to maintain 40 plus or minus 10 month testing 
interval for type A CILRT. 

EDISON.G. Project Directorate i-3. 92/06/30. 2pp. 62209:037-62209:037. 

9207100397 Advises that on 920629,regulatory approvals received A responsibility for 
mgt.operation A maint of facility transferred from New Hampshire Yankee Div of 
PbNH to North Atlantic Energy Svc Corp. 

FEIGENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 92/06/30. Docu- 
ment Control Branch (Document CX)ntroT Desk). Ip. 62365:360-62365:360. 

9207070252 Forwards supplemental SE accepting licensee proposed method of coping 
w/SBO contingent upon satisfactory resolution of recommendations in SE. 
EDISON.G.E. ^oject Directorate 1-3. 92/07/01. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 3pp. 62236:329-62236:337. 

-9207070280 Safety evaluation accepting licensee proposed method of coping w/SBO 
contingent upon satisfactory resolution of listed recommendations. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/01. 6pp. 
62236:332-62236:337. 

9207080140 Clarifies Supp1 1 to License Amend Request 91-10 re testing performed to 
rezero test failure count following certain overhauls of DG.Ref to 184-day testing re- 
quirement should be deleted from note on bottom of Page 3/4 8-10. 
FEIGENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 92/07/01. Docu- 
ment Control Branch (Document Control Desk). 2pp. 62274:352-62274:354. 

-9207080234 Proposed TS Table 4.8-1, “DG Test Schedule.” 

• North Atlantic Energy Service Corp. (NAESCO). 92/07/01. Ip. 62274:354- 
62274:354. 

9207170013 Responds to rev 1 to GL 92-01, “Reactor Vessel Structural Integrity 
10CFR50.54(f).” 

FEIGENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 92/07/02. Docu- 
ment Control Branch (Document Control Desk). 31pp. 62436:300-62436:330. 

9207170138 Fonfvards “Seabrook Station Probabilistic Safety Study Shutdown Modes 
4,5A6Vol1." 

FEIGENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 92/07/10. Docu- 
ment Control Branch (Document Control Desk). 3pp. 62434:001-62436:090. 

-9207170138 “Seabrook Station Probabilistic Safety Study Shutdown Modes 4,5 A 6 
Vol 1." 

KIPER.K.L. DOSKOCIL.W., CASEY,T.J. Public Service Co. of New Hampshire. 88/05/ 
31. 1,000pp. 62434:004-62436:090. 
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92073(K)292 Requests addi info re 910416 & 920221 submittals on steam generator 
tube rupture analysis. 

EDISON.G.E. Project Directorate 1-3. 92/07/24. FEIGENBAUM.T.C. Public Service Co. 
of New Hampshire. 5pp. 62580:289-62580:293. 


Q. Inspection reports, IE Bulletins & correspondence 

9207080293 Responds to SALP Rept 50-443/90-99 for Nov 1990 through Feb 
1 992.Paragra|:>h re approval of tagging order restoration by work control coordinator 
should be revised to clarify that coordfinator responsible for demineralbred water sys. 
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/06/24. MARTIN.t.T. 
Region 1 (Post 820201). 2pp. 62305:118-62305:119. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207080011 Ack receipt of 920604 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-443/92-05. 

LINVILLE,J.C. Region 1 (Post 820201). 92/06/29. FEIGENBAUM,T.C. Public Service 
Co, of New Hampshire. 4pp. 62218:001-62218:010. 

9207090235 Forwards Safety Insp Rept 50-443/92-11 on 92051 2-061 5.No violations 

LINV|LlE,J.C. Region 1 (Post 820201). 92/07/01. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 5pp. 62339:340-62339:357. 

-9207090240 Insp Rept 50-443/92-11 on 92051 2-061 5.No violations noted. Major 
areas insp^ed:operation, radiological controls, emergency 

preparedness.security.engineehng/technical support & safety assesment/qualhy verifi- 
cation. 

LAZARUS. W.J. Region 1 (Post 820201). 92/07/01. 13pp. 62339:345-62339:357. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207170088 Forwards final SALP Rept 50-443/90-99 for Nov 1990 - Feb 1992. 
MARTIN.T.T. Region 1 (Post 820201). 92/07/02, FEIGENBAUM.T.C. Public Service 
Co. of Now Hampshire. 5pp. 62387:190-62387:237. 

-9207170096 Rnal SALP Rept 50-443/90-99 for Nov 1990 - Feb 1992. 

* Region 1 (Post 820201). 92/06/08. 42pp. 62387:195-62387:237. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207160029 Fonwards insp rept 50-443/92-12 on 92061 5-1 9.No violations 
noted.Corrective actions taken were adequate to address deficiencies & program 
weaknesses identified during special Maint Team Insp conducted at Seabrook in early 
1991. 

BETTENHAUSEN.L Region 1 (Post 820201). 92/07/09. FEIGENBAUM.T.C. North At- 
lantic Energy Service Coip. (NAESCO). 4pp. 62375:143-62375:158. 

-9207160042 Insp rept 50-443/92-12 on 92061 5-1 9.No violations noted. Major areas 
inspected:licensee actions re maint program deficiencies & weaknesses identified 
during special Maint Team insp conductea during Jan & Feb of 1991. 

DRYSDALE,P.D.. BLUMBERG.N.J. Region 1 (Post 820201). 92/07/09. 12pp. 
62375:147-62375:158. 

9207280044 Forwards insp rept 50-443/92-14 on 92061 5-1 9.No violations noted. 
JOYNER. J.H. Region 1 (Post 820201). 92/07/15. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 5pp. 62488:076-62488:090. 

-9207280049 Insp rept 50-443/92-14 on 92061 5-1 9.No violations noted. Major areas 
in8pected:calibration,QA & records of counting laboratory & sunrey instruments.whole 
body counting facility & personnel dosimetry sys. 

SHERBINI.S., PA^IAICW. Region 1 (Post 820201). 92/07/07. 8pp. 62488:083- 
62488:090. 

9207280095 Forwards full-participation emergency preparedness exercise insp rept 50- 
443/92-10 on 920603-05.No exercise weaknesses identified. 

JOYNER, J.H. Regton 1 (Post 820201). 92/07/18. FEIGENBAUM.T.C. Public Service 
Co. of New Hampshire. 7pp. 62488:219-62488:232. 

-9207280099 Insp rept 50-443/92-10 on 920603-05.No mercise weaknesses 
noted.Major areas in8pected:emergency preparedness full- participation exercise. 
HAUGHUN,J.. MCCABE, E. Regton 1 (Post 820201). 92/07/15. 7pp. 62488:226- 
62488:232. 

9207240170 Responds to NRC Bulletin 92-001, “Failure of Thermo-Ug 330 Rre Barrier 
Sys to Maintain Cabling in Wicto Cable Trays & Small Conduits Free from Rre 
Damage.” Thermo-Lag fire barrier not utilized at facility. 

FEIQe4BAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 92/07/20. Docu- 
ment Oxntroi Branch (Document Control Desk). 2pp. 62528:226-62528:227. 


R. Periodic operating reports A related correspondence 

9207150027 Monthly operating rept for June 1992 for Seabrook Station, unit 1.W/ 
920710 Itr. 

NARDONE.P.. FEIGENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 
92/06/30. 5pp. 62398:337-62398:341. 

9207080139 “10CFR50.46 Annual Rmt” 

FEIQENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 92/07/01. Docu- 
ment Control Branch (Document Control Desk). 5pp. 62274:355-62274:360. 


S. Reportable occurrences, LERs & related correspondence 

9207010174 LER 92-005-00:on 920529.two out of three pressure code safety valves 
failed required setpoint testing.Caused by leakage in 1 valve & cause unknown in 
other valve. Valves retested & reworked as needed.W/920629 Itr. 

PESCHEL,J.M., FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/06/29. 
5pp. 62292:022-62292:026. 

9207150018 LER 92-006-00:on 92061 2.smoke detector in control room east air intake 
actuated high smoke concentration alarm.Caused by spurious alarm sig^nal due to ad- 
verse environ conditions. Work request initiated to recalibr detector.W/920713 Itr. 
LEGENDRE,A.L., FEIGENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 
92/07/13. 4pp. 62437:327-62437:330. 

9207210009 LER 92-007-00:on 92061 7, A train containment end emergency air cleanup 
sys discovered inoperable due to personnel error.Appropriate TS statement entered & 
inoperable equipment returned to operable status. W/92071 7 Itr. 

PESCHEL.J.M., FEIGENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 
92/07/17. 6pp. 62481:008-62481:013. 

9207280059 LER 92-008-00:on 920626.determined that 18-month surveillance test pro- 
ram for EDG inadequately tested undervoltage circuitry.per NRG Info Notice 92- 
40.Caused by misinterpretation of testing requirements.W/920724 Itr. 

PESCHEL,J.M., FEIGENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 
92/07/24. 8pp. 62587:236-62587:243. 


U. Congressional/Executive Correspondence 

9207060169 Discusses Congress Itr to Commission re Inspector General rept & con- 
cerns about inaccurate info associated w/licensing of plantForwards Commission re- 
sponse to Corigress inquiries. Inspector General rept & staff response to OIG rept. 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/06/22. NRC - No De- 
tailed Affiliation Given. 2pp. 62243:126-62243:207. 

-9207060206 Responds to 920129 Itr.in which Commission was sent several questions 
re itrs from Senator Kennedy & Representative Kostmayer & answers provided by 
Commsslon on 900315. 

THE CHAIRMAN. SELIN.I. Commissioners (Post 750119). 92/02/14. KERRY,J.F. 
Senate. 50pp. 62243:128-62243:175. 

-9207060209 Expresses concern re conduct of NRC staff in handling of Congressional 
inquiries into welding program at plant. 

MARKEY,E.J.. MAVROULES.N., KERRY.J.F. House of Rep. 92/01/29. SELIN.I., THE 
CHAIRMAN Commissioners (Post 750119). 2pp. 62243:176-62243:177. 

-9207060219 Forwards staff response to OIG rept 90-31 H, "Review of NRC Staff Re- 
sponses to Congressional Inquiries re J Wampler & Welding Program at Plant." 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/03/27. THE CHAIR- 
MAN, SELIN.I., ROGERS Commissioners (Post 750119). 30pp. 62243:178-62243:207. 


V. Operator Examinations 

9207070002 Advises that listed reactor operators & senior reactor operators are now 
employees of North Atlantic Energy Svc Corp.Change of employer should be noted on 
each license. 

FEIGENBAUM.T.C. North Atlantic Energy Service Corp. (NAESCO). 92/06/30. Docu- 
ment Control Branch (Document Control Desk). 4pp. 62274:348-62274:351. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 


9207100245 “New Hampshire Yankee.State of NH & Commonwealth of 
Ma8sachusetts.Seabrook Station 1992 Graded Exercise on 920604." 

* Public Service Co. of New Hampshire. * New Hampshire, State of. * Massachusetts, 
Commonwealth of. 92/06/04. 1,000pp. 62598:001-62600:355. 


I. Rruincial Informattcm 


9207170012 Forwards summary of State of NH PUC 920602 meeting re New England 
Telephone Co motion to postpone hearings on docket, order establishing hearing date 
on increases in decommissioning costs & revs to second rate tariff. 

ARNOLD,W.E. New Hampshire, State of. 92/06/22. Affiliation Not Assigned. 8pp. 
62440:323-62440:330. 


P. Operating licanae ataga documanta & corraapondanca 


9207170012 Forwards summary of State of NH PUC 920602 mooting re New England 
Telephone Co motion to post^ne hearings on docket, order establishing hearing date 
on increases in decommissioning costs & revs to second rate tariff. 

ARNOLD,W.E. New Hampshire. State of. 92/06/22. Affiliation Not Assigned. 8pp. 
62440:323-62440:330. 


a inspection reports, IE Bullatina & corraapondanca 


9208230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021. 

9208280043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 



DOCKETED ITEMS 153 


9206290237 NRC Jnfo Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Nevt< York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 


U. Congressional/Executiv® Correspondenc® 

9207060169 Discusses Congress Itr to Commission re Inspector General rept & con- 
cerns about Inaccurate info associated w/licensing of plant.Forwards Commission re- 
sponse to Congress inquiries. Inspector General rept & staff response to OIG rept. 
TAYLOR, J.M. Ijfc of the Executive Director for Operations. 92/06/22. NRC - No De- 
tailed Affiliation Given. 2pp. 62243:126-62243:207. 

-9207060206 Responds to 920129 ltr,in which Commission was sent several questions 
re Itrs from Senator Kennedy & Representative Kostmayer & answers provided by 
Commssion on 90031 5. 

THE CHAIRMAN. SELIN.I. Commissioners (Post 750119). 92/02/14. KERRY.J.F. 
Senate. 50pp. 62243:128-62243:175. 

-9207060209 Expresses concern re conduct of NRC staff in handling of Congressional 
inquiries into welding program at plant. 

MARKEY.E.J., MAVROULES.N., KERRY.J.F. House of Rep. 92/01/29. SELIN.I., THE 
CHAIRMAN Commissioners (Post 750119). 2pp. 62243:176-62243:177. 

-9207060219 Forwards staff response to OIG rept 90-31 H, “Review of NRC Staff Re- 
sponses to Congressional Inquiries re J Wampler & Welding Program at Plant.” 
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/03/27. THE CHAIR- 
MAN, SELIN.I., ROGERS Commissioners (Post 750119). 30pp. 62243:178-62243:207. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

9207020184 Discusses issuance of NRC Bulletin 92-001, “Failure of THERMO-LAG 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free From 
Fire Damage. 

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/06/26. Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1). 2pp. 62194:241-62194:255. 

9207070113 Advises that revs 13 & 14 to plant emergency response plan do not de- 
grade effectiveness of plan & acceptable. 

BEACH, A.B. Region 4 (Post 820201). 92/07/02. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 5pp. 62451:331-62451:335. 

9207160177 Revised Emergency Plan Procedures (EPP), including Procedure Change 
EPP-205-R7-7 to Rev 7 to EPP-205. Procedure Change EPP-214-R1-2 to Rev 1 to 
EPP-214 & Procedure Change EPP-300-R4-1 to Rev 4 to EPP-300.W/920708 Itr. 
CAHILL,W.J„ WALKER.R.D. Texas Utilities Electric Co. (TU Electric). 92/07/08. 63pp. 

9207150343 Provides requested actions specified in NRC Bulletin 92-001, "Failure of 
Thermo-Lag 330 Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small 
Conduits Free from Fire Damage.” 

CAHILL, W,J. Texas Utilities Electric Co. (TU Electric). 92/07/09. Document Control 
Branch (Document Control Desk). 3pp. 62415:259-62415:268. 

9207230276 Forwards Rev 13 to physical security plan.Rev withheld (ref 10CFR73.21). 
MARSHALL, J.S. Texas Utilities Electric Co. (TU Electric). 92/07/21. Document Con- 
trol Branch (Document Control Desk). 1pp. 62497:320-62497:320. 


M. Antitrust correspondence 

9207130136 Forwards “Response to Texas Utils Electric to Comments of Cap Rock 
Electric Cooperative, Inc.” 

SAMPELS.M.D. Texas Utilities Electric Co. (TU Electric). SAMPELS,M.D. Worsham, 
Forsythe, Sampels & Woolridge (formerly Worsham, Forsythe & Sampels). 92/06/30. 
GODY,A.T. Policy Development & Tecrinical Support Branch (Post 870411). 2pp. 
62367:001-62367:197. 

-9207130137 “Response of Texas Utils Electric to Comments of Cap Rock Electric 
Cooperative, Inc.” Dispute strictly contractual issue involving Cl^p Rock efforts to annul 
reasonable notice provisions of 1990 power supply agreement. 

SAMPELS.M.D., GREEN,D.G. Texas Utilities Electric Co. (TU Electric). SAMPELS,M.D. 
Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, Forsythe & Sampels), 
92/06/30. Commissioners (Post 750119). 250pp. 62367:003-62367:197. 

9207150317 Forwards “Response of TUEC to Comments of Cajun Electric Power 
Cooperative,lnc,in ref to 920325 proceeding re TUEC CPSES, Units 1 & 2. 
SAMPELS.M.D. Texas Utilities Electric Co. (TU Electric). SAMPELS.M.D. Worsham, 
Forsythe, Sampels & Woolridge (formerly Worsham, Forsythe & Sampels). 92/07/13. 
GODY,A.T. Policy Development & Technical Support Branch (Post 870411). 2pp. 
62409:117-62409:239. 

-9207150323 "Response to TUEC to Ckjmments of Cajun Electric Power 
Cooperative Inc.” 

SAMPELS.M.D..’ GREEN.D.G. Texas Utilities Electric Co. (TU Electric). SAMPELS.M.D. 
Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, Forsythe & Sampels). 
92/07/13, 100pp. 62409:119-62409:239. 


P. Operating license stage documents & correspondence 

9207090321 Forwards amend 1 1 to license NPF-87 & safety evaluation. Amend revises 
plant TS by including addi provisions for PORV & block valve reliability & low temp 
overpressure protection, 

BERGMAN.T.A. Project Directorate IV-2. 92/06/29. CAHILL.W.J. Texas Utilities Elec- 
tric Co. (TU Electric). 2pp. 62271:177-62271:197. 


-9207090324 Amend 11 to license NPF-87,revising plant TS by including add! provi- 
sions for PORV & block valve reliability & low temp overpressure protection. 
BLACK.S.C. Project Directorate IV-2. 92/06/29. 13pp. 62271:179-62271:193. 

-9207090328 Safety evaluation supporting amend 1 1 to license NPF-87. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/29. 4pp. 
62271:194-62271:197. 


9207020248 Summary of 920604 meeting w/util re several licensing actions of 
planLTwo major issues discussed.proposed license amend revising N-16 instrument 
setpoints & licensee SBLOCA analysis methodologies.List of attendees & agenda 
end. 

BERGMAN.T.A. Project Directorate IV-2, 92/06/30. Project Directorate IV-2. 16pp. 
62184:339-62184:354. 


9207100208 Forwards Rev 8 to “Technical Requirements Manual” (TRM),per 920204 Itr 
stating that Rev 8 dual unit TRM & that Unit 2 requirements becomes effective upon 
issuance of Unit OL 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/06/30. Document Control 
Branch (Document Control Desk). 14pp. 62329:220-62329:359. 

-9207100210 Rev 8 to “Technical Requirements Manual.” 

* Texas Utilities Electric Co. (TU Electric). 92/06/30. 100pp. 62329:234-62329:359. 

9207060168 Informs that licensee 920316 response meets reporting requirements set 
forth in GL 91-13, “Request For Info Re Resolution Of Gl 130, ‘Essential Svc Water 
Sys Failures At Multi-Unit Sites,’ per 10CFR50.54(f).” 

BERGMAN.T.A. Project Directorate IV-2. 92/07/01. CAHILL.W.J. Texas Utilities Elec- 
tric Co. (TU Electric). 2pp. 62197:345-62197:346. 

9207100249 Forwards proof & review version of Comanche Peak, units 1 & 2 combined 
TS, Written comments requested by 920717 for consideration in developing final draft 
version.W/o end. 

HOLIAN.B.E. Project Directorate IV-2. 92/07/01. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 62364:344-62364:345. 

9207070383 Fonwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.to verify compliance w/ commitments made in response to Generic Ltr 
88-11. 

CAHILL, W.J. Texas Utilities Electric Co. (TU Electric). 92/07/02. Document Control 
Branch (Document Control Desk). 5pp. 62267:350-62267:354. 

9207070399 Forwards internal evaluation of 10CFR2.206 petition submitted by 
Kohn.Kohn & Colapinto.alleging that util made false statements re design of pipe sup- 
ports in OL proceeding for plant. 

WALKER.R.D. Texas Utilities Electric Co. (TU Electric). 92/07/02. Document Control 
Branch (Document Control Desk). 100p. 62267:191-62267:291. 

9207080113 Forwards Rev 0 to “Comanche Peak Steam Electric Stat'on Units 1 & 2 
Inservice Testing Plan for Pumps & Valves First Interval." 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/07/02. Document Control 
Branch (Document Control Desk). 2pp. 62275:180-62275:353. 

-9207080116 Rev 0 to “Comanche Peak Steam Electric Station Units 1 & 2 Inservice 
Testing Plan for Pumps & Valves First Interval.” 

* Texas Utilities Electric Co. (TU Electric). 92/07/02. 135pp. 62275:182-62275:353. 

9207080138 Advises that util 911028 response to 910429 generic Itr 91-06, “Request 
for Action Related to Resolution of Generic Issue A-30, ’Adequacy of Safety-Related 
DC Power Supplies,"' acceptable. 

BERGMAN.T.A. Project Directorate IV-2. 92/07/02. CAHILL.W.J. Texas Utilities Elec- 
tric Co. (TU Electric). 2pp. 62259:350-62259:351. 

9207150182 Responds to NRC 920622 request for addl info re startup testing 
program.Draft sections of startup testing program end. 

CAHILL,W.J., WALKER,R.D. Texas Utilities Electric Co. (TU Electric). 92/07/10. Docu- 
ment Control Branch (Document Control Desk). 1 5pp. 62407:330-62407:344. 

9207230134 Forwards request for addl info to complete review of chapters 4 & 15 of 
FSAR submittals through amend 84,per NUREG-0800, “Std Review Plan." Response 
requested within 30 days of receipt of Itr. 

HOLIAN.B. Project Directorate IV-2. 92/07/20. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 62459:032-62459:035. 

9207230140 Forwards request for addl info to complete review of plant RETRAN model 
qualification.Requests that meeting be held at NRC headquarters to discuss results 
prior to submittal of response to questions. 

BLACK.S.C. Project Directorate IV-2. 92/07/20. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 6pp. 62459:026-62459:031. 

9207270060 Forwards "Proof & Review" copy of CPSES Units 1 & 2 combined TS. 
CAHILL, W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/07/20. 
Document Control Branch (Document CJontrol Desk). 6pp. 62517:214-62517:270. 

-9207270068 Proposed tech specs including corrections to validated Unit 2 
values, corrections reflecting previously transmitted changes & revised testing frequen- 
cy for turbine overspeed protection. 

* Texas Utilities Electric Co. (TU Electric). 92/07/20. 51pp. 62517:220-62517:270. 

9207300042 Ack granting of temporary waiver of compliance to facility from provision of 
TS LCO Section 3.3.2,Table 3.3-2 functional units 4b & 6a. 

MILHOAN.J.L. Region 4 (Post 820201). 92/07/24. CAHILL, W.J. Texas Utilities Electric 
Co. (TU Electric). 6pp. 62528:036-62528:041. 

9207310225 Discusses SE re util response to facility SBC rule 10CFR50.63,transmitted 
by 920227 Itr. 

BERGMAN,T.A. Project Directorate IV-2. 92/07/28. CAHILL, W.J. Texas Utilities Elec- 
tric Co. (TU Electric). 3pp. 62581:355-62581:357. 


Q. inspection reports, IE Bulletins & correspondence 
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9207020184 Discusses issuance of NRC Bulletin 92-001, “Failure of THERMO-LAG 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free From 
Fire Damage/’ 

PARTLOWJ.G. Associate Director for Projects (Post 870411). 92/06/26. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 62194:241-62194:255. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Featijres.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207010284 Forwards Insp Repts 50-445/92-18 & 50-446/92-18 on 92051 8-22.No vio- 
lations or deviations noted. 

BEACH, A.B. Region 4 (Post 820201). 92/06/29. CAHILL, W.J. Texas Utilities Electric 
Co. (TU Electric). 5pp. 62254:095-62254:120. 

-9207010290 Insp R^ts 50-445/92-18 & 50-446/92-18 on 92051 8-22.No violations or 
deviations noted.Major su'eas inspected:Unit 1 programs for liquid & gaseous radwaste 
mgt,ar cleaning sys testing, reactor coolant & secondary chemistry controls. 
MURRAY.B. Region 4 (Post 820201). 92/06/26. 21pp. 62254:100-62254:120. 

9207070219 Summartzes enforcement conference held in region IV ofc on 920622 re 
interruption of spent fuel pool cooling & subsequent application of unapproved Unit 2 
component cooling water as cooling medium, which occurred on 920511-12. 
BEACH,A.B. Region 4 (Post 820201). 92/06/29. CAHILL,W.J. Texas Utilities Electric 
Co. gU Electric). 28pp. 62206:158-62206:185. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI,C.E Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves In Condensate Return Lines 
of BWR Emergency Ckjndenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison C^o. of New York, Inc. 7pp. 62480:011-62480:017. 

9207100143 Forwards in^ repts 50-445/92-14 & 50-446/92-14 on 920426-0606 & 
notice of violation.Violations should be addressed as part of response to insp repts 
50-445/92-20 &. 50-446/92-20 

BEACH. A.B. Region 4 (Post 820201). 92/07/07. CAHILL.W.J. Texas Utilities Electric 
Co. gU Electric). 5pp. 62334:290-62334:324. 

-9207100161 Notice of violation from insp on 920426-0606.Violatlon noted:on 
920508.reactor operator marked prerequiste step to solid state protection Train B ac- 
tuation procedure as inapplicable w/o obtaining shift supervisor permission. 

* Region 4 (Post 820201 ). 92/07/07. 3pp. 62334:295-62334:297. 

-9207100169 Insp repts 50-445/92-14 & 5(M46/92-14 on 920426-0606. Violations 
noted.Major areas inspected:plant status, followup on previously identified items,LER 
followup.operational safety verification & maintenance observation. 

YANDELULA. Region 4 (Post 820201). 92/07/01. 27pp. 62334:298-62334:324. 

9207130214 Suppis 900718 & 910805 responses to NRC Bulletin 90-001, “Loss of Rll- 
Oil in Transmitters Mfg by Rosemount" All subj models, mfg prior to 8M711, returned 
to RosemountNo Model 1154 transmitters, mfg jprior to 89071 1, found in Unit 2. 

CAHILL, W.J. Texas Utilities Electric Ck>. (TU Electric). 92/07/08. Document Control 
Branch (Document Control Desk). 2pp. 62375:225-62375:226. 

9207020233 NRC info Noti'ce 92-051, “Misapplication & Inadequate Testing of Molded- 
C^se Circuit Breakers.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York. Inc. 6pp. 62480:001-62480:006. 

9207150343 Provides requested actions specified in NRC Bulletin 92-001, “Failure of 
Thermo-Lag 330 Rre Barrier Sys to Maintain Cabling in Wide Cable Trays & Small 
Conduits Free from Rre Damage.” 

CAH1LL,W.J. Texas Utilities Electric Co. gu Electric). 92/07/09. Document Control 
Branch (Document Control Desk). 3pp. 62415:259-62415:268. 

9207150005 Responds to NRC 920127 Itr re deficiency/unresolved Items noted In Con- 
figuration Mgt Insp Repts 50-445/91-202 & 50-446/91-202 on 911118-1213.Schod- 
ulki watkdowns wilt include identification of cable tray hangers. 

CAHILL, W.J., WALKER, R.D. Texas Utilities Electric Co. (TU Electric). 92/07/10. Docu- 
ment Control Branch (Document Control Desk). 2pp, 62380:349-62380:350. 

9207200026 Forwards Insp Repts 50-445/92-16 & 50-446/92-16 on 920503-0613 & 
rtotice of violation.Weakness also noted re technical justification for closure of industry 
operating rept followup assessment (WTB/89-06). 

BEACH,A.B. Region 4 (Post 820201). 92/07/14. CAHILL,W.J. Texas Utilltlos Electric 
Co. gu Electric). 4pp. 62447:304-62447:327. 

-9207200030 Notice of violation from insp on 920503-0611. Violation noted:on 
920609, unsecured licensee designated vehicle within protective area 

discovered.unattended.w/motor running while not in use. 

* Region 4 (Post 8202011. 92/07/14. 2on fi9447-3na.fii>447:3t0. 


9207290055 Advises that based on info in insp repf 50-445/92-20 & info obtained 
during 920622 enforcement conference re 920512 & 13 loss of spent fuel pool 
cooling,no enforcement action will be taken against licensed individuals involved in 
event 

MILHOAN,J.L Region 4 (Post 820201). 92/07/23. CAHILUW.J. Texas Utilities Electric 
Co. gU Electric). 6pp. 62506:073-62506:079. 

9207290070 Discusses insp repts 50-445/92-20 & 50-446/92-20 on 920515- 19 & 
920622 enforcement conference re 920512 loss of spent fuel pool cooling & fonwards 
notice of violation & proposed imposition of civil penalty in amount of $125,000. 
MILHOAN,J.L Region 4 (Post 820201). 92/07/23. CAHILUW.J. Texas Utilities Electric 
Co. gu Electric). 6pp. 62506:095-62506:108. 

-9207290074 Notice of violation & proposed imposition of civil penalty in amount of 
$125,000.Noncompliances noted:on 920512, auxiliary bldg operator failed to stop task 
in progress & notiV supervisor of apparent procedure error or inadequacy. 

* Region 4 (Post 820201). 92/07/23. 8pp. 62506:101-62506:108. 


R. Periodic operating reports & related correspondence 


9207220345 Monthly operating rept for Juno 1992 for CJomanche Peak Unit 1.W/920715 
Iti-. 

DAVIS,G., CAHILUW.J. Texas Utilltlos Co. 92/06/30. 5pp. 62472:345-62472:349. 


9207270057 Forwards fitness-for-duty performance data for Jan-June 1992 & summary 
of mgt actions for 6-months ending 920630. 

CAHrLL.W.J.. WALKER, R.D. Texas Utilities Electric Co. gU Electric). 92/07/21. Docu- 
ment (Control Branch (Document Control Desk). 5pp. 62524:337-62524:341. 


S. Reportable occurrences, LERs & related correspondence 


9207080018 Amend 1 to Part 21 Rept 158 re gear-wear induced failures in engine- 
driven jacket water pump In DSRV-16-4 standby DG sys. Initially reported on 
911029.Grand Gulf station observed wear characteristics in as little as 500 operating 
hours. 

GUNTRUM,B.C. Cooper Industries. Inc. 92/06/26. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 4pp. 62305:344-62305:347. 

9207070056 LER 92-01 2-00:on 920603.reactor shutdown initiated per procedure.Caused 
by less than adequate procedure control of oil return valve.Repositioned 
valve,procedure change stating required position of vah/e & controls applied.W/ 
920629 Itr. 

BUSCHBAUM,D.E.. CAHILL, W.J. Texas Utilities Electric Co. gU Electric). 92/06/29. 
8pp. 62292:162-62292:169. 

9207070061 Special rept 1-SR-92-(X)1-(K):on 920528.engine trip occurred duo to appar- 
ent high vibration at engine rear vibration sensor.Caused by low lube oil 
pressure.Sensor & related components replaced. 

CAHILL,W.J. Texas Utilities Electric C5o. gu Electric). 92/06/29. Document CJontrol 
Branch (Document Control Desk). 4pp. 62262:357-62262:360. 

9207090081 Part 21 rept re replacement swing arm not being completely interchange- 
aUile w/original partinitially reported on 9201 16. Vendor will inform customers of poten- 
tial for stated interference between stud & valve body. 

GODWIN.G.C. BW/IP International, Inc. (formerly Byron Jackson Pump Division). 92/ 
06/30. Region 5 (Post 820201). 7pp. 62308:354-62308:360. 

9207070194 LER 92-01 3-00:on 920511, loss of cooling water flow to fuel pool heat ex- 
changer occurred after realignmentCaused by personnel error.Personnel retrained & 
reevaluated & heat exchanger X-02 has restricted u8e.W/920702 Itr. 
BUSCHBAUM,D.E.. CAHILUW.J. Texas Utilities Electric Co. gU Electric). 92/07/02. 
12pp. 62292:210-62292:221. 

9207070235 LER 92-01 1-00:on 92061 8,failure of thermo-lag fire barrier endurance tests 
results in some raceways declared inoperable.Caused by inadequate vendor installa- 
tion specs. Rre watch routes adjusted.W/920702 Itr. 

BUSC5hBAUM,D.E., CAHILUW.J. Texas Utilities Electric Co. gu Electric). 92/07/02. 
7pp. 62292:291-62292:297. 


9207140275 LER 92-01 4-00:on 920611, loss of main feedwater resulted In manual reac- 
tor trip due to rapidly lowering steam generator level8.Repiaced circuit cards were 
sent to SSPS vendor for further testing.W/920710 Itr. 

BUSCHBAUM,D.E., CAHILUW.J. Texas Utilities Electric Co. gU Electric). 92/07/10. 
7pp. 62437:280-62437:286. 


9207270048 Part 21 rept re blown fuse In Elgar inverter8,high inrush current to inverter 
& missing resistor on RU.Caused by Improper timing curcuitlack of retrievable 
records & workmanship error.ResIstor chang^ & sites notified. 

• Elgar Corp. 92/07/15. TOMLINSON,R. Texas Utilities Electric Co. gU Electric). 
10pp. 62516:345-62516:354. 


9207200109 LER 92-01 5-(X):on 92061 0,time delay relay associated w/ blackout se- 
quencing circuit lnoperable.Cau8ed by faulty design to allow plant to transfer offsite 
electrical power to alternate 80 urce.Mod process revl8ed.W/920716 Itr. 
BUSCHBAUM,D.E.. CAHILUW.J., WALKER.R.D. Texas Utilities Electric Co. gU Elec- 
tric). 92/07/16. 8pp. 62480:242-62460:250. 


6-y :ori 920623, phase B line between unit 1 station transformer 
(1ST) & 1ST MOD ESP actuatton Caused ^ design deficiency in 

lir^es between 1ST & 1ST MOD swItch.lST phase B connector repiJi^.W/920723 Iti". 
BUS(^BAUM,D E.. CAW Texas Util&es Electric Co. gU^S^. 92/07/23. 
7pp. 62587:253-62587:259. 


9207310104 LER 92-01 7-00:on 920626, main steam supply valves to AFW turbine not 
quj^ertycloM stroke-time te^.Caused by procedure error.Review of InservIce Test 
valve data will be conducted.W/920727 Itr. 

Electric Co. gu Electric). 92/07/27. 

7pp. o2eo3:l 75-02683:1 81. 
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V. Operator Examination® 

9207210020 Forwards exam repts 50-445/OL-92-01 & 50-445/OL-92-01 on stated 
date.AII 20 applicants passed all parts of exam & issued appropriate licenses. 

BEACH, A.B. Region 4 (Post 820201). 92/07/17. CAHILL, W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 62419:057-62419:172. 

-9207210027 Exam repts 50-446/OL-92-01 & 50-446/OL-92-01 on stated date. Exam 
r6sults:all applicants passed all portions of exam & have been issued appropriate li- 
cense. 

PELLET, J.L. Region 4 (Post 820201). 92/07/09. 1 1 0pp. 62419:061-62419:172. 


DOCKET 50-446 COHAMCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Appilcation/conatructlon stag® document® & correspondence 

9207020248 Summary of 920604 meeting w/util re several licensing actions of 
plant.Two major issues discussed:propos^ license amend revising N-16 instrument 
setpoints &. licensee SBLOCA analysis methodologies. List of attendees & agenda 
end. 

BERGMAN, T.A. Project Directorate IV-2. 92/06/30. Project Directorate IV-2. 16pp. 
62184:339-62184:354. 

9207100208 Forwards Rev 8 to “Technical Requirements Manual" (TRM),per 920204 Itr 
stating that Rev 8 dual unit TRM & that Unit 2 requirements becomes effective upon 
issuance of Unit OL. 

CAHILL, W.J. Texas Utilities Electric Co. (TU Electric). 92/06/30. Document Control 
Branch (Document Control Desk). 14pp. 62329:220-62329:359. 

-9207100210 Rev 8 to "Technical Requirements Manual." 

* Texas Utilities Electric Co. (TU Electric). 92/06/30. 100pp. 62329:234-62329:359. 

9207080317 Informs of status of CPSES DG action items re DR/QR phase I programs. 
WOODLAN,D.R. Texas Utilities Electric Co. (TU Electric). 92/07/01. Document Con- 
trol Branch (Document Control Desk). 4pp. 62277:101-62277:104. 

9207100249 Forwards proof & review version of Comanche Peak,unit8 1 & 2 combined 
TS.Written comments requested by 920717 for consideration in developing final draft 
version.W/o end. 

HOLIAN.B.E. Project Directorate IV-2. 92/07/01. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 2pp. 62364:344-62364:345. 

9207070383 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural lntogiity,to verify compliance w/ commitments made in response to Generic Ltr 
88-11. 

CAHILL. W.J. Texas Utilities Electric Co. (TU Electric). 92/07/02. Document Control 
Branch (Document Control Desk). 5pp. 62267:350-62267:354. 

9207070399 Forwards internal evaluation of 10CFR2.206 petition submitted by 
Kohn,Kohn & Coiapinto.aileging that util made false statements re design of pipe sup- 
ports In OL proceeding for plant. 

WALKER.R.D. Texas Utilities Electric Co. (TU Electric). 92/07/02. Document Control 
Branch (Document Control Desk). lOOp. 62267:191-62267:291. 

9207080113 Forwards Rev 0 to "Comanche Peak Steam Electric Station Units 1 & 2 
InservIce Testing Plan for Pumps & Valves First Interval." 

CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 92/07/02. Document Control 
Branch (Document Control Desk). 2pp. 62275:180-62275:353. 

-9207080116 Rev 0 to "Comanche Peak Steam Electric Station Units 1 A 2 Inservice 
Testing Plan for Pumps & Valves First Inten/al." ■ 

* Texas Utilities Electric Co. (TU Electric). 92/07/02. 135pp. 62275:182-62275:353. 

9207080138 Advises that util 911028 response to 910429 generic Itr 91-06, "Reouest 
for Action Related to Resolution of Generic Issue A-30, 'Adequacy of Safety-Related 
DC Power Supplies,’” acceptable. 

BERGMAN, T.A. Project Directorate IV-2. 92/07/02. CAHILL.W.J. Texas Utilities Elec- 
tric Co. (TU Electric). 2pp. 62259:350-62259:351. 

9207150328 Notification of 920713 meeting w/util in Rockville, MD re Thermo-Log rev 
test configurations for facility. 

HOLIAN,B,E. Project Directorate IV-2. 92/07/07. MURLEY,T.. MIRAGLIA,F.. 
RUSSELL.W. NRC - No Detailed Affiliation Given. 3pp. 62378:252-62378:254. 

9207150182 Responds to NRC 920622 request tor addi Info re startup testing 
program.Draft sections of startup testing prcraram end. 

CAHILL,W.J.. WALKER,R,D. Texas Utilities Bectric Co. fTU Electric). 92/07/10. Docu- 
ment Control Branch (Document Control Desk). 16pp. 62407:330-62407:344. 

9207170087 Requests that response to end request for addI info re util 920214 request 
for review & approval of Weiranghouse topical rept WCAP-13100, "Technical Justifica- 
tion for Eliminating...” bo submittod within 30 da^ of Itr receipt. 

HOLIAN.B.E. Pro^ Directorate IV-2. 92/07/10. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 62403:090-62403:092. 

9207210142 Notification of 920723 meeting w/util in Rockville,MD to discuss results of 

S ant blackout study. 

OLIAN.B.E. Project Directorate IV-2. 92/07/15. MURLEY,T., MIRAGLIA,F.. 
RUSSELL, W. NRC - No Detailed Affiliation Given. 3pp. 62438:244-62438:246. 

9207230134 Fonvards request for addi info to complete rwiew of chwters 4 & 15 of 
FSAR submittals through amend 84, per NUREG-0800, "Std Review Plan." Response 
requested within 30 days of receipt of itr. 

HOLIAN,B. Project Directorate IV-2. 92/07/20. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 62459:032-62459:036. 

9207230140 Forwards request for addi info to complete review of plant RETRAN model 
qualification.Requests that meeting be held at NRC headquarters to discuss results 
prior to submittal of response to questions. 

BLACK,S.C. Project Directorate IV-2. 92/07/20. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 6pp. 62459:026-62459:031. 

9207270060 Forwards “Proof A Review” copy of CPSES Units 1 A 2 combined TS. 
CAHILL.W.J., W(X)DLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/07/20. 
Document Control Branch (Document Control Desk). 6pp. 62517:214-62517:270. 


-9207270088 Proposed tech specs including corrections to validated Unit 2 
values,corrections reflecting previously transmitted changes A revised testing frequen- 
cy for turbine overspeed protection. 

* Texas Utilities Electric Co. (TU Electric). 92/07/20. 51pp. 62517:220-62517:270. 


F. Security, medical, emergency A fire protection plans 

9207020184 Discusses issuance of NRC Bulletin 92-001, "Failure of THERMO-LAG 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays A Small Conduits Free From 
Fire Damage.^’ 

PARTLOW,J.G. Associate Director for Projects (Post 870411). 92/06/26. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 2pp. 62194:241-62194:255. 

9207070113 Advises that revs 13 A 14 to plant emergency response plan do not de- 
grade effectiveness of plan A acceptable. 

BEACH, A.B. Region 4 (Post 820201). 92/07/02. CAHILL, W.J. Texas Utilities Electric 
Co. (TU Electric). 5pp. 62451:331-62451:335. 

9207150343 Provides requested actions specified in NRC Bulletin 92-001, "Failure of 
Thermo-Lag 330 Fire Barrier Sys to Maintain Cabling in Wide Cable Trays A Small 
Conduits Free from Fire Damage,” 

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/07/09. Document Control 
Branch (Document Control Desk). 3pp. 62415:259-62415:268. 

9207200028 Forwards Insp Repts 50-445/92-16 A 50-446/92-16 on 920503-0613 A 
notice of violation. Weakness also noted re technical justification for closure of industry 
operating rept followup assessment (WTB/89-06). 

BEACH.A.B. Region 4 (Post 820201). 92/07/14. CAHILL, W.J. Texas Utilities Electric 
Co. CTU Electric). 4pp. 62447:304-62447:327. 

-9207200030 Notice of violation from insp on 920503-0611. Violation noted:on 
920609, unsecured licensee designated vehicle within protective area 
discovered,unattended,w/motor running while not in use. 

* Region 4 (Post 820201). 92/07/14. 2pp. 62447:309-62447:310. 

9207230276 Forwards Rev 13 to physical security plan.Rev withheld (ref 10CFR73.21). 
MARSHALL,J.S. Texas Utilities Electric Co. (TU Electric). 92/07/21. Document Con- 
trol Branch (Document Control Desk). 1pp. 62497:320-62497:320. 

9207160177 Revised Emergency Plan Procedures (EPP).includin 9 Procedure Change 
EPP-205-R7-7 to Rev 7 to EPP-205, Procedure Change EPP-214-R1-2 to Rev 1 to 
EPP-214 A Procedure Change EPP-300-R4-1 to Rev 4 to EPP-300.W/920708 Itr. 
CAHILL,W.J., WALKER, R.D. Texas Utilities Electric Co. (TU Electric). 92/07/08, 63pp. 


M. Antitrust correspondence 

9207130136 Fonvards "Response to Texas Utils Electric to Comments of Cap Rock 
Eldctric CooDOf&tivQ Inc ** 

SAMPELS,m!d. Texas Utilities Electric Co. (TU Electric). SAMPELS,M.D. Worsham, 
Forsythe, Sampels A Woolridge (formerly Worsham, For^he A Sampels). 92/06/30. 
GODY,A.T. Policy Development A Technical Support Branch (Post 870411). 2pp. 
62367:001-62367:197. 

-9207130137 "Response of Texas Utils Electric to Comments of Cap Rock Electric 
Cooperative,lnc." Dispute strictly contractual issue Involving Cap Rock efforts to annul 
reasonable notice provisions of 1990 power supply agreement. 

SAMPELS, M.D., GREEN.D.G. Texas Utilities Electric O). (TU Electric), SAMPELS,M.D. 
Worsham, Porsche, Sampels A Woolridge (formerly Worsham, Forsythe A Sampels). 
92/06/30. Commissioners (Post 750119), 250pp. 62367:003-62367:197. 

9207150317 Forwards "Response of TUEC to Comments of Cajun Electric Power 
(Dooperative.lnc,in ref to 920325 proceeding re TUEC CPSES,Unlts 1 A 2. 
SAMPELS.M.D. Texas Utilities Electric Co. (TU Electric). SAMPELS,M.D. Worsham, 
Forsythe, Sampels A Woolridge (formerly Worsham, Forsythe A Sampels). 92/07/13. 
GODY,A.T. Policy Development A Technical Support Branch (Post 870411). 2pp. 
62409:117-62409:239. 

-9207150323 "Response to TUEC to Comments of Cajun Electric Power 
Cooperative,lnc." 

SAMPELS,M.D., GREEN.D.G. Texas Utilities Electric Co. (TU Electric). SAMPELS, M.D. 
Worsham, Forsi^he, Sampels A Woolridge (formerly Worsham, Forsythe A Sampels). 
92/07/13. 100pp. 62409:119-62409:239. 


Q. Inspection reports, IE Bulletins A correspondence 

9207020184 Discusses issuance of NRC Bulletin 92-001, "Failure of THERMO-LAG 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays A Small Conduits Free From 
Fire Damage.^' 

PARTL0W;J.Q- Associate Director for Projects (Post 870411). 92/06/26. Office of Nu- 
clear Reactor Regulation, Director (Post 8/0411). 2pp. 62194:241-62194:255. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29, 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:018-62480:021 . 

9207010284 Forwards Insp Repts 50-445/92-18 A 50-446/92-18 on 92051 8-22.No vio- 
lations or deviations noted. 

BEACH, A.B. Region 4 (Post 820201). 92/06/29, CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 5pp. 62254:095-62254:120. 

-9207010290 Insp Repts 50-445/92-18 A 50-446/92-18 on 920518-22.No violations or 
deviations noted.Major areas inspected:Unit 1 programs for liquid A gaseous radwaste 
mgtair cleaning sys testing.reactor coolant A secondary chemistry controls. 

MURRAY, B. Region 4 (Post 820201). 92/06/26. 21pp. 62254:100-62254:120. 

9207070219 Summarizes enforcement conference held in region IV ofc on 920622 re 
interruption of spent fuel pool cooling A subsequent application of unapproved Unit 2 
component cooling water as cooling medium.which occurred on 920511-12. 
BEACH,A.B. Regton 4 (Post 820201). 92/06/29. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 28pp. 62206:158-62206:185. 
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9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidate Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 


9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidate Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 


9207100143 Forwards insp repts 50-445/92-14 & 50-446/92-14 on 920426-0606 & 
notice of violation.Violations should be addressed as part of response to insp repts 
50-445/92-20 & 50-446/92-20. . . 

BEACH.A.B. Region 4 (Post 820201). 92/07/07. CAHILL, W.J. Texas Utilities Electnc 
Co. (TU Electric). 5pp. 62334:290-62334:324. 


-9207100169 Insp repts 50-445/92-14 & 50-446/92-14 on 920426-0606. Violations 
noted.Major areas inspected:plant status.followup on previously identified items, LER 
fo!lowup,operational safety verification & maintenance observation. 

YANDELL.LA. Region 4 (Post 820201). 92/07/01. 27pp. 62334:298-62334:324. 


9207130214 Suppls 900718 & 910805 responses to NRC Bulletin 90-001, “Loss of Fill- 
Oil in Transmitters Mfg by Rosemount.” All subj models,mfg prior to 890711, returned 
to RosemountNo Model 1154 transmitters,mfg prior to 890711, found in Unit 2. 
CAHILL,W.J. Texas Utilities Electric Co. C^U Electric). 92/07/08. Document Control 
Branch (Document Control Desk). 2pp. 62375:225-62375:226. 


9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 


(.^se uircun DreaKers. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidate Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


9207150343 Provides requested actions specified in NRC Bulletin 92-001, “Failure of 
Thermo-Lag 330 Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small 
Conduits Free from Fire Damage." 

CAHILL, W.J. Texas Utilities Electric Co. (TU Electric). 92/07/09. Document Control 
Branch (beument Control Desk). 3pp. 62415:259-62415:268. 

9207150005 Responds to NRC 920127 Itr re deficiency/unresolved items noted in Con- 
figuration Mgt Insp Repts 50-445/91-202 & 50-446/91-202 on 91 11 18-121 3.Sched- 
uiM waikdowns will include identification of cable tray hangers, 

CAHILL, W.J., WALKER, R.D. Texas Utilities Electric Co. (TU Electric). 92/07/10. Docu- 
ment Control Branch (Document Control Desk). 2pp. 62380:349-62380:350. 

9207200026 Forwards Insp Repts 50-445/92-16 & 50-446/92-16 on 920503-0613 & 
notice of violation. Weakness also noted re technical justification for closure of industry 
operating rept followup assessment (WTB/89-06). 

BEACH, A,B. Region 4 (Post 820201). 92/07/14. CAHILL.W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 62447:304-62447:327. 

-9207200030 Notice of violation from insp on 920503-0611. Violation notod:on 
920609, unsecured licensee designated vehicle within protective area 

di8covered,unattended,w/motor running while not in use. 

* Region 4 (Post 820201). 92/07/14. 2pp. 62447:309-62447:310. 

-9207200034 Safety Insp Repts 50-445/92-16 & 50-446/92-16 on 920503-061 S.VIola- 
tions noted.Major areas lnspected:Unlt 2 plant status.followup on previously Identified 
items, routine plant tours & preoperational test program, 

YANDELL,L.A. Region 4 (Post 820201). 92/07/10. 18pp. 62447:311-62447:327, 

9207210020 Forwards exam repts 50-445/OL-92-01 & 50-445/OL-92-01 on stated 
date.AII 20 applicants passed all parts of exam & issued appropriate licenses. 

BEACH, A.B. Region 4 (Post 820201). 92/07/17. CAHILL. W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 62419:057-62419:172. 

-9207210027 Exam repts 50-445/OL-92-01 & 60-446/OL-92-01 on stated date. Exam 
results:all applicants passed all portions of exam & have been issued appropriate li- 
cense. 

PELLET. J.L Region 4 (Post 820201). 92/07/09. 110pp. 62419:061-62419:172. 

9207260166 Forwards insp repts 50-445/92-21 & 50-446/92-21 on 920620-0708.No 
violations or deviations rK}ted. 

BEACH, A.B. Region 4 (Post 820201). 92/07/21. CAHILL. W.J. Texas Utilities Electric 
Co. (TU Electric). 4pp. 62489:226-62489:240. 

-9207260172 Insp repts 50-446/92-21 & 50-446/92-21 on 920520-0708.No violations 
noted.Major areas in8pected:followup on corrective actlons.preoperatlonal test pro- 
gram requirements & preoperational tost program procedures. 

GAGLIARDO.J.E, Region 4 (Post 820201). 92/07/17. 10pp. 62489:231-62489:240. 

9207290055 Advises that based on info in insp rept 50-445/92-20 & info obtained 
during 920622 enforcement conference re 920512 & 13 loss of spent fuel pool 
cooling,no enforcement action will be taken against licensed individuals involved in 
event 

MILHOAN,J.L Region 4 (Post 820201). 92/07/23. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 6w>. 62506:073-62506:079. 

9207290070 Discusses insp repts 50-445/92-20 & 50-446/92-20 on 920515- 19 & 
920622 enforcement conference re 920512 loss of spent fuel pool cooling & forwards 
notice of violation & proposed imposition of civil penalty in amount of $125,000. 
MILHOANJ.L Region 4 (Post 820201). 92/07/23. CAHILL,W,J. Texas Utilities Electric 
Co. (TU Electric). 6pp. 62506:095-62506:108. 

-9207290074 Notice of violation & proposed imposition of civil penalty in amount of 
$125,000.Noncompliance8 noted:on 920512, auxiliary bldg operator failed to stop task 
in progress & notity supenrisor of apparent procedure error or inadequacy. 

* Regwn 4 (Post 820201 ). 92/07/23. 8pp. 62506:1 01 -62506:1 08. 


R. PerlocSic operating reports ft related correspondence 

9207270057 Forwards fitness-for-duty performance data for Jan-June 1992 & summary 
of mgt actions for 6-months ending 920630. 

CAH|Il.W.J.. WALKER,R.D. Texas Utilities Electric Co. (TU Electric). 92/07/21. Docu- 
ment Control Branch (Document Control Desk). 5pp. 62524:337-62524:341 . 


S. Reportable occurrences, LERs & related correspondence 

9207280159 Part 21 rept re listed defects w/Elgar inverters during testing.Licensee 
plans to correct defects before placing equipment in svc. Written rept to be submitted 
within 30 days. 

SKIBA Texas Utilities Electric Co. (TU Electric). 92/05/13. JOLLIFFE Office for Analy- 
sis & Evaluation of Operational Data, Director. 1p. 62562:333-62562:333. 

9207080018 Amend 1 to Part 21 Rept 158 re gear-wear induced failures in engine- 
driven jacket water pump in DSRV-16-4 standby DG sys. Initially reported on 
911029.Grand Gulf station observed wear characteristics in as little as 500 operating 
hours. 

GUNTRUM,B.C. Cooper Industries, Inc. 92/06/26. Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). 4pp. 62305:344-62305:347. 

9207090081 Part 21 rept re replacement swing arm not being completely interchange- 
able w/original part.lnitially reported on 9201 16. Vendor will inform customers of poten- 
tial for stated interference between stud & valve body. 

GODWIN, G.C. BW/IP International, Inc. (formerly Byron Jackson Pump Division). 92/ 
06/30. Region 5 (Post 820201). 7pp. 62308:354-62308:360. 

9207130238 Interim Deficiency Rept CP-89-015 re backleakage discovered through aux- 
iliary feedwater sys check valves supplied by BW/IP Intl.Inc.lnitlally reported on 
89051 9.Swing check arms replaced w/investment cast swing arms. 

CAHILL, W.J., WALKER, R.D. Texas Utilities Electric Co. (TU Electric). 92/07/07. Docu- 
ment Control Branch (Document Control Desk). 3pp. 62385:344-62385:346. 

9207170278 Supplemental Deficiency Rept CP-87-1 33,clarifying performance of target 
identification surveys for safety related equipment. Initially reported on 871218.Defl- 
ciency to be resolved before Unit 2 fuel load. 

CAHILL, W.J. Texas Utilities Electric Co. (TU Electric). 92/07/14. Document Control 
Branch (Document Control Desk). Ip. 62440:322-62440:322. 

9207270046 Part 21 rept re blown fuse in Elgar inverters, high inrush current to inverter 
& missing resistor on R14.Caused by improper timing curcuit,lack of retrievable 
records ft workmanship error.Resistor change ft sites notified. 

* Elgar Corp. 92/07/15. TOMLINSON.R. %xas Utilities Electric Co. (TU Electric). 
10pp. 62516:346-62516:354. 

9207280168 Part 21 rept re QA program breakdown of Kranco.Inc.supplier of Units 1 ft 
2 polar cranes.Unit 1 not impacted by problem. Adequacy of parts Installed in Unit 2 
will be established prior to conduct of critical lifts. 

AGLES.J. Texas Utilities Electric Co. (TU Electric). 92/07/16. MACKINNON.J. Office 
for Analysis & Evaluation of Operational Data, Director. Ip. 62562:341-62562:341. 

9207300146 Deficiency Rept CP-02-006 re isolation of non-IE components in class 1E 
battery chargers mfg by Power Conversion Products.lnitially reported on 
920626.Caus^ by failure to provide redundant fuses.Timer circuitry dtsconnected. 
CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/07/24. Document Control 
Branch (Document Control Desk). 6pp. 62592:336-62592:340, 


V. Operator Examinations 


9207210020 Forwards exam repts 50-445/CL-92-01 ft 50-445/CL-92-01 on stated 
date.AII 20 applicants passed all parts of exam & issued appropriate licenses. 

BEACH, A.B. Region 4 (Post 820201). 92/07/17. CAHILL,W.J. Texas Utilities Electric 
Co. (TU Electric). 3pp. 62419:057-62419:172. 

-9207210027 Exam repts 50-445/OL-92-01 ft 50-446/CL-92-01 on stated date. Exam 
result8:ail a 4 >plicants passed all portions of exam & have been issued appropriate li- 
cense. 

PELLET, J.L Region 4 (Post 820201). 92/07/09. 110pp. 62419:061-62419:172. 


DCX^KET STN-50-454 BYRON STATION, UNIT 1 


F. Security, medical, emergency ft fire protection plane 

9207090153 Rev 4a to Generating Station Emergency Plan Byron Station Annex. 

* Commonwealth Edison Co. 92/04/30. 14pp. 62340:235-62340:248. 

9207010101 Revised EPIPs, including rev 4 to BZP-210-A1, “PWR EAL Philosophy," rev 
27 to BZP-600-A1, “Prioritized Can Listing for Staff Augmentation Purposes," ft rev 27 
to BZP-600-A4, “Byron Station Group Directory." 

* Commonwealth Edison Co. 92 / 06 / 22 , 65pp, 62231:076-62231:141. 

9207010002 Revised EPIP index.correcting typos on pages 1 through 3, in ref to EPIP 
BZP-100-0. 

ORRIS, K. Commonwealth Edison Co. 92/06/23. 4pp. 62230:270-62230:273. 

9207010003 Revised EPIP lndex,correcting typos on pages 1 ft 2, In ref to EPIP BZP- 
500-0. 

ORRIS.K, Commonwealth Edison Co. 92/06/23. 3pp. 62230:267-62230:269. 

9207010004 Revised EPIP index.correcting typos on pages 3 & 4.ln ref to EPIP BZP- 
380-19. 

ORRIS, K. Commonwealth Edison Co. 92/06/23. 3pp. 62230:263-62230:265. 

9207010007 Revised EPIP Index, correcting typos on page 1,ln ref to EPIP BZP-510-1. 
ORRIS.K. Commonwealth Edison Co. 92/06/23. 2pp. 62230:238-62230:239. 

9207010012 Revised EPIP index,correcting typos on page 1,in ref to EPIP BZP-300-0. 
ORRIS.K. Commonwealth Edison Co. 92/06/23. 2pp. 62217:360-62217:361. 

9207020269 Fomrards Rev 36 to security plan.Rev withheld (ref 10CFR73.21). 
KOVACH,T.J. Commonwealth Edison Co. 92/06/23. Document O)ntrol Branch (Docu- 
ment Control Desk). Ip. 62425:355-62425:355. 

9207070240 Forwards safety insp repts 50-454/92-11 ft 50-455/92-11 on 920506- 
0612.No violations noted. 

FARBER.M.J. Region 3 (Post 820201). 92/06/26. REED.C. Commonwealth Edison 
Co. 2pp. 62206:188-62206:202. 
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-9207070249 Insp repts 50-454/92-11 & 50-455/92-11 on 920506-061 2.No violations 
noted.Major areas inspectedrprevious insp findings, operational safety 

verification, onsite event followup & current mat! condition. 

FARBER.M.J. Region 3 (Post 820201). 92/06/26. 13pp. 62206:190-62206:202. 

9207100100 Forwards insp repts 50-454/92-09,50-455/92-09,50-456/92-09 & 50-457/ 
92-09 on 920322-0605. No violations noted. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. REED.C. Commonwealth Edison 
Co. 3pp. 62331 :304-62331 :314. 

-9207100112 Insp repts 50-454/92-09,50-455/92-09,50-456/92-09 & 50-457/92-09 on 
920322-0605. No violations noted.Major areas inspected:review of licensee actions to 
resolve previously identified issues & subsequent EOP followup insp repts. 
RESCHESKE,P.R. Region 3 (Post 820201). 92/07/01. 8pp. 62331:307-62331:314. 

92072<K>033 Ack receipt of 920529 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-454/92-06 & 50-455/92-06 on 920330. 

CLAYTON.B. Region 3 (Post 820201). 92/07/09. REED,C. Commonwealth Edison Co. 
2pp. 62447:343-62447:344. 

9207220243 Forwards Rev 37 to security plan, in response to changes suggested by 
past rMulatory effectiveness review.Rev withheld (ref 10CFR73.21). 

KOVA(jH,T.J. Commonwealth Edison Co. 92/07/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 62457:358-62457:358. 

9207270305 Ack receipt of 920623 Itr transmitting Rev 36 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable except for listed security plan 
conflicts re records for access authorization & employment history. 

PEDERSON, C.D, Region 3 (Post 820201). 92/07/15. KOVACH, T.J. Commonwealth 
Edison Co. 2pp. 62528:197-62528:198. 

9207280300 Ack receipt of rev 37 to security plan.submitted via 920713 Itr.Changes 
consistent w/10CFR50.54(p) & acceptable. 

PEDERSON,C.D. Region 3 (Post 820201). 92/07/22. KOVACH,T.J. Commonwealth 
Edison Co. 2pp. 62497:217-62497:218. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage.” Sub] mail used at all listed facilities.Compensatory measures implemented. 
JACKSON,M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 6261 1 :352-6261 1 :356. 


P. Operating license stage documents & correspondence 

9207020006 Forwards amend 47 to licenses NPF-37 & NPF-66 & amend 36 to licenses 
NPF-72 & NPF-77,respectively & safety evaluation. Amends modify TS 4.5.2.b venting 
surveillance requirements. Notice of issuance end. 

HSIA,A.H. Project Directorate 111-2. 92/06/22. KOVACH.T.J. Commonwealth Edison 
Co. 2pp. 62183:307-62183:325. 

-9207020013 Amend 47 to licenses NPF-37 & NPF-66 & amend 36 to licenses NPF-72 
& NPF-77,respectivelv modifying TS 4.5.2.b venting surveillance requirements by elimi- 
nating requirement of venting ECCS discharge piping inside of containment. 
BARRETT,R.J. Project Directorate III-2. 92/06/22. 13pp. 62183:309-62183:320. 

-9207020016 Safety evaluation supporting amend 47 to licenses NPF-37 & NPF-66 & 
amend 36 to licenses NPF-72 & NPF-77,re8pectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/22. 3pp. 
62183:321-62183:323. 

-9207020021 Notice of consideration of issuance of amends to licenses NPF-37,NPF- 
66,NPF-72 & NPF-77 & proposed NSHC & opportunity for hearing.Amends modify TS 
to eliminate surveillance requirement of venting ECCS discharge piping. 

HSIA.A.H. Project Directorate III-2. 92/06/22. 2pp. 62183:324-62183:325. 

9207020113 Forwards SE approving use of Category 3 instrumentation for accumulator 
level & pressure. 

PULSIFER,R.M. Project Directorate III-2. 92/06/23. KOVACH.T.J. Commonwealth 
Edison Co. 3pp. 62183:269-62183:274. 

-9207020114 SE approving use of Category 3 instrumentation for accumulator level & 
pressure. 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 92/06/23. 3pp. 
62183:272-62183:274. 

9207020284 Responds to 920212 staff requirements memo re performance of util 
plants. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62465:224. 

9207070068 Submits supplemental info for 920507 amend to licenses DPR-19,DPR- 
25.DPR-29.DPR-30.DPR-39,DPR-48.NPF-11,NPF-18, NPF-37,NPF-66.NPF-72 & NPF- 
77,per NRC^ reque8t.Revised TS re rev of onsite review of procedures end. 
SIMPKIN.T.W. Commonwealth Edison Co. 92/07/01. MURLEY.T.E. (Dfflce of Nuclear 
Reactor Regulation, Director (Post 870411). 21pp. 62267:020-62267:089. 

-9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS.submitted as supplement to original request w/info necessary 
to complete review. 

* Commonwealth Edison Co. 92/07/01 . 49pp. 62267:041 -62267:089. 

9207100283 Forwards B&W Rept BAW-2167,dtd June 1992 entitled, “Response to QL 
92-01 for Commonwealth Edison Co Byron Units 1 & 2, Braidwood Units 1 & 2 & Zion 
Units 1 & 2,” in response to GL 92-01 ,Mev 1 & QL 88-11. 

JACKSON,M.A. Commonwealth Edison Co. 92/07/02. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411), 3pp. 62366:156-62365:240. 

-9207100291 “Response to GL 92-01 for Commonwealth Edison Co Byron Units 1 & 
2.Braldwood Units 1 & 2 & Zion Units 1 & 2.” 

* Babcock & Wilcox Co. BAW-2167. 92/06/30. 79pp. 62365:159-62365:240. 

9207280040 Ack receipt of 920608 itr in response to NRC 920501 Itr identifying fitness- 
for-duty concern at plant.NRC finds licensee investigation to be sufficient to support 
conclusions & has no add! questions. 

NORELIUS.C.E. Region 3 (Post 820201). 92/07/14. REED.C. (Commonwealth Edison 
Co. 2pp. 62488:071-62488:072. 


9207290144 (Confirms plans to hold meeting on 920724 to discuss recent util organiza- 
tional decisions. 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:183. 


Q. Inspection reports, IE Bulletins & correspondence 

9207220318 FOIA request for results of INPO most recent insp of Byron Station. 

VON ZELLEN.B.W. DeKalb Area Alliance for Responsible Energy. 91/10/26. 
GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 62462:339-62462:339. 

9207220322 Final response to FOIA request for results of INPO most recent insp of 
plant.No agency records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. VON ZELLEN.B.W. DeKalb Area Alliance for Responsible Energy. 
Ip. 62462:340-62462:340. 

9207070240 Forwards safety Insp repts 50-454/92-11 & 50-455/92-11 on 920506- 
0612.No violations noted. 

FARBER.M.J. Region 3 (Post 820201). 92/06/26. REED.C. (Commonwealth Edison 
-Co. 2pp. 62206:188-62206:202. 

-9207070249 Insp repts 50-454/92-11 & 50-455/92-11 on 920506-061 2.No violations 
noted.Major areas inspected:previous insp findings.operational safety 
verification, onsite event followup & current matl condition. 

FARBER.M.J. Region 3 (Post 820201). 92/06/26. 13pp. 62206:190-62206:202. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

_ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
(Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070255 Forwards recjuallfication exam rept 50-454/OL-92-01 during wk of 
920608.Results of evaluation of licensee requalification program assigned satisfactory 
rating. 

WRIGHT.G.C. Region 3 (Post 820201). 92/06/29. REED,C. (Commonwealth Edison 
(Co. 2pp. 62206:203-62206:214. 

-9207070268 Exam rept 50-454/OL-92-01 on 920608.Exam results:all six ROs & 10 
SROs passed exams & all crews received satisfactory evaluations for performance on 
dynamic simulator exam. 

WALKER, J.R., BURDICK,T.M. Region 3 (Post 820201). 92/06/26. 9pp. 62206:205- 
62206:214. 

9207100100 Forwards insp repts 50-454/92-09,50-455/92-09.50-456/92-09 & 50-457/ 
92-09 on 920322-0605.No violations noted. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. REED.C. (Commonwealth Edison 
Co. 3pp. 62331:304-62331:314. 

-9207100112 Insp repts 50-454/92-09,50-455/92-09.50-456/92-09 & 50-457/92-09 on 
920322-0605. No violations noted.Major areas insp^ed:review of licensee actions to 
resolve previously identified issues & subsequent toP followup insp repts. 
RESCHESKE,P.R., BURGESS.B.L Region 3 (Post 820201). 92/07/01. 8pp. 
62331:307-62331:314. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency (Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
(Consolidated Edison (Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
(Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison (Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207310171 Responds to NRC Bulletin 92-001 , “Failure of Thermo-Lag 330 Fire Bam’er 
Sys to Maintain Cabling in Wide (Cable Trays & Small (Conduits Free from Fire 
Damage.” Subj matl used at all listed facilities.Compensatory measures implemented. 
JACKSON.M.A. (Commonwealth Edison Co. 92/07/23. Document (Control Branch 
(Document Control Desk). 5pp. 6261 1 :352-6261 1 :356. 


R. Periodic operating reports & related correspondence 


9207270171 Monthly operating repts for June 1992 for Byron Nuclear Power Station 
units 1 & 2.W/920710 Itr. 

EHLE.D.. PLENIEWICZ.R. (Commonwealth Edison Co. 92/06/30. 14pp. 62516:284- 
62516:297. 

9207290351 Forwards "10CFR50.46 Margin Utilization Byron & Braidwood Units 1 & 2,” 
constituting annual ECCCS evaluation model change rept for period ending 
91 0725. Vendor made no changes to ECCS evaluations in past yr. 

JACKSON,M.A. Commonwealth Edison Co. 92/07/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 62588:171-62588:178. 

-9207290356 “10CFR50.46 Margin Utilization Byron & Braidwood Station, Units 1 & 2,” 
constituting annual rept of results of ECCCS evaluation models for period ending 
910725. 

• CCommonwealth Edison Co. 91/07/25. 6pp. 62588:173-62588:178. 


S. Reportable occurrences, LERs A related correspondence 

9207290381 LER 92-004-00:on 920701, received an operability assessment re 
BDPS.Caused by inadequate safety analysis & subsequent review for BOPS.Special 
operating order was revised to implement conditions for operability.W/920721 Itr. 
ELAM.K., FARR.D., PLENIEWICZ.R. CCommonwealth Edison Co. 92/07/21. 7pp. 
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V. Op®rator Examinations 

9207070255 Forwards requalification exam rept 50-464/OL-92-01 during wk of 
920608.Results of evaluation of licensee requalification program assigned satisfactory 

WRI§[hT,G.C. Region 3 (Post 820201). 92/06/29. REED.C. Commonwealth Edison 
Co. 2pp. 62206:203-62206:214. 

-9207070266 Exam rept 50-454/OL-92-01 on 920608.Exam results:all six ROs & 10 
SROs passed exams & all crews received satisfactory evaluations for performance on 
dynamic simulator exam. 

WALKER. J.R.. BURD1CK.T.M. Region 3 (Post 820201). 92/06/26. 9pp. 62206:205- 
62206:214. 

9207090342 Discusses generic fundamentals exam section of operator licensing 
exam, administered on 92061 0.Master BWR/PWR subj exam w/answer key end for 

WRiGHT.Q.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207170238 Advises that written & operating licensed operator & senior operator exams 
scheduled for wks of 911130 & 1207.Ref matts, listed on end, requested at least 60 
days prior to exam dates. 

WRIGHT.Q.C. Region 3 (Post 820201). 92/07/14. REED.C. Commonwealth Edison 
Co. 14pp. 62436:266-62436:279. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9207090153 Rev 4a to Generating Station Emergency Plan Byron Station Annex. 

• Commonwealth Edison Co. 92/04/30, 14pp. 62340:235-62340:248. 

9207010101 Revised EPlPs, including rev 4 to BZP-210-A1, “PWR EAL Philosophy,” rev 
27 to BZP-600-A1. "Prioritized Call Listing for Staff Augmentation Purposes,” & rev 27 
to BZP-600-A4, “Byron Station Group Directory." 

* Commonwealth Edison Co. 92/06/22. 65pp. 62231:076-62231:141. 

9207010002 Revised EPIP index.correcting typos on pages 1 through 3, In ref to EPIP 
BZP-100-0. 

ORRIS, K. Commonwealth Edison Co. 92/06/23. 4pp. 62230:270-62230:273. 

9207010003 Revised EPIP index.correcting typos on pages 1 & 2.in ref to EPIP BZP- 
500-0. 

ORRIS.K. Commonwealth Edison Co. 92/06/23. 3pp. 62230:267-62230:269. 

9207010004 Revised EPIP index, correcting typos on pages 3 & 4, In ref to EPIP BZP- 
380-1 9 

ORRIS^K. Commonwealth Edison Co. 92/06/23. 3pp. 62230:263-62230:265. 

9207010007 Revised EPIP index, correcting typos on page 1,in ref to EPIP BZP-510-1. 
ORRIS.K. Commonwealth Edison Co. 92/06/23. 2pp. 62230:238-62230:239. 

9207010012 Revised EPIP lnd6X,coiTecting typos on page 1,in ref to EPIP BZP-300-0. 
ORRIS.K. Commonwealth Edison Co. 92/06/23. 2pp. 6^17:360-62217:361. 

9207020269 Forwards Rev 36 to security plan.Rev withheld (ref 10CFR73.21). 
KOVACH.TJ. Commonwealth Edison Co. 92/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip, 62425:355-62425:355. 

9207070240 Fonwards safety insp repts 50-454/92-11 & 50-455/92-11 on 920506- 
0612.No violations noted. 

FARBER,M.J. Region 3 (Post 820201). 92/06/26. REED.C. Commonwealth Edison 
Go. 2pp. 62206:188-62206:202. 

-9207070249 Insp repts 50-454/92-11 & 50-455/92-11 on 920506-061 2.No violations 
noted.Major areas inspected'-previous insp findings.operational safety 
verification, onsite event followup & current matl condition. 

FARBER,M.J. Region 3 (Post 820201). 92/06/26. 13pp. 62206:190-62206:202. 

9207100100 Forwards insp repts 50-454/92-09,50-455/92-09.50-456/92-09 & 50-457/ 
92-09 on 920322-0605.NU violations noted. 

WRIGHT.Q.C. Region 3 (Post 820201). 92/07/01. REED.C. Commonwealth Edison 
Co. 3pp. 62331:304-62331:314. 

-9207100112 Insp repts 50-454/92-09.50-455/92-09.50-456/92-09 & 50-457/92-09 on 
920322-0605.No violations noted.Maj^ areas insc^ed:review of licensee actions to 
resolve previously identified issues & subsequent EOP followup insp repts. 
RESCHESKE,P.R. Region 3 (Post 820201). 92/07/01. 8pp. 62331:307-62331:314, 

9207200033 Ack receipt of 920529 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-454/92-06 & 50-455/92-06 on 920330. 

CLAYTON, B. Region 3 (Post 820201). 92/07/09. REED.C. Commonwealth Edison Co. 
2pp. 62447:343-62447:344. 

9207220243 Forwards Rev 37 to security plan.in response to changes suggested by 
past regulatory effectiveness review.Rev withheld (ref 10CFR73.21). 

K0VA(5H.T.J, Commonwealth Edison CJo. 92/07/13. Document Control Branch (Docu- 
ment Control Desk). Ip. 62457:358-62457:358. 

9207270305 Ack receipt of 920623 Itr transmitting Rev 36 to security plan.Changes con- 
sistent w/provisions of 10CFR50.54(p) & acceptable except for listed security plan 
conflicts re records for access authorization & employment history. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/15. KOVACH.T.J. Commonwealth 
Edison Co. 2pp. 62528:197-62528:198. 

9207280300 Ack receipt of rev 37 to security plan.submitted via 920713 Itr.Changes 
consistent w/10CFR^.54Qp) & acceptable. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/22. KOVACH.T-J. Commonwealth 
Edison Co. 2pp. 62497:217-62497:218. 


9207310171 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj matl used at all listed facilities.Compensatory measures implemented. 
JACKSON, M.A. C;k)mmonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Ck)ntrol Desk). 5pp. 62611:352-62611:356. 


P. Operating license stage documents & correspondence 

9207020006 Forwards amend 47 to licenses NPF-37 & NPF-66 & amend 36 to licenses 
NPF-72 & NPF-77, respectively & safety evaluation. Amends modify TS 4.5.2.b venting 
surveillance requirements. Notice of issuance end. 

HSIA,A.H. Project Directorate II 1-2. 92/06/22. KOVACH,T.J. Commonwealth Edison 
Co. 2pp, 62183:307-62183:325. 

-9207020013 Amend 47 to licenses NPF-37 & NPF-66 & amend 36 to licenses NPF-72 
& NPF-77, respectively modifying TS 4.5.2.b venting surveillance requirements by elimi- 
nating requirement of venting ECCS discharge piping inside of containment. 

BARRETT, R.J. Project Directorate 111-2. 92/06/22. 13pp. 62183:309-62183:320. 

-9207020016 Safety evaluation supporting amend 47 to licenses NPF-37 & NPF-66 & 
amend 36 to licenses NPF-72 & NPF-77, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/22. 3pp. 
62183:321-62183:323. 

-9207020021 Notice of consideration of issuance of amends to licenses NPF-37, NPF- 
66,NPF-72 & NPF-77 & proposed NSHC & opportunity for hearing.Amends modify TS 
to eliminate sun/elllance requirement of venting ECCS discharge piping. 

HSIA,A.H. Project Directorate III-2. 92/06/22. 2pp. 62183:324-62183:325. 

9207020113 Forwards SE approving use of Category 3 instrumentation for accumulator 
level & pressure. 

PULSIFER.R.M. Project Directorate III-2. 92/06/23. KOVACH.T.J. Ck)mmonwealth 
Edison Co. 3pp. 62183:269-62183:274. 

-9207020114 SE approving use of Category 3 instrumentation for accumulator level & 
pressure. 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 92/06/23. 3pp. 
62183:272-62183:274. 

9207020284 Responds to 920212 staff requirements memo re performance of util 
lants. 

AYLOR,J.M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62465:224. 

9207070068 Submits supplemental info for 920507 amend to licenses DPR-19,DPR- 
25,DPR-29.DPR-30.DPR-39.DPR-48,NPF-11.NPF-18. NPF-37, NPF-66.NPF.72 & NPF- 
77,per NR(i request. Revised TS re rev of onsite review of procedures end. 
SIMPKIN.T.W. Commonwealth Edison Co. 92/07/01. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 21pp. 62267:020-62267:089. 

-9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS, submitted as supplement to original request w/info necessary 
to complete review. 

* Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 

9207100283 Forwards B&W Rept BAW-2167,dtd June 1992 entitled, "Response to GL 
92-01 for Commonwealth Edison Byron Units 1 & 2, Braidwood Units 1 & 2 & Zion 
Units 1 & 2,” in response to GL 92-01, Rev 1 & GL 88-11. 

JACKSON, M.A. Commonwealth Edison Co. 92/07/02. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 62365:156-62365:240. 

-9207100291 “Response to GL 92-01 for Commonwealth Edison Co Byron Units 1 & 
2, Braidwood Units 1 & 2 & Zion Units 1 6 2.” 

* Babcock & Wilcox Co. BAW-2167. 92/06/30. 79pp, 62365:159-62365:240. 

9207280040 Ack receipt of 920608 Itr in response to NRC 920501 Itr identifying fitness- 
for-duty concern at planLNRC finds licensee investigation to be sufficient to support 
conclusions & has no addi questions. 

NORELIUS.C.E. Region 3 (Post 820201). 92/07/14. REED.C. (Commonwealth Edison 
Co. 2pp. 62488:071-62488:072. 

9207290144 (Confirms plans to hold meeting on 920724 to discuss recent util organiza- 
tional decisions. 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:183. 


Q. Inspection reports, IE Bulletins 8k correspondence 

9207220318 FOIA request for results of INPO most recent insp of Byron Station. 

VON ZELLEN.B.W. DdKalb Area Alliance for Responsible Energy. 91/10/26. 
GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 62462:339-62462:339. 

9207220322 Final response to FOIA request for results of INPO most recant insp of 
plant.No agency records subj to request located. 

QRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. VON ZELLEN.B.W. DeKalb Area Alliance for Responsible Energy. 
Ip. 62462:340-62462:340. 

9207070240 Forwards safety insp repts 50-454/92-11 &, 50-455/92-11 on 920506- 
0612.No violations noted. 

FARBER,M.J. Region 3 (Post 820201). 92/06/26. REED.C. Commonwealth Edison 
Co. 2pp. 62206:188-62206:202. 

-9207070249 Insp repts 50-454/92-11 & 50-455/92-11 on 920506-061 2. No violations 
noted.Major areas in8p6cted:previous insp findings.operational safety 
verification, onsite event followup A current matl condition. 

FARBER,M.J. Region 3 (Post 820201). 92/06/26. 13pp. 62206:190-62206:202. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Divisbn of Operational Events Assessment (Post 870411), 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 
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9207070255 Forwards requalification exam rept 50-454/OL-92-01 during wk of 
920608.Results of evaiuation of licensee requaiification program assigned satisfactory 
rating. 

WRIGHT, G.C. Region 3 (Post 820201). 92/06/29. REED.C. Commonwealth Edison 
Co. 2pp. 62206:203-62206:214. 

9207100100 Forwards Insp repts 50-454/92-09,50-455/92-09,50-456/92-09 & 50-457/ 
92-09 on 920322-0605.No violations noted. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. REED.C, Commonwealth Edison 
Co. 3pp. 62331:304-62331:314. 

-9207100112 Insp repts 50-454/92-09.50-455/92-09.50-456/92-09 & 50-457/92-09 on 
920322-O605.No violations noted.Major areas insp^ted:r6view of licensee actions to 
resolve previously identified issues & subsequent toP followup insp repts. 
RESCHESKE.P.R.. BURGESS.B.L Region 3 (Post 820201). 92/07/01. 8pp. 
62331:307-62331:314. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 7pp. 62480:01 1-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of Now York, Inc. 6pp. 62480:001-62480:006. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Rre 
Damaae." Subj mat! used at all listed facilities.Compensatory measures implemented. 
JACKSON,M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 


R. Periodic operating reports & related 


9207270171 Monthly operating repts for June 1992 for Byron Nuclear Power Station 
units 1 & 2.W/920710 Itr. 

EHLE.D., PLENIEWICZ.R. Commonwealth Edison Co. 92/06/30. 14pp. 62516:284- 
62516:297. 

9207290361 Forwards “10CFR50.46 Margin Utilization Byron & Braidwood Units 1 & 2," 
constituting annual ECCS evaluation model change rept for period ending 
91 0725. Vendor made no changes to E(X7S evaluations in past yr. 

JACKSON.M.A. Commonwealth Edison Co. 92/07/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 62588:171-62588:178. 

-9207290356 “10CFR50.46 Margin Utilization Byron & Braidwood Station, Units 1 & 2." 
constituting annual rept of results of ECCS evaluation models for period ending 
910725, 

* Commonwealth Edison Co. 91/07/25. 6pp. 62588:173-62588:178. 


DOCKET STN-50-456 BRAIDWOOD STATION, UNIT 1 


F. Security, medical, emergei^cy & fir® protection plans 


9207170063 Rev 4 to “Bryon Emergency Action Level (EAL) Philosophy." 

• Commonwealth Edison Co. 91/07/08. 11pp. 62440:195-62440:207. 

9207080154 Revised EPIPs,including rev 6 to BWZP 200-1 A1, "Emergency Action 
Levels." & rev 4 to BWZP 500-1 A1, “Drill/ Exercise Follow-up Form." 

• Commonwealth Edison Co. 92/06/12. 26pp. 62291:330-62291:355. 

9207020271 Forwards Rev 24 to security plan.Rev withheld (ref 10CFR73.21). 
KOVACH,T.J. Commonwealth Edison Co. 92/06/23. Docunnient Control Branch (Docu- 
ment Control Desk). Ip. 62425:353-62425:353. 

9207100100 Forwards insp repts 50-454/92-09,50-455/92-09.50-456/92-09 & 50-457/ 
92-09 on 920322-0605.No violations noted. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. REED.C. Commonwealth Edison 
Co. 3pp. 62331:304-62331:314. 

-9207100112 Insp repts 50-454/92-09.50-455/92-09,50-456/92-09 & 50-457/92-09 on 
920322-0605.No violations noted.Major areas insp^od:review of licensee actions to 
resolve previously identified issues & subsequent EOP followup insp repts. 
RESCHESKE,P.R. Region 3 (Post 820201). 92/07/01. 8pp. 62331:307-62331:314. 

9207220233 Revised procedures, Including Rev 6 to BWZP 1 00-1 A1 .Rev 2 to BWZP 
21 0-1 A1 .Rev 5 to BWZP 400-1, Rev 5 to BWZP 400-1 A1 .Rev 6 to BWZP 400-3A1.Rev 
5 to BWZP 400-3A6.Rev 5 to BWZP 500-1, Rev 5 to BWZP 500-3 & Rev 7 to BWZP 
500-4. 

* Conimonwealth Edison Co. 92/07/15. 91pp. 62473:172-62473:263. 

9207280121 Ack receipt of 920623 Itr transmitting Rev 24 to plant security plan submit- 
ted per 10CFR50.54(p).NRC determined that changes acceptable. 

PEDERSON.C.D. Region 3 (Post 820201). 92/07/15. KOVACH, T.J. Commonwealth 
Edison Co. 3pp. 62488:356-62488:358. 

9207220258 Ack receipt of proposed scope & objectives for emergency plan exercise at 
facilities scheduled on 920826,transmitted via 920528 Itr.ProposJki scope & objectives 
acceptable. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/16. REED.C. Commonwealth 
Edison Co. 2pp. 62474:360-62474:361. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj mat! used at all listed facilities.Compensatory measures implemented. 
JACKSON.M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 6pp. 62611:352-62611:356, 

9207310260 Revised EPIPs.including Rev 25 to BWZP 600-3, Rev 26 to BWZP 600- 
3A1,Rev 25 to BWZP 600-3AZ.Rev 25 to BWZP 600-3A4.Rev 25 to BWZP 600-3A5 & 
Rev 1 to BWZP 600-3A9. 

* Commonwealth Edison Co. 92/07/23. 9pp. 62638:159-62638:167. 


S. Reportable occurrence®, LERs & related correepondence 

9207010249 PNO-lll-92-037:on 920624, Illinois Commerce Commission established 20% 
reserve margin as criterion for determining ' if new generating facility used & 
usefuLCharge may affect facility rate base.Final decision due in Jan 1993. 

LICKUS.R., STRASMA,J. Region 3 (Post 820201). 92/06/25, Ip. 62254:073- 
62254:073. 


P. Operating license stage documents & correspondence 


9207020006 Forwsu’ds amend 47 to licenses NPF-37 & NPF-66 & amend 36 to licenses 
NPF-72 & NPF-77,respectlvely & safety evaluation. Amends modify TS 4.5.2.b venting 
surveillance requirements. Notice of issuance encl. 

HSIA.A.H. Project Directorate III-2. 92/06/22. KOVACH.T.J. Commonwealth Edison 
Co. 2pp. 62183:307-62183:325. 


9207070116 LER 92-004-00:on 92061 4.Unit 2 tripped on source range flux channel 
N32.Cau8ed by source range spiking due to lightning. Shift control room engineer con- 
sulted w/National Weather Svc.W/920630 Itr. 

FARR.D., PLENIEWICZ,R. Commonwealth Edison Co. 92/07/01. 6pp. 62292:197- 
62292:201. 

9207150003 LER 92-026-00:on 92061 0,feedwater alarm received on loop C SG,SQ 
feedwater regulating valve failed closed & manual reactor trip initiated.Cau8ed by fail- 
ure of valve operator diaphragm.Diaphragms replaced.W/020706 Itr. 

SCHEFFLER.W., KOU^.W., PLENIEWICZ.R. Commonwealth Edison Co. 92/07/09. 
8pp. 62480:026-62480:033. 


V. Operator Examinations 


-9207020013 Amend 47 to licenses NPF-37 & NPF-66 & amend 36 to licenses NPF-72 
& NPF-77,respoctively modifying TS 4.5.2.b venting ^rveillance requirements by elimi- 
nating requirement of venting ElX^ discharge piping inside of containment. 
BARREfl’.R.J. Project Directorate III-2. 92/06/22. 13pp. 62183:309-62183:320. 

-9207020016 Safety evaluation supporting amend 47 to licenses NPF-37 A NPF-66 A 
amend 36 to licenses NPF-72 A NPF-77,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/22. 3pp. 
62183:321-62183:323. 

-9207020021 Notice of consideration of issuance of amends to licenses NPF-37.NPF- 
66,NPF-72 A NPF-77 A proposed NSHC A opportunity for hoaring.Amend8 modify TS 
to eliminate surveillance requirement of venting ECCS discharge piping. 

HSIA.A.H. Project Directorate III-2. 92/06/22. 2pp. 62183:324-62183:325. 


9207070255 Forwards requaiification exam re^ 50-454/OL-92-01 during wk of 
920608.Re8Ult8 of evaluation of licensee requaiification program assigned satisfactory 
rating. 

WRIGHT.G.C. Region 3 (Post 820201). 92/06/29. REED.C. Commonwealth Edison 
Co. 2pp. 62206:203-62206:214. 


9207020113 Forwards SE approving use of Category 3 instrumentation for accumulator 
level A pressure. 

PULSIFER.R.M. Project Directorate III-2. 92/06/23. KOVACH.T.J. Commonwealth 
Edison Co. 3pp. 62183:269-62183:274. 

-9207020114 SE approving use of Category 3 instrumentation for accumulator level A 


9207090342 Discusses generic fundamentals exam section of operator licensing 
exam, administered on 92061 0.Master BWR/PWR subj exam w/answer key encl for 
info. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:0^99. 

9207170236 Advises that written A operating licensed operator A senior operator exams 
scheduled for wks of 911130 A 1^7.Rer matls, listed on encLrequested at least 60 
days prior to exam dates. 

WRIGHT, Q.C. Region 3 (Post 820201). 92/07/14. REED.C. Commonwealth Edison 
Co. 14pp. 62436:266-62436:279. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C. Region 3 (Post 620^1). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:0^. 


pressure. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/23. 3pp. 
62183:272-62183:274. 

9207020284 Responds to 920212 staff requirements memo re performance of util 
plants. 

TAYLOR. J.M. C>fc Of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62465:207-62485:224. 


9207080105 Fonwards “Inservico Testing Program Plan for Pumps Braidwood Station 
Units 1 A 2." 

SIMPKIN.T.W. Commonwealth Edison Co. 92/06/25. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 10pp. 62275:001-62275:179. 

-9207080111 Rev 5 to “inservice Testing Program Plan for Pumps Braidwood Station 
Units 1 A 2." 

* Commonwealth Edison Co. 92/06/25. 175pp. 62275:01 1-62275:179. 
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9207070068 Submits supplemental info for 920507 amend to licenses DPR-19,DPR- 
25,DPR-29.DPR-30.DPR-39.DPR-48.NPF-11.NPF-18, NPF-37,NPF-66.NPF-72 & NPF- 
77, per NRC requestRevised TS re rev of onsite review of procedures end. 
SIMPKIN.T.W. Commonwealth Edison Co. 92/07/01. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 21pp. 62267:020-62267:089. 

“9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS.submitted as supplement to original request w/info necessary 
to complete review. 

* Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 

9207100283 Forwards B&W Rept BAW-2167,dtd June 1992 entitled, ‘‘Response to GL 
92-01 for Commonwealth Edison Co Byron Units 1 & 2. Braidwood Units 1 & 2 & Zion 
Units 1 & 2," in response to GL 92-01, Rev 1 & GL 88-11. 

JACKSON, M.A. Commonwealth Edison Co. 92/07/02. MURLEY,T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp. 62365:156-62365:240. 

“9207100291 “Response to GL 92-01 for Commonwealth Edison Co Byron Units 1 & 
2,Braidwood Units 1 & 2 & Zion Units 1 & 2.” 

* Babcock & Wilcox Co. BAW-2167. 92/06/30. 79pp. 62365:159-62365:240. 

9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organiza- 
tional decisions. 

GREENMAN.E.G. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:183. 


Q. Inspection reports, IE Bulletins & correspondence 

9207070218 Forwards insp repts 50-456/92-11 & 50-457/92-11 on 920421 -0605.No 
violations identified. 

FARBER,M.J. Region 3 (Post 820201). 92/06/25. REED,C. Commonwealth Edison 
Co. 2pp. 62206:018-62206:028. 

“9207070230 Insp repts 50-456/92-11 & 50-457/92-11 on 920421-0605. Violations 
noted.Major areas insp^ed:LER review, safety assessment/quality 
verification,operatlonal safety verification & monthly maint observations. 

FARBER,M.J. Region 3 (Post 820201). 92/06/25. 9pp. 62206:020-62206:028. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070290 Forwards insp repts 50-456/92-12 & 50-457/92-12 on 920526- 29.No vio- 
lations noted.Violation will not be subj to enforcement due to efforts in identifying & 
correcting violation. 

SCHUMACHER,M.C. Region 3 (Post 820201). 92/06/29. REED.C. Commonwealth 
Edison Co. 2pp. 62206:217-62206:226. 

“9207070297 Insp repts 50-456/92-12 & 50-457/92-12 on 920526-29.No violations 
noted.Major areas inspected:gaseous & liquid radwaste programs, radiation protection 
program, LERs & previous insp findings. 

KUNOWSKl,M.A., SHAH.N., SCHUKAcHER,M.C. Region 3 (Post 820201). 92/06/29. 
8pp. 62206:219-62206:226. 

9207100100 Forwards Insp repts 50-454/92-09,50-455/92-09,50-456/92-09 & 50-457/ 
92-09 on 920322-0605.No violations noted. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. REED.C. Commonwealth Edison 
Co. 3pp. 62331:304-62331:314. 

“9207100112 Insp repts 50-454/92-09,50-455/92-09.50-456/92-09 & 50-457/92-09 on 
920322-0605.No violations noted.Major areas insp^ed:review of licensee actions to 
resolve previously identified issues & subsequent EOP followup insp repts. 
RESCHESKE,P.R., BURGESS.B.L. Region 3 (Post 820201). 92/07/01. 8pp. 
62331:307-62331:314. 

9208260043 NRC Info Notice 92-048, “Failure of Exide Batteries," 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Liras 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Dtvision of Operational Events Assessment (Post 870411). 92/07/02, 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62460:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Grcuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207150012 Forwards insp repts 50-456/92-13 & 50-457/92-13 on 920601-12 & 25.No 
violations noted. 

RING,M.A. Region 3 (Post 820201). 92/07/09. REED.C. Commonwealth Edison Co. 
2pp. 62335:014-62335:030. 

“9207150016 Insp repts 50-456/92-13 & 50-457/92-13 on 920601-12 & 25.No viola- 
tions noted.Major areas in8pected:design change & engineering support activities 
using selected portions of insp module 37700. 

WALKER.H.A., HAUSMAN.G.M., SCHRUM.D.L Region 3 (Post 820201). 92/07/09. 
15pp. 62335:016-62335:030. 

9207310171 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Rre 
Damage." Sut^ mat! used at all listed faciIities.Gompensatory measures implemented. 
JACKSON, M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 


R. Periodic operatliig reports & related correspondence 

9207140082 Monthly operating repts for June 1992 for Braidwood Nuclear Power 
Station.Unlt8 1 a 2.W/920710 Itr. 

PERSHEY,C.E., KOFRON,K.L Commonwealth Edison Co. 92/06/30. 14pp. 
62385:321-62385:334. 


9207160249 Forwards errata to “1990 Braidwood Annual Environ Operating Rept" & 
“1991 Braidwood Annual Environ Operating Rept," 

KOFRON,K.L Commonwealth Edison Co. 92/07/02. DAVIS.A.B. Region 3 (Post 
820201). ip. 62423:312-62423:324. 

“9207160256 Errata to “1990 Braidwood Annual Environmental Operating Rept." 

* Commonwealth Edison Co. 90/12/31. 6pp. 62423:313-62423:318. 

“9207160259 Errata to “1991 Braidwood Annual Environmental Operating Rept." 

* Commonwealth Edison Co. 91/12/31. 6pp. 62423:319-62423:324. 

9207290351 Forwards "10CFR50.46 Margin Utilization Byron & Braidwood Units 1 & 2,” 
constituting annual ECCS evaluation model change rept for period ending 
91 0725. Vendor made no changes to ECCS evaluations in past yr. 

JACKSON,M.A. Commonwealth Edison Co. 92/07/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 62588:171-62588:178. 

“9207290356 “10CFR50.46 Margin Utilization Byron & Braidwood Station, Units 1 & 2," 
constituting annual rept of results of ECCS evaluation models for period ending 
910725. 

* Commonwealth Edison Co. 91/07/25. 6pp. 62588:173-62588:178. 


S. Reportable occurrences, LERs & related correspondence 

9207010249 PNO-lll-92-037:on 920624, Illinois Commerce Commission established 20% 
reserve margin as criterion for determining if new generating facility used & 
useful.Charge may affect facility rate base.Final decision due in Jan 1993. 

LICKUS.R., STRASMA,J. Region 3 (Post 820201). 92/06/25. Ip. 62254:073- 
62254:073. 


V. Operator Examinations 


9207090342 Discusses generic fundamentals exam section of operator licensing 
exam, administered on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921 007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT, G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET STN-50-457 BRAIDWOOD STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 


9207170063 Rev 4 to "Bryon Emergency Action Level (EAL) Philosophy." 

* Commonwealth Edison Co. 91/07/08. 11pp. 62440:195-62440:207. 

9207080154 Revised EPIPs,including rev 6 to BWZP 200-1 A1, "Emergency Action 
Levels," & rev 4 to BWZP 500-1 A1, “Drill/Exerclse Follow-up Form." 

* Commonwealth Edison Co. 92/06/12. 26pp. 62291:330-62291:355. 

9207020271 Forwards Rev 24 to security plan.Rev withheld (ref 10CFR73.21). 

KOVACH, T.J. Commonwealth Edison Co. 92/06/23. Document Control Branch (Docu- 
ment Control Desk). Ip. 62425:353-62425:353. 

9207100100 Forwards Insp repts 50-454/92-09,50-455/92-09,50-456/92-09 & 50-457/ 
92-09 on 920322-0605.No violattons noted. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. REED.C. Commonwealth Edison 
Co. 3pp. 62331:304-62331:314. 

-9207100112 Insp repts 50-454/92-09,50-455/92-09,50-456/92-09 & 50-457/92-09 on 
920322-0605.No violations noted.Major areas insp^ed:review of licensee actions to 
resolve previously identified issues & subsequent EOP followup insp repts. 
RESCHESKE,P.R. Region 3 (Post 820201). 92/07/01. 8pp. 62331:307-62331:314. 

9207220233 Revised procedures, including Rev 6 to BWZP 1 00-1 A1, Rev 2 to BWZP 
210-1 A1, Rev 5 to BWZP 400-1, Rev 5 to BWZP 400-1 A1, Rev 6 to BWZP 400-3A1,Rev 
5 to BWZP 400-3A6,Rev 5 to BWZP 500-1, Rev 5 to BWZP 500-3 A Rev 7 to BWZP 
500-4. 

* Commonwealth Edison Co. 92/07/15. 91pp. 62473:172-62473:263. 

9207280121 Ack receipt of 920623 Itr transmitting Rev 24 to plant security plan submit- 
ted per 10CFR50.54(p).NRC determined that changes acceptable. 

PEDERSON,C.D. Region 3 (Post 820201). 92/07/15. KOVACH,T.J. Commonwealth 
Edison Co. 3pp. 62488:356-62488:358. 

9207220258 Ack receipt of proposed scope & objectives for emergency plan exercise at 
facilities scheduled on 920826,transmitted via 920528 Itr.Proposed scope & objectives 
acceptable. 

MCCORMICK-BARQE Region 3 (Post 820201). 92/07/16. REED,C. Commonwealth 
Edison Co. 2pp. 62474:3^-62474:361. 

9207310171 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj matl used at all listed facilities.Compensatory measures implemented. 
JACKSON, M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 

9207310260 Revised EPIPs,including Rev 25 to BWZP 600-3,Rov 26 to BWZP 600- 
3A1,Rov 25 to BWZP 600-3AZ,Rev 25 to BWZP 600-3A4,Rev 25 to BWZP 600-3A5 & 
Rev 1 to BWZP 600-3A9. 

* Commonwealth Edison Co. 92/07/23. 9pp. 62638:159-62638:167. 



DOCKETED ITEMS 161 


P. Operating llcana® stag® documents & conr®s|K»ndence 

9207020006 Forwards amend 47 to licenses NPF-37 & NPF-66 & amend 36 to licenses 
NPF-72 & NPF-77, respectively & safety evaluation. Amends modify TS 4.5.2.b venting 
surveillance requirements. Notice of issuance end. 

HSIA.A.H. Project Directorate III-2. 92/06/22. KOVACH, T.J. Commonwealth Edison 
Co. 2pp. 621 83:307-621 83:325. 

-9207020013 Amend 47 to licenses NPF-37 & NPF-66 & amend 36 to licenses NPF-72 
& NPF-77, respectively modifying TS 4.5.2.b venting surveillance requirements by elimi- 
nating r^uirement of venting ECCS discharge piping inside of containment. 

BARRETT, R.J. Project Directorate III-2. 92/06/22. 13pp. 62183:309-62183:320. 

-9207020016 Safety evaluation supporting amend 47 to licenses NPF-37 & NPF-66 & 
amend 36 to licenses NPF-72 & NPF-77,respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/22. 3pp. 
62183:321-62183:323. 

-9207020021 Notice of consideration of issuance of amends to licenses NPF-37,NPF- 
66,NPF-72 & NPF-77 & proposed NSHC & opportunity for hearing.Amends modify TS 
to eliminate surveillance requirement of venting ECCS discharge piping. 

HSIA.A.H. Project Directorate III-2. 92/06/22. 2pp. 62183:324-62183:325. 

9207020113 Forwards SE approving use of Category 3 instrumentation for accumulator 
level & pressure. 

PULSIFER,R.M. Project Directorate III-2. 92/06/23. KOVACH, T.J. Commonwealth 
Edison Co. 3pp. 62183:269-62183:274. 

-9207020114 SE approving use of Category 3 instrumentation for accumulator level & 
pressure. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/23. 3pp. 
62183:272-62183:274. 

9207020284 Responds to 920212 staff requirements memo re performance of util 
plants. 

T^AYLOR.J.M. Ofc of the Executive Director for Operations. SECY-92-228. 92/06/25. 
18pp. 62466:207-62465:224. 

9207080105 Forwards "Inservice Testing Program Plan for Pumps Braidwood Station 
Units 1 & 2." 

SIMPKIN.T.W. Commonwealth Edison Co. 92/06/25. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 10pp. 62275:001-62275:179. 

-9207080111 Rev 5 to "Inservice Testing Program Plan for Pumps Braidwood Station 
Units 1 & 2." 

* Commonwealth Edison Co. 92/06/25. 175pp. 62275:011-62275:179. 

9207070068 Submits supplemental info for 920507 amend to licenses DPR-19,DPR- 
25,DPR-29.DPR-30.DPR-39,DPR-48,NPF-11.NPF-18. NPF-37, NPF-66, NPF-72 & NPF- 
77, per NRC request.Revised TS re rev of onsite review of procedures end. 
SIMPKIN.T.W. Qjmmonwealth Edison Co. 92/07/01. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 87041 1 ). 21 pp. 62267:020-62267:089. 

-9207070089 Supplemental proposed tech specs proposing to change administrative 
controls sections of TS, submitted as supplement to original request w/info necessary 
to complete review. 

* Commonwealth Edison Co. 92/07/01. 49pp. 62267:041-62267:089. 

9207100283 Forwards B&W Rept BAW-2167,cltd Juno 1992 entitled, "Response to GL 
92-01 for Commonwealth Edison Co Byron Units 1 & 2, Braidwood Units 1 & 2 & Zion 
Units 1 & 2,” In response to GL 92-01 ,Rov 1 & GL 88-1 1 . 

JACKSON.M.A. Commonwealth Edison Co. 92/07/02. MURLEY.T.E. Office of Nuclear 
Reactor Regulation. Director (Post 870411). 3pp. 62365:156-62365:240. 

-9207100291 “Response to GL 92-01 for Commonwealth Edison Co Byron Units 1 & 
2, Braidwood Units 1 & 2 & Zion Units 1 & 2." 

* Babcock & Wilcox Co. BAW-2167. 92/06/30. 79pp. 62365:159-62365:240. 

9207290144 Confirms plans to hold meeting on 920724 to discuss recent util organize- 
tion<flil docisions 

GREENMAN.EG. Region 3 (Post 820201). 92/07/22. REED.C. Commonwealth 
Edison Co. 2pp. 62506:182-62506:183. 


Q. inspection reports, iE Buiietins & correspondence 

9207070218 Forwards insp repts 50-456/92-11 6 50-457/92-11 on 920421 -0605.NO 
violations identified. 

FARBER.M.J. Region 3 (Post 820201). 92/06/25. REED.C. Commonwealth Edison 
Co. 2pp. 62206:018-62206:028. 

-9207070230 insp repts 50-456/92-11 & 50-457/92-11 on 920421-0605. Violations 
noted.Major areas inspected:LER review,safety assessment/quality 
verification, operational safety verification & monthly maint observations. 

FARBER.M.I Region 3 (Post 820201). 92/06/25. 9pp. 62206:020-62206:028. 

9206230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62460:021. 

9207070290 Forwards insp repts 50-456/92-12 & 50-457/92-12 on 920526- 29.No vio- 
lations noted.Violation will not be subj to enforcement due to efforts in identifying & 
correcting violation. 

SCHUMACHER,M.C. Region 3 (Post 820201). 92/06/29. REED.C. Commonwealth 
Edison Co. 2pp. 62206:21 7-62206:226. 

-9207070297 Insp repts 50-456/92-12 & 50-457/92-12 on 920526-29.No violations 
noted.Major areas in8pected:gaseous & liquid radwaste programs.radiation protection 
program,LERs & previous insp findings. 

KUNOWSKI.M.A.. SHAH.N., SCHUMACHER.M.C. Region 3 (Post 820201). 92/06/29. 
8pp. 62206:219-62206:226. 

9207100100 Forwards insp repts 50-454/92-09.50-455/92-09,50-456/92-09 & 50-457/ 
92-09 on 920322-0605.No violations noted. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. REED.C. Commonwealth Edison 
Co. 3pp. 62331:304-62331:314. 


-9207100112 Insp repts 50-454/92-09.50-455/92-09,50-456/92-09 & 50-457/92-09 on 
920322-0605. No violations noted.Major areas inspected:review of licensee actions to 
resolve previously identified issues & subsequent EOP followup insp repts. 
RESCHESKE,P.R. Region 3 (Post 820201). 92/07/01. 8pp. 62331:307-62331:314. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207150012 Forwards insp repts 50-456/92-13 & 50-457/92-13 on 920601-12 & 25.No 
violations noted. 

RING.M.A. Region 3 (Post 820201). 92/07/09. REED.C. Commonwealth Edison Co. 
2pp. 62335:014-62335:030. 

-9207150016 Insp repts 50-456/92-13 & 50-457/92-13 on 920601-12 & 25.No viola- 
tions noted.Major areas inspected:design change & engineering support activities 
using selected portions of insp module 3/700. 

WALKER.H.A.. HAUSMAN.G.M., SCHRUM.D.L. Region 3 (Post 820201). 92/07/09. 
16pp. 62335:016-62335:030. 

9207310171 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Subj matl used at all listed facilities.Compensatory measures implemented. 
JACKSON.M.A. Commonwealth Edison Co. 92/07/23. Document Control Branch 
(Document Control Desk). 5pp. 62611:352-62611:356. 


R. Periodic operating reports & related correspondence 


9207140082 Monthly operating repts for June 1992 for Braidwood Nuclear Power 
Station, Units 1 & 2.W/920710 Itr. 

PERSHEY.C.E., KOFRON.K.L. Commonwealth Edison Co. 92/06/30. 14pp. 

62385:321-62385:334. 

9207160249 Forwards errata to "1990 Braidwood Annual Environ Operating Rept” & 
"1991 Braidwood Annual Environ Operating Rept." 

KOFRON,K.L Commonwealth Edison Co. 92/07/02. DAVIS,A.B. Region 3 (Post 
820201). Ip. 62423:312-62423:324. 

-9207160256 Errata to "1990 Braidwood Annual Environmental Operating Rept." 

• Commonwealth Edison Co. 90/12/31. 6pp. 62423:313-62423:318. 

-9207160259 Errata to "1991 Braidwood Annual Environmental Operating Rept.” 

• Commonwealth Edison Co. 91/12/31. 6pp. 62423:319-62423:324. 

9207290351 Forwards "10CFR50.46 Margin Utilization Byron & Braidwood Units 1 &2," 
constituting annual ECCS evaluation model change rept for period ending 
910725.Vendor made no changes to ECCS evaluations in past yr. 

JACKSON, M.A. Commonwealth Edison Co. 92/07/23. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp. 62588:171-62588:178. 

-9207290356 "10CFR50.46 Margin Utilization Byron & Braidwood Station, Units 1 & 2," 
constituting annual rept of results of ECCS evaluation models for period ending 
910725. 

• Commonwealth Edison Co. 91/07/25. 6pp. 62588:173-62588:178, 


S. Reportable occurrences, LERs & related correspondence 


9207010249 PNO-lll-92-037:on 920624,lllinoi8 Commerce Commission established 20% 
reserve margin as criterion for determining if new generating facility used & 
useful.Charge may affect facility rate base.Final decision due in Jan 1993. 

LICKUS,R. Region 3 (Post 820201 ). 92/06/25. 1 p. 62254:073-62254:073. 

9207070073 LER 92-004-00:on 920531, during reactor start-up,both MG set 
tripped.Caused by voltmeter readings.Unit 1 MG set operator will be tested dynamical- 
ly & bench testing will be performed on BOV to determine self heating. W/920630 Itr. 
ZAQRZEBSKI.R., KOFRON,K.L Commonwealth Edison Co. 92/06/30. 5pp. 
62292:170-62292:174. 

9207280205 Special repton 92061 0,DG 2A output breaker closed, resulting in parallel 
operation of DG 2A to sys grid & causing DQ trip.Caused by reverse power condition 
due to operator error.Surveillance successfully completed. 

SIMPKIN.T.W. Commonwealth Edison Co. 92/07/14. DAVISAB. Region 3 (Post 
820201). 2pp. 62750:348-62750:349. 


V. Operator Examinations 


9207090342 Discusses generic fundamentals exam section of operator licensing 
exam.administer8d on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT.G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 



162 DOCKETED ITEMS 


DOCKET S(M58 RIVER BEND STATION, UNIT 1 


F. S^urity, medical, anrargancy & ftr® protoction plans 

92070S0301 Forwards insp rept 50-458/92-15 on 920420-24 & notice of v'lolatlon.Rept 
details withheld per 10CFR73.21. 

BEACH, A.B. Region 4 (Post 820201). 92/07/06. DEDDENS.J.E. Gulf States Utilities 
Co. 7pp. 62305:107-^2305:117. 

-9207080322 Notice of violation from insp on 920420-24. Violations noted: inspectors 
determined that during outages excessive numbers of tailgating & vital area door deg- 
radations occurred. Partially withheld per 10CFR73.21. 

• Region 4 (Post 820201). 92/07/06. 2pp. 62305:114-62305:1 15. 

-9207080329 Insp rept 50-458/92-15 on 920420-24. Violations noted:Major areas 
inspected:records & repts, security organization, mgt effectiveness, security program 
audit,physical barriers-vital areas & compensatory measures.Partially withheld. 
MURRAY.B. Region 4 (Post 820201). 92/07/02. 2pp. 62305:116-62305:117. 

9207310167 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Rre 
Damage.” Util uses both 1 h & 3 h pre-formed Thermo-Lag 330 panels in 14 fire 
areas. 

ODELL,W.H. Gulf States Utilities Co. 92/07/24. Document Control Branch (Document 
Control Desk). 3pp. 62618:191-62618:193. 


P. Operating license stage documents & correspondence 

9207140045 Forwards response to Rev 1 to Generic Ltr 92-01, “Reactor Vessel Struc- 
tural Integrity," per 10CFR50.60 & 10CFR50.61 & commitments made In response to 
Generic Ltr 88-11. 

ODELL, W.H. Gulf States Utilities Co. 92/07/02. Document Control Branch (Document 
Control Desk). 10pp. 62380:339-62380:348. 

9207150119 Responds to NRC SER re station blackout analysis dtd 920611. Station 
blackout procedure changes will be completed prior to Refueling Outage 5,currently 
scheduled for Mar 1994. 

ODELL, W.H. Gulf States Utilities Co. 92/07/08. Document Control Branch (Document 
Control Desk). 2pp. 62411:346-62411:347. 

9207240037 Forwards SE granting some relief requests re inservice testing program for 
pumps & valves while denying others.per util 910726 response to items in lER end in 
910102 SE & util 92021 1 submittal. 

BLACK.S.C. Project Directorate IV-2. 92/07/16. DEDDENS.J.C. Gulf States Utilities 
Co. 3pp. 62479:188-62479:211. 

-9207240041 SER granting in part relief requests re inservice testing program for 
pumps & valves. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/16. 21pp. 
62479:191-62479:211. 

9207240206 Forwards Rev 0 to RS-91-137, “RCIC Reliability Analysis. River Bend Nu- 
clear Station." Rept submitted as followup to sys reliability program presentation at 
fadlity on 920623 & will serve as addi info for Remick to clarify questions. 

ODELL, W.H. Gulf States Utilities Co. 92/07/20. Document Control Branch (Document 
Control Desk). 2pp. 62515:103-62515:182. 

-9207240208 Rev 0 to "RCIC Reliability Analysis,River Bond Nuclear Station." 
CHRISTIE,B.. NGUYEN.A.J.. HOLBERT.O.A. Gulf States Utilities Co. RS-91-137 ROO. 
91/09/10. 78pp. 62515:107-62515:182. 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070038 Forwards insp rept 50-458/92-19 on 920608-1 2.No violations or deviations 
noted. 

BEACH.A.6. Region 4 (Post 820201). 92/06/30. DEDDENS.J.C. Gulf States Utilities 
Co. 4pp. 62205:074-62205:090. 

-9207070052 insp rept 50-458/92-19 on 920608-1 2.No violations or deviations 
not6d.Major areas in8pected:licen8ee actions to correct weaknesses identified during 
electrical distribution sys functional insp in 1990. 

WESTERMAN.T.F. Region 4 (Post 8;M201). 92/06/24. 13pp. 62205:078-62205:090. 

9207070054 Forwards insp rept 50-458/92-18 on 920412-0523 & notice of violation. 
BEACH, A.B. Region 4 (Post 820201). 92/06/30. DEDOENS,J.C. Gulf States Utilities 
Co. 4pp. 62205:112-62205:135. 

-9207070060 Notice of violation from insp on 92041 2-0523. Violation noted:licen8ee 
failed to maintain primary containment integrity-fuel handling when handling irradiated 
fuel. 

* Region 4 (Post 820201). 92/06/30. Ip. 62205:117-62205:117. 

-9207070064 Insp rept 50-458/92-18 on 92041 2-0523. Violations noted.Major areas 
in8pectad:followup of previously identified items, LER followup.onsite followup of 
events.operational safety verification & maint & surveillance obsenmtions. 
HARRELL,P.H. Re(^ 4 (Post 820201). 92/06/30. 18pp. 62205:118-62205:135. 

9207070091 Forwards insp rept 50-458/92-23 on 920608-1 2.No violations noted. 
BEACH.A.B. Region 4 (Post 820201). 92/06/30. OEDDENS,J.C. Gulf States Utilities 
Co. 3pp. 62205:185-62205:194. 

-920707009S Insp rept 50-458/92-23 on 920608-1 2.No violations noted. Major areas 
inspectecfcmaint program implementation & status of corrective actions re previously 
identified weaknesses in training program. 

STETKAiT.F. Region 4 (Post 8a201). 92/06/25. 6pp. 62205:189-62205:194. 

9207070025 Forwards insp rept 50-458/92-20 on 920608-1 2.No violations or deviations 
noted. 

BEACHAB. Region 4 (Post 820201). 92/07/01. DEOOENS.J.C. Gulf States Utilities 
Co. 4pp. 62205.'035-62205:046. 


-9207070033 Insp rept 50-458/92-20 on 920608-1 2.No violations or deviations 
noted.Major areas inspected:iicens6e liquid & gaseous radwaste mgt & water chemis- 
try control programs. 

MURRAY.B. Region 4 (Post 820201). 92/06/25. 8pp. 62205:039-62205:046. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison (jo. or New York, Inc. 7pp. 62480:011-62480:017. 

9207080301 Forwards insp rept 50-458/92-15 on 920420-24 & notice of violation.Rept 
details withheld per 10CFR73.21. 

BEACH.A.B. Region 4 (Post 820201). 92/07/06. DEDDENS,J.E. Gulf States Utilities 
Co. 7pp. 62305:107-62305:117. 

-9207080322 Notice of violation from insp on 920420-24.Violations noted: inspectors 
determined that during outages excessive numbers of tailgating & vital area door deg- 
radations occurred. Partially withheld per 10CFR73.21. 

• Region 4 (Post 820201). 92/07/06. 2pp. 62305:114-62305:115. 

-9207080329 insp rept 50-458/92-15 on 920420-24.Violations noted:Major areas 
inspected:records & repts, security organization.mgt effectiveness, security program 
audit, physical barriers-vital areas & compensatory measures.Partially withheld. 
MURRAY,B. Region 4 (Post 820201). 92/07/02. 2pp. 62305:116-62305:117. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207150185 Responds to NRC ltr re violations noted in insp rept 50-458/92-13 on 
920427-0501 .Corrective actions:radiation lead technician received counseling & proce- 
dure re posting of radioiogically controlled areas reviewed. 

DEDDENS,J.C. Gulf States Utilities Co. 92/07/09. Region 4 (Post 820201). 5pp. 
62412:328-62412:332. 

9207240081 Forwards Insp rept 50-458/92-24 on 920524-0704.No violations or devi- 
ations noted.One hem involving industrial safety identified re insp & use of load lifting 
equipment at facility. 

B^CH,A.B. Region 4 (Post 820201). 92/07/20. DEDDENS,J.C. Gulf States Utilities 
Co. 4pp. 62456:156-62456:174. 

-9207240085 Insp rept 50-458/92-24 on 920524-0704.No violations noted. Major areas 
inspected:review of suppression pool cleanup, operational safety verification,maint & 
surveillance operations & observation of diesel generator insp. 

HARRELUP.H. Region 4 (Post 820201). 92/07/20. 14pp. 62456:161-62456:174. 

9207310187 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide CJable Trays & Small Conduits Free from Rre 
Damage." Util uses both 1 h & 3 h pre-formed Thermo-Lag 330 panels in 14 fire 
areas. 

ODELL, W.H. Gulf States Utilhles Co. 92/07/24. Document Control Branch (Document 
Control Desk). 3pp. 62618:191-62618:193. 


R. Periodic operating reporta & related correspondence 


9207200142 Monthly operating rept for June 1992 for River Bend Station Unit 1.W/ 
920715 ltr. 

HENDUG.F., ODELL, W.H. Gulf States Utilities Co. 92/06/30. 5pp. 62462:341- 
62462:345. 


S. Reportable occurrences, LERa & related correepondence 


9207090018 Special repton 920522,dotormlnod that control panel 1ERS-NBI102 (volt- 

X reguiator/timing oscillator board) could not be adjusted to within specified 
rances.Cau8e not determined.Supplemental rept to be submitted by 920803. 
ODELL,W.H. Gulf States Utilities Co. 92/07/01. Document Control Branch (Document 
Control Desk). 2pp. 62307:336-62307:337. 

9207150193 Special rept:on 920707,empictyee sustained back injury in drywell & trans- 
ported to hosphal.Surveys of injured indl^ual,ambulanoe & ambulance driver found 
no contamination-States of LA & MS notified. 

ODELUW.H. Gulf States Utilitiee Co. 92/07/08. Document C>>ntrol Branch (Document 
Control Desk). 3pp. 62409:352-62409:354. 

9207150212 Part 21 rept re defect in forged elbow SA234 WPC.Initially reported by util 
on 920625.Connex will audh quality sys prior to awarding purchase orders to Ram 
Forge to verify measurements taken on elbow. 

LEININGER,D.J. Connex Pipe Systems, Inc. 92/07/08. Document Control Branch 
(Document Control Desk). 4pp. 62415:146-62415:188. 

-9207150213 Rev 92-6 to “Approved Vendors List Mat! Mfgs & Suppliers of ASME 
Section III Matl & Subcontracted Svcs." 

WELSH,K.A. Connex Pipe Systems. Inc. 92/06/08. 27pp. 62415:162-62415:188. 

9207140221 Special repton 920622,moteorological tower aspirator fault light found Ih 

S routine surveillance.Caused by roosting bird.AddI repairs to 30 foot flow switch 
rg & util is investigating methods to remove roosting bird. 

CW.H. Gulf States Utilities (jo. 92/07/10. Document (jontrol Branch (Document 
Control Desk). 3pp. 62385:124-62385:126. 

9207280152 LER 92-009-00:on 92061 B.determined that discrepancy in TS resulted in 
nonperformance of survelllanco test for several vah/eaTS & surveillance test proce- 
dures revised & leak test on subject valves performed.W/920720 ltr. 

ENGLAND, LA., ODELLW.H. Gulf States Utilities Co. 92/07/20. 6pp. 62587:204- 
62587:209. 
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©207310182 LER 92-01 0-00:on 920624, radiation protection technician encountered two 
mechanical maint craftsmen in high radiation area.Caused by failure to heed physical 
barriers. Personnel disciplined & retrained.W/ 920724 Itr. 

ENGLAND, LA., ODELL,W.H. Gulf States Utilities Co. 92/07/24. 5pp. 62683:285- 
62683:289. 


V. Operator Examinations 

9207140162 Forwards results of Generic Fundamentals Exam section of written opera- 
tor licensing exam that was administered on 920610. 

BEACH,A.a Region 4 (Post 820201). 92/07/06. DEDDENS,J.C. Gulf States Utilities 
Co. 100pp. 62310:148-62310:252. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


G. Adjudicatory correspondence 

9207090102 Submits quarterly status rept re const activities at plant. During Second 
Quarter 1992,no significant safety-related const activities were^rformed. 
REYNOLDS,N.S. Washington Public Power Supply System. RfcYNOLDS,N.S. Winston 
& Strawn. #392 13067. 92/07/02. BOLCH,P.B., BRIGHT.G.O. Atomic Safety & Li- 
censing Board Panel. SCHINK,D.R. Texas A&M Univ., College Station, TX. 1p. 
62266:266-62266:266. 


DOCKET 50-461 CLiNTON POWER STATION, UNIT 1 


F. Security, medical, emergency A fire protection plans 

9207100168 Forwards initial SALP Rept 50-461/92-01 covering Feb 1991 through Apr 
1992.Area8 needing mgt attention include, broader focus in problem 
resolution.stronger trending program & fostering questioning attitude. 

DAVIS, A.B. Region 3 (Post 820201). 92/06/29. PERRY, J.S. Illinois Power Co. pp. 
62331:326-62331:345. 

-9207100172 Initial SALP Rept 50-461/92-01 covering Feb 1991 through Apr 1992.Cat- 
egory 1 assigned in areas of plant operations & emergency preparedness. 

•Region 3 (Post 820201). 92/06/29. 17pp. 62331:329-62331:345. 

9207170216 Forwards insp rept 50-461/92-10 on 920501 -061 5.No violations noted. 
LANKSBURY.R.D. Document Control Branch (Document Control Desk). 92/07/02. 
PERRY.J.S. Illinois Power Co. 2pp. 62440:339-62440:350. 

-9207170218 Insp rept 50-461/92-10 on 920501 -061 S.No violations noted. Major areas 
inspected:maint.operational safety.licensee event rept,event followup & emergency 
preparedness. 

LANKSBURY.R.D. Document Control Branch (Document Control Desk). 92/07/02. 
10pp. 62440:341-62440:350. 

9207150069 Advises that rev to security plan or addendum to plan will be submitted to 
describe nature & timeframe of security- related mods A compensatory measures that 
will be implemented during project,per 920626 visit to plant. 

PEDERS6n,C.D. Region 3 (Post 820201). 92/07/09. PERRY.J.S. Illinois Power Co. 
2pp. 62335:085-62335:086. 

9207270339 Forwards Rev 11 to security plan.Rev withheld (ref 10CFR73.21 (c)(2)). 
SPANGENBERG.F. Illinois Power Co. 92/07/21. Document Control Branch (Docu- 
ment Control Desk). Ip. 62528:199-62528:199. 

9207310216 Responds to NRC Bulletin 92-001, "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from Fire 
Damage." Eleven areas of plant utilize subj^fire barrier matl. 

PERRY,J.S. Illinois Power Co. 92/07/24. Document Control Branch (Document Con- 
trol Desk). 3pp. 62618:347-62618:349. 


H. General correepondence 

9207150004 Advises of change in titles for MS Perry & JG Cook.Perry title changed to 
senior vice-president & cook title changed to vice-president & manager of 
facility.Corre^ndence list should be revised to reflect change. 

SPANGENBERG.F. Illinois Power Co. 92/07/07. Document Control Branch (Docu- 
ment Control Desk). Ip. 62375:210-62375:210. 


P. Operating license stage documents A correspondence 

9207140281 Partial response to FOIA request re investigation of Zack Co done by 
NRC.App E records end A are being made available In PDR.App D records already 
available in PDR.App F records withheld In entirety (ref FOIA Exemption 6 A 7). 
GRIMSLEY.D.H. Omce of Information Resources Management (Post 890205). 91/10/ 
30. ZACK,C. Zack Co. 26pp. 62383:190-62384:039. 

-9207150100 Forwards reformatted memo requesting 01 to initiate investigation Into al- 
leged employment discrimination by Zack Co, per 870218 request. 

DAVIS,A.B. Region 3 (Post 820201). 87/03/10. STAROSTECKI.R. NRC - No Detailed 
Affiliation Given. Ip. 62383:302-62383:302. 

-9207150103 Requests investigation of info received by Region Hi in May 1982 that al- 
ieger employment w/Zack Co was involuntarily terminated after individual notified CPC 
of defidencies involving Zack Co work at piants. 

DAVIS,A.B. Region 3 (Post 820201). 87/03/10. PAWLIK.E.T. Region 3 (Post 820201). 
2pp. 62383:303-62383:304. 

9207220323 Partial response to FOIA request-App Q documents in PDR.App H A i doc- 
uments being made available in PDR.App J documents withheid (ref FOIA exemptions 
5-7).App I documents partially withheld (ref FOIA exemptions 5-7). 

GRIMSLEY.D.H. Dividon of Freedom of Information A Publications Senrices (Post 
890205). 01/11/15. ZACK,C. Zack Co. 9pp. 62455:164-62456:023. 

-9207220358 Details allegations reported through util on 811005 re Zack Co.Info par- 
tially deleted. 

WEIL,C.H. Region 3 (Post 820201). 82/07/22. KEPPLER.J.G. Region 3 (Post 
820201). 3pp. 62455:228-62455:230. 


9207090183 Responds to Rev 1 to Generic Ltr 92-01 re reactor vessel structural 
int6grity.AII reactor vessel beltline matis determined to be capable of maintaining 
Charpy upper shelf energy above 50-ft pounds. 

PERRV,J.5. Illinois Power Co. 92/07/02. Document Control Branch (Ckxsument CJon- 
trol Desk). 6pp. 62338:143-62338:148. 

9207130167 Submits summary of util response to recommendations contained In NRC 
safety 6valuation,dtd 920529 re util response to SBO Rule 10CFR50.63, “Loss of All 
AC Power." Detailed response end. 

SPANGENBERG,F. Illinois Power Co. 92/07/06. Document Control Branch (Docu- 
ment Control Desk). 13pp. 62374:293-62374:305. 

9207210247 Advises that relief can remain granted for rev 1 to relief request 4001 A 
alternative exams remain approved for rev 1 to relief request 4003.Reiief also granted 
for relief request 4004.Subj requests re tSI A inservice testing. 

HANNON, J.N. Project Diredorate 1 11-3. 92/07/09. SPANGENBERG,F. Illinois Power 
Co. 4pp. 62440:133-62440:140. 

—9207210250 Safety evaluation concluding that relief can remain granted for rev 1 to 
relief request 4001 A alternative exams remain approved for rev 1 to relief request 
4003. Relief granted for relief request 4004.Subj relief requests re IS! A 1ST. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 4pp. 
62440:137-62440:140. 

9207170224 Requests response to listed issues as result of Dept of Labor 920429 re- 
ceipt of complaint from former employee of Stone A Webster Engineering, Inc alleging 
layoff result of retaliation due to raising safety concerns. 

DAVIS, A.B. Region 3 (Post 820201). 92/07/14. PERRY, J.S. Illinois Power Co. 2pp, 
62436:360-62436:361. 


9207290006 Requests mod to NPDES Permit IL0036919,adding contributory waste 
stream listing A changing approx flow value for main condenser cooling water at CXrt- 
fall 002 A adding special condition re treatment of DG transformer at Outfall 005. 
MARSHALLB.J. Illinois Power Co. 92/07/15. KLUGE,T.R. Illinois, State of. 24pp, 
62589:002-62589:029. 


9207230227 Notification of 920730 meeting w/counterparts in Oak Harbor, OH to dis- 
cuss Herns of generic interest between NRR,Region III A licensees for plants In NRR 
Project Directorate III. Agenda end. 

HOPKINS,J.B. Project Directorate 111-3. 92/07/16. HANNON,J.N. Project Directorate 
III-3. 4pp. 62478:319-62478:322. 

9207220257 Requests review A disposition of end Allegation RIII-92-0053 re motor-op- 
erated valves A maint personnel inhibited from talking to quality verification group.EncI 
withheld (ref 10CFR2.790(d). 

GREENMAN,E.G. Region 3 (Post 820201). 92/07/17. PERRY,J.S. Illinois Power Ca 
2pp. 62476:244-62476:245. 

9207230146 Discusses 920403 withdrawal of relief request 2031. Request based on pro- 
posal for alternate method of determining test sample size for main steam safety rettef 
valves. 

CARPENTER,C.E. Project Directorate III-3. 92/07/17. SPANGENBERG.F. Illinois 
Power Co. 2pp. 62459:036-62459:037. 

9207270220 identifies changes in processing A review of maint work requests, per com- 
mitments contained in util 900504 Itr. Impact matrices will continue to be prepared 
maint planners.but independent review will be performed by second planner. 
SPANGENBERG.F. Illinois Power Co. 92/07/21. DAVIS, A.B. Region 3 (Post 820201). 
2pp. 62528:187-62528:188. 


Q. Inspection reports, IE Bulletins A correspondence 


9207140281 Partial response to FOIA request re investigation of Zack Co done by 
NRC.App E records end A are being made available in PDR.App D records already 
available in PDR.App F records withheld in entirety (ref FOIA Exemption 6 A 7). 
GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 91/10/ 
30. ZACK,C. Zack Co. 26pp. 62383:190-62384:039. 

-9207140313 Inquiry rept 3-82-025 re alleged improper/unauthorized destruction of 
Zack Co records at plant. 

WEILC.H., FOSTER,J.E. Region 3 (Post 820201). 82/11/26. 5pp. 62383:227- 
62383:231. 


9207220323 Partial response to FOIA reque8t.App G documents in PDR.App H A I doc- 
uments being made availdble in PDR.App J document withheld (ref FOIA exemptions 
5-7).App I documents partially withheld (ref FOIA exemptions 5-7). 

GRIM5LEY,D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/11/15. ZACK.C. Zack Co. 9pp. 62455:164-62456:023. 

-9207220385 Forwards affidavits of former Zack Co employees re insp at stated 
pl&ntSvInfo ctelptocl 

KEPPLER.J.G. Region 3 (Post 820201). 83/08/09. CUMMINGS, J.J. Office of Inspec- 
tor A Auditor (Pre 890417). Ip. 62455:254-62455:255. 

-9207220391 Fcxwards deposition A exhibits re former Zack Co employee, for investi- 
gation of plant deficiencie8.lnfo deleted. 

KEPPLER,J.G. Region 3 (Post 620201). 83/08/31. CUMMINGS, J.J. Office of Inspec- 
tor A Auditor (Pre 890417). Ip. 62455:256-62455:256. 

9207150001 Responds to NRC 911217 Itr re violations noted in Insp Rept 50-461/91- 
21 .Corrective actions:stellite-free parts for valves expected to be received in May/ 
June 1992,per Generic Ltr 89-10 A waikdown of pad eye lugs completed. 
SPANGENBERG,F. Illinois Power Co. 92/03/11. DAVIS,A.B. Region 3 (Post 820201). 
2pp. 62530:329-62530:330. 

9207010020 Forwards insp rept 50-461/92-11 on 920601 •05.Two violations noted A 
being considered for escalated enforcement action. Violations inciude.failure to pro- 
vide adequate survey before attempt to adjust mechanical stop on TIP "C". 
NOREUUS,C.E. Region 3 (Post 820201). 92/06/22. PERRY, J.S. Illinois Power Co. 
2pp. 62143:013-62143:032. 
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-0207010022 Insp rept 50-461/92-11 on 920601 -05. Violations noted.Major areas 
inspected:radiation protection & effluent monitoring programs, including 

organization, mgt controls, audits & surveillance, internal exposure control & contamina- 
tion. 

SNELL. W., NELSON, D.W., PEDERSON, C.D. Region 3 (Post 820201). 92/06/22. 
18pp, 62143:015-62143:032. 

9207070174 Forwards insp rept 50-461/92-05 on 920316-0610 & notice of violation. 
MILLER.H.J. Region 3 (Post 820201). 92/06/24. PERRY, J.S. Illinois Power Co. 3pp. 
62206:320-62205:338. 

-9207070176 Notice of violation from insp on 92031 6-061 0.Violation noted:in Mar 
1992, conditions adverse to quality.Div III EDG small bore tubing restraint deficiencies 
identified in 1985, not corrected. 

MILLER, H.J. Region 3 (Post 820201). 92/06/24. Ip. 62205:323-62205:323. 

-9207070179 Insp rept 50-461/92-05 on 92031 6-061 0.VIolation noted.Major areas 
inspected:licen8ee engineering & technical support program, including mods & design 
changes. 

LERCH.R.M., YIN.l.T., NEJFELT.G.M. Region 3 (Post 820201). 92/06/24. 15pp. 
62205:324-62205:338, 

92(^230193 NRC Info Notice 92-047, "Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070187 Forwards page four of insp rept 50-461/92-11 on 920601-05. Page inad- 
vertently omitted from onginal insp rept. 

SNELL, W.G. Region 3 (Post 820201). 92/06/29. PERRY, J.S. Illinois Power Co. 2pp. 
62205:353-62205:355. 

-9207070193 Page four of insp rept 50-461/92-11 on 920601 -05,dtd 920622. Page in- 
advertently omitted from original rept. 

* Region 3 (Post 820201). 92/06/22. Ip. 62205:355-62205:355. 

9207100168 Forwards initial SALP Rept 50-461/92-01 covering Feb 1991 through Apr 
1992. Areas needing mgt attention include, broader focus In problem 
re 30 iution,stronger trending program & fostering questioning attitude. 

DAV1S.A.B. Region 3 (Post 820201). 92/06/29. PERRY, J.S. Illinois Power Co, pp. 
62331:326-62331:345. 

-9207100172 Initial SALP Rept 50-461/92-01 covering Feb 1991 through Apr 1992.Cat- 
egory 1 assigned in areas of plant operations & emergency preparedness. 

•Region 3 (Post 820201). 92/06/29. 17pp. 62331:329-62331:345. 

9207070197 Forwards corrected pages 5,11,12 & 13 to insp rept 50-461/92- 
OS.Changes add text which was missing, clarifies understanding of corrective actions 
re temporary mods & corrects typo. 

WRIGHT,G.C. Region 3 (Post 820201). 92/06/30. PERRY.J.S. Illinois Power Co. 2pp. 
82206:001-62206:006. 

-9207070199 Amended pages 5,1 1,12 & 13 to insp rept 50-461/92-05. 

• Region 3 (Post 820201). 92/06/30. 4pp. 62206:003-62206:006. 

9207140096 Confirms plans for 920723 meeting w/util to present Initial SALP 11 Rept 
for Clinton & encourages that licensees have appropriate corporate & plant mgt repre- 
sentation at meeting to ensure mutual understanding of issues & findings. 
GREENMAN,E.G. Region 3 (Post 820201). 92/07/01. PERRY.J.S. Illinois Power Co. 
2pp. 62299:360-62299:361. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 92/07/02. 
(Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207140105 CJonfirms plans discussed between C Pederson & R Phares re 920414 en- 
forcement conference to discuss two apparent violations during Traversing Incore 
Probe maint 

GREENMAN.E.G. Region 3 (Post 820201). 92/07/02. PERRY.J.S, Illinois Power Co. 
3pp. 62299:355-62299:359. 

-9207140108 Notification of significant licensee meeting 92-116 w/util on 920714 to 
discuss two apparent violations during Traversing Incore Probe maint. 
UNKSBURY.R.D. Region 3 (Post 8&201). 92/07/02. Region 3 (Post 820201). 2pp. 
62299:358-62299:359. 

9207170218 Forwards Insp rept 50-461/92-10 on 920501 -061 5.No violations noted. 
LANKSBURY,R.D. Document Control Branch (Document Control Desk). 92/07/02. 
PERRY J.S. Illinois Power Co. 2pp. 62440:339-62440:350. 

-9207170218 Insp rept 50-461/92-10 on 920501-061 5.No violations noted. Major areas 
in8pected:maint,operationai 8afety,licen8ee event reptevent followup & emergency 
prawedness. 

LankSBURY,R.D. Document Control Branch (Document Control Desk). 92/07/02. 
10pp. 62440:341-82440:360. 

9207130175 Forwards "Inaarvice Insp Summary RepLRefueling Outage RF-3. Qinton 

SPANQENBERG,F. Illinois Power Co. 92/07/08. Document Control Branch (Docu- 
ment Ck>ntrol Desk), ip. 62395:001-62395:102. 

-9207130178 "Inservice Insp Summary RepLRefueling Outage RF-3, Clinton Power Sta- 
tion." 

ELKIN.P.T.. BELL.S.R. Illinois Power Ck>. 92/06/30. 115pp. 62395:002-62395:102. 


9207210247 Advises that relief can remain granted for rev 1 to relief request 4001 & 
alternative exams remain approved for rev 1 to relief request 4003.Relief also granted 
for relief request 4004.Subj requests re ISI & inservice testing. 

HANNON, J.N. Project Directorate 111-3. 92/07/09. SPANGENBERG.F. Illinois Power 
Co. 4pp. 62440:133-62440:140. 

-9207210250 Safety evaluation concluding that relief can remain granted for rev 1 to 
relief request 4001 & alternative exams remain approved for rev 1 to relief request 
4003.Relief granted for relief request 4004.Subj relief requests re ISI & 1ST. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 4pp. 
62440:137-62440:140. 

9207170240 Fonwards Exam Rept 50-461 /OL-92-02 administered during wk of 920622- 
26.Performance of ail operators during ail phases of requalification exam significantly 
improved since exam 1 yr ago. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/10. PERRY, J.S. Illinois Power Co. 3pp. 
62436:280-62436:295. 

-9207170241 Exam Rept 50-461 /OL-92-02 administered during wk 920622-26. Exam 
resultsiall operators passed requalification exam & all crews passed dynamic simulator 
portion of exam. 

LEACH, M.N.. JORDAN.M.J. Region 3 (Post 820201). 92/07/08. 13pp. 62436:283- 
62436:295. 

9207280305 Forwards enforcement conference rept 50-461/92-15 on 920714 & notice 
of violation.Concerns noted re lack of RP input into & control of work scheduling. 
NORELIUS.C.E. Region 3 (Post 820201). 92/07/21. PERRY, J.S. Illinois Power Co. 
4pp. 62497:220-62497:244. 

-9207280307 Notice of violation from insp on 920601 -05. Violations noted: licensee did 
not make surveys to assure compliance w/subj part of 10CFR20.101 & employees in 
TIP mechanical drive area were not instructed on precautions to minimize exposure. 
NORELIUS.C.E. Region 3 (Post 820201). 92/07/21. 3pp. 62497:224-62497:225. 

-9207280315 Enforcement conference rept 50-461/92-15 on 92071 4.Violation 
noted.Major areas discusses:circumstanc68 surrounding 920528-0602 TIP mechanical 
stop mechanism adjustment events. 

NELSON, D.W.. SNELL, W. Region 3 (Post 820201). 92/07/21. 7pp. 62497:226- 
62497:244. 

9207280117 Responds to NRC Itr re violations noted in insp rept 50-461 /92-05.Correc- 
tive actions:engineering evaluation of as-found condition was performed & determined 
that instrument tubing would perform Intended safety functions. 

SPANGENBERG.F. Illinois Power Co. 92/07/24. Document Control Branch (Docu- 
ment Control Desk), 5pp. 62530:331-62630:335. 

9207310216 Responds to NRC Bulletin 92-001 , "Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Ck>nduit8 Free from Fire 
Damage." Eleven areas of plant utilize subi^fire barrier matl. 

PERRY, J.S. Illinois Power Co. 92/07/24. Document Control Branch (Document Con- 
trol Desk). 3pp. 62618:347-62618:349. 


R. Periodic operating reports & related correspondence 

9207170124 Monthly operating rept for June 1992 for Clinton Power Station Unit 1.W/ 
920713 Hr. 

SPANGENBERG.F. Iowa Electric Light & Power Co. 92/06/30. 6pp. 62431:334- 
62431:339. 


S. Reportable occurrences, LERe A related correspondence 


9207010126 PNO-lli-92-036:on 920622, licensee shut down unit because of reduced 
flow in component cooling water sys for B reactor recirculation pump seal water 
cooler.Cause under investigation. 

LARKSBURY.R., GREGER.R. Region 3 (Post 820201). 92/06/23. Ip. 62143:328- 
62143:328. 


9207280257 Part 21 rept re cracking of stellite 21 hardfacing on guide nose of pc^pets 
supplied as part of MSIV leakage improvement mod.lnltialty reported by CLEf on 
920522. Recommends that liquid penetrant exam be performed. 

SHIELDS.S.N. Atwood & Morrill Co.. Inc. 92/06/24. BERLINGER NRC - No Detailed 
Affiliation Given. 4pp. 62568:340-62568:344. 

9207140286 LER 92-008-00:on 920623, inattention to detail surveillance resulted in mis- 
positioning reactor mode switch & actuation of containment isolation valves & reactor 
protection sys. Curator coun8eted.W/920709 Hr. 

NEUSCHWANQER,J., SPANGENBERG.F. Iowa Electric Light & Power Co. 92/07/09. 
5pp. 62437:287-62437:291. 


9207280012 LER 92-007-CK):on 920515 & 0623.determined that previously performed 
surveillance test procedures for loss of offsHe power testing not conducted per 
TS.Cau8ed by Improper interpretation of TS.Test procedure revi8ed.W/920717 Hr. 
NELSON.D.M., SPANGENBERG.F. Illinois Power Co. 92/07/17. 7pp. 62587:188- 
62587:194. 


9207280248 LER 92-0074)0:on 920623, determined that previousiy performed testing for 
loss of power not In accordance w/TS.Cau8ed by misinterpretation of test require- 
ments by writers. Procedures will be revised per TS.W/920717 Itr, 

NELSON.D.M., SPANGENBERG.F. Illinois Power cio. 92/07/17. 7pp. 62683:044- 


V. Operator Examinatlone 


9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Circuit Breakerra." 

ROSSI.C.E. Division of (Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated EcHaon Co. of New York, Inc. 6pp. 62480:001-82480:006. 

9207150071 Ack receipt of 920311 Hr irrfonming NRC of steps taken to correct vidationa 
not^ in insp nM>t 50-481 /91-21. 

SNELUW. 3 (Post 820201). 92/07/09. PERRY, J.S. Illinois Power Co. Ip. 

62335:087-62335:087. 


9207070104 Notifies NRC that MA Kiel no longer has need for operating licenae A li- 
cense should be terminated. 

SPANGENBERG,F. Illinois Power Co. 92/07/01. Document Control Branch (Docu- 
ment Control Oeak). 1 p. 62292:1 90-62292:1 90. 


9M7070110 Adviaea that JA Hale no longer needs to maintain licenae & license should 
be terminated. 

SPANQENBERG,F. Illinois Power Co. 92/07/01. Document Control Branch (Docu- 
ment C^jntrol Desk). 1p. 62269:181-62269:181. 
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9207070124 Advises that JG Higgins (license OP-30661) no longer needs to maintain 
license & license should be changed to expired. 

SPANGENBERG.F. Illinois Power Co. 92/07/01. Document Control Branch (Docu- 
ment Control Desk). 1p. 62269:159-62269:159. 


9207210240 Forwards proprietary response to NRC 920416 RAI re util 910201 submittal 
of plant transient analysis methodology. Response withheld (ref 10CFR2.790). 
RHODES, F.T. Wolf Creek Nuclear Operating Corp. 92/07/16. Document Control 
Branch (Document Control Desk). Ip. 62467:357-62467:357. 


9207090342 Discusses generic fundamentals exam section of operator licensing 
exam.admlnistered on 92061 0.Master BWR/PWR subj exam w/answer key end for 
info. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:099. 

9207170240 Forwards Exam Rept 50-461 /OL-92-02 administered during wk of 920622- 
26.Performance of all operators during all phases of requalification exam significantly 
improved since exam 1 yr ago. 

WRIGHT, G.C. Region 3 (Post 820201). 92/07/10. PERRY.J.S. Illinois Power Co. 3pp. 
62436:280-62436:295. 

-9207170241 Exam Rept 50-461 /OL-92-02 administered during wk 920622-26. Exam 
results:all operators passed requalification exam & all crews passed dynamic simulator 
portion of exam. 

LEACH, M.N., JORDAN,M.J. Region 3 (Post 820201), 92/07/08. 13pp. 62436:283- 
62436:295. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized representative from facility should submit Itr list- 
ing names of candidates for exam to appropriate NRC regional administrator. 
WRIGHT,G.C. Region 3 (Post 820201). 92/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 


DOCKET STN-50-482 WOLF CREEK GENERATING STATION 
F. Security, medical, emergency & fire protection plans 


9207130264 Ack receipt of 920423 Itrs re Rev 21 to physical security plan,8afeguards 
contigency pian,security training & qualification plan. 

BEACH,A.B. Region 4 (Post 820201). 92/07/08. Wolf Creek Nuclear Operating Corp. 
5pp. 62374:307-^2374:31 1 . 

9207170167 Forwards Rev 33 to "WCGS Radiological Emergency Response Plan" & 
revised RERP Implementing Procedures, including Rev 8 to EP 01-1.0, “CR Organiza- 
tion" & Rev 13 to EPP 01-1.1, "WCGS Organization." 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 92/07/13. Document Control 
Branch (Document Control Desk). Ip. 62433:001-62433:313. 

-9207170169 Rev 33 to "WCGS Radiological Emergency Response Plan." 
SCHREIBER,M., CLARKSON,D.. WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 
92/05/31. 11pp. 62433:002-62433:012. 

-9207170177 Revised RERP Implementing Procedures, including Rev 8 to EPP 01-1.0, 
"CR Organization." Rev 13 to EPP 01-1.1, “WCGS Organization" & Emergency Pro- 
cedure Change Notice 01-1.2-10-02 to Rev 10 to EPP 01-1.2, "Emergency....” 
SCHREIBER^., CLARKSON, D., WITHERS.B.D. Wolf Creek Nuclear Operating Corp. 
92/06/22. 250pp. 62433:013-62433:313, 


9207200025 Ack receipt of 920619 Itr transmitting Rev 32 to radiological emergency re- 
sponse plan consisting of minor changes in emergency response organization nomen- 
clature. Changes acceptable. 

BEACH,A.B. Region 4 (Post 820201). 92/07/14. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 5pp. 62447:357-62447:361 . 

9207240021 Forwards insp rept 50-482/92-13 on 920706-09.No violations or deviations 
noted.lnforms that throe weaknesses identifiod during walkthroughs of simulated acci- 
dent scenarios w/CR operating crews. 

BEACH,A.B. Region 4 (Post 820201). 92/07/20. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 62456:130-62456:143. 


-9207240029 Insp rept 50-482/92-13 on 920706-09.No violations noted. Major areas 
in8pected:operationai status of EP program, including changes to emergency plan & 
implementing procedure8,emergency facilities,equipment & supplies. 

MURRAY,B. Flegion 4 (Post 820201). 92/07/16. 10pp. 62456:134-62456:143. 

9207280046 Ack receipt of 920629 Itr transmitting scenario for upcoming annual 
exercise.Informs that review of scenario using insp procedure 82302 determined that 
it should support reasonable demonstration of emergency response capabilities. 
BEACH, A.B. Region 4 (Post 820201). 92/07/22. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 5pp. 62488:091-62488:095. 


9207290043 Ack receipt of 920713 Itr transmitting Rev 33 to WCGS radloloaical emer- 

g ency response plan.Changes consistent w/ provisions of 10CFR50.54(q) & accepta- 
le for inclusion into plan. 

BEACH.A.B. Region 4 (Post 820201). 92/07/24. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 5pp. 62567:283-62567:287. 


P. Operating llcenae stage documents & correspondence 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
F^ldnt P rotoctivo Posilxiros ** 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070092 Forwards insp rept 50-482/92-08 on 920419-0530 & notice of 
violation.Violations include performance of maint w/o work request. 

BEACH.A.B. Region 4 (Post 820201). 92/06/30. WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 6pp. 62205:195-62205:221. 

-9207070099 Notice of violation from insp on 92041 9-0530.Violation noted:on 
920521 .licensee personnel performed maint on reach-rod attachment for Valve BG 
V322 (boric acid filter drain valve) w/o work request. 

* Region 4 (Post 820201). 92/06/30. 2pp. 62205:203-62205:204. 

-9207070103 insp rept 50-482/92-08 on 92041 9-05d0.Violations noted.Major areas 
inspected:plant status, followup of previously identified NRC items, LER 

followup.operational safety verification & surveillance & maint observations. 
HOWELL.A.T. Region 4 (Post 820201). 92/06/23. 17pp. 62205:205-62205:221. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207240021 Forwards insp rept 50-482/92-13 on 920706-09.No violations or deviations 
noted.lnforms that three weaknesses Identified during walkthroughs of simulated accl- 
dent scenarios w/CR operating crews. 

BEACH, A. B. Region 4 (Post 820201). 92/07/20. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 4pp. 62456:130-62456:143. 

-9207240029 Insp rept 50-482/92-13 on 920706-09.No violations noted. Major areas 
inspected:operational status of EP program, including changes to emergency plan & 
implementing procedures.emergency facilities,equipment & supplies. 

MURRAY,B. Region 4 (Post 820201). 92/07/16. 10pp. 62456:134-62456:143. 

9207280046 Ack receipt of 920629 Itr transmitting scenario for upcoming annual 
exercise.Informs that review of scenario using insp procedure 82302 determined that 
it should support reasonable demonstration of emergency response capabilities. 
BEACH, A.B. Region 4 (Post 820201). 92/07/22. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 5pp. 62488:091-62488:095. 

9207300004 Forwards insp rept 50-482/92-09 on 920601-05 & notice of violation. 
BEACH, A.B. Region 4 (Post 820201). dZI07l2A, WITHERS.B.D. Wolf Creek Nuclear 
Operating Corp. 6pp. 62528:001-62528:021. 

-9207300010 Notice of violation from insp on 920601 -05.Violation noted: licensee fail- 
ure to monitor or trend local leak rate testing of valves to establish appropriate limits 
for detecting degradation. 

* Region 4 (Post 820201). 92/07/24. Ip. 62528:007-62528:007. 

-9207300018 Insp rept 50-482/92-09 on 920601 -OS.Violations noted.Major areas 
inspectedzinservice testing of pumps & valves w/ emphasis on licensee response to 
GL 89-04. 

BARNES,!. Region 4 (Post 820201). 92/07/24. 14pp. 62528:008-62528:021. 


R. Periodic operating reports & related correspondence 

9207210110 Monthly operating rept for June 1992 for WCGS.W/920715 Itr. 
WILLIAMS.M., BAILEY,J.A. Wolf Creek Nuclear Operating Corp. 92/06/30. 7pp. 
62467:350-62467:356. 

9207150157 Forwards revised “Exposure Monitoring Data for Annual Operating Repts," 
for stated yr8.Rov8 correct error made in way individuals in “no measureable expo- 
sure" category counted. _ 

BAILEY, J.A. Wolf Creek Nuclear Operating Corp. 92/07/08. Document Control Branch 
(Document Control Desk). 2pp. 62415:281-62415:289. 

-9207150160 Revised “Exposure Monitoring Data for Annual Operating Rept" for 1991. 
* Wolf Creek Nuclear Operating Corp. 91/12/31. Ip. 62415:283-62415:283. 


9207010029 Forwards response to Rev 1 to Generic Ltr 92-01, “Reactor Vessel Struc- 
tural Integrity." TS prohibit RCS operating loop temp to fall below 551 F except during 
performance of physics tests. 

RHODES,F.T. Wolf Creek Nuclear Operating Corp. 92/06/23. Document Control 
Branch (Document Control Desk). 5pp. 62199:348-62199:352. 

9207080165 Provides revised schedule for completion of actions committed to in 
920106 & 0320 Itrs to train various levels of technical staff to achieve increased un- 
derstanding of corrective action program. 

WITHERS,B.D. Wolf Creek Nuclear Operating Corp. 92/06/30. Document Control 
Branch (Document Control Desk). Ip. 62277:100-62277:100. 


9207170094 Advises that util 911224 response to suppi 4 to generic Itr 88-20 re IPEEE 
acoaptable.Util should reassess opportunities for submitting IPEEE results on more 
expeditious schedule, preferable either in 1994 or early 1995. 

RECKLEY.W.D. Proj^ Directorate IV-2. 92/07/10. WITHERS.B.D. Wolf Creek Nucle- 
ar Operating Corp. 3pp. 62403:093-62403:095. 


-9207150162 Revised “Exposure Monitoring Data for Annual Operating Rept” for 1990. 

• Wolf Creek Nuclear Operating Corp. 90/12/31. Ip. 62415:284-62415:284. 

-9207150164 Revised “Exposure Monitoring Data for Annual Operating Rept" for 1989. 

• Wolf Oeek Nuclear Operating Corp. 89/12/31. 1p. 62415:285-62415:285, 

-9207150167 Revised “Exposure Monitoring Data for Annual Operating Rept” for 1988. 

• Wolf Creek Nuclear Operating Corp. 88/12/31. 1p. 62415:286-62415:286, 

-9207150170 Revised “Exposure Monitoring Data for Annual Operating Rept" for 1987. 

• Wolf Creek Nuclear Operating Corp. 87/12/31. 1p. 62415:287-62415:287. 

-9207150171 Revised “Exposure Monitoring Data for Annual Operating Rept” for 1986. 

• Wolf Creek Nuclear Operating Corp. 86/12/31. 1p. 62415:288-62415:288. 

-9207150172 Revised “Exposure Monitoring Data for Annual Operating Rept” for 1985. 

• Wolf Creek Nuclear Operating Corp. 85/12/31. Ip. 62415:289-62415:289. 
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S. Boportabb occurrancas, LERs &. related corraspondence 

9207070015 LER 91-023-01 :on 911119,480-volt supply breaker tripped, resulting in loss 
of power to various radiation monitors & initiating control room ventilation isolation 
signai.Caused by bumping switch.Caution reemphasized. W/920702 Itr. 

WIDEMAN,S.G., BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 92/07/02. 5pp. 
62292:157-62292:161. 

9207140113 Spedal Rept 92-002:on 920608,valid failure of EDG B occurred due to fail- 
ure to temp control valve.Caused by failure of two out of three power pills.Power pills 
replaced & EOG testing frequency increased. 

BAILEY.J.A. Wolf Creek Nuclear Operating Corp. 92/07/08. Document Control Branch 
(Document Control Desk). 4pp. 62385:340-62385:343. 

9207160281 LER 92-006-00 on 920228, binding & slippage between reactor coolant sys 
crossover leg saddles & thrust block caused unusual noise.Shims on generator cross- 
over legs removed & reworked.W/920713 Itr. 

WIDEMAN,S.G.. BAILEY, JA Wolf Creek Nuclear Operating Corp. 92/07/13. 10pp. 
62480:161-62480:170. 

9207170246 PNO-IV-92-031:on 92071 3,health physics technician experienced respirato- 
ry distress & transported to hosp & pronounced dead.Cause of death 
unknown.Autopsy will be conducted in Kansas City. 

HOWELL.A.T. Region 4 (Post 820201). 92/07/14. Ip. 62436:233-62436:233. 


V. Operator Examinatlona 

9207070109 Requests that licensee furnish approved Items listed in end in preparation 
for evaluation of requalification program scheduled for wks of 921019 & 26. 

BEACH AB. Region 4 (Post 820201). 92/06/29. WITHERS,B.D. Wolf Creek Nuclear 
Operating Corp. 12pp. 62205:232-62205:242. 


DOCKET STN-50-483 CAUAWAY PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plane 

9207080242 Rev 1 to J-26060A. “Critical Safety Function Parameters." 

* Union Electric Co. 92/06/26. 5pp. 62285:306-62285:310. 

9207210246 Temporary Change Notice 92-0884 to Rev 0 to EIP-ZZ-03010-04, “Chemi- 
cal Emergency Response (CERP) Implementing Procedure," reflecting addition of 
ferric sulfate as hazardous chemical on attachment l.page 1 of 1 & attachment 
3.pages 20a & b. 

* Union Electric Co. 92/07/09, 5pp. 62459:351-62459:355. 

9207200015 Ack receipt of 920629 Itr informing NRC of proposed scope of participation 
& objectives for Callaway Plants emergency preparedness exercise scheduled for 
921007. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/10. SCHNELL.D.F. Union Elec- 
tric Co. Ip. 62447:356-62447:356. 

9207280284 Temporary Change Notice 92-0884 to Rev 0 to EIP-ZZ-3010, “Chemical 
Emergency Response Plan Implementing Procedure," adding ferric sulfate as hazard- 
ous chemical. 

* Union Electric Co. 92/07/16. 2pp. 62566:360-62566:361. 

9207310049 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Rre Barrier 
Sys to Maintain Cabling in Wide Cable Trays & Small Ckindurts Free from Fire 
Damage." A|:^opriate actions to restore fire barrier operability being developed. 
SCHNELUD.F. Union Electric Co. 92/07/23. Document Control Branch (Document 
Control Desk). 4pp. 62612:326-62612:329. 


H. Qaneral corrasponctonce 

9207130009 Comment supporting low-level radwaste after treatment to reduce volume 
& represents safestmost cost effective solution. 

SCHNELL.D.F. Union Electric Co. 92/06/26. CHILK.S.J. Office of the Secretary of the 
Commission. Ip. 62285:006-62285:006. 

9207310047 Comment comrrranding proposed suppi one to GL 83-28 4.2.3 & 4.2.4 dos- 
ing alt GL 83-28 actions for Callaway but staff condusion should be expanded. 
PASSWATER AC. Union Electric Co. 92/07/23. NRC - No Detailed Affiliation Given. 
2pp. 62549:084-62549:085. 


F. Operating Uoenae stage documents A correspondence 

9207(M0120 Rnai response to FOIA request for document8.App A documents end A 
being made available in POR.Pcx1ions of afi^ A records withheld (ref FOIA exemption 
5). 

QRIMSLEY,D.H. Diviaion of Freedom of Information A Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services. Ina 3pp. 62324:002- 
62324:303. 

-9207090248 Pro^rides summary of dtscusskxis held at 910604-05 NRC senior mgt 
meeting A Itrs to be sent to licensees of plants on problem plant list that wHI be dis- 
cing at 910620 Comntiaaion meeting,Detail8 withheld. 

TAYLORAM^ Ofo of the Executive Oirectorfbr Operations. 91/06/14. CARR Commis- 
siorm (Post 750119). 42pp. 62324:254-62324:297. 

9207100042 Discusses 020615-ie managers meeting to evaluate nudear safety per- 
formance of operating raactors.fuel fadittiea A other matls licenseea. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/06/30. SCHNELL,D.F. 
Union Electric Co. 4pp. 62366:357-62366:360. 

9207170085 Forwards info to address recommended actions in NRC station blackout 
SER.per 920625 telcon w/NRCAII station blackout related procedure revs will be 
conwieted within 90 ds^ of date NRC provides final approval of program. 
SaWELL.D.F. Union Ele^ Co. 92/07/10. Document Control Branch (Document 
Control Desk). 4pp. 62430:331-62430:334. 


9207230227 Notification of 920730 meeting w/counterparts in Oak Harbor, OH to dis- 
cuss items of generic interest between NRR, Region III A licensees for plants in NRR 
Project Directorate III. Agenda end. 

HOPKINS, J.B. Project Directorate III-3. 92/07/16. HANNON, J.N. Project Diredorate 
III-3. 4pp. 62478:319-62478:322. 

9207220423 Forwards amend 71 to license NPF-30 A safety evaluation. Amend revises 
TS 6.2-1 to permit individual w/ valid SRO A qualified St A to assume control room 
command when shift supervisor absent 

WHARTON, LR. Project Directorate III-3. 92/07/17. SCHNELUD.F. Union Electric Co. 
2pp. 62453:327-62453:334. 

-9207220424 Amend 71 to license NPF-30, revising TS 6.2-1 to allow individual w/valid 
SRO A qualified STA to assume control in absence of shift supervisor. 

HANNON, J.N. Project Directorate III-3. 92/07/17. 4pp. 62453:329-62453:332. 

-9207220425 Safety evaluation supporting amend 71 to license NPF-30. 

• Office of Nudear Reactor R^ulation, Director (Post 870411). 92/07/17. 2pp. 
62453:333-62453:334. 


Q. Inspection reports, IE Bulletins A correapondenca 


9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Aduation of 
Plant Protective Features." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI, C.E. Dtvision of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 7pp. 62480:011-62480:017. 

9207090185 Suppis 910724 response to NRC Bulletin 89-001 re failure of Westing- 
house SG tube mechanical plugs.Remedial action involved spot-facing tube/tubesheet 
A installing welded plug^made out of Inconel 690 matl.Drawir^ of plug end. 
SCHNELUD.F, Union Electric Co. 92/07/02. Document Control Branch (Document 
Control Desk). 5pp. 62341:305-62341:309. 

9207020233 NRC Info Notice 92-051, “Misapplication A Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207310049 Responds to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 Fire Barrier 
Sys to Maintain Cabling in Wide Cable Trays A Small (Conduits Free from Fire 
Damage." Appropriate actions to restore fire barrier operability being developed. 
SCHNELUD.F. Union Electric Co. 92/07/23. Document Control Branch (Document 
Control Desk). 4pp. 62612:326-62612:329. 


R. Periodic operating reports A related correapondence 


9207140325 Monthly operating rept for June 1992 for Callaway Plant Unit 1.W/920708 
Itr. 

MCCANN, R.J., BLOSSER,J.D. Union Electric Co. 92/06/30. 7pp. 62385:140- 
62385:146. 

9207220414 “10CFR50.46 Annual Rept - ECCS Evaluation Model Revisions." for June 
1991 to June 1992.W/920716 Itr. 

SCHNELUD.F. Union Electric Co. 92/06/30. 12pp. 62457:334-62457:345. 

9207230002 Forwards supplement to "10CFR50.59 Annual Rept” for period ending 
920331 .Supplement consists of summary of 10CFR50.59 safety evaluation for core 
operating limits rept revs. 

SCHNELUD.F. Union Electric Co. 92/07/15. Document Control Branch (Document 
Control Desk). 2pp. 62476:326-62476:329. 

-9207230003 Supplement to “10CFR50.59 Annual Rept,” for period ending 
920331 .consisting of info re end-of-iife moderator temp coeffdent for Ctycle 5. 

* Union Electric Co. 92/03/31. 2pp. 62476:328-62476:329. 


8. Reportable occurrencee, LERe A related correepondence 


9207020247 LER 92-008-00:on 920305.boron dilution mitigation sys inoperability 
noted.Cau8ed by design oversightModifIcation to BOMS A revision of BDMS setpdnt 
initiated.W/920629 Itr. 

SHARKEY, T.P.. BLOSSER.J.D. Union Electric Co. 92/06/29. 5pp. 82292:080- 
62292:085. 


V. Operator Examifiatloiie 


9207090342 Diacuasea generic fundamentals axam section of operator licensing 
exam,administered on 92061 0.Maater BWR/PWR aubj exam w/answer key end for 
info. 

WRIGHT.G.C. Region 3 (Post 820201). 92/07/01. Consumers Power Co. 51pp. 
62266:049-62266:^9. 

9207310032 Advises that NRC plans to administer GFE section of written operator li- 
censing exam on 921007.Authorized repreaentative from fadlity should submit itr liat- 
ira names of candidates for exam to appropriate NRC regtonal administrator. 
WRIGHT,G.C. Region 3 (Post 820^1). 02/07/28. Affiliation Not Assigned. 3pp. 
62549:081-62549:083. 
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F. Security, ®m®rg®ncy & fir® i>rot®ction plan® 

920707031S Forwards revised pages to emergency response data sys data point 
library.per Section 3.6 to Rev 1 to NUREG-1394.Human engineering deficiency mods 
completed for Unit 2.Addl changes for Unit 1 will be submitted. 

JUMP,W.J. Houston Lighting & Power Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62273:342-62273:346. 

9207070367 Updates status of ERDS implementation plan.Necessary revs to emergen- 
cy plan approved & issued w/effective date of 920605. Implementation of ERDS com- 
pleted. 

JUMP.W.J. Houston Lighting & Power Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62262:346-62262:348. 

92071 50CK)7 Forwards suppi to 911105 response to violations noted in Insp Repts 50- 
498/91-21 & 50-499/91-21 re issuance of vital area keys.Response withheld. 
HALL,D.P. Houston Lighting & Power Co. 92/07/02. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62440:180-62440:182. 

9207070226 Revises commitment in 92031 1 response to emergency preparedness ex- 
ercise weaknesses noted in Insp Repts 50-498/90-10 & 50-499/90-10. Use of digital 
dosimeters will not reduce effectiveness of dose monitoring. 

JUMP.W.J. Houston Lighting & Power Co. 92/07/03. Document Control Branch (Doc- 
ument Control Desk). 3pp. 612265:323-62265:325. 

9207070321 Responds to unresolved item noted in Insp Repts 50-498/92-10 & 50-499/ 
92-10.Corrective actions.off-hours augmentation drill conducted on 920617 & person- 
nel reported to facility within 1 h of notification except for offsite field team. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/03. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62274:001-62274:004. 

9207150002 Responds to weaknesses noted in Insp Repts 50-498/92-09 & 60-499/92- 
09.Corrective actions:training of all personnel involved in offsite notification message 
preparation will emphasize need to review message for accuracy. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62389:358-62389:361 . 

9207160225 Forwards insp repts 50-498/92-20 & 50-499/92-20 on 920615-19 & notice 
of violations.Rept details withheld (ref 10CFR73.21). 

BEACH, A.B. Region 4 (Post 820201). 92/07/10. HALL.D.P. Houston Lighting & Power 
Co. 6pp. 62415:311-62415:320. 

-9207160236 Notice of violation from insp on 92061 5-1 9. Violations noted: in Dec 
1991, licensee forwarded to NRC & several other addresses, two Itrs containing safe- 
guards info that were not classified as safeguards. 

^ Region 4 (Post 820201). 92/07/10. 2pp, 62415:317-62415:318. 

-9207160246 Insp repts 50-498/92-20 & 50-499/92-20 on 920615-19. Violations 
noted.Major areas in8pected:physicai security program including mat 
effectiveness.protected area detection & assessment aids, testing & maint.Detail8 with- 
held. 

MURRAY, B. Region 4 (Post 820201). 92/07/09. 2pp. 62415:319-62416:320. 

9207200014 Ack receipt of 920330 Itr transmitting Rev 14 to security personnel training 
& qualification plan.Changes consistent w/provisions of 10CFRS0.54(p) except for 
listed items re on-the-job evaluation & mental test results records. 

BEACH,A.B. Region 4 (Post 820201). 92/07/10. HALL,D.P. Houston Lighting & Power 
Co. 4pp. 62453:222-62453:228. 

9207240083 Field change 92-0244 to rev 21 to OERPO1-ZV-IN03 "Emergency Re- 
sponse Organization Notification.’’ W/920716 Itr. * 

JUMP.W.J. Houston Lighting & Power Co. 92/07/16. 4pp. 62528:246-62528:249. 

9207280384 Ack receipt of 920330 Itr transmitting Rev 18 to physical security 
plan.Changes consistent w/provIsions of 10CFR60.W(p) & acc^table for inclusion 
into plan.l8sue8 in end need clarification.EncI withheld (ref 10CFR73.21). 

BEACH, A.B. Region 4 (Post 820201). 92/07/23. HALL.D.P. Houston Lighting & Power 
Co. 4pp. 62566:246-62566:251. 


Q. Adiudicatory correspondence 

9207020064 Forwards motion for leave to suppt motion to modify or quash subpoenas 
& supplemental info. 

BAER.W.E. Houston Lighting & Power Co. BAER.W.E. Newman & Holtzinger. #392 
13045. 92/06/29. CHTLK,S.J. Office of the Secretary of the Commission. Ip. 
62182:013-62182:018. 

-9207020067 Motion for leave to suppi motion to modify or quash subpoenas & supple- 
mental info.* 01 policy unfair & violative of subpoenaed individuals statutory rights & 
goes beyond investigatory authority.W/CertifIcate of Svc. 

BAER,Vv.E. Houston Lighting & Power Co. BAER.W.E. Newman & Holtzinger. 92/06/ 
29. Commissioners (Post 750119). 5pp. 62182:014-62182:018. 


H. General correspondence 

9207160044 Comment supporting draft reg guide DG-1021. "Selection, 
Design, Qualification, Testing & Reliaoility of EDQ Units Used as Class IE Onsite Elec- 
tric Power Sys at Nuclear Power Plants,’’ 

JUMP,W.J. Houston Lighting & Power Co. 92/07/06. Regulatory Publications Branch. 
Ip. 62375:028-62375:028. 


I. Financial Information 

9207100348 Fonwards "1991 Annual ReptHouston Industries Inc,’’ "1991 Annual 
ReptOntral Power & Light Co" & “1991-92 Annual ReptCity Public Svc San 
Antonio, TX." 

WILLIAM, J,J. Houston Lighting & Power Co. 92/07/07. Document Control Branch 
(Document Control Desk). 2pp. 62408:001-62409:116. 

-9207100358 "1991 Annual RepLHouston Industries Inc," US securities & exchange 
commission Form 10-K & comprehensive financial rept also end. 

JORDAN,D.D. Houston Lighting & Power Co. 91/12/31. 271pp. 62408:003-62409:003. 


-9207100370 “1991 Annual RepLCentral Power & Ught Co," & Form 10-K securities & 
exchange commission. 

CAREY, R.R. Central Power & Ught Co. 91/12/31. 82pp. 62409:004-62409:084. 

-9207100375 "1991-92 Annual Rept.City Public Svc San Antonio, TX." 

LEGAN,P., ROSENBERG.A.V. San Antonio. TX. 92/12/31. 32pp. 62409:085- 
62409:116. 

9207220032 Forwards Endorsement 13 to MAELU Certificate M-0113, Endorsement 14 
to MAELU Certificate M-0113,Endorsement 13 to MAELU Certificate M-0116 & En- 
dorsement 11 to NELIA Certificate N-011d,as evidence of financial protection. 
JUMP.W.J. Houston Ughting & Power Co. 92/07/17. Document Control Branch (Doc- 
ument Control Desk). 25pp. 62474:148-62474:172. 


J. Insurance A indemnity Information 

9207220032 Forwards Endorsement 13 to MAELU Certificate M-0113. Endorsement 14 
to MAELU Certificate M-0113,Endor8ement 13 to MAELU Certificate M-0116 & En- 
dorsement 11 to NELIA certificate N-0113,as evidence of financial protection. 
JUMP.W.J. Houston Ughting & Power ce. 92/07/17. Document Control Branch (Doc- 
ument Control Desk). 25pp. 62474:148-62474:172. 


P. Operating license stage documents & correspondence 

9207020270 Forwards questions re request for relief from ASME Code requirements per 
920117 & 920430 ltrs.Requests that util respond to end within 45 days. 

DICK.G.F. Project Directorate IV-2. 92/06/29. HALL,D.P. Houston Lighting & Power 
C^. 3pp. 62194:333-62194:335. 

9207080144 Discusses review of response to generic Itr 88-20,8uppl 4 re individual plant 
exams for external events.per util 911223 submittal.Submittal schedule A methods se- 
lected for addressing iPEEt acceptable. 

DICK,G.F. Project Directorate IV-2. 92/07/01. HALL,D.P. Houston Ughting & Power 
Co. 2pp. 62243:310-62243:311. 

9207090074 Memorandum & order.* Denies motion to modify or quash subpoenas re 
HL&P.W/Certificate of Svc.Served on 920702. 

CHILK,S.J. Office of the Secretary of the Commission. #392 13070. 92/07/02. Com- 
missioners (Post 750119). 6pp. 62266:219-62266:224. 

9207160345 Staff requirements memo on 920702 affirmation/discussion A vote in 
Rockville, MD re SECY-92-230. "Motion to Modify or Quash Subpoenas by Houston 
Lighting A Power Company, Et Al" A COMSECY-92-017. 

CHILK,S.J. Office of the Secretary of the Commission. 92/07/10. PARLER.W.C. 
Office of the General Counsel (Post 860701). 2pp. 62396:315-62396:316. 

9207210183 Notification of 920723 meeting w/utll in Bay CIty.TX to discuss proposed 
license amends supported by PRA for facility. 

DICK,G.F. Project Directorate IV-2. 92/07/10. BLACK,S.C. Project Directorate IV-2. 
3pp. 62438:247-62438:249. 

9207160309 Advises that response to confirmatory issue 1 acceptable, based on util 
920619 commitment that added scenarios to licensed operator training matl will obtain 
response times for operating crews.Info will be provided to NRC by 921216. 

DICK,G.F. Project Directorate IV-2. 92/07/14. HALL,D.P. Houston Lighting A Power 
Co. 2pp. 62396:033-62396:034. 

9207240136 Forwards Change QA-010 to operations QA plan.Change will be incorporat- 
ed in operations QA plan in next annual update. 

HALL,D.P. Houston Ughting A Power Co. 92/07/15. Document Control Branch (Docu- 
ment Control Desk). 5pp. 62516:046-62516:050. 

9207230286 Revised QA plan,con8l8ting of Change QA-010,Rev 5 to Chapter 1.0 A Rev 
9 to table of contents. 

* Houston Lighting A Power Co. 92/07/16. 6pp. 62482:225-62482:230. 


Q. Inspection reports, IE Bulletins A correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co, of New York, Inc. 4pp. 62480:018-62480:021. 

9207070333 Responds to NRC 920601 Itr re violations noted in insp repts 50-408/92-02 
A 50-499/92-03.Corrective actions:security shift briefings conducted A bulletin issued. 
JUMP,W.J. Houston Ughting A Power Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 6pp. 62262:349-62262:354. 

9207070083 Ack receipt of 920619 itr informing NRC of steps taken to correct violations 
noted in insp repts 50-498/92-08 A 50-499/92-08 dtd 920522. 

BEACH,A.B. Region 4 (Post 820201). 92/07/01. HALL,D.P. Houston Ughting A Power 
Co. 3pp. 62205:1 70-62205:1 76. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, ’’Cracking of Valves in Condensate Return Unes 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of Now York, Inc. 7pp. 62480:011-62480:017. 

9207150007 Forwards suppi to 911105 response to violations noted in Insp Repts 50- 
498/91-21 A 50-499/91-21 re Issuance of vital area key8.Re8ponse withheld. 
HALL,D.P. Houston Lighting A Power Co. 92/07/02. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62440:180-62440:182. 

9207070226 Revises commitment in 920311 response to emergency preparedness ex- 
ercise weaknesses noted In Insp Repts 50-498/90-10 A 50-499/^-1 0.Use of digital 
dosimeters will not reduce effectiveness of dose monitoring. 

JUMP,W.J. Houston Lighting A Power Co. 92/07/03. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62265:323-62265:325. 
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9207070321 Responds to unresolved item noted in Insp Repts 50*498/92-10 & 50-499/ 
92-10.CofTective actions:off-hours augmentation drill conducted on 920617 & person- 
nel reported to facility within 1 h of notification except for offsite field team. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/03. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62274:001-62274:004. 


9207140163 Forwards insp repts 50-498/92-14 & 50-499/92-1 4.No violations 
noted.Unresolved item in Action 5 re whether licensed operator complied w/Proce- 
dure OPGP03-ZE-0004, "Plant Surveillance Program," will bo further investigated. 
BEACH, A.B. Region 4 (Post 820201). 92/07/08. HALUD.P. Houston Lighting & Power 
Co. 4pp. 62311:152-62311:182. 


-9207140166 Insp repts 50-498/92-14 & 50-499/92-14 on 920426-0606.No violations 
noted.Major areas inspected:plant status, in-ofc review of written repts of nonroutine 
events & onsite followup of written repts of nonroutine events. 

HOWELL, A.T. Region 4 (Post 820201). 92/07/08. 26pp. 62311:158-62311:182. 


9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


9207150196 Forwards response to followup item in Insp Repts 50-498/92-06 & 50-499/ 
92-06 on 920224-28.Corrective actions: actuators not specifically covered by either 
up-rating program will be reset per original Limitorque rating. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/09. Document Control Branch (Doc- 
ument Control Desk). 12pp. 62415:269-62415:280. 


9207150002 Responds to weaknesses noted in Insp Repts 50-498/92-09 & 50-499/92- 
09.Corrective actions:training of all personnel involved in offsite notification message 
preparation will emphasize need to review message for accuracy. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62389:358-62389:361. 


9207160225 Forwards insp repts 50-498/92-20 & 50-499/92-20 on 920615-19 & notice 
of violations.Rept det^ls withheld (ref 10CFR73.21). 

BEACH, A.B. Region 4 (Post 820201). 92/07/10. HALL.D.P. Houston Lighting & Power 
Co. 6pp. 62415:311-62415:320. 
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F. Security, medical, emergency Bt fir® protection plan® 

9207070318 Forwards revised pages to emergency response data sys data point 
library, per Section 3.6 to Rev 1 to NUREG-1394.Human engineering deficiency mods 
completed for Unit 2.Addl changes for Unit 1 will be submitted. 

JUMP,W.J. Houston Lighting & Power Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62273:342-62273:346. 

9207070367 Updates status of ERDS implementation plan. Necessary revs to emergen- 
cy plan approved & issued w/effective date of 920605. Implementation of ERDS com- 
pleted. 

JUMP,W.J. Houston Lighting & Power Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62262:346-62262:348. 

9207150007 Fonwards suppi to 911105 response to violations noted in Insp Repts 50- 
498/91-21 & 50-499/91-21 re issuance of vital area keys.Response withheld. 
HALUD.P. Houston Lighting & Power Co. 92/07/02. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62440:180-62440:182. 

9207070226 Revises commitment in 920311 response to emergency preparedness ex- 
ercise weaknesses noted in Insp Repts 50-498/90-10 & 50-499/90-1 0.Use of digital 
dosimeters will not reduce effectiveness of dose monitoring. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/03. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62265:323-62265:325. 

9207070321 Responds to unresolved item noted in Insp Repts 50-498/92-10 & 50-499/ 
92-10.Corrective actlons:off-hours augmentation drill conducted on 920617 & person- 
nel reported to facility within 1 h of notification except for offsite field team. 

JUMP.W.J. Houston Lighting & Power Co. 92/07/03. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62274:001-62274:004. 

9207150002 Responds to weaknesses noted in Insp Repts 50-498/92-09 & 50-499/92- 
09.Correctlve actions:training of all personnel involved in offsite notification message 
preparation will emphasize need to review message for accuracy. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62389:358-62389:361. 


-9207160236 Notice of violation from insp on 92061 5-1 9.Violations noted: in Dec 
1991 .licensee forwarded to NRC & several other addresses.two Itrs containing safe- 
guards info that were not classified as safeguards. 

^ Region 4 (Post 820201). 92/07/10. 2pp. 62415:317-62415:318. 

-9207160246 Insp repts 50-498/92-20 & 50-499/92-20 on 920615-19. Violations 
noted.Major areas inspected:physical security program iricluding rngt 
effectiveness, protected area detection & assessment aids, testing & maint-Details with- 
held. 

MURRAY, B. Region 4 (Post 820201). 92/07/09. 2pp. 62415:319-62415:320. 

9207160308 Forwards insp repts 50-498/92-19 & 50-499/92-19 on 920608-1 2.No viola- 
tions or deviations noted. 

BEACH, A.B. Region 4 (Post 820201). 92/07/10. HALUD.P. Houston Lighting & Power 
Co. 4pp. 62404:322-62404:333. 

-9207160319 Insp repts 50-498/92-19 & 50-499/92-19 on 920608-1 2.No violations or 
deviations noted.Major areas inspected:solid radwaste mgt & radioactive materials 
transportation programs. 

MURRAY.B. Region 4 (Post 820201). 92/07/09. 7pp. 62404:327-62404:333. 


9207160225 Forwards insp repts 50-498/92-20 & 50-499/92-20 on 920615-19 & notice 
of violations.Rept details withheld (ref 10CFR73.21). 

BEACH,A.B. Region 4 (Post 820201). 92/07/10. HALUD.P. Houston Lighting & Power 
Co. 6pp. 6241 5:31 1 -6241 5:320. 

-9207160236 Notice of violation from insp on 92061 5-1 9. Violations noted: in Dec 
1991, licensee forwarded to NRC & several other addresses.two Itrs containing safe- 
guards info that were not classified as safeguards. 

^ Region 4 (Post 820201). 92/07/10. 2pp. 62415:317-62415:318. 

-9207160246 Insp repts 50-498/92-20 & 50-499/92-20 on 920615-19. Violations 
noted.Major areas inspected:physical security program including mgt 
effectiveness.protected area detection & assessment aids, testing & maint.Dotails with- 
held. 

MURRAY.B. Region 4 (Post 820201). 92/07/09. 2pp. 62415:319-62415:320. 

9207200014 Ack receipt of 920330 Itr transmitting Rev 14 to security personnel training 
& qualification plan.Changes consistent w/provisions of 10CFR50.54(p) except for 
listed items re on-the-job evaluation & mental test results records. 

BEACH, A.B. Region 4 (Post 820201). 92/07/10. HALUD.P. Houston Lighting & Power 
Co. 4pp. 62453:222-62453:228. 


9207200061 Ack receipt of 920504 Itr informing NRC of steps taken to correct violations 
noted in Insp repts 50-498/92-05 & 50-499/92-05 on 920408. 

BEACH.A.B. Region 4 (Post 820201). 92/07/13. HALUD.P. Houston Lighting & Power 
Co. 5pp. 62450:347-62450:359. 

9207210131 Ack receipt of 920610 Itr informing NRC of stops taken to correct violations 
noted in insp repts 50-498/88-70 & 50-499/88-70. 

BEACH,A.B. Region 4 (Post 820201). 92/07/16. HALUD.P. Houston Ughting & Power 
Co. 3pp. 62421:053-62421:062. 


9207240083 Field change 92-0244 to rev 21 to OERPO1-ZV-IN03 “Emergency Re- 
scxjnse Organization Notification." W/920716 Itr. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/16. 4pp. 62528:246-62528:249. 

9207280384 Ack receipt of 920330 Itr transmitting Rev 18 to physical security 
plan.Changes consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion 
into plan.lssues in end need clarification.EncI withheld (ref 10CFR73.21). 

BEACH,A.B. Region 4 (Post 820201). 92/07/23. HALUD.P. Houston Lighting & Power 
Co. 4pp. 62566:246-62566:251. 


-9207210146 Fon(vards rev 1 of LER 88-035, revising two corrective actions.per insp 

jtiMP.W.J. Houston Lighting & Power Co. 92/06/10. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62421:057-62421:062. 


R. Periodic operating reports & related correspondence 


Q. Adjudicatory correspondence 

9207020064 Forwards motion for leave to suppi motion to modify or quash subpoenas 
& supplemental info. 

BAER.W.E. Houston Lighting & Power Co. BAER.W.E. Newman & Holtzinger. #392 
13045. 92/06/29. CHILK.S.J. Office of the Secretary of the Commission. 1p. 
62182:013-62182:018. 


9207130099 Monthly operating repts for June 1992 for South Texas Project.Units 1 & 
2.W/920707 Itr. 

KENT.A.P., JUMP,W.J. Houston Ughting & Power Co. 92/06/30. 14pp. 62366:303- 
62366:316. 


-9207020067 Motion for leave to suppi motion to modify or quash subpoenas & supple- 
mental info.* 01 policy unfair & violative of subpoenaed individuals statutory rights & 
goes beyond investigatory authority.W/CertifIcate of Svc. 

BAER,w.E. Houston Ughting & Power Co. BAER.W.E. Newman & Holtzinger. 92/06/ 
29. Commissioners (Post 750119). 5pp. 62182:014-62182:018. 


S. Rsportable occurranca®, LERs & raistad corraapondanca 

9207270063 LER 92-006-00:on 92031 S.discovered that all four auxiliary feedwater flow 
control valves in closed position following reactor trip on 92031 A.Caused by inatten- 
tion to detail. Valves opened & reactor trip procedure revl8ed.W/920717 Itr. 

AYALA, C.. JUMP,W.J. Houston Lighting i Power Co. 92/07/17. 7pp. 62587:146- 
62587:162. 


H. Qanaral corraapondanca 

9207160044 Comment supporting draft reg guide DG-1021, “Selection, 
Design, Quaiification,Testing & Reliability of EDG Units Used as Class IE Onsite Elec- 
tric Power Sys at Nuclear Power Plants." 

JUMP,W.J. Houston Lighting & Power Co. 92/07/06. Regulatory Publications Branch, 
ip. 62375:028-62375:028. 


V. Operator Examtnationa 

9207160309 Advises that response to confirmatory issue 1 acceptable, based on util 
920619 commitment that added scenarios to licensed operator training matl will obtain 
response times for operating crews.lnfo will be provided to NRC by 921216. 

DICK.G.F. Project Directorate IV-2. 92/07/14. HALUD.P. Houston Ughting & Power 
Co. 2pp. 623^:033-62396:034. 


I. Financial information 

9207100348 Forwards “1991 Annual Rept.Houston Industries Inc," “1991 Annual 
Rept,Central Power & Ught Co” & “1991-92 Annual RepLCHy Public Svc San 
Antonio, TX." 

WILLIAM, J.J. Houston Ughting & Power Co. 92/07/07. Document Control Branch 
(Document Control Desk). 2pp. 62408:001-62409:116. 
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-0207100356 ‘‘1991 Annua! Rept, Houston Industries Inc.” US securities & exchange 
commission Form 10-K & comprehensive financial rept also end. 

JORDAN, D.D. Houston Lighting & Power Co. 91/12/31. 271pp. 62408:003-62409:003. 

-0207100370 ‘‘1991 Annual Rept, Central Power & Light Co,” & Form 10-K securities & 
exchange commission. 

CAREY, R.R. Central Power & Light Co. 91/12/31. 82pp. 62409:004-62409:084. 

-0207100375 "1 991 -92 Annual Rept, City Public Svc San Antonio, TX." 

LEGAN,P., ROSENBERG, A. V. San Antonio, TX. 92/12/31. 32pp. 62409:085- 
62409:116. 

0207220032 Forwards Endorsement 13 to MAELU Certificate M-0113, Endorsement 14 
to MAELU Certificate M-0113, Endorsement 13 to MAELU Certificate M-0116 & En- 
dorsement 11 to NELIA Certificate N-0113,as evidence of financial protection. 
JUMP,W.J. Houston Lighting Si Power Co. 92/07/1 7. Document Control Branch (Doc- 
ument Control Desk). 25pp. 62474:148-62474:172. 


J. Insurance & indemnity Information 

0207220032 Forwards Endorsement 13 to MAELU Certificate M-0113, Endorsement 14 
to MAELU Certificate M-0113,Encorsement 13 to MAELU Certificate M-0116 & En- 
dorsement 11 to NELIA Certificate N-0113,as evidence of financial protection. 
JUMP,W.J. Houston Lighting & Power Co. 92/07/17. Document Control Branch (Doc- 
ument Control Desk). 25pp. 62474:148-62474:172. 


P. Operating license stag® docoments & correspondence 

9207020270 Forwards questions re request for relief from ASME Code requirements per 
920117 & 920430 itrs.Requests that util respond to end within 45 days. 

DICK,G.F. Project Directorate IV-2. 92/06/29. HALL,D.P. Houston Lighting & Power 
Co. 3pp. 62194:333-62194:335. 

0207080144 Discusses review of response to generic Itr 88-20, suppi 4 re individual plant 
exams for external events,per util 911223 submittal.Submittal schedule 6 methods se- 
lected for addressing iPEEE acceptable. 

DICK,G.F. Project Directorate IV-2. 92/07/01. HALL,D.P. Houston Lighting & Power 
Co. 2pp. 62243:310-62243:311. 

0207090074 Memorandum & order.* Denies motion to modify or quash subpoenas re 
HL&P.W/CertifIcate of Svc.Served on 920702. 

CHILK,S.J. Office of the Secretary of the Commission. #392 13070. 92/07/02. Com- 
missioners (Post 750119). 6pp. 62266:219-62266:224. 

9207160345 Staff requirements memo on 920702 affirmation/discussion &. vote in 
Rockvllle,MD re SECY-92-230, “Motion to Modify or Quash Subpoenas by Houston 
Lighting & Power Company,Et Al" & COMSECY-92-017. 

CHILK,S.J. Office of the Secretary of the Commission. 92/07/10. PARLER.W.C. 
Office of the General Counsel (Post 860701). 2pp. 62396:315-62396:316. 

9207210163 Notification of 920723 meeting w/util in Bay City,TX to discuss proposed 
license amends supported by PRA for facility. 

DICK,G.F. Project Directorate IV-2. 92/07/10. BLACK,S.C. Project Directorate IV-2. 
3pp. 62438:247-62438:249. 

9207160309 Advises that response to confirmatory issue 1 acceptable, based on util 
920619 commitment that added scenarios to licensed operator training matl will obtain 
re^nse times for operating crews.Info will be provided to NRC by 921216. 

DICK,G.F. Project Directorate IV-2. 92/07/14. HALL,D.P. Houston Lighting a Power 
Co. 2pp. 62396:033-62396:034. 

9207240136 Fonwards Change QA-010 to operations QA plan.Change will be incorporat- 
ed in (^rations QA plan in next annual update. ' 

HALUD.P. Houston Lighting a Power Co. 92/07/15. Document Control Branch (Docu- 
ment Ctontrol Desk). 5pp. 62516:046-62516:050. 

9207230286 Revised QA plan,consi8ting of Change QA-010,Rev 5 to Chapter 1.0 a Rev 
9 to table of contents. 

* Houston Lighting a Power Co. 92/07/16. 6pp. 62482:225-62482:230. 


Q. inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features," 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207070333 Responds to NRC 920601 Itr re violations noted in insp repts 50-498/92-02 
a 50-499/92-03.Correctiv6 action8:8ecurity shift briefings conducted a bulletin issued. 
JUMP,W.J. Houston Lighting a Power Co. 92/06/30. Document Control Branch (Doc- 
ument Control Desk). 6pp. 6^62:349-62262:354. 

9207070083 Ack receipt of 920619 Itr informing NRC Of steps taken to correct violations 
noted in insp repts 50-498/92-08 a 50-499/92-08 dtd 920522. 

BEACH.A.B. Region 4 (Post 820201). 92/07/01. HALL.D.P. Houston Lighting a Power 
Co. 3pp. 62205:170-62205:176. 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York. Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207150007 Forwards suppi to 911105 response to violations noted in insp Repts 50- 
496/91-21 a 50-499/91-21 re issuance of vital area keys.Re8ponse withheld. 
HALL,D.P. Houston Lighting a Power Co. 92/07/02. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62440:180-62440:182. 

9207070226 Revises commitment in 920311 response to emergency preparedness ex- 
ercise weaknesses noted in Insp Repts 50-498/90-10 a 50-499/90-1 0.Use of digital 
dosimeters will not reduce effectiveness of dose monitodng. 

JUMP,W.J. Houston Lighting a Power Co. 92/07/03. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62265:323-62265:325. 


9207070321 Responds to unresolved item noted in Insp Repts 50-498/92-10 & 50-499/ 
92-1O.Corr0ctive actions:off-hours augmentation drill conducted on 920617 & person- 
nel reported to facility within 1 h of notification except for offsite field team. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/03. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62274:001-62274:004. 

9207140163 Forwards insp repts 50-498/92-14 a 50-499/92-1 4.No violations 
noted.Unresolved item in Section 5 re whether licensed operator complied w/Proce- 
dure OPGP03-ZE-0004, “Plant Surveillance Program,” will be further investigated. 
BEACH.A.B. Region 4 (Post 820201). 92/07/08. HALL,D.P. Houston Lighting a Power 
Co. 4pp. 6231 1 :1 52-6231 1 :1 82. 

-9207140166 Insp repts 50-498/92-14 a 50-499/92-14 on 920426-0606.No violations 
noted.Major areas inspected:plant status, in-ofc review of written repts of nonroutine 
events & onsite followup of written repts of nonroutine events. 

HOWELL, A.T. Region 4 (Post 820201). 92/07/08. 26pp. 62311:168-62311:182. 

9207020233 NRC Info Notice 92-051, "Misapplication a inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207150196 Forwards response to followup item in Insp Repts 50-498/92-06 & 50-499/ 
92-06 on 920224-28.Corrective actions: actuators not specifically covered by either 
up-rating program will be reset per original Limitorque rating. 

JUMP,W.J. Houston Lighting a Power Co. 92/07/09. Document Control Branch (Doc- 
ument Control Desk). 12pp. 62415:269-62415:280. 

6207150002 Responds to weaknesses noted in Insp Repts 50-498/92-09 & 50-499/92- 
09.CJorrective actions:training of all personnel involved in offsite notification message 
preparation will emphasize need to review message for accuracy. 

JUMP,W.J. Houston Lighting & Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62389:358-62389:361. 

9207160225 Fonwards Insp repts 50-498/92-20 a 50-499/92-20 on 920615-19 & notice 
of violations, Rept details withheld (ref 10CFR73.21). 

BEACH, A.B. Region 4 (Post 820201). 92/07/10. HALUD.P. Houston Ughting a Power 
Co. 6pp. 6241 5:31 1 -6241 5:320. 

-9207160236 Notice of violation from insp on 92061 5- 19. Violations noted: in Dec 
1 991 , licensee forwarded to NRC & several other addresses, two Itrs containing safe- 
guards info that were not classified as safeguards. 

^ Region 4 (Post 820201). 92/07/10. 2pp. 62415:317-62415:318. 

-9207160246 Insp repts 50-498/92-20 a 50-499/92-20 on 920615-19. Violations 
noted.Major areas in8pected:physical security program including mgt 
effectiveness,protected area detection a assessment aids, testing & maint.Details with- 
held. 

MURRAY, B. Region 4 (Post 820201). 92/07/09. 2pp. 62415:319-62415:320. 

9207160308 Forwards Insp repts 50-498/92-19 a 50-499/92-19 on 920608-1 2.No viola- 
tions or deviations noted. 

BEACH,A.B. Region 4 (Post 820201). 92/07/10. HALUD.P. Houston Lighting a Power 
Co. 4pp. 62404:322-62404:333. 

-9207160319 Insp repts 50-498/92-19 a 50-499/92-19 on 920608-1 2.No violations or 
deviations noted.Major areas inspected:solid radwaste mgt a radioactive materials 
transportation programs. 

MURRAY, B. Region 4 (Post 820201). 92/07/09. 7pp. 62404:327-62404:333. 

9207200061 Ack receipt of 920504 Itr Informing NRC of steps taken to correct violations 
noted in insp repts 50-498/92-05 a 50-499/92-05 on 920408. 

BEACH.A.B. Region 4 (Post 820201). 92/07/13. HALUD.P. Houston Lighting a Power 
Co. 5pp, 62450:347-62450:359. 

9207210131 Ack receipt of 920610 Itr informing NRC of steps taken to correct violations 
noted In insp repts 50-498/88-70 a 50-499/8^8-70, 

BEACH, A.B. Region 4 (Post 820201). 92/07/16. HALUD.P. Houston Ughting a Power 
Co. 3pp. 62421:053-62421:062. 


R. Periodic operating reports a related correapondenc® 


9207130099 Monthly operating repts for June 1992 for South Texas Project,Units 1 a 
2.W/920707 hr. 

KENT,A.P„ JUMP,W.J. Houston Ughting a Power Co. 92/06/30. 14pp. 62366:303- 
62366:316. 


S. Reportable occurrences, LERs a related correspondence 


9207100162 Supplement to special rept re SDG valid failure on 901126. Caused by less 
than adequate design of delivery valve holder which is prone to cracking.Cooper-Bes- 
semer Owners Group recommendations for resolving problem to be implemented. 
JUMP,W.J. Houston Ughting a Power Co. 92/07/06. Document Control Branch (Doc- 
ument Control Desk), /pp. 62365:353-62365:359. 

9207150030 LER 92-005-00:on 920606,inadvertent start of component cooling water 
pump occurred when discharge header pressure went below setpoint for starting 
standby pump-Caused by inadequate procadure.Procedure8 to be changed.W/92070§ 

AYALA, C., JUMP,W.J. Houston Ughting a Power Co. 92/07/08. 6pp. 62480:041- 
62480:046. 


9207140242 Special repton 92061 0.SOG 22 tripped when released from emergency 
mode.Caused by regulator valve not providing sufficient air pressure.Troubleshooting 
a repair on annunciator alarm panel performed. 

JUMP,W.J, Houston Lighting a Power Co. 92/07/09. Document Control Branch (Doc- 
ument Control Desk). 4pp. 62385:096-62385:099. 
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V. Op®rator Examinations 

9207160309 Advises that response to confirmatory issue 1 acceptable, based on util 
920619 commitment that added scenarios to licensed operator training matl will obtain 
response times for operating crews.Info will be provided to NRC by 921216. 

DICK.G.F. Project Directorate IV-2. 92/07/14. HALUD.P. Houston Lighting & Power 
Co. 2pp. 62396:033-62396:034. 


DOCKET STN-50-508 WPPSS NUCLEAR PROJECT, UNIT 3 


Q. Inspection reports, IE Bulletins & correspondence 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:01 8-62480:021 . 

9206260043 NRC Info Notice 92-048, "Failure of Exide Batteries." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 


DOCKET STN-50-528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 

9207090349 Forwards Insp Repts 50-528/92-09,50-529/92-09 & 50-530/92-09 on 
920427-0501. No deviations or violations noted. 

REESE, J.H. Region 5 (Post 820201). 92/06/16. CONWAY,W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 62340:350-62340:360. 

-9207090353 Insp Repts 50-528/92-09,50-529/92-09 & 50-530/92-09 on 920427- 
0501, No deviations or violations noted.Major area inspected:emergency preparedness 
program. 

QUALLS.P. Region 5 (Post 820201). 92/06/16. 8pp. 62340:353-62340:360. 

9207080017 Fonvards 10CFR50,App R deviation evaluation re partial fire suppression in 
Fire Area II, Fire Zone 14,lower cable spreading room for review & approvaI.Existing 
design adequate,per 10CFR50,App R,Section III.G.2.C. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/29. Document Control Branch (Document Control Desk). 5pp. 62305:348- 
62305:352. 

9207070043 Responds to NRC SALP repts 50-528/92-07,50-529/92-07 & 50-530/92- 
07 for period Dec 1990 - Feb 1992.Ref to fire brigade should be deleted & statement 
added clarifying page 7 of rept. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/07/01. Document Control Branch (Document Control Desk). 6pp. 62265:346- 
62265:351. 

9207270037 Informs that licensee 920701 Itr in response to SALP Board Rept dtd 
920409,appropriate.SALP rept 50-528/92-07, 50-529/92-07 & 50-530/92-07 encl.W/ 
supporting documentation. 

MART1N.IB. Region 5 (Post 820201). 92/07/10. CONWAY,W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 5pp. 62475:121-62475:202. 

9207270218 Forwards summary of principal EOP changes from Rev 0.01 to Rev 0.02 & 
description of procedure changes which address five of six items identified by NRC 
team insp in Apr 1992. EOP implementation on schedule for 92081 7,as planned. 
LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
07/16. Document Control Branch (Document Control Desk). 8pp. 62583:352- 
62583:359. 

9207300081 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Ck^nduits Free from 
Fire Damage.^’ List of Thermo-Lag 330 Installations at facilities end. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/07/24. Document Control Branch (Document CJontrol Desk). 7pp. 62568:133- 
62568:139. 


J. Insurance & Indemnity Informatlcm 

9207070350 Forwards Endorsement 73 to NELIA Policy NF-0266, Endorsement 74 to 
NELIA Policy NF-0266, Endomement 54 to MAELU Policy MF-0116 & Endorsement 55 
to MAELU Policy MF-0116. 

CONWAY, W.F. Arizona Public Service Co, (formerly Arizona Nuclear Power Project). 
92/06/25. Document Control Branch (Document Control Desk). 5pp. 62273:313- 
62273:317. 


P. Operating iicanse stage documents A correspondence 

9207070314 Discusses monitoring & evaluation of containment hydrogen 
monitors.Hydrogen analyzers will not be replaced since existing analyzers comply w/ 
containment ^rogen mon'ttorirra licensing bases. 

CONWAY, W.FC Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/26. Document Control Branch (Document Control Desk). 2pp. 62274:123- 
62274:124. 


9207070337 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity. Embrittlement effects of operating at irradiation temps below 525 F not 
considered in TS 3. 1.1. 4. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/27. Document CkDntrol Branch (Document Control Desk). 7pp. 62274:341- 
62274:347. 

9207080017 Fonwards 10CFR50,App R deviation evaluation re partial fire suppression in 
Fire Area II, Fire Zone 14,lower cable spreading room for review & approvaI.Existing 
design adequate, per 10CFR50,App R,Section III.G.2.C. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/29. Document Control Branch (Document Control Desk). 5pp. 62305:348- 
62305:352. 

9207200192 Requests that end documents re CRGR meeting 220 be made publicly 
available. 

ALLISON, D. NRC - No Detailed Affiliation Given. 92/07/09. Document Control Branch 
(Document Control Desk). 3pp. 62418:001-62418:306. 

-9205200280 Provides addi Info re draft suppi 1 to Generic Ltr 83-28, "Required Ac- 
tions Based on Generic Implications of Salem ATWS Events." Informs that previous 
assessment concerning RTB life testing valid. 

MIRAGLIA,F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/05/ 
05. JORDAN, E.L. Committee to Review Generic Requirements. 2pp. 62418:301- 
62418:302. 

9207270271 Advises that 920324 submittal of C-E SA-ALL-NCR-92-003-00, “Subgroup 
4,5 & 22 CEA Slip Analysis for Reactor Power Cutback Timer” will be withheld from 
public disclosure, per 10CFR2.790. 

THOMPSON.C.M. Project Directorate V. 92/07/21. CONWAY, W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 62491:352-62491:358. 


Q. Inspection reports, IE Bulletins & correspondence 

9207090336 Forwards mgt meeting repts 50-528/92-21,50-529/92-21 & 50-530/92-21 
on 920526.Recent events indicated leveling off of performance. 

MARTIN.J.B. Region 5 (Post 820201). 92/06/16. CONWAY, W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 62335:244-62335:287. 

-9207090350 Mgt meeting repts 50-528/92-21,50-529/92-21 & 50-530/92-21 on 
920526.Major areas discussed:SALP for Dec 1990 through Feb 1992 & initial SALP 
Repts 50-528/92-07, 50-529/92-07 & 50-530/92-07. 

WC5nG,H.J. Region 5 (Post 820201). 92/06/11. 41pp. 62335:247-62335:287. 

9207090349 Forwards Insp Repts 50-528/92-09,50-529/92-09 & 50-530/92-09 on 
920427-0501 .No deviations or violations noted. 

REESE, J.H. Region 5 (Post 820201). 92/06/16. CONWAY, W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 62340:350-62340:360. 

-9207090353 Insp Repts 50-528/92-09.50-529/92-09 & 50-530/92-09 on 920427- 
0501 .No deviations or violations noted.Major area inspected;emergency preparedness 
program. 

QUALLS.P., REESE,J.H. Region 5 (Post 820201). 92/06/16. 8pp. 62340:353- 
62340:360. 

9207090211 Forwards Insp Repts 50-528/92-15,50-529/92-15 & 50-530/92-15 on 
920404-10. Violation re failure to take corrective actions for deficiency re reactor trip 
breakers under consideration for escalated enforcement action. 

MARTIN, J.B. Region 5 (Post 820201). 92/06/17. CONWAY, W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 4pp, 62335:288-62335:335. 

-9207090214 Insp Repts 50-528/92-15,50-529/92-15 & 50-530/92-15 on 920404- 
10. Violations noted.Major areas inspected: Westinghouse Type DS-206 reactor trip 
breaker opening during routine surveillance test. 

MILLER, LF. Region 5 (Post 820201). 92/06/17. 44pp. 62335:292-62335:335. 

9206230193 NRC info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29, 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207210002 Forwards insp repts 50-528/92-17,50-529/92-17 & 50-530/92-17 on 
920412-0530 & notice of violation. Requests description of actions being taken to re- 
solve issue re feedwater isolation valve failures. 

RICHARDS.S.A. Region 5 (Post 820201). 92/06/29. CONWAY. W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 18pp. 62419:001-62419:022. 

-9207210004 Notice of violation from insp on 92041 2-0530. Violation noted:safety-reiat- 
ed components w/less engagement of packing gland retaining than required by proce- 
dure 30DP-9MP02 identified. 

* Region 5 (Post 820201). 92/06/29. Ip. 62419:004-62419:004. 

-9207210007 Insp repts 50-528/92-17,50-529/92-17 & 50-530/92-17 on 920412- 
0530.No violations noted.Major areas inspected:review of plant activities, ESF sys 
walkdowns,$urveillance testing & plant maint. 

WONG.H. Region 5 (Post 820201). 92/06/29. 18pp. 62419:005-62419:022. 

9207210129 Forwards insp repts 50-528/92-23,50-529/92-23 & 50-530/92-23 on 
92061 5-1 9. Apparent violation noted.NOV not issued. 

ZIMMERMAN, R.P. Region 5 (Post 820201). 92/06/29. CONWAY.W.F, Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 62421:038-62421:052, 

-9207210133 Insp repts 50-528/92-23,50-529/92-23 & 50-530/92-23 on 92061 5-1 9.Ap- 
parent violation noted.Major areas inspected: circumstances surrounding Unit 1 con- 
tainment isolation check valve found improperly assembled on 920318. 

WONG.H. Region 5 (Post 820201). 92/06/26. 12pp. 62421:041-62421:052. 

9207090301 Notification of significant licensee meeting w/utit on 920709 to conduct en- 
forcement conference re Unit 3 reactor trip breaker failures & loss of annunciator 
event & unit 1 check valve installed backwards. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/06/30. Region 5 (Post 820201). 3pp. 
62339:358-62339:360. 
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9207070043 Responds to NRC SALP repts 50-528/92-07,50-529/92-07 & 50-530/92- 
07 for poriod Dec 1990 - Feb 1992.R0f to fire brigade should be deleted & statement 
added clarifying page 7 of rept. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/07/01. Document Control Branch (Document Control Desk). 6pp. 62265:346- 
62265:351. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C,E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207270265 Forwards notice of violation, notice of deviation & insp repts 50-528/92- 
14,50-529/92-14 & 50-530/92-14 on 920427-0605. Util has recognized importance of 
l&C & setpoint programs. 

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/07/06. CONWAY,W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 62484:314-62484:363. 

-9207270270 Notice of violation from insp on 920427-0501 & 0601-05. Violations 
noted.’pressurizer pressure narrow range transmitters out of tolerance 37 times in 60 
caiibrs & low lube oil pressure switches for six. EDQs out of tolerance. 

• Region 5 (Post 820201). 92/07/06. 2pp. 62484:319-62484:320. , 

-9207270276 Notice of deviation from insp on 920427-0501 & 0601-05. Deviation 
noted:DGSS operated at pressure lower than 250 psi which design testing Indicates 
adequate air supply exists for ensuring capability of five starting cycles. 

* Region 5 (Post 820201). 92/07/06. Ip, 62484:321-62484:321. 

-9207270281 Insp repts 50-528/92-14,50-529/92-14 & 50-530/92-14 on 920427-0501 
& 0601 -05. Violations & deviations noted.Major areas in8poctod:AFW,EDG & MFW. 
GODY,A. Region 5 (Post 820201). 92/07/02. 32pp. 62484:322-62484:353. 

9207020233 NRC Info Notice 92-051, “Misapplication & inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207210326 Suppis 911024 response to violations noted in Insp Repts 50-528/92- 
25.Corrective actions:acceptance criteria for verification of stroke time for MOVf incor- 
porated into ^propriate test instructions. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/07/10. Document Control Branch (Document Control Desk). 5pp. 62459:344- 
62459:348. 

9207270037 Informs that licensee 920701 Itr in response to SALP Board Rept dtd 
920409,appropriate.SALP rept 50-528/92-07, 50-529/92-07 & 50-530/92-07 ^ncl.W/ 
supporting documentation. 

MARTIN, Ib. Region 5 (Post 820201). 92/07/10. CONWAY,W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 5pp. 62475:121-62475:202. 

9207270216 Forwards summary of principal EOP changes from Rev 0.01 to Rev 0.02 & 
description of procedure changes which address five of six items identifieg by NRC 
team insp in Apr 1992. EOP implementation on schedule for 92081 7, as planned. 
LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
07/16. Document Control Branch (Document Control Desk). 8pp. 6258§:352- 
62583:359. 

9207300061 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Cpn^ults Free from 
Fire Damage.'^’ List of Thermo-Lag 330 installations at facilities end. 

CONWAY,W.F., LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nyplgar 
Power Project). 92/07/24. Document Control Branch (Document Control Desk). 7pp. 
62568:133-62568:139. 


R. Periodic operating reports & reiated correspondence 

9207980019 “10CFR50.59 Annual Rept" for 1991 CY.W/920629 Itr. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91 /1 2/31.1 00pp. 62307:1 30-62307:286. 

9207170267 Monthly operating repts for June 1992 for Palo Verde Nuclear Powqr 
Station.Units 1.2 & 3.W/920714 Itr. 

CHAVET,K.A., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 92/06/30. 16pp. 62431:259-62431:274. 


S. Reportable occurrences, LERs ft related correspondence 

9207070312 LER 92-004-01 :on 920310.d6termined that 14 of 20 main steaiD safeW 
valves ft 2 of 4 pressurizer safety valve as-found relief setting out of TS 
tolerance-Caused by setpoint driaUft setpoints to be adJusted.W/920624 Itr. 
BRADISH.T.R., LEVINE,J.M. Arizona Public Service uo. (formerly Arizona Nuclear 
Power Project). 92/06/24, 1 1 pp. 62293:002-62293:01 2. 

9207070310 Special Rept 1-SR-92-004:on 920620, loose part detection sys inoperable 
for more than 30 days-Caused by hardware problems associated w/installation of 
loose part detection sw mods.New computer processor board installed. 

LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
06/27. Document Control Branch (Document Control Desk). 3pp. 62274:337- 
62274:339. 

9207100264 PNO-V-92-020:on 920628,two major earthquakes occurred in State of CA 
desert-Unusual event declared at San Onofre ft Diablo Canyon.Tremor8 felt at Palo 
Verde & at two research reactors ft fuel facility. Peak accelerations listed. 

GARCIA.E. Region 5 (Post 820201). 92/06/29. 3pp. 62365:001-62365:003. 


V. Operator Examinations 

9207070009 Advises that DL Best (License SOP-50034-2) no longer needs to maintain 
senior operator license ft license expired. 

LEVINE,J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
06/27. MARTIN, J.B. Region 5 (Post 820201). Ip. 62262:343-62262:343. 


9207070010 Advises that BA Grabo (Senior Operator License SOP-50098) no longer 
needs to maintain license & operator license expired. 

LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
06/27. MARTIN, J.B. Region 5 (Post 820201). Ip. 62262:342-62262:342. 
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F. Security, medical, emergency ft fire protection plans 

9207090349 Forwards insp Repts 50-628/92-09.50-529/92-09 & 50-530/92-09 on 
920427-0501 .No deviations or violations noted. 

REESE. J.H. Region 5 (Post 820201). 92/06/16. CONWAY.W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 62340:350-62340:360. 

-9207090353 Insp Repts 50-528/92^9,50-529/92-09 & 50-530/92-09 on 920427- 
0501 .No deviations or violations noted.Major area inspected:emergency preparedness 
program. 

QUALLS, P. Region 5 (Post 820201). 92/06/16. 8pp. 62340:353-62340:360. 

9207080017 Forwards 10CFR50,App R deviation evaluation re partial fire suppression in 
Fire Area II.Fire Zone 14,tower cable spreading room for review & approvaI.Existing 
design adequate, per 10CFR50.App R.Section III.G.2.C. 

CONWAY.W.F. Arizona Public Service Co, (formerly Arizona Nuclear Power Project). 
92/06/29. Document Control Branch (Document Control Desk). 5pp. 62305:348- 
62305:352. 

9207070043 Responds to NRC SALP repts 50-628/92-07,50-529/92-07 & 50-530/92- 
07 for period Dec 1990 • Feb 1992.Ref to fire brigade should be deleted & statement 
added clarifying page 7 of rept. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/07/01. Document Control Branch (Document Control Desk). 6pp. 62265:346- 
62265:351. 

9207270037 Informs that licensee 920701 Itr in response to SALP Board Rept dtd 
920409,appropriate.SALP rept 50-628/92-07, 50-529/92-07 & 50-530/92-07 encl.W/ 
supporting documentation. 

MARTIN,Ib. Region 5 (Post 820201). 92/07/10. CONWAY.W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 5pp. 62475:121-62475:202. 

9207270218 Forwards summary of principal EOP changes from Rev 0.01 to Rev 0.02 ft 
description of procedure changes which address five of six items identified by NRC 
team insp in Apr 1992. EOP implementation on schedule for 92081 7, as planned. 
LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
07/16. Document Control Branch (Document Control Desk). 8pp. 62583:352- 
62583:359. 

9207300081 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Fire Damage.'' List of Thermo-Lag 330 installations at facilities end. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/07/24. Document Control Branch (Document Control Desk). 7pp. 62568:133- 
62568:139. 


J. Insurance ft indemnity information 

9207070350 Forwards Endorsement 73 to NELIA Policy NF-0266, Endorsement 74 to 
NELIA Policy NF-0266,Endorsement 54 to MAELU Policy MF-0116 ft Endorsement 55 
toMAELU Policy MF-0116. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/25. Document Control Branch (Document Control Desk). 5pp. 62273:313- 
62273:317. 


P. Operating llcanae stags documents ft correapondence 

9207070314 Discusses monitoring & evaluation of containment hydrogen 
monitors.Hydrogen analyzers will not be replaced since existing analyzers comply w/ 
containment hydrogen monitoring licensing bases. 

CONWAY.W.F Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/26. Document Control Branch (Document Control Desk). 2pp. 62274:123- 
62274:124. 

9207070337 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrIty.Embrittlement effects of operating at irradiation temps below 525 F not 
considered in TS 3.1. 1.4. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/27. Document Control Branch (Document Control Desk). 7pp. 62274:341- 
62274:347. 

9207080017 Forwards lOCFRSO.App R deviation evaluation re partial fire suppressiort in 
pire Area II.Fire Zone 14,lower cable spreading room for review & approvaI.Existing 
qpsign adequate, per 10CFR50,App R.Section lli.G.2.c. 

0DNWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/29. Document Control Branch (Document Control Desk). 5pp. 62305:348- 
$1305:352. 

92Q7200192 Requests that end documents re CRGR meeting 220 be made publicly 
available. 

ALLISON.D. NRC - No Detailed Affiliation Given. 92/07/09. Document Control Branch 
(document Control Desk). 3pp. 62418:001-62418:306. 

«»8205200280 Provides addi info re draft suppi 1 to Generic Ltr 83-28, "Required Ac- 
tions Based on Generic Implications of Salem ATWS Events." Informs that previous 
assessment concerning RTB life testing valid. 

MIRAGLIA,F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/05/ 
05. JORDAN, E.L. Committee to Review Generic Requirements. 2pp. 62418:301- 
62418:302. 

9207270271 Advises that 920324 submittal of C-E SA-ALL-NCR-92-003-00, “Subgroup 
4,5 ft 22 CEA Slip Analysis for Reactor Power Cutback Timer" will be withheld from 
public disclO8ur0,per 10CFR2J90. 

THOMPSON.C.M. Project Directorate V. 92/07/21. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 62491:352-62491:358. 
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Q. Inspection reports, IE Sulietlns & correspondsnc® 

9207090336 Forwards mgt meeting repts 50-528/92-21,50-529/92-21 & 50-530/92-21 
on 920526.Recent events indicated leveling off of performance. 

MARTIN.J.B. Region 5 (Post 820201). 92/06/16. CONWAY, W.F. Arizona Public Serv- 
ice Co. (fomierly Arizona Nuclear Power Project). 3pp. 62335:244-62335:287. 

-9207090350 Mgt meeting repts 50-528/92-21,50-529/92-21 & 50-530/92-21 on 
920526.Major areas discussed:SALP for Dec 1990 through Feb 1992 & initial SALP 
Repts 50-528/92-07, 50-529/92-07 & 50-530/92-07. 

WONG,H.J. Region 5 (Post 820201). 92/06/11. 41pp. 62335:247-62335:287. 

9207090349 Forwards Insp Repts 50-528/92-09,50-529/92-09 & 50-530/92-09 on 
920427-0501 .No deviations or violations noted. 

REESE.J.H. Region 5 (Post 820201). 92/06/16. CONWAY,W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 62340:350-62340:360. 

-9207090353 Insp Repts 50-528/92-09,50-529/92-09 & 50-530/92-09 on 920427- 
0501. No deviations or violations noted.Major area inspected:emergency preparedness 
program. 

QUALLS, P., REESE, J.H. Region 5 (Post 820201). 92/06/16. 0pp. 62340:353- 
62340:360. 

9207090211 Forwards Insp Repts 50-528/92-15,50-529/92-15 & 50-530/92-15 on 
920404-10. Violation re failure to take corrective actions for deficiency re reactor trip 
breakers under consideration for escalated enforcement action. 

MART1N,J.B. Region 5 (Post 820201). 92/06/17. CONWAY, W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 4pp. 62335:288-62335:335. 

-9207090214 Insp Repts 50-528/92-15,50-529/92-15 & 50-530/92-15 on 920404- 
10. Violations noted.Major areas inspected: Westinghouse Type DS-206 reactor trip 
breaker opening during routine surveillance test. 

MILLER.LF. Region 5 (Post 820201). 92/06/17. 44pp. 62335:292-62335:335. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plsint Protdctivd F'QdturQS ” 

ROSSl,C-E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207210002 Forwards insp repts 50-528/92-17,50-529/92-17 & 50-530/92-17 on 
92041 2-0530 & notice of violation.Requests description of actions being taken to re- 
solve issue re feedwater isolation valve failures. 

RICHARDS, S.A. Region 5 (Post 820201). 92/06/29. CONWAY, W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 18pp. 62419:001-62419:022. 

-9207210004 Notice of violation from insp on 9204 12-0530. Violation noted:safety-relat- 
ed components w/less engagement of packing gland retaining than required by proce- 
dure 30DP-9MP02 identified. 

* Region 5 (Post 820201). 92/06/29. 1p. 62419:004-62419:004. 

-9207210007 Insp repts 50-528/92-17,50-529/92-17 & 50-530/92-17 on 920412- 
0530.No violations noted.Major areas inspected:review of plant activities,ESF sys 
waikdowns,surveillance testing & plant maint. 

WONG,H. Region 5 (Post 820201). 92/06/29. 18pp. 62419:005-62419:022. 

9207210129 Forwards insp repts 60-528/92-23,50-529/92-23 & 50-530/92-23 on 
92061 5-1 9.Apparont violation noted.NOV not issued. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/06/29. CONWAY, W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 62421:038-62421:052. 

-9207210133 Insp repts 50-528/92-23,50-529/92-23 & 50-530/92-23 on 92061 5-1 9. Ap- 
parent violation noted.Major areas inspected: circumstances surrounding Unit 1 con- 
tainment isolation check valve found improperly assembled on 920318. 

WONG,H. Region 5 (Post 820201). 92/06/26. 12pp. 62421:041-62421:052. 

9207090301 Notification of significant licensee meeting w/util on 920709 to conduct en- 
forcement conference re Unit 3 reactor trip breaker failures & loss of annunciator 
event & unit 1 check valve installed backwards. 

ZIMMERMAN, R.P. Region 5 (Post 820201). 92/06/30. Region 5 (Post 820201). 3pp. 
62339:358-62339:360. 

9207070043 Responds to NRC SALP repts 50-528/92-07,50-529/92-07 & 50-530/92- 
07 for period Dec 1990 - Feb 1992.Ref to fire brigade should be deleted & statement 
added clarifying page 7 of rept. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/07/01. Document Control Branch (Document Control Desk). 6pp. 62265:346- 
62265:351. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries." 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Ck>nden8er Sys." 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

920727026S Forwards notice of vtolation.notice of deviation & insp repts 50-528/92- 
14,50-529/92-14 & 50-530/92-14 on 920427-0605.Util has recognized Importance of 
l&C & setpoint programs. 

ZIMMERMAN,R.P. Region 5 (Post 820201). 92/07/06. CONWAY, W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 62484:314-62484:353. 

-9207270270 Notice of violation from insp on 920427-0501 & 0601-05, Violations 
noted:pre8Surizer pressure narrow range transmitters out of tolerance 37 times In 60 
caiibrs & low lube oil pressure switches for six EDQs out of tolerance. 

* Region 5 (Post 820201). 92/07/06. 2pp. 62484:319-62484:320, 

-9207270276 Notice of deviation from insp on 920427-0501 & 0601-05. Deviation 
notedrOGSS operated at pressure lower than 250 psi which design testing indicates 
adequate air supply exists for ensuring capabitity of five starting cycles. 

* Region 5 (Post 820201). 92/07/06. Ip. 62484:321-62484:321. 

-6207270281 Insp repts 50-528/92-14.50-529/92-14 & 50-530/92-14 on 920427-0501 
& 0601-05.Violatlons & deviations noted.Major areas inspected:AFW,EDG & MFW. 
QODY,A. Region 5 (Post 820201). 92/07/02. 32pp. 62484:322-62484:353. 


9207020233 NRC info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Ck). of New York, Inc. 6pp. 62480:001-62480:006. 

9207270037 Informs that licensee 920701 Itr in response to SALP Board Rept dtd 
920409, appropriate.SALP rept 50-528/92-07, 50-529/92-07 & 50-530/92-07 encl.W/ 
supporting documentation. 

MARTIN.J.B. Region 5 (Post 820201). 92/07/10. CONWAY. W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 5pp. 62475:121-62475:202, 

9207270218 Forwards summary of principal EOP changes from Rev 0.01 to Rev 0.02 & 
description of procedure changes which address five of six items identified by NRC 
team insp in Apr 1 992. EOP implementation on schedule for 92081 7,as planned. 
LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
07/16. Document Control Branch (Document Control Desk). 8pp. 62583:352- 
62583:359. 

9207300061 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 330 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Fire Damage." List of Thermo-Lag 330 installations at facilities end. 

CONWAY.W.F., LEVINE.J.M. Arizona Public Service CJo. (formerly Arizona Nuclear 
Power Project). 92/07/24. Document Control Branch (Document Control Desk). 7pp. 
62568:133-62568:139. 


R. Periodic operating reports & related correspondence 

9207080019 “10CFR50.59 Annual Rept" for 1991 CY.W/920629 Itr. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/12/31. 100pp. 62307:130-62307:286. 

9207170267 Monthly operating repts for June 1992 for Palo Verde Nuclear Power 
Station, Units 1.2 & 3.W/920714 Itr. 

CHAVET,K.A., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 92/06/30. 16pp. 62431:259-62431:274. 


S. Reportabie occurrencea, LERs & related correspondence 

9207100264 PNO-V-92-020:on 920628, two major earthquakes occurred in State of CA 
desertUnusual event declared at San Onofre & Diablo Canyon.Tremors felt at Palo 
Verde & at two research reactors & fuel facility.Peak accelerations listed. 

GARCIA,E. Region 5 (Post 820201). 92/06/29. 3pp. 62365:001-62365:003. 

9207210319 LER 92-002-01 :on 920323, Unit 2 reactor tripped & Train A LOP ESFAS ac- 
tuation occurred & Train B LOP ESFAS actuation occurred in Unit 3.Reactor trip 
caused by component failure. Failed component replaced.W/920714 Itr. 
BRADISH.T.R,, LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 92/07/14. 13pp. 62480:345-62480:357. 

9207220217 LER 92-004-00:on 92061 9, Train A loss of power ESFAS actuated due to 
fault downstream of startup transformer. Startup Transformer NAN-X01 quarantined & 
senior plant mgt informod.W/920716 Itr. 

BRADISH.T.R., LEVINE,J.M. Arizona Public Service Os. (formerly Arizona Nuclear 
Power Project). 92/07/16. 9pp. 62481:178-62481:186. 


V. Operator Examinations 

9207070009 Advises that DL Best (License SOP-50034-2) no longer needs to maintain 
senior operator license & license expired. 

LEVINE, J.M. Arizona Public Service CJo. (formerly Arizona Nuclear Power Project). 92/ 
06/27. MARTIN, J.B. Region 5 (Post 820201). Ip. 62262:343-62262:343, 

9207070010 Advises that BA Grabo (Senior Operator License SOP-5(X)98) no longer 
needs to maintain license & operator license expired. 

LEVINE,J.M. Arizona Public Service Ck5. (formerly Arizona Nuclear Power Project). 92/ 
06/27. MARTIN. J.B. Region 5 (Post 820201). Ip. 62262:342-62262:342. 
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f. Security, medical, emergency & fire protection plana 

9207090349 Forwards Insp Repts 50-528/92-09.50-529/92-09 & 50-530/92-09 on 
920427-0501 .No deviations or violations noted. 

REESE, J.H. Region 5 (Post 820201). 92/06/16. CONWAY.W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 62340:350-62340:360. 

-9207090353 In^ Repts 50-528/92-09,50-529/92-09 & 50-530/92-09 on 920427- 
0501. No deviations or violations noted.Major area in8pected:emergoncy preparedness 
program. 

QUALLS.P. Region 5 (Post 820201). 92/06/16. 0pp. 62340:353-62340:360. 

9207080017 Forwards 10CFR50,App R deviation evaluation re partial fire suppression in 
Fire Area II, Fire Zone 14, lower cable spreading room for review & approvaI.Existing 
design adequate.pw 10CFR50,App R, Section IILG.2.C. 

CONWAY.W.F. Arizona Public Senrice Co. (formerly Arizona Nuclear Power Project). 
92/06/29. Document Control Branch (Document Control Desk). 5pp. 62306:348- 
62305:352. 

9207070043 Responds to NRC SALP repts 50-528/92-07,50-529/92-07 & 50-530/02- 
07 for period Dec 1990 - Feb 1992.Ref to fire brigade should be deleted & statement 
added clarifying page 7 of rept 

CONWAY.W.F. Arizona Public Service CJo. (formerly Arizona Nuclear Power Project), 
92/07/01. Document Control Branch (Document Control Desk). 6pp. 62266:346- 
62265:351 . 

9207270037 Informs that licensee 920701 Itr in response to SALP Board Rept dtd 
920409.approprlate.SALP rept 50-528/92-07. 50-529/92-07 & 50-530/92-07 encLW/ 
supporting documentation. 

MARTIN.J.B. Region 5 (Post 820201). 92/07/10. CONWAY.W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 5pp. 62476:121-62475:202. 
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9207270218 Forwards summary of principal EOF changes from Rev 0.01 to Rev 0.02 & 
description of procedure changes which address five of six items identified by NRC 
team insp In Apr 1992. EOF implementation on schedule for 92081 7, as planned. 
LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
07/16. Document Control Branch (Document Control Desk). 8pp. 62583:352- 
62583:359. 

9207300061 Forwards response to NRC Bulletin 92-001, “Failure of Thermo-Lag 336 
Fire Barrier Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Fire Damage.” List of Thermo-Lag 330 installations at facilities end. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/07/24. Document Control Branch (Document Control Desk). 7pp. 62568:133- 
62568:139. 


J. Insurance & indemnity infonmatiort 

92070703S0 Forwards Endorsement 73 to NELIA Policy NF-0266, Endorsement 74 to 
NELIA Policy NF-0266, Endorsement 54 to MAELU Policy MF-0116 & Endorsement 55 
to MAELU Policy MF-0116. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/25. Document Control Branch (Document Control Desk). 5pp. 62273:313- 
62273:317. 


P. Operating license stage documents & correspondence 

9207070314 Discusses monitoring & evaluation of containment hydrogen 
monitors.Hydrogen analyzers will not be replaced since existing analyzers comply w/ 
containment hydrogen monitoririg licensing bases. 

CONWAY,W.R Arizona Public service Co. (formerly Arizona Nuclear Power Project). 
92/06/26. Document Control Branch (Document Control Desk). 2pp. 62274:123- 
62274:124. 

9207070337 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.Embrittlement effects of operating at irradiation temps below 525 F not 
considered in TS 3.1. 1.4. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/27. Document Control Branch (Document Control Desk). 7pp. 62274:341- 
62274:347. 

9207080017 Forwards 10CFR50,App R deviation evaluation re partial fire suppression in 
Fire Area ll,Fire Zone 14,lower cable spreading room for review & approvaI.Existing 
design adequate,per 10CFR50,App R, Section ill.G.2.c. 

CONWAY,W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/06/29. Document Control Branch (Document Control Desk). 5pp. 62305:348- 
62305:352. 

92072^192 Requests that end documents re CRGR meeting 220 be made publicly 
QVdllfllDlQ 

ALLISON,D. NRC - No Detailed Affiliation Given. 92/07/09. Document Control Branch 
(Document Control Desk). 3pp. 62418:001-62418:306. 

-9205200280 Provides add! info re draft suppi 1 to Generic Ltr 83-28, “Required Ac- 
tions Based on Generic Implications of Salem ATWS Events.” Informs that previous 
assessment concerning RTB life testing valid. 

MIRAGLIA,F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/05/ 
05. JORDAN,E.L. (Committee to Review Generic Requirements. 2pp. 62418:301- 
62418:302. 

9207230096 Forwards exemption from 10CFR50.46,10CFR50,app K & 10CFR50.44 
requirements, per 911220 request. Exemption permits use of fuel rods dad w/zirconi- 
um-based alloys other than 2;ircaloy-4. 

THOMPSON,C.M. Project Directorate V. 92/07/17. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 62459:010-62459:019. 

-9207230101 Exemption from 10CFR50.46,10CFR50,app K & 10CFR50.44 to permit 
use of fuel rods clad w/zirconium-based alloys other than Zircaloy-4. 

BOGER,B.A. Division of Reactor Projects - III.IV.V (Post 901 21 4- 92/07/17. Arizona 
Public Service Co. (formerly Arizona Nuclear Power Project). 7pp. 62459:013- 
62459:019. 

9207240121 Forwards amend 35 to license NPF-74 & safety evaluation. Amend allows 
use of 80 fuel rods clad w/advanced Zircaloy based alloys other than Zr-4 in two fuel 
assemblies during cycles 4.5 & 6 for in-reactor performance evaluation. 

THOMPSON, C.M. Project Directorate V. 92/07/20, CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 62479:217-62479:226. 

-9207240126 Amend 35 to license NPF-74, allowing use of 80 fuel rods clad w/ad- 
vanced Zircaloy based alloys other than ZR-4 in two fuel assemblies during cycles 4,5 
& 6 for in-reactor performance evaluation. 

QUAY,T.R. Project Directorate V. 92/07/20. 5pp. 62479:220-62479:223. 

-9207240127 Safety evaluation supporting amend 35 to license NPF-74. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/20. 3pp. 
62479:224-62479:226. 

9207270271 Advises that 920324 submittal of C-E SA-ALL-NCR-92-003-00. "Subgroup 
4,5 & 22 CEA Slip Analysis for Reactor Power Cutback Timer” will be withheld from 
public disclosure, per 10CFR2.790. 

THOMPSON,C.M. Project Directorate V. 92/07/21. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 62491:352-62491:358. 


Q. Inapoction reports, IE Bulletins & correspondence 

9207090336 Forwards mgt meeting repts 50-528/92-21.50-529/92-21 & 50-530/92-21 
on 920526. Recent events indicated leveling off of performance. 

MARTIN, J.B. Region 5 (Post 820201). 92/M/16. CONWAY.W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 62335:244-62335:287. 

-9207090350 Mgt meeting repts 50-528/92-21,50-629/92-21 & 50-530/92-21 on 
920526.Major areas discuss^SALP for Dec 1990 through Feb 1992 a initial SALP 
Repts 50-528/92-07, 50-529/92-07 a 50-530/92-07. 

WONG,H.J. Region 5 (Post 820201). 92/06/11. 41pp. 62335:247-62335:287. 


9207090349 Forwards Insp Repts 50-528/92-09,50-529/92-09 & 50-530/92-09 on 
920427-0501, No deviations or violations noted. 

REESE.J.H. Region 5 (Post 820201). 92/06/16. CONWAY.W.F. Arizona Public Sorv- 
ice Co. (formerly Arizona Nuclear Power Project). 3pp. 62340:350-62340:360. 

-9207090353 Insp Repts 50-528/92-09.50-529/92-09 a 50-530/92-09 on 920427- 
0501 .No deviations or violations noted.Major area inspected:emergency preparedness 
program. 

QUALLS.P., REESE,J.H. Region 5 (Post 820201). 92/06/16. 8pp. 62340:353- 
62340:360. 

9207090211 Forwards Insp Repts 50-528/92-15,50-529/92-15 & 50-530/92-15 on 
920404-1 0.Violation re failure to take corrective actions for deficiency re reactor trip 
breakers under consideration for escalated enforcement action. 

MARTIN, J.B. Region 5 (Post 820201). 92/06/17. CONWAY.W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 4pp. 62335:288-62335:335. 

-9207090214 Insp Repts 50-528/92-15,50-529/92-15 a 50-530/92-15 on 920404- 
lO.Violations noted.Major areas inspected: Westinghouse Type DS-206 reactor trip 
breaker opening during routine surveillance test. 

MILLER.LF. Region 5 (Post 820201). 92/06/17. 44pp. 62335:292-62335:335. 

9206230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9207210002 Forwards insp repts 50-628/92-17,50-529/92-17 a 50-530/92-17 on 
920412-0530 a notice of violation.Requests description of actions being taken to re- 
solve issue re feedwater isolation valve failures. 

RICHARDS.S.A. Region 5 (Post 820201). 92/06/29. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 18pp. 62419:001-62419:022. 

-9207210004 Notice of violation from insp on 92041 2-0530.Vlolation notod:safety-relat- 
ed components w/less engagement of packing gland retaining than required by proce- 
dure 30DP-9MP02 identified. 

* Region 5 (Post 820201). 92/06/29. Ip. 62419:004-62419:004. 

-9207210007 Insp repts 50-528/92-17,50-529/92-17 a 50-530/92-17 on 920412- 
0530.No violations noted.Major areas inspected:review of plant activities, ESF sys 
walkdowns,sun/eillance testing a plant maint. 

WONG,H. Region 5 (Post 820201). 92/06/29. 18pp. 62419:005-62419:022. 

9207210129 Forwards insp repts 50-528/92-23,50-529/92-23 a 50-530/92-23 on 
92061 5-1 9.Apparent violation noted.NOV not issued. 

ZIMMERMAN,R.P. Reqlon 5 (Post 820201). 92/06/29. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 62421:038-62421:052. 

-9207210133 Insp repts 50-528/92-23.50-529/92-23 a 50-530/92-23 on 920615-1 9.Ap- 
parent violation noted.Major areas inspected: circumstances surrounding Unit 1 con- 
tainment isolation check valve found improperly assembled on 920318. 

WONG.H. Region 5 (Post 820201). 92/06/26. 12pp. 62421:041-62421:052. 

9207090301 Notification of significant licensee meeting w/util on 920709 to conduct en- 
forcement conference re Unit 3 reactor trip breaker failures a loss of annunciator 
event a unit 1 check valve installed backwards. 

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/06/30. Region 5 (Post 820201). 3pp. 
62339:358-62339:360. 

9207070043 Responds to NRC SALP repts 50-528/92-07,50-529/92-07 & 50-530/92- 
07 for period Dec 1990 - Feb 1992.Ref to fire brigade should be deleted a statement 
added clarifying page 7 of rept. 

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
92/07/01. Document Control Branch (Document Control Desk). 6pp. 62265:34^ 
62265:351. 

9206260043 NRC Info Notice 92-048, “Failure of Exide Batteries.” 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 

9207270265 Forwards notice of violation, notice of deviation a insp repts 50-528/92- 
14,50-529/92-14 a 50-530/92-14 on 920427-0605.Util has recognized importance of 
laC a setpoint programs. 

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/07/06. CONWAY.W.F. Arizona Public 
Service Co. (formerly Arizona Nuclear Power Project). 5pp. 62484:314-62484:353. 

-9207270270 Notice of violation from Insp on 920427-0501 a 0601-05. Violations 
noted:pressurizer pressure narrow range transmitters out of tolerance 37 times in 60 
calibrs a low lube oil pressure switches for six EDGs out of tolerance. 

* Region 5 (Post 820201). 92/07/06. 2pp. 62484:319-62484:320. 

-9207270276 Notice of deviation from insp on 920427-0501 a 0601-05, Deviation 
noted:DGSS operated at pressure lower than 250 psi which design testing indicates 
adequate air supply exists for ensuring capability of five starting cycles. 

* Region 5 (Post 820201). 92/07/06. Ip. 62484:321-62484:321. 

-9207270281 Insp repts 50-528/92-14,50-529/92-14 a 50-530/92-14 on 920427-0501 
a 0601 -05. Violations a deviations noted.Major areas in8pected:AFW,EDG a MFW. 
GODY,A. Region 5 (Post 820201). 92/07/02. 32pp. 62484:322-62484:353. 

9207020233 NRC Info Notice 92-051, “Misapplication a Inadequate Testing of Molded- 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207270037 Informs that licensee 920701 ltr in response to SALP Board Rept dtd 
920409,appropriat6.SALP rept 50-528/92-07, 50-529/92-07 a 50-530/92-07 encl.W/ 
supporting documentation. 

MARTIN,J.B. Region 5 (Post 820201). 92/07/10. CONWAY,W.F. Arizona Public Serv- 
ice Co. (formerly Arizona Nuclear Power Project). 5pp. 62475:121-62475:202. 
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0207270218 Forwards summary of principal EOF changes from Rev 0.01 to Rev 0.02 & 
description of procedure changes which address five of six items identified by NRC 
team insp in Apr 1992. EOF implementation on schedule for 92081 7, as planned. 
LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
07/16. D(x:ument Control Branch ((Document Control Desk). 8pp. 62583:352- 
62583:359. 

02O73O«M)61 Forwards response to NRC Bulletin 92-001 , “Failure of Thermo-Lag 330 
Fire Bamer Sys to Maintain Cabling in Wide Cable Trays & Small Conduits Free from 
Fire Damage.*^* List of Thermo-Lag 330 installations at facilities end. 

CONWAY, W.F.. LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 92/07/24. Document Control Branch (Document Control Desk). 7pp. 
62568:133-62568:139. 


R. Periodic operating reports & related correspondence 

9207080019 “10CFR50.59 Annual Rept" for 1991 CY.W/920629 Itr. 

CONWAY, W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 
91/12/31. 100pp. 62307:130-62307:286. 

9207170267 Monthly operating repts for June 1992 for Palo Verde Nuclear Power 
Station, Units 1,2 & 3.W/920714 Itr. 

CHAVET,K.A., LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear 
Power Project). 92/06/30. 16pp. 62431:259-62431:274. 


9207060060 Fonwards summary of confirmatory & open items identified In final SER for 
chapter 12, “Radiation Protection,” & chapter 14, “Initial Plant Test Programs" for 
info. ' 

NINH.S.Q. Standardization Project Directorate (Post 9205171 92 / 0 fi/&Q 

MARRIOTT, P.W. General Electric Co. 14pp. 62204:182-62204:195. ’ 

9207070258 Discusses GE Nuclear schedule for submittal of FSSAR for advanced 

PIERSON,R.C. Standardization Project Directorate (901216-920516) 92/oeyin 
MARRIOTT.P.W. General Electric Co. 3pp. 62241:347-62241:349. 

9207290075 Forwards faxes received from GE for advanced BWR PRA. 

KELLY.G. Risk Application Branch. 92/07/01. POSLUSNY.C. Office of Nuclear Rsar- 
tor Regulation, Director (Post 870411). Ip. 62567:164-62567:222. 


-9207290080 Forwards new Sections 19.11 through 19.13 of advanced BWR PRA re 
human action overview,PRA input to reliability assurance problem & summary of in- 
sights gained from PRA. 

DUNCAN, J. General Electric Co. 92/06/29. KELLY.G. NRC - No Detailed Affiliation 
Given. 8pp. 62567:165-62567:172. 


-9207290083 Forwards discussion of draft SER Open Item 21 re design & reliability as- 
sumptions & insights related to sys outside advanced BWR design certification. 
DUNCAN, J. General Electric Co. 92/06/27. KELLY.G. NRC - No Detailed Affiliation 
Given. 7pp. 62567:173-62567:179. 


S. Reportable occurrences, LERa & related correspondence 

9207100264 PNO-V-92-020:on 920628, two major earthquakes occurred in State of CA 
desert.Unusual event declared at San Onofre & Diablo Canyon.Tremors felt at Palo 
Verde & at two research reactors & fuel facility.Peak accelerations listed. 

GARCIA, E. Region 5 (Post 820201). 92/06/29. 3pp. 62365:001-62365:003. 


V. Operator Examinations 

9207070009 Advises that DL Best (License SOP-50034-2) no longer needs to maintain 
senior operator license & license expired. 

LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
06/27. MARTIN, J.B. Region 5 (Post 820201). Ip. 62262:343-62262:343. 

9207070010 Advises that BA Grabo (Senior Operator License SOP-50098) no longer 
needs to maintain license & operator license expired. 

LEVINE, J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 92/ 
06/27. MARTIN, J.B. Region 5 (Post 820201). Ip. 62262:342-62262:342. 


-9207290085 Forwards PRA input to ITAAC Section 19,8 re tier 1 treatment of desion 
features identified as Important by PRA. 

DUNCAN, J. General Electric Co. 92/06/30. KELLY.G. NRC - No Detailed Affiliation 
Given. 1 1 pp. 62567:1 80-62567:1 91 . 

-9207290089 Forwards info on Section 19.9 re COL license info, including specific pro- 
cedure for unisolated RWCU line break, confirmation of RWCU operation beyorwJ 
design basis & event-wecific procedures for severe external flooding. 

DUNCAN, J. General Electric Co. 92/06/30. KELLY.G. NRC - No Detailed Affiliation 
Given. 1 1 pp. 62567:1 92-62567:202. 

-9207290092 Forwards new PRA Section 19.7 re PRA as design tool, updating 920407 

DUNCAN,J. General Electric Co. 92/06/25. KELLY.G. NRC - No Detailed Affiliation 
Given. 10pp. 62567:203-62567:212. 

-9207290095 Forwards info on mod to advanced BWR Paragraph 2.2.2 re conse- 
quence analysis/site acceptability. 

DUNCAN, J. General Electric Co. 92/06/29. PALLA,B. NRC - No Detailed Affiliation 
Given. 2pp. 62567:213-62567:214. 


DOCKET 52-001 GE ADVANCED BWR DESIGN, GENERAL ELECTRIC CO. 

9207060193 Forwards proprietary drafts re updated advanced BWR std plantEnct with- 
held. 

RAFTERY.R.P. Reliability Engineering Services. 92/05/08. FOX,J.N. Reliability Engi- 
neering Services. 1p. 62260:326-62260:326. 

9207010268 Forwards nonproprietary & proprietary info re containment hydrodynamic 
load8.Proprietary info withheld. 

FOX,J. General Electric Co. 92/06/01. D’ANGELO.T. NRC - No Detailed Affiliation 
Given. 9pp. 62230:249-62230:257. 

9207060007 Forwards 920530 fax from GE on advanced BWR PRA ITAAC & common 
cause failure. 

KELLY.G. Risk Application Branch. 92/06/01. POSLUSNY.C. Standardization Project 
Directorate (901216-920516). Ip. 62250:207-62250:221. 

-9207060008 Forwards PRA input to ITAAC, Item PRA-2 re common cause failure & 
Item 19.x re Tier 1 treatment of design features identified as important by PRA. 
DUNCAN, J. General Electric Co. 92/05/30. KELLY.G. NRC - No Detailed Affiliation 
Given, 11pp, 62250:208-62250:221. 


-9207290098 Forwards updated advanced BWR PRA consequence analysis, covering 
consequence analysis results & addi results. ' ^ 

DUNCAN, J. General Electric Co. 92/06/30. PALLA.B. NRC - No Detailed Affiliation 
Given. 8pp. 62567:21 5-62567:222. nm.muon 

9207060191 Forwards proprietary ABWR PRA submittals form GE.Encl8 withheld. 
POSLUSNY.C. NRC - No Detailed Affiliation Given. 92/07/02. NRC - No Detailed Af- 
filiation Given. 1p. 62246:358-62246:358. 


9207070257 Forwards proprietary responses to generic power uprate ACRS open Items 
noted In NRC 920603 Itr.Responses withheld. 

ROBARE,D.J. General Electric Co. 92/07/02. MCKNIGHT.J.C. Document Control 
Branch (Document Control Desk). 5pp. 62262:272-62262:276. 


9207070273 Forwards App 19Q, “ABWR Shutdown Risk Evaluation” by GE. 
POSLUSNY.C. NRC - No Detailed Affiliation Given. 92/07/02. NRC - No Detailed Af- 
filiation Given. 2pp. 62244:001-62245:194. 


-9207070276 App 19Q, “ABWR Shutdown Risk Evaluation.” 

* General Electric Co. 92/07/02. 450pp. 62244:003-62245:194. 


9207060110 Forwards proprietary fax re response to PRA portion of Question 10 of 
920413 ACRS Itr pertaining to RWCV.Response withheld. 

FOX,J. General Electric Co. 92/06/04. KELLY.G., MCCREE.V. NRC - No Detailed Af- 
filiation Given. 1p. 62251:060-62251:060. 


9207300161 Forwards proprietary fax re advanced BWR SSAR info reassessmenLEitd 
withheld. 

FOX,J. General Electric Co. 92/07/02. POSLUSNY.C., MCCREE.V. NRC - No De 
tailed Affiliation Given. Ip. 62638:225-62638:225. 


9207060159 Forwards matl discussed on 920603 re ABWR suppression pool 
bypass-Matt withheld. 

* General Electric Co. 92/06/04. NRC - No Detailed Affiliation Given. Ip. 62249:360- 
62249:360. 

9207060143 Forwards corrections to 920601 fax re human factors, consisting of Table 2 
re human actions below top 300 cutsets & Table 4 re human action acronyms deleted 
from model. 

DUNCAN, J. General Electric Co. 92/06/05. KELLY.G. NRC - No Detailed Affiliation 
Given. 3pp. 62250:097-62250:099. 


9207060126 Forwards proprietary details of Info submitting corrections or addltiona 
submittal of amend 21 to GEs ABWR SSAR. 

STARK,S.J. General Electric Co. 92/07/06. Document Control Branch (Documer 
Control Desk), ip. 62275:358-62275:358. 

9207100137 Fonwards Amend 21 to advanced BWR SSAR. 

STARK,S.J. General Electric Co. 92/07/06. PIERSON, R.C. NRC - No Oeyied Affii 
ation Given. Ip. 62332:001-62334:026. 


9207060154 Fonwards viewgraphs re status of k^ PRA activities & backend analyses & 
severe accident closure, in preparation for 920608 meeting. 

DUNCAN, J., GENT,J.R, General Electric Co. 92/06/05. PALLA.B. NRC - No Detailed 
Affiliation Given. 10pp. 62250:087-62250:096. 

9207060120 Forwards proprietary fax re advanced BWR sensitivity & scoping 
8tiKiies.Encl withheld. 

BUCHHOLZ.C. General Electric Co. 92/06/07. PALLA.B. NRC - No Detailed Affiliation 
Given. 1p. 62251:059-62251:059. 

9207020232 Notification of 920709 meeting w/util In Rockville, MD to discuss resolutions 
of AWBR TS issues re staff review. Proposed agenda end. 

NINH,S.Q. Standardization Prefect Directorate (Post 920517). 92/06/26. MURLEY.T., 
MIRAGUA,F., RUSSELL.W. NRC - No Detailed Affiliation Given. 5pp. 62184:327- 


9207300174 Forwards proprietary fax re containment ultimate strength evaluatk)n.Encl 
withheld. 

FOX,J. General Sectric Co. 9Zmm. BAGCHI.G., POSLUSNY.C. NRC - No Detailed 
Affiliation Given. 3pp. 62611:342-62611:344. 


-9207160366 Amend 21 to ABWR SSAR. 

• General Electric Co. 92/07/06. 1 ,000pp. 62332:002-62334:026. 

•207160002 Notification of 920727 meeting w/QE In Bethe8da.MD re issues on revii 
of ABWR. 

^a-USNY.C. Standardization Project Directorate (Post 920S17). 92/07/( 
Project Directorate (Post 920517). 6pp. 62396:2? 

62396*257. 

on responding to 920526 Ifr on C 
& USI guide for NRC advanced LWR revk^. End v^hheld, 

FpX.J. General Electric Co. 92/07/08. POSLUSNY.C. NRC - No Detailed Affilitl 
Given. 4pp. 62838:221-62638:224. wmuw 

Fonvards tables containing bln sorting used to produce Table 1-1 
920^0 fax sent to NRC as part of PRA consequence analysis, bac 
^Jjation8.Latest evaluation corrects weather input data error noted in ofSnal ca 

Gonoral Electric Co. 92/07/09. PALU.B. NRC - No Detailed A 
ation Given. 4pp. 62567:102-82567:105. 
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9207160332 Notification of 920728-31 meeting w/iicensee in San Jose.CA to conduct 
followup audit of GE ABWR piping design criteria & sample analyses.Audit agenda 
end. 

NINH.S.Q. Standardization Project Directorate (Post 920517). 92/07/10. 

PIERSON.R.C. Standardization Project Directorate (Post 920517). 4pp. 62395:357- 
62395:360. 

9207290035 Forwards updated advanced BWR punch list re tasks to wrap-up 
PRA.Review requested. 

DUNCAN. J. General Electric Co. 92/07/10. POSLUSNY.C. NRC - No Detailed Affili- 
ation Given. 32pp. 62567:317-62567:348. 

9207160123 Forwards proprietary Amend 21 drawings to ABWR SSAR.Drawings with- 
held. 

M1TCHELL.R.C. General Electric Co. 92/07/13. PIERSON.R.C. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). 2pp. 62416:355-62416:356. 

9207200077 Forwards nonproprietary drawings to GE ABWR SSAR, Amend 21. 
MITCHELL, R.C. General Electric Co. 92/07/13. PIERSON.R.C. Office of Nuclear Re- 
actor Regulation, Director (Post 870411). lOOp. 62464:136-62464:304. 

9207270217 Responds to 920616 Itr re use of design acceptance criteria in certification 
of GE ABWR design. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/07/14. WARD,D.A. 
ACRS - Advisory Committee on Reactor Safeguards. 3pp. 62491:349-62491:351. 

9207290010 Forwards Item B to inservice test schedule,consi8ting of draft amend to 
Table 3.9-8, "Inservice Testing, Safety-Related Pumps & Valves." 

FOX,J. General Electric Co. 92/07/14. SULLIVAN,T., POSLUSNY.C. NRC - No De- 
tailed Affiliation Given. 33pp. 62568:001-62568:033. 

9207220369 Forwards summary of interim evaluation concerning licensee 920521 sub- 
mittal re justification for turbine bldg static seismic analysis. 

POSLUSNY.C. Standardization Project Directorate (Post 920517). 92/07/15. 
MARRIOTT, P.W. General Electric Co. 5pp. 62445:318-62445:322. 

9207280283 Forwards listed preliminary results from BNL confirmatory analysis including 
time history analysis of advanced BWR SRV wetwell line & response spectra analysis 
for feedwater line.Computer printouts end. 

DEGRASSI.G. Brookhaven National Laboratory. 92/07/15. FOX,J. General Electric 
Co. 500pp. 62658:001-62658:297. 

9207290012 Forwards listed documents re final SER review of advanced BWR SSAR & 
design certification matl, consisting of agenda for 920727 mgt meetingpreliminary list 
of final SER open & confirmatory items & evaluation of structural ITAAC. 

POSLUSNY.C. NRC - No Detailed Affiliation Given. 92/07/15. FOX.J. General Electric 
Co. 76pp. 62568:034-62568:109. 

9207220401 Forwards summary of confirmatory & open items identified In final SER for 
chapters 2,4,5.11 & 15 of advanced BWR. 

NINH.S.Q. Standardization Project Directorate (Post 920517). 92/07/16. 

MARRIOTT.P.W. General Electric Co. 8pp. 62442:347-62442:354. 

9207240187 Forwards summary of confirmatory & open items identified In FSER for 
Chapter lO.probabiiistic risk assessment of advanced BWR. 

NINH.S.Q. Standardization Project Directorate (901216-920516). 92/07/16. 

MARRIOTT.P.W. General Electric Co. 12pp. 62479:077-62479:088. 

9207290009 Forwards mark-up of advanced BWR SSAR.addressing 920323-27 piping 
audit concerns & microfiche for three analyses of SRVDL wetwell portion for ADQJ 
load using time steps 0.0035, 0.001 & 0.0005 8 .W /0 microfiche. 

FOX.J.N. General Electric Co. 92/07/16. DEGRASSI.G. Brookhaven National Labora- 
tory. 54pp. 62567:223-62567:282. 

9207310136 Forwards proprietary matl presented at 920626 meeting re rotated bundle 
evaluatlon.Encl withheld. 

KLAPPROTH.J.F. General Electric Co. 92/07/20. JONES.R.C. Reactor Systems 
Branch. 5pp. 62636:356-62636:360. 

9207290028 Forwards fax sent to J Duncan (GE) on 920720 re clariflcation/addl info 
needed for closure of Level 2 PRA issues.Info needed to complete SSER. 

PALLA,R. Risk Application Branch. 92/07/21. POSLUSNY.C. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411). 9pp. 62567:349-62567:357. 

9207300054 Forwards Amend 21 reprinted pages to correct disconnects/ discrepancies 
in earlier tiansmittal. 

KIRBERG.S.L. General Electric Co. 92/07/22. General Electric Co. 23pp. 62568:110- 
62568:132. 

9207310127 Forwards proprietary Amend 21 reprinted pages to correct disconnects/dis- 
crepancies in earlier transmittal.Enci withheld. 

KtRBERG.S.L General Electric Co. 92/07/22. General Electric Co. 1p. 62618:194- 
62618:194. 

9207230174 Summary of ACRS ABWRs Subcommitte 920220-21 mooting to hoar pres- 
entations by NRC & GE re SEGY-91-320 & SECY-91 -355 & other related issues per- 
taining to GE/ABWR review process. 

• ACRS - Advisory Committee on Reactor Safeguards. 92/04/03. ACRS - Advisory 
Committee on Reactor Safeguards. 7pp. 62586:16^2586:170. 

9207230123 Summary of ACRS 379th meeting on 911107-08 in Bethe8da.MD re GE 
ABWR, level of design detail certification of std piant designs & vendor test programs 
to suprort design certification of passive LWRs (SECY-91 -273). 

* ACRS - Advisory Committee on Reactor Safeguards. 92/07/23. ACRS - Advisory 
Committee on Reactor Safeguards. 4i^p. 62Sa6:(w7-62586:114. 


DOCKET 52-002 SYSTEM 80-1- STANDARDIZED NUCLEAR POWER PLANT DES., 


9207060051 Informs that 920430 submittal containing proprietary info will be withheld 
from public disclosure per 10CFR2.790. 

WAMBACH.T.V. Standardization Project Directorate (Post 920517). 92/06/25. 
BRINKMAN, C.B. ABB Combustion Engineering Nuciear Fuel (formerly Combustion En- 
gineering. Inc.). 3pp. 62204:213-62204:215. 


9207100058 Notification of 920709 meeting w/CE in Windsor, CT to discuss selected 
open issues re NUPLEX 80+ human factors engineering.Meeting agenda end. 
WAMBACH.T.V. Standardization Project Directorate (Post 920517). 92/07/07. 
MURLEY.T., MIRAGLIA,F.. RUSSELL.W. NRC - No Detailed Affiliation Given. 5pp. 
62331:247-62331:251. 

920720(X)21 Forwards "Criteria for Design of Main Control Room & Other Operating 
Stations for Sys 80+," in fulfillment of 920522 commitment. 

BRINKMAN.C.B. ABB Combustion Engineering Nuclear Fuel (formerly Combustion En- 
gineering, Inc.). BRINKMAN.C.B. ASEA Brown Boveri, Inc. 92/07/07. Document Con- 
trol Branch (Document Control Desk). Ip. 62450:215-62450:313. 

—9207200024 “Criteria for Design of Main Control Room & Other Operating Stations for 
Sys80+.” K- a 

* ABB Combustion Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). 
92/07/31. 98pp. 62450:216-62450:313. 

9207130179 Informs that proprietary attachments to 920219 submittal vrill be withheld 
from public disclosure (ref 10CFR2.790),por 920220 affidavit. 

WAMBACH.T.V. Standardization Project Directorate (901216-920516). 92/07/08. 
BRINKMAN.C.B. ABB Combustion Engineering Nuclear Fuel (formerly Combustion En- 
gineering, Inc.). 4pp. 62338:002-62338:005. 

9207240023 Forwards comments re review of Chapter 12 of facility safety evaluation 
reptCESSAR Sys 80+ DSER. 

CUNNINGHAM.LJ. Risk Application Branch. 92/07/21. PIERSON.R.C. Associate Di- 
rector for Advanced Reactors & License Renewal (Post 910918). 24pp. 62501:119- 
62501:142. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0008 BATTELLE COLUMBUS DIV. (BATTELLE MEMORIAL 
INSTITUTE), 

9207080243 Forwards documentation re certification of financial assurance for decom- 
missioning facilities.const8ting of industrial trust agreementgovt trust agreement, DOE 
statement of intent 6 proposed revised trusts. 

TOY.H.L Battelle Memorial Institute, Columbus Uboratories. 92/06/19. HICKEY, J.W. 
Fuel Cycle Safety Branch. 31pp. 62277:241-62277:271. 

9207220254 Submits info in support of leak test procedure which demonstrates compli- 
ance w/license condition.Annex B re leak testing for sealed byproduct matl 
sources, per telcon w/ Region Ill.Concurrence requested. 

TOY.H.L. Battelle Memorial Institute, Columbus Laboratories. 92/07/17. HICKEY, J. 
Fuel Cycle Safety Branch. 3pp. 62476:280-62476:282. 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG. VA 


9207100139 Forwards partially withheld changes to physical security plan. 

OLSEN.A.F. Babcock & Wilcox Co. 92/05/15. COLLINS, D.M. Region 2 (Post 820201). 
6pp. 62284:346-62284:351. 

9207020188 Forwards insp rept 70-0027/92-08 on 920401 -0504.No violations noted. 
COLLINS, D.M. Region 2 (Post 820201). 92/06/19. CONNER.J.A. Babcock & Wilcox 
Co. 2pp. 6221 9:31 3-6221 9:327. 

—9207020179 Insp rept 70-0027/92-08 on 920401 -0504.No violations or deviations 
noted.Major areas inspected:intenriews w/ personnel.facility operations, radiation 
protection, nuclear criticality safety & security & safeguards. 

ELLIOTT, M.P., MCALPINE,E.J. Region 2 (Post 820201). 92/06/19. 12pp. 62219:315- 
62219:327. 

9207140056 Ack receipt of 920619 Itr informing NRC of steps taken to correct violations 
noted in insp rept 70-0027/92-07. 

CLINE.W.E. Region 2 (Post 820201). 92/06/26. CONNER, J.A. Babcock & Wilcox Co. 
2pp. 62299:142-62299:143. 

9207020332 Submits results of 920514 response to NRC Bulletin 91-001, reporting loss 
of criticality safety controls, dtd 911018, 

HICKEY.J.W. Fuel Cycle Safety Branch. 92/06/30. OLSEN,A.F. Babcock & Wilcox Co. 
2pp. 62234:358-62234:359. 

9207080212 Discusses review of circumstances associated w/allegation of possible fal- 
sification of accounting data.Conclude8 that no delibrate wrongdoing 
commItted.Requests that licensee identity listed Items. 

SHERR.T.S. Division of Safeguards & Transportation (Post 870413). 92/07/01. 
SUWALA.M.C. Babcock & Wilcox Co. Ip. 62243:312-62243:312. 

9207140117 Forwards insp rept 70-0027/92-09 on 920502-31 .No violations or devi- 
ations noted. 

COLLINS.D.M. Region 2 (Post 820201). 92/07/01. CONNER, J.A. Babcock & Wilcox 
Co. 2pp. 6231 1 :348^231 1 :356. 

-9207140122 Insp rept 70-0027/92-09 on 920502-31 .No violations noted. Weaknesses 
identified in physical security area.Major areas in8pected:review of selected 
record8,{nterview8 w/personnel & direct observation of work activities. 

ELLIOTT.M.P.. MCALPINE.E.J. Region 2 (Post 820201). 92/07/01. 7pp. 62311:350- 
62311:356. 

9207090026 Forwards Amend 44 to License SNM'42.SER & categorical 
exclusion.Amend authorizes use of new vault (designated Vault 6) for storage of li- 
censed matl. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/02. OLSEN.A.F. Babcock & Wilcox Co. 
Ip. 62307:350-62307:358. 

-9207090028 Amend 44 to License SNM-42, authorizing use of new vault (designated 
Vault 16) for storage of licensed matl. 

HICKEY,J.W. Divi»on of industrial & Medical Nuclear Safety (Post 870729). 92/07/02. 
4pp. 62307:351-62307:354, 
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-9207090034 SER supporting 920429 application for amend to License SNM-42, author- 
izing use of Vault 16 for storage for licensed matl. 

KLASKY.M., TOKAR.M. Fuel Cycle Safety Branch. 92/07/02. 3pp. 62307:355- 
62307:357. 

-92070^}046 Advises ttiat neither environ assessment nor EIS warranted re 920429 
application for amend to License SNM-42.authorizing use of new Vault 16 for storage 
of licensed matl. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/02. Fuel Cycle Safety Branch. Ip. 
62307:358-62307:358. 

9207150058 Responds to NRC 920606 Itr questioning adequacy of finandal assurances 
for decommissioning costs contained in contracts W/DOE.DOE & DOE natl lab con- 
tractors insisted that B&W accept clauses to preclude govt incurring costs. 
CONNER.J.A. Babcock & Wilcox Co, 92/07/02. HICKEYJ.W. Fuel Cycle Safety 
Branch. 2pp. 62375:259-62375:260. 

9207170174 Forwards corrected Figure 1-2, “Site Plan” incorrectly numbered in 920429 
application for amend to license. 

OLSEN,A.F. Babcock & Wilcox Co. 92/07/09. HICKEY, J.W. Fuel Cycle Safety Branch. 
2pp. 62440:193-62440:194. 

9207200106 Informs that revs to fundamental nuclear mat! plan contains confidential re- 
stricted data & withheld from public disclosure ref 10CFR9.17(a)(3).Annex to plan not 
incoiporated as condition of license. 

SHERR,T.S. Domestic SG & Regional Oversight Branch (Post 881218). 92/07/09. 
LEE,T.D. Babcock & Wilcox Co. Ip. 62427:359^2427:359. 

9207240145 SuppI to 920508 application for amend to License SNM-42, transferring 
training officer responsibilities for coordination & oversight of development & imple- 
mentation of safety training program to manager, licensing & training. 

OLSEN, A.F. Babcock & WIcox Co. 92/07/15. HICKEY. j!w. Fuel Cycle Safety Branch. 
32pp. 6251 5:221 -6251 5:252. 

9207240005 Advises that Oiv of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethe8da,Mb.Workshop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 

CUNNINGHAM,R.E. Division of Industrial & Medical Nudear Safety (Post 870729). 
92/07/20. KOSMIDER,M.D. Allied-Signal Corp. CONNER,J.A.. TETRAULT.R. Babcock 
& Wilcox Co. 6pp. 62479:297-62479:302. 

9207270329 Forwards insp rept 70-0027/92-12 on 920622-26 & notice of 
violation. Notice of violation & rept details withheld (ref 10CFR95). 

COLLINS,D.M. Region 2 (Post 820201). 92/07/21. CONNER, J.A. Babcock & Wilcox 
Co. 3pp. 62528:1^-62528:123. 

-9207270348 Insp rapt 70-0027/92-12 on 920622-26.Violatk>ns noted. Maior areas 
inspected:security plans & procedure$,training & qualification pian.assessment,badge 
controLcommunications & duress aiarms.Detaiils withheld (ref 10CFR95). 
THOMPSON.D., MCGUIRE, D.R. Region 2 (Post 820201). 92/07/20. Ip. 62528:123- 
62528:123. 

9207310223 Ack receipt of 920515 Itr transmitting Rev 15 to physical security 
plan.Change8 consistent w/provisions of 10CFR70.32(e) & acceptable for inclusion 
into plan. 

COLLINS,D.M. Region 2 (Post 820201). 92/07/21. CONNER, J.A. Babcock & Wilcox 
Co. 2pp. 62638:181-62638:182. 


DOCKET 70-0028 BABCOCK & WILCOX CO.. ALUANCE, OH 

9207080295 Certifies that licensee is currently going concern & possesses listed posi- 
tive net worth, as of 920331. 

ECKERT,J.P. Babcock & Wilcox Co. 92/06/24. HICKEY.J.W. Fuel Cycle Safety 
Branch. 3pp. 62307:036-62307:067. 

-9207080296 Lists parent company guarantees of financial assurance for decommis- 
sioning faciiities.Consolidated financial statements for yrs ending 920331 & 1991,w/ 
rept of independent auditors end. 

HArrOX,B.A. Babcock & Wilcox Co. 92/06/24. HICKEY.J.W. Fuel Cycle Safety 
Branch. 29pp. 62307:039-62307:067. 

9207060173 Forwards listed revised documents re parent company guarantee for fiscal 
yr ending on 920331. W/o ends. 

HOOKER,E.O. Babcock & Wilcox Co. 92/06/26. HICKEY, J.W. Fuel Cycle Safety 
Branch. 2pp. 62254:213-62254:214. 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC., ATTLEBORO, MA 

9207210118 Notification of significant licensee meeting 92-107 w/util on 920714 to dis- 
cuss status of she characterization & remediation activities & plans for cleanup of ra- 
dioactiveiy contaminated soil at Attleboro site. 

ROTH,J. Region 1 (Post 820201). 92/07/01. Region 1 (Post 820201). 2pp. 
62420:360-62420:361. 


DOCKET 70-0036 COMBUSTION ENQINEERING, INCX. HEMATITE, MO 

9207220065 Forwards SNM licenses which have been issued to Spencer 
Co,Mallinckrodt Chemical Works & Univ of Missouri. 

JOHNSON,L Atomic Energy Commission (Pre 750119). 58/04/30. AMOS,J.R. Mis- 
souri, State of. Ip. 62749:077-62749:077. 

9207080117 Requests technical assistance for listed proiects. 

TOKAR,J.W. Fuel Safety Branch. 92/07/01. COMBS, F.C. Operations Branch. 
2pp. 62275:359-62275:360. 

9207090037 Expresses thanks for courtesy extended to NRC during visit to fadlity on 
920617 to observe new & Nghly automated fuel peiiet & rod handling 
equiprnent.ternpoiar% installed at Wimto site. 

TOIC^R.M. Fuel Cycle Safety Branch. 92/07/02. SCHERER, AE ABB Combustion En- 
gmri^Nudear Fuel (formerly Combustion Engineering, Inc.). Ip. 62307:359- 


9207090316 Forwards summary of 920624 joint contracor/licensee/ NRC meeting pro- 
viding & exchanging info re NRC contract to assess effectiveness of LEU reform rule. 
SHERR,T.S. Domestic SG & Regional Oversight Branch (Post 881218). 92/07/02. 
ESKRIC^E.H.E. ABB Combustion Engineering Nuclear Fuel (formerly Combustion En- 
gineering, Inc.). 4pp. 62271:036-62271:039. 

9207150017 Forwards request for addi info to enable NRC to continue review of 891122 
& 910617 applications for renewal of License SNM-33. 

TOKAR.M. Fuel Cycle Safety Branch. 92/07/10. RODE,J.A. ABB Combustion Engi- 
neering Nuclear Fuel (formerly Combustion Engineering, Inc.). 30pp. 62375:178- 
62375:207. 

9207240005 Advises that Div of industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda,MD.Workshop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 

CUNNINGHAM.R.E. Divtsion of industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. KOSMIDER,M.D. Allied-Signal Coro. ALTO.R.A B&W Fuel Co. RODE.J.A. 
ABB Combustion Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). 
6pp. 62479:297-62479:302. 

9207240079 Notification of 920728 meeting w/C-E in Rockville.MD to discuss C-E appli- 
cation for consolidation at Hematite facilify.Attendance requested. 

SOONG,S. Operations Branch. 92/07/20. TOKAR.M., ROBINSON.C. Operations 
Branch. FRANCE.G. Region 3 (Post 820201). Ip. 62479:304-62479:304. 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 

9207080195 Forwards “Technical Progress Rept Appoilo.PA Nuclear Fuel Facility D&D 
Project Quarterly Progress Rept for Jan-Mar 1992.’^ 

FOGEL,D M. Babcock & Wilcox Co. 92/06/22. MORGAN.P. Energy, Dept of. Ip. 
62277:109-62277:132. 

-9207080199 “Technical Prepress Rept Apollo Pennsylvania Nuclear Fuel Facility D&D 
Project Quarterly Progress Rept for Jan-Mar 1992.” 

* Babcock & Wilcox Co. 92/06/08. 23pp. 62277:110-62277:132. 

9207080295 Certifies that licensee is currently going concern & possesses listed posi- 
tive net worth, as of 920331. 

ECKERT.J.P. Babcock & Wilcox Co. 92/06/24. HICKEY.J.W. Fuel Cycle Safety 
Branch. 3pp. 62307:036-62307:067. 

-9207080296 Lists parent company guarantees of financial assurance for decommis- 
sioning facilities.Consolidated financial statements for yrs ending 920331 & 1991,w/ 
rept of independent auditors end. 

HATTOX.B.A. Babcock & Wilcox Co. 92/06/24. HICKEY,J.W. Fuel Cycle Safety 
Branch. 29pp. 62307:039-62307:067. 

9207060173 Forwards listed revised documents re parent company guarantee for fiscal 
yr ending on 920331 .W/o ends. 

H(X)KER,E.O. Babcock & Wilcox Co. 92/06/26. HICKEY.J.W. Fuel Cyde Safety 
Branch. 2pp. 62254:213-62254:214. 

9207130168 Forwards revised decommissioning plan.Figure 2-21, “Security Fence & 
Personnel Access.” updating B&W/neighboring fadlity areas removed.extending secu- 
rity fence to include portion of railroad spur & adding Gates P & Q. 

HAERTJENS.B.L Babcock & Wilcox Co. 92/06/26. HICKEY.J.W. Fuel Cycle Safety 
Branch. 3pp. 62374:283-62374:285. 

9207080313 Confirms 920702 telcon agreement that licensee would make minor itkxI In 
const of mobile temporary end in which main bldg will be decon8tructed.New Page 2- 
4 of decommissionirig plan.describing mobile temporary end, end. 

HAERTJENS.B.L. Bd)cock & Wilcox Co. 92/07/06. HICKEY.J.W. Fuel Cycle Safety 
Branch. 3pp. 62305:104-62305:106. 

9207240014 Advises that Div of Industrial & Medical Nudear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethe 8 da.Mb.Purp 08 e of work- 
shop is to discuss NRC programs & policies applicable to fuel c^le licensees. 
CUNNINGHAM.R.E. Division of Industrial & Medical Nmlear Safety (Post 870729). 
92/07/20. HAERTJENS,B. Babcock & Wilcox Co. STAUTER.J.C. amarron Corp. 
CUNNiNQHAM,R.E. General Electric Co. 6pp. 62528:22662528:233. 

9207280213 Responds to 920430 Itr re location of existing Apollo Borough north sower 
as proposed by licen8ee.Off8ite portion of proposed sewer line does not involve any 
potentially contaminated solLSoil contamination removed. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/23. VIROSTEK,C.A. Apollo, PA. Ip. 
62568:33362568:333. 


DOCKET 706140 AMERICAN-STANDARD, MOUNTAIN VIEW, CA 

9207150080 Application for amend to License SNM-115,requ^ng approval to ship 25 
kg of 93.15% enriched U metal to New York. 

ELGERT.O.J. American Standard, Inc. 64/08/14. NUSSBAUMER.DA Atomic Energy 
Commission (Pre 750119). 1p. 62460:25162460:251. 

-9207150083 Requests investigation of receipt of enrtohed U by Advanced Technology 
Labs & proposed shipment to Hicksville,NY for possible noncompliance. 
NUSSBAUMER,DA Atomic Energy Commission (Pre 750119). 64/08/24. 

DUBINSKI.L Atomic Energy Commisabn (Pre 750119). Ip. 62460:25262460:252. 

-9207150096 Discusses 640814 application from Advanced Technology Labs for au- 
thorization to ship 25 kg of fully enriched U metal to Hicksville.NY. 

NUSSBAUMER,D.A. Atomic Energy Commission (Pro 750119). 64/08/24. Atomic 
Energy Commission (Pre 750119). Ip. 62460:25362460:253. 

-9207150096 Submits correction to context of last sentence In paragraph one of 
640824 memo re receipt of enriched U by Advanced Technology Labs. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pro 750119). 64/08/28. 

DUBINSKI.L Atomic Energy Commisdon (Pro 750119). Ip. 62460:25462460:254. 

-6207150099 Discusses Advanced Technology Labs request for authorization to ship 
25 l^of enriched U metal from California to New York. 

LAUTERBACH.K.E. Atomic Energy Commission (Pre 750119). 64/08/28. Atomic 
Energy Commission (Pre 7501 19). Ip. 62460:25562460:255. 
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-@207150154 Submits compliance inquiry memo re Advanced Technology Labs receipt 
of two shipments of fully enriched U from Kerr-McGee In Cushing, Oklahoma. 
BOOK.H.E. Atomic Energy Commission (Pre 750119). 64/09/01. Atomic Energy Com- 
mission (Pre 750119). 8pp. 62460:257-62460:264. 

-920715015® Forwards Itrs dtd 640824-28 concerning Advanced Technology Labs. 
BOEDER, J.R. Atomic Energy Commission (Pre 750119). 64/09/03. Atomic Energy 
Commission (Pre 7501 1 9). 1 p. 62460:266-62460:265. 

-9207150161 Discusses 640824 itr requesting investigation of receipt of SNM by Ad- 
vanced Technology Labs. 

BOEDER, J.R. Atomic Energy Commission (Pre 750119). 64/09/03. Atomic Energy 
Commission (Pre 750119). 2pp. 62460:266-62460:267. 


DOCKET 70-0143 I^IUCLEAR FUEL SERVICES, INC., ERWIN, TN 

9207070166 Forwards confidential document entitled, "Consolidated Financial State- 
ments for Yrs Ended 1991 & 1990 & Independent Auditors Rept," per License Condi- 
tion 89.Document withheld (ref 10CFR2.790). 

FERGUSON.D.B. Nuclear Fuel Services, Inc. 92/06/18. PENNINGTON.W.S. Office of 
Nuclear Material Safety & Safeguards. 2pp. 62262:355-62262:356. 

9207060233 Responds to NRC Itr re violations noted in insp rept 70-0143/92-10 on 
920531. Corrective action8:supervisor immediately separated bottles to greater than 12 
inches & personnel reinstructed on issues of spacing controls. 

PAiNE.D. Nuclear Fuel Services. Inc. 92/06/22. EBNETER.S.W. Region 2 (Post 
820201 ). 3PP. 62254:31 3-62254:31 5. 

9207060087 Forwards Rev 1 36 to fundamental nuclear matl control plan, 1 0CFR70,App 
G.PIan withheld ref (1 0CFR2.790(d)). 

PAINE, D. Nuclear Fuel Services, Inc. 92/06/26. SHERR.T.S. Division of Safeguards & 
Transportation (Post 87041 3). 2pp. 621 97:331 -621 97:331 . 

9207060228 Submits Info in response to requirements of License Condition 57 & rsr 
quests that subj condition be deleted. 

PAINE, D. Nuclear Fuel Services, Inc. 92/06/26. HICKEY, J.W. Fuel Cycle Safpty 
Branch. 2pp. 62254:318-62254:319. 

9207080162 Forwards monthly status rept for NCS PIP at NFS, noting items thqt 
been completed including implementing station limit cards in several areas §i installing 
filtrate pumping station. 

PAINE,D. Nuclear Fuel Services, Inc. 92/06/26. Document Control Branch (Document 
Control Desk). 20pp. 62285:284-62285:303. 

9207080241 Issues Temporary Condition TC(MG&A)-19 to amend SG-3 tp license S^M- 
124 re receipt of six NDA standards from Navy Fuel Matl Facility operated by Wes- 
tinghouse Savannah River Co,Aiken.SC. 

SHERR.T.S. Division of Safeguards & Transportation (Post 870413). 92/06/26. 
PAINE, D.P. Nuclear Fuel Services. Inc. 2pp. 62243:313-62243:314. 

9207020268 Ack receipt of 910731 Itr providing copy of financial statements, for 1989 & 
1 990.Statements satisfy condition 89 of NRC requirements. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/06/29. JONES, C.G. Nuclear Fuel Serv- 
ices, Inc. 1p. 62221:355-62221:355. 

9207070045 Advises that 920515 response to NRC Bulletin 91-001, "Reporting |.oss of 
Criticality Safety Controls" acceptable. All aspects of reporting provisions of bulletin 
should be implemented within 60 days of itr date. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/06/30. PAINE.D. Nuclear Fuel Services, 
Inc. 2pp. 62265:360-62265:361. 

9207080231 Application for amend to License SNM-124.permitting storage of loaded 
FSV-3 shipping containers (Certificate of Compliance 6347) in three-layer high 
array.Corrected pages to page index & Chapter 4 of license end. 

PAINE.D. Nuclear Fuel Services, Inc. 92/06/30. HICKEY.J.W. Fuel Cycle Safety 
Branch. 5pp. 62285:279-62285:283. 

9207140127 Forwards Insp rept 70-0143/92-14 on 920518-22 & notice of violation. 
CLINE, W.E. Region 2 (Post 820201). 92/06/30. FERQUSON,D. Nuclear Fuel Serv- 
ices, Inc. 3pp. 62311:333-62311:347. 

-9207140134 Notice of violation from insp on 92051 8-22.Violation noted; licensee fqll^ 
to maintain physical presence & usefulness of emergency equipment & supplier in 
mobile emergency response vehicle. 

* Region 2 (Post 820201). 92/06/30. 2pp. 62311:336-62311:337. 

-9207140147 Insp rept 70-0143/92-14 on 92051 8-22. Violations noted.Major efBas 
inspected;emergency preparedness including maint of selected emergency & fife pfo^ 
tection equipment. 

SALYERS, Q.W., RANKIN, W.H. Region 2 (Post 820201). 92/06/30. 10pp. 62311:338- 
62311:347. 

9207090327 Advises that temporary condition TC-20 to amend SG-3 to license SNM? 
124 i8sued.in response to 920216 request for amend to license re shippers measure 
ment values. 

SHERR,T.S. Domestic SQ & Regional Oversight Branch (Post 881218), 92/07/01. 
PAINE.D. Nuclear Fuel Services. Inc. 2pp. 62271 :053-62271 :054. 

9207220408 Foneards Low Enriched U Mat! Balances for operating period 911211= 
92061 e.EncI withheld (ref 1 0CFR2.790(d)). 

PAINE, D. Nuclear Fuel Services, Inc. 92/07/07. SHERR.T.S. Division of Safeguards & 
Transportation (Post 870413). 2pp. 62445:317-62445:317. 

92071503(K) Application for amend to License SNM'124,deieting condition re listing of 
chemical & physical forms of U.described in Part II of license. 

PAINE, D. Nuclear Fuel Services. Inc. 92/07/08. HICKEY.J.W. Fuel Cycle Safety 
Branch. 8pp. 62415:241-62415:248. 

9207220088 Discusses 920309 allegation that employee denied employment & dis- 
missed when safety concerns raised while performing duties. 

EBNETER,S.D. Region 2 (Post 820201). 92/07/10. FERGUSON, D. Nuclear Fuel Serv- 
ices, Inc. 3pp. 62432:277-62432:279. 


9207240005 Advises that Div of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda.MD. Workshop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 
ees. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. KOSMIDER,M.D. Allied-Signal Corp. SILVERTHORNE,D. General Electric 
Co. DROKE,R. Nuclear Fuel Services, Inc. 6pp. 62479:297-62479:302. 

9207300170 Informs that licensee revised App H (Revs 134 & 135) to NFS Part 70 LEU 
Fundamental Nuclear Mat! Control Plan acceptable & license condition 5.2 to Safe- 
guards Amend SG-3 to license SNM-124,revised, effective upon receipt of Itr.Rev end. 
SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 92/07/22. 
PAINE.D.P. Nuclear Fuel Services, Inc. 1p. 62581:211-62581:212. 

—9208170129 Revised Amend SG-3 to License SNM-1 24, revising 5.2 re FNMCP. 

* Division of Safeguards & Transportation (Post 870413). 92/07/22. Ip. 


DOCKET 70-014® SPENCER CHEMICAL CO., KANSAS CITY, MO 

9207200208 Partial response to FOIA request for documents.Documents listed in App A 
& B end & being made available for PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/31. MARBLE, J.P. Huckaby, Fleming. Frailey. Chaffin & Darrah. 17pp. 
62749:002-62750:088. 

-9207210013 Requests that licensee review listed items for determination as to wheth- 
er or not they contain restricted data.6specially App & indicate in space provided. 
FLEURY.ER. Atomic Energy Commission (Pre 750119). 57/09/23. STRAUSER,W.A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:047-62749:048. 

-9207210015 Forwards application for special nuclear matl license dtd 570915. 
JOHNSON, L Atomic Energy Commission (Pre 750119). 57/09/24. BECK.C.K. Atomic 
Energy Commission (Pre 7501 1 9). 2pp. 62749:049-62749:050. 

-9207210282 Discusses statements made by applicant w/indication of explanation 
which must be made as listed. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 57/11/25. JOHNSON.LE. 
Atomic Energy CJommIsslon (Pre 750119). 4pp. 62749:051-62749:054. 

-9207210294 Discusses analysis & findings of 570915 application for SNM license. 
SULLIVAN, P.C. Atomic Energy Commission (Pre 750119). 58/01/17. Atomic Energy 
Commission (Pre 7501 1 9). 2pp. 62749:057-62749:058. 

-9207210305 Requests that matl contained in App II to application as revised, should be 
withheld from public insp per 10CFR2 Section 2.790(b). 

PRICE,H.L. Atomic Energy Commission (Pre 750119). 58/01/29. Atomic Energy Com- 
mission (Pre 760119). 2pp. 62749:059-62749:060. 

-9207210311 Suggests that listed statements should be added at end of third para- 
graph of proposed memo by H Price to files. 

LOWENSTEIN.R. Atomic Energy Commission (Pre 750119). 58/02/06. 

JOHNSON.LE. Atomic Energy Commission (Pre 750119). Ip. 62749:061-62749:061. 

-9207220082 Advises that matl contained in App 1 1 to application as revised.should be 
withheld from public inspection per 10CFR2 Section 2.790. 

PRICE, H.L Atomic Energy Commission (Pre 750119). 58/02/11. Atomic Energy Com- 
mission (Pre 750119). Ip. 62749:063-62749:075. 

-9207220085 Fonvards SNM licenses which have been issued to Spencer 
Ck>.Mallinckrodt Chemical Works & Univ of Missouri. 

JOHNSON, L. Atomic Energy Commission (Pre 750119). 68/04/30. AMOS, J.R. Mis- 
souri. State of. Ip. 62749:077-62749:077. 

-;<9207220093 Requests classification review of end Spencer Chemical Co SNM appli- 
cation for amena. 

FLEURY,E.R. Atomic Energy (Commission (Pre 750119). 58/05/20. STRAUSER.W.A. 
Atomic Energy (Commission (Pre 750119). 2pp. 62749:079-62749:080. 

-=9207220097 Discusses review of application for amend to license SNM-1 54 from 
standpoint of protection against inadvertent criticality during shipment of U oxide & U 
hexaflouride. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 58/05/21. JOHNSON.LE. 
Atomic Energy (Commission (Pre 750119). 2pp. 62749:081-62749:082. 

-91H)7220101 Requests review of licensee 580516 application for amend to license 
SNM-1 54 to determine adequacy of procedures to avoid accidental criticaliw. 
JOHNSON.L Atomic Energy (Commission (Pre 750119). 58/05/23. BECK.CC.K. Atomic 
Energy (Commission (Pre 750119). 1p. 62749:083-62749:083. 

-=9207220105 Informs of approval of shipping procedures under license SNM-1 54 to 
cover shipment of 1 ,330 lbs 2.3% enriched Up 6 in 6 MD cylinders via railway express 
protective signature in one shipment, using Spencer birdcages. 

DELANEY, J.C. Atomic Energy (Commission (Pre 750119). 58/05/29. CORLEY, A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:084-62749:085. 

=9207220107 Provides comments on application for amend to license SNM-1 54 from 
standpoint of avoidance of inadvertent criticality. 

BECKC.K. Atomic Energy (Commission (Pre 750119). 58/06/03. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:086-62749:087, 

==92072201 10 Requests review of end amend application re adequacy of applicant pro- 
cedures to avoid condition of accidental criticality. 

JOHNSON, L Atomic Energy (Commission (Pre 750119). 58/06/12. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:088-62749:088. 

-9207220114 Approves request by Spencer Chemical (Co that info contained in App 
ii.as amended by App !I-A dtd 58051 6,to revised application for SNM license dtd 
57091 5, be treated as company confidential. 

PRICE, H.L Atomic Energy Commission (Pre 750119). 68/06/17. Atomic Energy (Com- 
mission (Pre 7501 1 9). 2pp. 62749:089-62749:090. 

-9207220117 Informs that App II A dtd 58051 6,tran8mitted by Spencer Chemicat Co will 
be withheld per 10CFR2.790. 

* Atomic Energy (Commission (Pre 750119). 58/06/20. Atomic Energy Commission 
(Pre 7501 1 9). 1 p. 62749:091 -62749:091 . 
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-9207220120 Advises that all statements re memo to files may be Incorporated by ref- 
erence & that license may be amended as requested. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 58/06/26. Atomic Energy 
Commission (Pre 750119). 1p. 62749:092-62749:092. 

-9207220124 Advises that each individual shipping containers will constitute safe unit & 
spacing specified ad^uate per 580612 memo. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 58/06/26. JOHNSON, LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:093-62749:094. 

-9207220130 Provides list of applications &/or amends for license SNM-154 for reten- 
tion & files. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 58/07/01. MANN.M.M. 
Atomic Energy Commission (Pre 750119). Ip. 62749:095-62749:095. 

-9207220152 Forwards special nuclear matl license issued to Spencer Chemical Co. 
JOHNSON.L Atomic Energy Commission (Pre 750119). 58/07/11. AMOS.J.R. Mis- 
souri, State of. Ip. 62749:096-62749:096. 

-9207220156 Provides list of applicant for special nuclear matl for retention & files. 
DELANEY, J.C. Atomic Energy Commission (Pro 750119). 58/07/29. MANN.M.M. 
Atomic Energy Commission (Pre 750119). Ip. 62749:097-62749:097. 

-9207220162 Forwards special nuclear matl licenses which have been issued to Mal- 
linckrodt Chemical Works, Spencer Chemical CO & Unlv of Missouri. 

FLUERY.ER. Atomic Energy Commission (Pro 750119). 58/08/06. AMOS.J.R. Mis- 
souri, State of. Ip. 62749:098-62749:098. 

-9207220167 Informs that drwaings 48-78 B & 48-15 transmitted w/580912 Itr filed by 
Spencer Chemical CO in connection w/special nuclear matl application,are available 
for review in Licensing Branch. 

* Atomic Energy Commission (Pre 750119). 58/09/17. Atomic Energy Commission 
(Pre 750119). 1p. 62749:099-62749:099. 

-9207220173 Forwards correction to licensee request dtd 580912 for amend to license 
SNM-154 per 581010 Itr. 

JOHNSON,L Atomic Energy Commission (Pre 750119). 58/10/16. BECK,C.K. Atomic 
Energy Commission (Pre 750119). 2pp. 62749:103-62749:104. 

-9207220177 Forwards licensee request which modifies Spencer previous 580912 
amend request 

JOHNSON,L Atomic Energy Commission (Pre 750119). 58/10/29. BECK,C.K. Atomic 
Energy Ckjmmisslon (Pre 750119). 2pp. 62749:105-62749:106. 

-9207220164 Forwards application from Spervcer for approval of shipping procedures. 
JOHNSON,L Atomic Energy Commission (Pre 750119). 58/12/15. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:107-62749:107. 

-9207220169 Suggests that recipwnt request Spencer to furnish Illustrative calculations 
or observations used in evaluating spacing & stowage procedures, together w/ appro- 
cnidto r0f0r0r)O0S 

BECK.C.K. Atoniic Energy Commission (Pro 750119). 58/12/22. JOHNSON,LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:108-62749:109. 

-9207220211 Informs that NRC cannot approve amend request for approval of corru- 
gated paper board spacers as alternate to wood spacers, for bracing containers of 
sNM in steel drums. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/19. JOHNSON,LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:110-62749:111. 

-9207220220 Insp of license SNM-1 54,03571 & R-218 on 590120. Noncompliance 
noted.Malor areas inspected.personnel.plant operations & maint 
PERRY, W.W. Atomic Energy Commission (Pre 750119). 59/03/19. 11pp. 62749:112- 
62749:122. 

-9207220223 Requests that shipping methods be outlined & justified, preferably by 
methods outlined in K-1 01 9, inasmuch as dimensions of 5 gallon pails will preclude 
use of interaction criteria outlined in LA-2063. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 59/01/28. JOHNSON.LE 
Atomic Energy Commission (Pre 750119). 2pp. 62749:123-62749:124. 

-9207220227 Forwards application for special nuclear matl license per 590121 Itr. 
FLUERY.E.R. Atomic Energy Commission (Pre 750119). 59/02/12. STRAUSER,W.A. 
Atomic Energy Commission (Pre 750119). 5pp. 62749:125-62749:130. 

-9207220230 Forwards licensee request for amend to License SNM-1 54 per 590121 NT. 
JOHNSON.L Atomic Energy Commission (Pre 750119). 59/02/12. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:131-62749:131. 

-9207220235 Advises that license SNM-154 may be amended to authorize addi activi- 
ties. 

MCCALLUM.C.P. Atomic Energy Commission (Pre 750119). 59/02/10. Atomic Energy 
Ck)mmi88ion (Pre 750119). Ip. &749.i 32-62749:1 32. 

-9207220238 Advises that App to Spencer 590121 Itr may be withheld from public Insp. 
JOHNSON, L Atomic Energy Commission (Pre 750119). 59/02/24. Atomic Energy 
Commission (Pre 750119), Ip. 62749:133-62749:137. 

-9207220277 Informs that AEC cannot approve two mods to license SNM-154 & sug- 
gest that licensee communication to Spencer include listed info. 

BECK,C.K. Atomic Er>^ Commission (Pre 750119). 59/04/02. JOHNSON.L Atomic 
Enerav rpro 7«Ana\ 2pp. 62749:138-^749:139. 


-9207220303 Forwards licensee request for amend to provide for addI packaging & 
shipping procedures. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 59/05/14. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:144-62749:144. 

-9207220320 Requests that licensee provide addi info to complete evaluation of alarm 
sys & emergency plan in compliance w/ section 70.24. 

BECK,C.K. Atomic Energy Ckjmmission (Pre 750119). 59/05/18. JOHNSON,LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:145-62749:146. 

-9207220324 Forwards insp rapt for licenses SNM-1 54,C-3571 & R-218.W/0 end. 
JOHNSON,L Atomic Energy Commission (Pre 750119). 59/05/18. BECK.C.K. Atomic 
Energy Commission (Pre 750119). 3pp. 62749:147-62749:150. 

-9207220338 Informs that AEC cannot approve proposed shipping procedure & sug- 
gests that communication to Spencer include following info as listed. 

BECK,C.K. Atomic Energy (Commission (Pre 750119). 59/06/03. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:151-62749:152. 

-9207220356 Discusses shipment of 3.5% enriched UF6 in MD cylinders & suggests 
that info be incorporated in communication to Spencer Chemical Co. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 59/06/04. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:153-62749:154. 

-9207220360 Forerards licensee requests for adequacy of applicant procedures to 
avoid condition of accidential criticality for review. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 59/06/12. CASE,E.G. Atomic 
Energy Commission (Pre 750119). Ip. 62749:155-62749:155. 

-9207220363 Advises that licensee proposed procedure for shipping U diozide from 
Kansas City to GE at San Francisco, satisfactory. 

CASE, EG. Atomic Energy Commission (Pre 750119). 59/06/16. JOHNSON.L Atomic 
Energy Commission (Pre 750119). Ip. 62749:156-62749:157. 

-9207220390 Fonvards application for amend to license SNM-154 per 590610 
requesLW/o end. 

FLUERY.E.R. Atomic Energy Ck>mmission (Pre 750119). 59/06/17. CASE.E.G. Atomic 
Energy Commission (Pre 750119). 1p. 62749:158-62749:158. 


-9207220412 Advises that 590610 submittal re instrument, alarm sys & emergency 
evacuation procedures is satisfactory. 

CASE,E.G. Atomic Energy Commission (Pre 750119). 59/06/23. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 2pp. 62749:159-62749:160. 

—9207220419 Responds to 590603-04 memo re licensee requests for approval of pro- 
posed procedures for shipping UF6 containing 3 1/2% enriched U. 

JOHN^N.L. Atomic Energy Commission (Pre 750119). 59/06/23. CASE.E.G. Atomic 
Energy Commission (Pre 750119). Ip. 62749:161-62749:161. 

-9207220420 Responds to 580603-04 memo requesting technical justification for opin- 
ions exDressed 

CASE,EG. Atomic Energy Commission (Pre 750119). 59/07/02. JOHNSON.L Atomic 
Energy Commission (Pre 760119). 2pp. 62749:162-62749:163. 

-9207220422 Requests that approval for further shipment according to shipping proce- 
dures be withdrawn at once & licensee instructed to resubmit plans for shipment. 
BECK.C.K. Atomic Energy Commission (Pre 750119). 59/12/07. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 4pp. 62749:164-62749:167. 

-9207230027 Forwards application for amend to license SNM-154 per 591228 request. 
JOHNSON.L Atomic Energy Commission (Pro 750119). 60/01/20. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:168-62749:168. 

-9207230035 Advises that request for approval of procedures for manufacturing fused 
U oxide & U carbides is satisfactory. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 60/01/27. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 2pp. 62749:171-62749:172. 

-9207230038 Provides application re adequacy of applicant procedures to avoid condi- 
tion of accidential criticality per 600127 request. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 60/02/08. BECK.C.K. Atomic 
Energy (Commission (Pre 750119). 1p. 62749:173-62749:173. 

-9207230040 Authorizes shipment of 850 lbs of Uo2. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 60/02/26. Atomic Energy 
Commission (Pre 750119). Ip. 62749:174-62749:174. 


-9207230045 Approves shipping procedures for highly enriched U02 & requests further 
info on shipping procedures for approval of routine shipments of matl. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 60/02/26. JOHNSON.LE. 
Atomic Energy (Commission (Pre 750119). 2pp. 62749:175-62749:176. 

-9207230048 Recommends that Spencer application re procedures for manufacturing 
fused U oxide & carbide be approved. 

BECK.C.K. Atomic Energy (Commission (Pre 750119). 60/03/01. JOHNSON,L.E. 
Atomic Energy Commission (Pro 750119). 2pp. 62749:177-62749:178. 

-9207230050 Requests review of 600307 request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

FLEURY,E.R. Atomic Energy (Commission (Pre 750119). 60/03/09. BECK,C.K. Atomic 
Energy (Commission (Pre 7501 1 9). 1 p. 62749:1 79-62749:1 79. 

-9207230054 Recommends that requests be granted as specific approval for shipment 
of matl. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 60/03/15. JOHNSON.L. Atomic 
Energy Commission (Pre 750119). 2pp. 62749:180-62749:183. 


-9207230057 Requests review of 600310 request for amend to license SNM-154 re 
procedures to avoid condition of accidental criticality. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 60/03/21. BECK.C.K. Atomic 
Energy (Commission (Pre 750119). 1p. 62749:184-62749:184. 


-9207230050 Requests review for classification of license status SNM-1 54 per 600330 
Itr. 

FLUERY,E.R. Atomic Energy Commission (Pre 750119). 60/04/05. BECK.C.K. Atomic 
Energy (Commission (Pre 750119). 1p. 62749:185-62749:185. 
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~920723CM)67 Requests review of 600413 request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

EDWARDS.C.T. Atomic Energy Commission (Pre 750119). 60/04/19. BECK.C.K. 
Atomic Energy Commission (Pre 750119). Ip. 62749:188-62749:188. 

-9207230069 Forwards 600422 Itr re license renewal. 

FLUERY.ER. Atomic Energy Commission (Pre 750119). 60/04/28. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip, 62749:189-62749:189. 

-920723CKI72 Responds to 60031 0 itr re request for approval of shipping procedures for 
fully enriched U compounds. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 60/05/04. JOHNSON.L.E. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:190-62749:191. 

-9207230073 Requests review of 600426 request re amend to license SNM-154. 
JOHSNON.L Atomic Energy Commission (Pre 750119). 60/05/06. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:192-62749:192. 

-9207230075 Recommends approval of application for shipping procedures for Uf6. 
CASE.E.G. Atomic Energy Commission (Pre 750119). 60/05/13. JOHNSON.L.E. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:193-62749:194. 

-9207230078 Recommends approval of application subject to compliance w/paragraph 
3.1(1)(b) of TID-701 9, except as provided for in paragraph D(2)(b) of Spencer applica- 
tion. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 60/05/23. JOHNSON.L.E. 
Atomic Energy CJommission (Pre 750119). 3pp. 62749:195-62749:197. 

-9207230080 Suggests deferring action on requests until problems discussed in 600504 
memo are reconciled. 

CASE,E.G. Atomic Energy Commission (Pre 750119). 60/05/23. JOHNSON.L.E. 
Atomic Energy Commission (Pre 750119). 3pp. 62749:198-62749:200. 

-9207230088 Submits 600608 Itr for classification review of SNM application suppl. 
FLUERY.ER. Atomic Energy Commission (Pre 750119). 60/06/13. STARUSER,W.A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:201-62749:202. 

-9207230090 Requests review of amend to shipping procedures per 600608 request. 
JOHNSON, L. Atomic Energy Commission (Pre 750119). 60/06/14. BECK.C.K. Atomic 
Energy Commission (Pre 750119), Ip. 62749:203-62749:203. 

-9207230113 Summary of 600615 meeting w/licensee in Germantown.MD re Spencer 
shipments of unirradiated special nuclear matl. 

NEGREIAN.P. Atomic Energy Commission (Pre 750119). 60/06/16. Atomic Energy 
Commission (Pre 750119). 2pp. 62749:204-62749:209. 

-9207230119 Discusses telcon re amend to license SMN-154 revising shipping contain- 
er oxide & fully enriched solutions. 

LUKE,C,D. Atomic Energy Commission (Pre 750119). 60/07/11. Atomic Energy Com- 
mission (Pre 750119). Ip. 62749:210-62749:210. 

-9207230122 Requests review of 600718 application re procedures to avoid condition 
of accidentiai criticality. 

JOHNSON, L. Atomic Energy Commission (Pre 750119). 60/07/14. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:211-62749:211. 

-9207230126 Comments on TID-701 9, “Guide to Shipment of U-235 Enriched U Matls.” 
BECK,C.K. Atomic Energy Commission (Pro 750119). 60/07/15. JOHNSON.L. Atomic 
Energy Commission (Pre 750119), 2pp, 62749:212-62749:215. 

-9207230129 Forwards amend to license SNM-154 for review. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 60/07/26. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:216-62749:216. 

-9207230167 Responds to 600708 Itr proposing container for shipment of U com- 
pounds & solutions of all enrichments. 

BECK,C.K. Atomic Energy Commission (Pro 750119). 60/07/26. JOHNSON, L.E. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:217-62749:218. 

-9207230170 Responds to 600726 memo Spencer has furnished requesting info in 
600722 Itr. 

* Atomic Energy Commission (Pre 7501 19). 60/08/02. Atomic Energy Commission 
(Pre 750119). 2pp. 62749:219-62749:220. 

-9207230173 Ack TWX 600808 request approval of shipping procedures. 

JOHNSON.L Atomic Energy CX}mml8sion (Pre 750119). 60/08/11. BECK.C.K. Atomic 
Energy Commission (Pre 760119). Ip. 62749:221-62749:221. 

-9207230175 Recommends against licensee requesting waiver of certification require- 
ment per 600808 request. 

CASE,E.G. Atomic Energy Commission (Pre 750119). 60/08/16. JOHNSON, L.E. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:222-62749:223, 

-9207230176 Requests review of 600909 request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 60/09/13. BECK.C.K. Atomic 
Energy Commission (Pre 750119). 2pp. 62749:224-62749:225. 

-9207230178 Approves procedures for shipping fully enriched UF6. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 60/09/21, JOHNSON, L.E. 
Atomic Energy Commission (Pre 750119). 3pp. 62749:226-62749:228. 

-9207230161 Responds to 600915 application requesting approval for shipping U 
hexafluoride.Suggests that licensee follow instruction as listed. 

8ECK,C.K. Atomic Energy Commission (Pre 750119). 60/10/12. JOHNSON.L. Atomic 
Energy Commission (Pro 750119). 4pp. 62749:229-62749:232. 

-9207230183 Requests review of 601109 request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 60/11/14. LUKE.C. Atomic 
Energy Commission (Pro 750119). 1p. 62749:233-62749:233. 

-9207230186 Discusses nuclear safety criteria for high density matls. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 61/02/24. Atomic Energy Com- 
mission (Pre 750119). 3pp. 62749:234-62749:236. 


-9207230188 Responds to 601109 application & recommends approval of container &. 
maximum loading of 11kg U-235.Suggests that recipient inform Spencer of basis for 
findings.as listed. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 61/02/28. DEUNEY,J. Atomic 
Energy Commission (Pre 750119). 4pp. 62749:237-62749:240. 

-9207230189 Requests review of subject request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

DELANEY. J.C. Atomic Energy Commission (Pre 750119). 61/03/02. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip. 62749:241-62749:241. 

-9207230192 Requests review of subject request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

DELANEY. J.C. Atomic Energy Commission (Pre 750119). 61/03/03. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip. 62749:242-62749:242. 

-9207230195 Discusses 610303 memo forwarding subject Itr which supplements Spen- 
cer 60091 5 application.AEC has no further objection to application. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 61^4/21. DELANEY.J. Atomic 
Energy Commission (Pre 750119). 2pp. 62749:243-62749:244, 

-9207230196 Comments on licensee application for renewal of license SNM-154. 
LANE,J.J. Atomic Energy CJommIssion (Pre 750119). 61/04/17. Atomic Energy Com- 
mission (Pre 750119). 4pp. 62749:245-62749:248. 

-9207230197 Insp on 61 0502-05. Discrepancies noted.Major areas inspected: oper- 

otlAAo Af m iaIabt fi iaIq caaIiaa 

WHITMAN.A.I. Atomic Energy 'Commission (Pre 750119). 61/06/27. 19pp. 62749:249- 
62749:267. 

-9207230199 Forward insp rept for license C-4352.SNM-1 54 & SNM-329.AL Insp 794. 
WOOLSEY.R.T. Atomic Energy Commission (Pre 750119). 61/06/30. 

LOWENSTIEN.R. Atomic Energy Commission (Pre 750119). 3pp. 62749:268- 
62749:270. 

-9207230225 Confirms telcon re visit made by representatives from Spencer Chemical 
Co on 610711 to discuss criticality. 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 61/07/07. LUKE.C.D. 
Atomic Energy Commission (Pre 750119). Ip. 62749:271-62749:271. 

-9207230232 Informs that AEC concluded that proposed procedures do not provide re- 
quiste protection against accidental criticality during shipment of special nuclear matl. 
LUKE, da Atomic Energy Commission (Pre 750119). 61/07/11. DELANEY.J.C. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:272-62749:273. 

-9207230234 Requests review of adequacy of applicant procedures to avoid condition 
of accidentiai criticality. 

NUSSBAUMER.D. Atomic Energy Commission (Pre 750119). 61/08/09. LUKE.C. 
Atomic Energy Commission (Pre 750119). 1p. 62749:274-62749:274. 

-9207230238 Approves amend requested by Spencer, covering shipping containers for 
low enriched oxides. 

LUKE,C.D. Atomic Energy Commission (Pre 750119). 61/09/08. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:275-62749:276. 

-9207230239 Comments on adequacy of applicant procedures to avoid condition of ac- 
cidental criticality requested. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 61/09/25. LUKE.C. 
Atomic Energy Commission (Pre 7501 1 9). 1 p. 62749:277-62749:277. 

-92072M241 Responds to request for approval to revised plans for shipping fused U02 
of enrichments.Recommend8 against proposed procedures & wish to withdraw ap- 
proval of containers involving safe-volume principle. 

LUKE,C.D. Atomic Energy Commission (Pre 750119). 61/12/08. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:278-62749:279. 

-9207230244 Comments on Spencer application of 610920 for proposed shipping pro- 
cedures & withdraws approval for Spencer shipping containers as described in appli- 
cation dtd 610903. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pro 750119). 61/12/18. LUKE.C.D. 
Atomic Energy Commission (Pre 750119). Ip. 62749:280-62749:280. 

-9207230247 Recommends against approval of Spencer 610920 application proposing 
shipment of slightly enriched U oxide powder in light gage sheet metal inner contain- 
ers sized for nuclearly safe capacity. 

LUKE,C.D. Atomic Energy Commission (Pre 750119). 61/12/27. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:281-62749:282. 

-9207230250 Comments on T George 611002 Itr to Spencer Chemical Co & B Leaders 

LlSl^E,C.D. Atomic Energy CJommIssion (Pre 750119). 62/02/09. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pre 750119), 4pp. 62749:283-62749:286. 

-9207230254 Forwards notice of violation to license SNM-154 for concurrence & re- 
quests that licensee submit weighted exposure data on employees who work in areas 
w/air concentrations in excess of MPC. 

CUNNINQHAM.R.E. Atomic Energy Commission (Pre 750119). 62/03/26. 

DUBINSKI.L. Atomic Energy Commls^on (Pre 750119), Ip. 62749:287-62749:287. 

-9207230256 Discusses structural adequacy on drum skirts. 

BECK,C. Atomic Energy Commission (Pre 750119). 62/04/02. LUKE.C., LANE.J. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:288-62749:290. 

-9207230285 Requests that order be drafted to licensee to revoke amend to license 
SNM-154 grantM on 610911. Enel analysis & finding set forth in detail encl.W/o end. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pro 750119). 62/05/29. 

SHAPER.H.K. Atomic Energy Commission (Pre 750119). Ip. 62749:291-62749:291. 

-9207230289 Discusses 640430 visit by G Smith to Jayhavrk to conduct close-out insp 
of subject licensee facilities as requested per 640413 memo. 

WALKER, D.l. Atomic Energy Commission (Pre 750119). 64/05/20. DUBINSKI.L. 
Atomic Energy Commission (Pre 7501 1 9). 5pp. 62749:292-62749:300. 
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-9207230301 Discusses Insp on 600330-0401 of licenses C-4352,R-21B, SNM-1S4 & 
SNM-329. Labeling deficiencies were brought to attention by inspector & corrective 

u/iil Ka talfan h\y tir^ancaa 

JOHNSON.L Atomic^Energy Commission (Pre 750119). 60/10/12. LAMBERTUS.H. 
Spencer Chemical Co. Ip. 62749:327-62749:327. 

-9207240044 Insp rept 26-B1 34-01 on 80061 7.No noncompliance noted.Major areas 
inspected:plant operation, personnel, training, sunrey program, transportation & waste 
disposal. 

BORCHERT.H.R. NRC - No Detailed Affiliation Given. 82/06/17. lipp, 62749:341- 
62750:032. 

— 920724(M)71 Requests info re financial statement to expedite action on future re- 
quests. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 60/12/14. LAMBERTUS.H. 
Spencer Chemical Co. Ip. 62750:050-62750:050. 

—9207240073 Fonvards annual rept re financial statement per request.W/o end. 
UM8ERTUS.H. Spencer Chemical Co. 60/12/21. DELANEY, J.C. Atomic Energy 
Commission (Pre 750119). Ip. 62750:051-62750:051. 

-9207240075 Ack receipt of 601221 ftr providing annual rept & financial statement. 
DELANEY, J.C. Atomic Energy Commission (Pre 750119). 60/12/30. 

LAMBERTUS,J.C. Spencer Chemical Co. 4pp. 62750:052-62750:055. 

-9207240082 Discusses insp on 610502-05. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 62/04/17. GREENLEE.N. 
Spencer Chemical Co. 3pp. 62750:058-62750:060. 

-9207210266 Advises that procedures proposed in app 1C of application from Spencer 
Chemical Co & quantites & vols & concentrations described in app 2C,|udgeo to be 
adequate to prevent critical accumulations in proposed process. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 57/12/06. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:055-62749:056. 

—9207220055 Discusses analysis & findings re application for SNM license by Spencer 
Chemical Co & recommends that amend be issued to extend license for term to 
expire on 600401. 

SULLIVAN, P.G. Atomic Energy Commission (Pre 750119). 58/04/01. Atomic Energy 
Commission (Pre 750119). Ip. 62749:062-62749:062. 

-9207220082 Informs redplent of issuance of SNM license to Spencer Chemical Co for 
activities conducted at Jayhawk Works located between Pittsburg, KS & Juplin,MS. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 58/04/30. RKEED.T.R. 
Kansas, State of. Ip. 62749:076-62749:076. 

-9207220090 Requests review of end 580416 application for amend to license SNM- 
154 w/respect to adequacy of applicant procedures to avoid accidental criticality 
during shipment of U oxide. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 58/05/06. BECK.C.K. Atomic 
Energy Ck)mml8Sion (Pre 750119). Ip. 62749:078-62749:078. 

-9207220169 FonA^ards licensee request dtd 580912 for approval of proposed packag- 
ing & shipping procedures. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 58/09/22. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:100-62749:102. 

-9207230032 Advises that approval request for mod of license SNM-154 is satisfactory. 
BECK,C.K. Atomic Energy Commission (Pre 750119). 60/01/27. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 2pp. 62749:169-62749:170. 

-9207230061 Comments on insp rept re activities at Spencer Chemical Co. 

BECK,C.K. Atomic Energy commission (Pro 750119). 60/04/07. JOHNSON, L.E. 
Atomic Energy Commission (Pre 750119). Ip. 62749:186-62749:186. 

-9207230066 Requests review of amend to license SNM-1 54 re applicant adequacy to 
avoid condition of accidental criticality. 

EDWARDS, C.T. Atomic Energy Commission (Pre 750119). 60/04/18. BECKS, C.K. 
Atomic Energy Commission (Pre 750119). 1p. 62749:187-62749:187. 


DOCKET 70-0152 PURDUE UNIV., WEST LAFAYETTE, IN 

9207060039 Forwards application for renewal of License SNM-1 42. 

SCHWEIT2ER,J.F. Purdue Univ., West Lafayette, IN. 92/05/28. Region 3 (Post 
820201 ). 1 p. 62247:067-62247:256. 

-9207060041 Application for renewal of License SNM-1 42. 

FORD.F.R. Purdue Univ., West Lafayette, IN. 92/05/22. 82pp. 62247:068-62247:256. 


DOCKET 70-0201 MISSOURI. UNIV. OF, COLUMBIA, MO 

9207220085 Forwards SNM licenses which have been issued to Spencer 
Co.Mallinckrodt Chemical Works & Univ of Missouri. 

JOHNSON.L Atomic Energy (Commission (Pre 750119). 58/04/30. AMOS,J.R. Mis- 
souri, State of. Ip. 62749:077-62749:077. 

-9207220162 Forwards special nuclear matl licenses which have been issued to Mai- 
linckrodt Chemical Work8.Spencer Chemical Co & Univ of Missouri. 

FLUERY,E.R. Atomic Energy Commission (Pre 750119). 58/08/06. AMOS,J.R. Mis- 
souri, State of. Ip. 62749:098-62749:098. 


DOCKET 70-0248 MALUNCKRODT CHEMICAL WORKS, ST. LOUIS, MO 

-9207220162 Forwards special nuclear matt licenses which have been issued to Mai- 
linckrodt Chemical Works, Sfi^ncer Chemical Co & Univ of Missouri. 

FLUERY,E.R. Atomic Enerw Commission (Pre 750119). 58/08/06. AMOS.J.R. Mis- 
souri, State of. Ip. 62749:098-62749:098. 


-9207230254 Forwards notice of violation to license SNM-154 for concurrence & re- 
quests that licensee submit weighted exposure data on employees who work in areas 
w/air concentrations in excess of MPC. 

CUNNINGHAM, R.E. Atomic Energy Commission (Pre 750119). 62/03/26. 
DUBINSKI.L. Atomic Energy Commissjon (Pro 750119). Ip. 62749:287-62749:287. 

-9207240048 Responds to 590622 application for special nuclear matl license to au- 
thorize chemical conversion of enriched U at addi processing facilities.Requests addi 
info. 

MCCALLUM.C.P. Atomic Energy Commission (Pre 750119). 59/07/23. 

LAMBERTUS.H. Spencer Chemical Co. 2pp. 62750:033-62750:034. 

-9207240050 Responds to 590723 Itr requesting addi info on 590622 application for 
special nuclear matl license.Provides info. 

LAMBERTUS.H. Spencer Chemical Co. 59/07/28. MCCALLUM.C.P. Atomic Energy 
Commission (Pre 7501 19). 5pp. 62750:035-62750:039. 

-9207240052 Comments on adequacy of applicant procedures to prevent condition of 
inadvertent criticality requested. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 59/08/06. BECK, C.K. Atomic 
Energy CDommission (Pre 750119). Ip. 62750:040-62750:040. 

-9207240056 Informs that applicant is qualified by reason of training & experience to 
use special nuclear matl for purpose requested.Application meets requirements of 
(Commission regulations. 

MCCALLUM.C.P. Atomic Energy Commission (Pre 750119). 59/10/01. Atomic Energy 
Commission (Pre 750119). 2pp. 62750:041-62750:042. 

-9207240059 Ack special nuclear matl license SNM-329 granted w/591001 Itr. 
LAMBERTUS.H. Spencer Chemical Co. 59/10/06. DELANEY.J.C. Atomic Energy 
Commission (Pre 750119). Ip. 62750:043-62750:043. 

-9207240067 Informs that licensee are hereby allocated 1 1 .92 kg contained U-235 as 
UF6 containing U enriched to 3.24 plus or minus 0.068% U-235 for use under License 
SNM-329. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 60/02/24. UMBERTUS.H. 
Spencer Chemical C^. 2pp. 62750:047-62750:049. 

-9207240071 Requests info re financial statement to expedite action on future re- 
quests. 

DELANEY. J.C. Atomic Energy Commission (Pre 750119). 60/12/14. LAMBERTUS.H. 
Spencer Chemical Co. Ip. 62750:050-62750:050. 

-9207240073 Forwards annual rept re financial statement per request.W/o end. 
LAMBERTUS.H. Spencer Chemical Co. 60/12/21. DELANEY.J.C. Atomic Energy 
Commission (Pre 750119). Ip. 62750:051-62750:051. 

-9207240075 Ack receipt of 601221 Itr providing annual rept & financial statement. 
DELANEY, J.C. Atomic Energy CJommisslon (Pre 750119). 60/12/30. 

LAMBERTUS,J.C. Spencer Chemical C^o. 4pp. 62750:052-62750:055. 

-9207240078 Authorizes license SNM-329 to ship on one time only basis in fifty-five 
gallon package previously approved. 

DELANEY, J.C. Atomic Energy Osmmission (Pre 750119). 61/01/24. GREENLEE, N.A. 
Spencer Chemical Co. Ip. 62750:056-62750:057. 

-9207240082 Discusses insp on 610502-05. 

PRICE.E.R. Atomic Energy Commission (Pro 750119). 62/04/17. GREENLEE,N. 
Spencer Chemical Co. 3pp. 62750:058-62750:060. 

-9207240086 Responds to 620417 Itr re insp on 610502-05 providing addi Info & App 
I, "Procedures Used to Set Up Sampling Program for Air & Smear Tests." 
LAMBERTUS.H. Spencer Chemical Co. 62/05/14. PRICE.E.R. Atomic Energy Ck>m- 
misslon (Pre 7501 1 9). 1 5pp. 62750:061 -62750:075. 

-9207240093 Ack 620514 Itr informing AEC of steps taken to correct deficiencies noted 
in insp. 

PRICE.E.R. Atomic Energy (Commission (Pre 750119). 62/07/17. LAMBERTUS.H. 
Spencer Chemical Co. Ip. 62750:078-62750:078. 

-9207240094 Notice of license expiration. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 62/07/25. 

LAMBERTUS.H. Spencer Chemical Co. Ip. 62750:079-62750:079. 

-9207240098 Informs that all communications re licenses should be directed to Kerr- 
McGee as follows. 

(X)BB,G.H. Kerr-McGee Chemical Corp. 62/09/06. JOHNSON.L. Atomic Energy Com- 
mission (Pre 7501 1 9). 1 p. 62750:080-62750:080. 

-9207240101 Advises that licensee complete & return “Certification of Status of Special 
Nuclear Matl Activities under AEC license SNM-329." 

NAUSSBAUMER.a Atomic Energy CJommission (Pre 750119), 62/10/25. 

GREENLEE, N.M. Spencer Chemical Co. Ip. 62750:081-62750:081. 

-9207240102 Forwairls certification of status of special nuclear matl program under 
USAEC for license SNM-329. 

GREENLEE,NA. Spencer Chemical Co. 62/11/20. NUSSBAUMER,D.A. Atomic 
Energy (Commission (Pre 750119). 2pp. 62750:082-62750:082. 

-9207240108 Certificate of disposition of matisriicense been or will be prior to expiration 
of above license transferred to SNM-329. 

GREENLEE, N.A. Atomic Energy Commission (Pro 750119). 62/11/20. Ip. 62750:083- 
62750:086. 

-9207240114 Fonvards special nuclear matl license. 

DELANEY.J.C, Atomic Energy (Commission (Pre 750119). 59/10/01. LAMBERTUS.H. 
Spencer Chemical (Co. Ip. 62750:087-62750:087. 


DOCKET 704)340 SPENCER CHEMICAL CO., KANSAS CITY, MO 

9207200208 Partial response to FOIA request for document8.Document8 listed in App A 
& B end & being made available for PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 

690205). 91/10/31. MARBLEJ.P. Huckaby, Fleming, Frailey, Chaffin & Darrah. 17pp. 




licensing package for license SNM-329 for Spencer Chemical Co. 
DELANEY, J.C. Atomic Energy Commission (Pre 750119). 59/10/02. Ip. 62750:088- 


-9207240063 Advise licensee under which license wish allocation of 1200 lbs hex 


(11.92 to U-235). 

DELANEV,J.C. Atomic Energy Commission (Pre 750119). 60/02/12. LAMBERTUS.H. 
Spencer Chemical Co. 3pp. 62750:044-62750:046. 
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DOCKET 7(H)364 BABCOCK « WILCOX CO., APOLLO, PA 


9207080295 Certifies that licensee is currently going concern & possesses listed posi- 
tive net worth, as of 920331. 

ECKERT.J.P. Babcock & Wilcox Co. 92/06/24. HICKEY, J.W. Fuel Cycle Safety 
Branch. 3pp. 62307:036-62307:067. 

-fl2070802$NS Lists parent company guarantees of financial assurance for decommis- 
sioning facilities.Consolidated financial statements for yrs ending 920331 & 1991,w/ 
rept of independent auditors end. 

HATTOX,B.A. Babcock & Wilcox Co. 92/06/24. HICKEY, J.W. Fuel Cycle Safety 
Branch. 29pp. 62307:039-62307:067. 

9207060173 Forwards listed revised documents re parent company guarantee for fiscal 
yr ending on 920331 .W/o ends. 

HOOKER.E.O. Babcock & Wilcox Co. 92/06/26. HICKEY,J.W. Fuel Cycle Safety 
Branch. 2pp. 62254:213-62254:214. 

9207240014 Advises that Div of Industrial & Medical Nuclear Safety ^nsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda,MD.Purpose of work- 
shop is to discuss NRC programs & policies applicable to fuel cycle licensees. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. HAERTJENS,B. Babcock & Wilcox Co. STAUTER,J.C. Cimarron Corp. 
CUNNINGHAM.R.E. General Electric Co. 6pp. 62528:228-62528:233. 


DOCKET 70-0371 UNO, INC., UNCASVILLE. CT 


9207230104 Ack receipt of 920514 & 0603 ttrs informing NRC of steps taken to correct 
violations noted In Insp repts 70-0371/92-92 & 30-03792/92-01 on 920324-27.Con- 
curs that fourth sealed AM-Be source need not be tested quarterly. 

JOYNER. J.H. Region 1 (Post 820201). 92/07/14. WAUGH, G.H. United Nuclear Corp. 
(subs, of UNC, Inc.). 3pp. 62524:175-62524:181. 

-9207230117 Responds to NRC 920417 Itr re violations noted in insp repts 30-03792/ 
92-01 & 70-0371 /92-02.CoiTective actions:specific Health Physics Technicians has 
been assigned responsibility for leak checking sources. 

WAUGH, G.H. United Nuclear Corp. (subs, of UNC, Inc.). 92/05/14. JOYNER.J.H. 
Region 1 (Post 820201). 3pp. 62524:180-62524:180. 

-9207230130 Confirms that all four sources identified in insp repts were leak tested w/ 
acceptable results documented. 

GREEG,R.J. United Nuclear Corp. (subs, of UNC, Inc.). 92/06/03. JOYNER,J.H. 
Region 1 (Post 820201). Ip. 62524:181-62524:181. 

9207300285 Summary of 920714 meeting w/licensee to discuss preliminary septic field 
evaluation & remediation.Agenda end. 

* United Nuclear Corp. (subs, of UNC, Inc.). 92/07/14. United Nuclear Corp. (subs, of 
UNC, Inc.). 12pp. 62638:121-62638:132. 

9207280088 Issues Amend 22 to License SNM-368, authorizing revised planned final re- 
mediation survey of indoor bldg areas which never contained fuel but were used as 
mfg areas for encapsulated fueLSER & categorical exclusion end. 

AUSTIN, J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/16. 
GREGG, R. United Nuclear Corp. (subs, of UNC, Inc.). 2pp. 62567:029-62567:036. 

-9207280073 SER supporting 920409 & 051 1 applications for amend to License SNM- 
368.re\rising planned final radiation survey of indoor bldg areas, which never contained 
fuel, but were used as mfg areas for encapsulated fuel. 

PARROTT,J.D.. AUSTIN,J.H. Decommissioning & Regulatory Issues Branch (Post 
901 230). 92/07/1 6. 5pp. 62567:031 -62567:035. 

-9207200079 Advises that neither environ assessment nor EIS warranted re 920409 & 
051 1 applications for amend to License SNM-368, revising portions of decommission- 
ing plan re sunreys of indoor bldg areas used as mfg areas for encapsulated fuel. 
AUSTIN, J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/16. 
Decommissioning & Regulatory Issues Branch (Post 901230). Ip. 62567:036- 
62567:036. 


DOCKET 70-0398 COMMERCE, DEPT. OF, NATIONAL INSTITUTE OF STANDARDS 
& 


9207090047 Grants extension of 30 days to respond to comments raised in NRC 
920520 itr re emergency plan, per reasons stated in NBS 92061 1 Itr. Response expect- 
ed In Jul 1992. 

TOKAR.M. Fuel Cycle Safety Branch. 92/07/02. PEEVY,L.E. National Institute of 
Standards & Technology (formerly National Bureau of Standa. Ip. 62309:345- 
62309:345. 

9207100145 Submits response to questions raised in 920609 memo re fee classification 
for 920226 application.Ucense Condition 9 will not restrict use of SNM in industrial 
measuring sys nor remove aufiKMization to use depleted U for shielding. 

HICKEY,J.W. Fuel Cycle Safely Branch, 92/07/08. DANDOIS,D.B. License Fee & 
Debt Collection Branch (Post 890827). Ip. 62334:325-62334:325. 

9207270048 Forwards response to 920520 request re addendum to License SNM-362 
accident evaiuation.ltems discussed include, accident conditions,do8e 
calculation, soluble U intake,iodin6 thyroid dose & radionuclide mixture. 

PEVEY,L.E. National Institute of Standards & Technology (formerly National Bureau of 
Standa. 92/07/23. TOKAR,M. Fuel Cycle Safety Branch. 9pp. 62517:271-62517:279. 


DOCKET 70-0887 CINTICHEM, INC., TUXEDO, NY 


9207170158 Forwards “Proposed Soil Criteria," In response to License Condition 10.G 
of Amend 6 to License SNM-639. 

MCQOVERN.J.J. Cintichem, Inc. 92/07/15. ORLANDO.N. Decommissioning & Regu- 
latory Issues Branch (Post 901230). 2pp. 62431:186-62431:232. 

-9207170159 “Proposed Soil Criteria" for Cintichem.Inc Research Reactor & Radioche- 
mical Processing Lab. 

* antichem, Inc. 92/07/31. 45pp. 62431:188-62431:232. 


DOCKET 70-0698 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

9207090208 Forwards Safety Insp 70-0698/92-01 on 92051 1-1 4. Violation noted. 
BELLAMY, R.R. Region 1 (Post 820201). 92/06/24. GERARDINE,F.J. Westinghouse 
Electric Corp. 4pp. 62313:309-62313:328. 

-9207090212 Notice of violation from insp on 92051 1-1 4. Violation noted; licensee did 
not make reasonable surveys at G-Bldg ventilation sys stack to assure compliance w/ 
10CFR20.106. 

* Region 1 (Post 820201). 92/06/24. 1p. 62313:313-62313:313. 

-9207090215 Safety Insp Rept 70-0698/92-01 on 92051 1-1 4. Violation noted. Major 
areas inspected:licensed program including status of licensed activities & 
organization,facilities,site decommissioning activities & radioactive effluents. 
MILLER,M.T., ROTH.J., KINNEMAN,J.D. Region 1 (Post 820201). 92/06/24. 15pp. 
62313:314-62313:328. 


DOCKET 70-0712 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY. OK 

9207090143 FOIA request for documents & matls in possession of NRC re Kerr McGee 
facility in Cu8hing,OK. 

CORDELUF.T. Huckaby, Fleming, Frailey, Chaffin & Darrah. 91/04/29. GRIMSLEY.D. 
Divisbn of Freedom of Information & Publications Services (Post 890205). Ip. 
62460:001-62460:001. 

9207090216 Final response to FOIA request for documents.Forwards app A documents 
which are being made available in PDR.App 6 documents being withheld in their en- 
tirety (ref FOIA^emption 6). 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/08. CORDELL.F.T. Huckaby, Fleming. Frailey. Chaffin & Darrah. 
18pp. 62460:002-62462:271. 

—9207090231 Undated amend 5 to license SNM-695, changing condition 10 to authorize 
use of SNM in bldgs 30 & 31 . 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 91/10/08. 

LAMBERTUS.H. Kerr-McGee Corp. 2pp. 62460:020-62460:021. 

-9207090257 Undated Itr informing that distribution of 66 kg of U-235 contained in U 
enriched to 93.15% as UF6 authorized under license SNM-695.per 640612 request 
NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 91/10/08. 

WILLSON, F. Kerr-McGee Corp. Ip. 62460:022-62460:022. 

-9207100261 Responds to request for addi info concerning license application dis- 
cussed during 621128 meeting at Germantown. Answers to questions & addl matl 
listed. 

LAMBERTUS.H. Kerr-McGee Corp. 62/12/14. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 3pp. 62460:128-62460:130. 

-9207100262 Informs that addl info needed re 621012 application for SNM license. 
NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 62/12/18. COBB.G.H. 
Kerr-McGee Corp. 1p. 62460:131-62460:131. 

-9207100265 Ack receipt of 621218 Itr containing end stating requirements for issu- 
ance of SNM license. 

LAMBERTUS.H. Kerr-McGee Corp. 63/02/15. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 22pp. 62460:132-62460:153. 

-9207100267 Informs that addl info needed to continue review of 621012 application 
for SNK/I iiconoo 

NUSSBAUMER.D. A. Atomic Energy Commission (Pre 750119). 63/03/11. 
LAMBERTUS.H. Kerr-McGee Corp. 2pp. 62460:154-62460:155. 

-9207100269 Responds to questions raised during 630307 meeting in 
Germantown.Answer8 to questions listed. 

LAMBERTUS.H. Kerr-McGee Corp. 63/03/12. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 7501 1 9). 9pp. 62460:1 56-62460:1 64. 

-9207140191 Responds to 630311 request for addl info re SNM license 
application.Informs of no liquid sumps, drains or sink traps in process & storage areas. 
LAMBERTUS.H. Kerr-McGee Corp. 63/03/14. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 2pp. 62460:165-62460:166. 

-9207140214 Responds to series of questions posed to H Lambertus on 630405.Con- 
firms that all class 3 shipments of SNM will be made by procedures described on 
page 14 of 630215 application. 

LAMBERTUS.H. Kerr-McGee Corp. 63/04/11. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 5pp. 62460:170-62460:173. 

-9207140217 Forwards license SNM-695. 

PRICE, E.R. Atomic Energy Commission (Pre 750119). 63/04/23. LAMBERTUS.H. 
Kerr-McGee Corp. Ip. 62460:174-62460:174. 

-9207140218 Informs that license SNM-695 issued on 630423 sub] to listed condition. 
NUSSBAUMER.D. A. Atomic Energy Commission (Pre 7^119). 63/04/23. 
LAMBERTUS.H. Kerr-McGee Corp. Ip. 62460:175-62460:175. 

-9207140220 License SNM-695 for Kerr-McGee Industries, Inc authorizing use of listed 
licensed matl. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 63/04/30. Ip. 
62460:176-62460:176. 

-9207140223 Application for amend to license SNM-695 requesting allocation of 10 kgs 
of contained 0,6.1% enriched as UF6. 

LEADERS,W.M. Kerr-McGee Corp. 63/05/07. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 3pp. 62460:177-62460:179. 

-9207140244 Application for amend to License SNM-695, to include reduction of high 
enriched U tetrafluoride to U metal buttons. 

LAMBERTUS, H. Kerr-McGee Corp. 63/12/06. NUSSBAUMER,D. Atomic Energy Com- 
mission (Pre 750119). 5pp. 62460:183-62460:187. 

-9207140247 Forwards addi info supporting 631206 application for amend to license 
SNM-695. 

WILLSON.F.F. Kerr-McGee Corp. 63/12/13.* NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 7501 1 9). 3pp. 62460:1 88-62460:1 90. 
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-9207140240 Forwards license SNM-696. 

PRICE.E. Atomic Energy Commission (Pre 750119). 63/12/23. LAMBERTUS.H. Kerr- 
McGee Corp. Ip. 62460:191-62460:191. 

-9207140257 License SNM-695 for Kerr-McGee Oil Industriesjnc, authorizing use of 
list^ licensed mat!. 

* Atomic Energy Commission (Pre 760119). 63/12/23. Ip. 62460:192-62460:193. 

-92071402S1 Informs that 640108 r^uest for UF6 for procurement prior to 640331.9.2 
kgs of U-235 contained in 20% enriched U allocated. 

nIiSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 64/01/13. BUNTA,B.J. 
Kerr-McGee Corp. Ip. 62460:194-62460:194. 

-9207140265 Requests backup for suppi to application dtd 630422. 

* Atomic Energy Commission (Pre 750119). 64/01/16. Atomic Energy Commission 
(Pre 750119). Ip. 62460:195-62460:195. 

-9207150040 Application for amend to License SNM-695,to include five additions & 
mods involving bldg A-6. 

LAMBERTUS.H. l^rr-McGee Corp. 64/05/28. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 750119). 4pp. 62460:233-62460:236. 


—9207150232 Application for amend to license SNM-695, authorizing equipment addi- 
tions & relocations of operations. 

LAMBERTUS.H. Kerr-McGee Corp. 65/02/12. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pro 750119). 3pp. 62460:313-62460:333. 

-9207150238 Responds to request for add! info concerning 641230 application for 
amend to license SNM-695.Confirms that limits from Table XIV.K-1019 when applied 
to aqueous units will be restricted to homogeneous units. 

I_AMBERTUS,H. Kerr-McGee Corp. 65/02/18. NUSSBAUMER,D.A. Atomic Energy 
Commission (Pre 750119). 2pp. 62460:334-62460:335. 


-9207150243 Application for amend to License SNM-695.to include addition of scrap 
dissolving facility & raffinate holding tanks. 

LAMBERTUS.H. Kerr-McGee Corp. 65/02/25. NUSSBAUMER,D.A. Atomic Energy 
Commission (Pre 750t19). 4pp. 62460:336-62460:339. 


-9207150249 Fonwards rept & transmittal memo of insp conducted of facility on 
650126-27.for appropriate enforcement action. 

DUBINSKI.L Atomic Energy Commission (Pre 750119). 65/03/02. PRICE.E.R. Atomic 
Energy Commission (Pro 750119). 2pp. 62460:340-62460:341. 


-9207150047 Discusses insp conducted on 640122-24 of activities authorized under li- 
censes SMB-664 & SNM-695. 

PRICE.E. Atomic Energy Commission (Pre 750119). 64/06/05. LAMBERTUS.H. Kerr- 
McGee Corp. 3pp. 62460:237-62460:239. 

-9207150057 Responds to 640605 Hr & forwards info re results of insp conducted 
during Jan 22 & 23 of activHies covered under licenses. 

LAMBERTUS.H. Kerr-McGee Corp. 64/06/23. PRICE Atomic Energy Commission (Pre 
750119). 4pp. 62460:240-62460:243. 

-9207150061 Amend 2 to license SNM-695 changing condition 10 to read as listed. 
PRICE.H.L Atomic Energy Commission (Pre 750119). 64/07/08. LAMBERTUS,H. 
Kerr-McGee Corp. 6pp. 62460:244-62460:249. 

-9207150066 Ack receipt of 640623 Hr in response to NRC 640605. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 64/07/14. LAMBERTUS.H. 
Kerr-McGee Corp. Ip. 62460:250-62460:250. 

-9207150102 Informs of allocation of 12.6 kgs of U-235 contained in 20% enriched 
U.per 640825 request 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 64/09/01. 

WILLSON.F. Kerr-McGee Corp. Ip. 62460:256-62460:256. 

-9207150169 Requests copy of latest annual financial rept re license SNM-695. 
LAYFIELD.R.L Atomic Energy Commission (Pre 750119). 64/09/04. Kerr-McGee 
Corp. 2pp. 62460:268-62460:280. 

-9207150177 Application for amend to License SNM-695.to include use of bldg 31. 
LAMBERTUS.K Kerr-McGee Corp. 64/09/14. NUSSBAUMER.D.A AtomK; Energy 
Commission (Pre 750119). 2pp. 62460:281-62460:282. 

-9207150184 Discusses insp on 640810-11 & forwards addi items of noncompliance. 
PRICE.E. Atomic Energy Commission (Pre 750119). 64/10/16. LAMBERTUS.H. Kerr- 
McGee Corp. 2pp. 62460:294-62460:297. 

-9207150188 Discusses 640915 investigation of activHies authorized under license 
SNM-695 concerning shipment of enriched U to Advanced Technology Labs. 

PRICE.E. Atomic Energy Commission (Pre 750119). 64/10/19. LAMBERTUS.H. Kerr- 
McGee Corp. ip. 624^:298-62460:298. 

-9207150192 Informs that addI info needed concerning 640914 application for amend 
to license. 

NUSSBAUMER,D.A. Atomic Energy Commission (Pro 750119). 64/10/27. 

UMBERTUS.H. Kerr-McGee Corp. 2pp. 62460:299-62460:300. 

-9207150199 Responds to 641016 request for addi info concerning insp on 640810-11 
at facility in Cushing, Oklahoma. 

LAMBERTUS.H. Kerr-McGee Corp. 64/11/09. PRICE.E.R. Atomic Energy Commission 
(Pre 750119). 1p. 62460:301-62460:301. 

-9207150201 Responds to 641016 Hr re insp conducted on 640810-11 of activities au- 
thorized under license SNM-695.lnforms mat amend to license currently being pre- 
pared & will be submHted wHhin 30 days. 

LAMBERTUS,H. Kerr-McGee Corp. 64/11/09. PRICE.E.R. Atomic Energy Commission 
(Pre 750119). Ip. 62460:302-62460:302. 

-9207150208 Discusses 641019 Hr re investigation on 640914 concerning shipment of 
enriched U to Advanced Technology Labs on 640721 .Corrective action^extensive re- 
training program for all supervision provided by licensee. 

LAMBtRTUS.H. Kerr-McGee Corp. 64/11/09. PRICE, E.R. Atomic Energy Commission 
(Pro 750119). Ip. 62460:303-624W:303. 

-9207150208 Ack receipt of 641109 Hr re corrective actions taken concerning NOV dtd 
641019. 

PRICE.ER. Atomic Energy Commission (Pie 750119). 64/11/19. LAMBERTUS.H. 
Kerr-McGee Corp. 1p. 62i^:304-62460'.304. 

-9207150210 Ack rece^it of 641109 Hr in response to NRC NOV issued on 641016.ln- 
forms that operations to be conducted in accordance w/requirements of license pend- 
ing approval of amend request. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 64/11/25. LAMBERTUS.H. 
Kerr-McGee Corp. Ip. 62460:305-62460:305. 

-9207150224 Application fex amend to license SNM-695, requesting addi storage arrays 
& locations at CiJ»hing.Oklahoma fadlHy. 

LAMBERTUS.H. Kerr-McGee Corp. 64/12/30. NUSSBAUMER,D.A Atomic Energy 
Commission (Pre 750119). 4pp. 62460:306-62460:309. 

-9207150227 Amend 3 to license SNM-695.revising license condHion 11 to read as 
listed. 

NUSSBAUMER,D. Atomic Energy Commission (Pre 750119). 65/02/01. 2pp. 
62460:310-62460:311. 


-9207150254 Amends 3 & 4 to licenses SNM-664 & SNM-695, authorizing use of listed 
licensed mail. 

NUSSBAUMER,H. Atomic Energy Commission (Pre 750119). 65/03/17. 

LAMBERTUS,H. Kerr-McGee Corp. 1p. 62460:342-62460:351. 

-9207150259 Discusses telcon w/Dubinski concerning insp of licenses SNM-664 & 
SNM-695. 

WALKER,D.I. Atomic Energy Commission (Pre 750119). 65/04/12. Atomic Energy 
Commission (Pre 750119). 2pp. 62460:352-62460:357. 

-9207150273 Forwards insp notes to file covering criticalHy control insp of licensee 
Cushing plantfor filing. No Hems of noncompliance or unsafe practices observed in 
course of insp. 

CROCKER, H.W. Atomic Energy Commission (Pre 750119). 65/05/26. WALKER, D.L 
Atomic Energy Commission (Pre 750119). 4pp. 62461:006-62461:009. 

-9207150276 Safety insp on 650521 of license SNM-695.ln8p findings:no items of non- 
compliance noted. 

CROCKER,H.W. Atomic Energy Commission (Pre 760119). * Kerr-McGee Corp. 65/ 
05/21. 13pp. 62461:010-62461:022. 

-9207160116 Discusses 650412 memo & telcon w/J Roeder concerning State of Okla- 
homa Mrsonnel participation in next insp of licenses SNM-664 & SNM-695. 

WALKER, D.l. Atomic Energy Commission (Pre 750119). 66/09/03. Atomic Energy 
Commission (Pre 750119). Ip. 62461:056-62461:063. 

-9207160138 Compliance insp rept on 650906-1 0.Noncompliance noted: surveys made 
during & folk}¥ving fire & explosion on 650623 were inadequate to determine that indi- 
viduaTs were not exposed to excess concentrations. 

SANDEL,P.S.. WC)OLSEY,R.T. Atomic Energy Commission (Pre 750119). 65/09/30. 
1 3pp. 62461 :076-62461 :088. 

-9207160144 Forwards Kerr-McGee criticalHy prevention program to be attached as Ex- 
hibH A to rept submitted on 651001. 

W(X)LSEY,R.T. Atomic Energy Commission (Pre 750119). 65/10/04. Atomic Energy 
Commission (Pre 750119). 4pp. 62461:089-62461:094. 

-9207160168 Forwards reinspection rept for licenses SMB-664 & SNM-695. for appro- 

WALKER,D.I. Atomic Energy Commission (Pre 750119). 65/10/22. DUBINSKI.L 
Atomic Energy Commission (l^e 750119). 5pp. 62461:100-62461:107. 

-9207160206 Discusses 651022 NOV forwarded to licensee citing company for non- 
compliance W/10CFR20.201 for failure to determine adequately extent of employee 
exposure to concentration of thorium. 

DUBINSKI.L Atomic Energy Commission (Pre 750119). 65/11/22. PAGE.R.G. Atomic 
Energy Commission (Pre 7^119). 3pp. 62461:113-62461:115. 

9207200208 Partial response to FOIA request for documents.Documents listed in App A 
& B enci & being made available for PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/31. MARBLE. J.P. Huckaby, Fleming, Frailey, Chaffin & Darrah. 17pp. 
62749:002-62750:088. 

9207200191 FOIA request for documents re matis in possession of NRC, including but 
not limHed to its various employees, divisions & depaitments re Spencer Chemiciu O). 
MARBLE.J.D. Huckaby. Fleming. Frailw. Chaffin & Darrah. 91/08/07. GRIMSLEY.D. 
Division of Freedom of Information & Publications Services (Post 890205). 1p. 
62749:001-62749:001. 


DOCKET 704)734 QENERAI. ATOMICS. SAN DIEQO. CA 


9207170069 Application for amend to License SNM-696.reflecting change of address for 
main 8He.Location of licensee unchanged. 

ASMUSSEN,K.E. General Atomics (formerly GA Technologies, lnc./General Atomic 
Co.). 92/06/24. HICKEY.J.W. Fuel Cycle Safety Branch. 2pp. 62430:338-62430:339. 

9207090274 Forwards Insp Rept 70-0734/92-05 on 920601 -04.No violations noted. 
PATE.R.J. Reoton 5 (Post 820201). 92/06/20. RADEMACHER.R.N. General Atomics 
(form^ GA Technologies, inc./General Atomic Co.). 3pp. 62335:347-62335:360. 

-9207090276 Insp Rept 70-0734/92-05 on 920601 •04.No violations noted. Major areas 
in8pected:criticalHy safety.operations review, radwaste mgt.environ protection.radiation 
protection, transportation & waste generator requirements. 

HOOKER.CA, CILLIS,M.. PATE,R,J. Region 5 (Post 820201). 92/06/29. 11pp. 
62335:350-62335:360. 


-92071S0230 Application for amend to Licenses SNM-664 & SNM-695,granting exemp- 
tion from wedfic requirements of 10CFR20.203. 

LAMBERTUS.H. Kerr-McGee Corp. 65/02/01. NUSSBAUMER.DA Atomic Energy 
Commission (Pre 750119). Ip. 62460:312-62460:312. 


9207100264 PNO-V-92-020:on 920628,two major earthquakes occurred in State of CA 
desertUnusual event declared at San Onofre & Diablo Canyon-Tremors foH at Palo 
Verde & at two research reactors & fuel fadlify.Peak accelerations listed. 

GIARCIA.E. Region 5 (Post 820201). 92/06/29. 3pp. 62365:001-62365:003. 
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9207020328 Submits results of 920515 response to NRC Bulletin 91-001, reporting loss 
of criticality safety controls, dtd 921018. 

HICKEY,J.W. Transportation Branch, 92/06/30. ASMUSSEN.K.E. General Atomics 
(formerly GA Technologies, Inc./General Atomic Co.). 2pp. 62234:351-62234:352. 

9207090040 Grants 92061 1 request for extension until 920909 to update license renew- 
al application to include decommissioning funding plan & revised radiological contin- 
gency plan, per 10CFR70.25 & 1 0CFR70.22,respectively. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/06. ASMUSSEN.K.E. General Atomics 
(formerly GA Technologies, Inc./General Atomic Co.). Ip. 62309:336-62309:336. 

9207240005 Advises that Oiv of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Ucensee Workshop on 920915- 17 in Bethesda,MD. Workshop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 
ees. 

CUNNiNGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. KOSMIDER.M.D, Allied-Signal Corp. KERSTEEN.G.C. ABB Combustion En- 
gineering Nuclear Fuel (formerly Combustion Engineering, Inc.). KRUEGER, B. General 
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 6pp. 62479:297- 
62479:302. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 


DOCKET 70-0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY, NY 

Advises that shipment of U-233 from Rensselaer campus consisting of 
LWBR rods & foil was made on 920624. 

JUDD.G. Rensselaer Polytechnic Institute, Troy. NY. 92/06/25. HICKEY.J.W. Fuel 
Cycle Safety Branch. 3pp. 62252:357-62252:359. 

amend to License SNM-910.amending license as listed. 
RYAN.R.M. Rensselaer Polytechnic Institute, Troy, NY. 92/07/21 . HICKEY.J.W. Fuel 
Cycle Safety Branch. 2pp. 62638:157-62638:158. 


DOCKET 704)925 CIMARRON CORP., OKLAHOMA CITY, OK 

92070M216 Final response to FOIA request for documents-Forwards app A documents 
which are being made available in PDR,App B documents being withheld in th«'r en- 
tirety (ref FOIA^emption 6). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/08. CORDELL,F.T. Huckaby, Fleming, Frailey, Chaffin & Darrah. 
18pp. 62460:002-62462:271. ^ 


9207160351 Withdraws 890421 application for renewal of License SNM-960 & 900914 
application for amend to License SNM-960 w/ understanding that relief from Pu-241 
limit may be requested on case-by-case basis. 

CUNNINGHAM, G.E, General Electric Co. 92/07/07. SWIFT, J.J. Fuel Cycle Safety 
Branch. Ip. 62413:348-62413:348. 


-92071601M Forwards rept of health physics aspects of prelicense visit of 651019.ln- 
forms of little progress being made in resolving questions raised as result of two previ- 
ous prelicensing insps. 

BROWN.G.D. Atomic Energy Commission (Pre 750119). 65/10/22. CRCKJKER.H.W 
Atomic Energy Commission (Pre 750119). Ip. 62461:099-62461:099. 


9207240014 Advises that Div of Industrial & Medical Nuclear Safety ^nsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 In Bethosda,MD.Purposo of work- 
shop is to discuss NRC programs & policies applicable to fuel cycle licensees. 
CUNNiNGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. HAERTJENS.B. Babcock & Wilcox Co. 6pp. 62528:228-62528:233. 


-9207160336 Partially deleted amends to licenses SMB-664,SMA-826, SNM-695 & 
SNM-928 to reflect name change of Kerr-McGee Oil Industries.Inc to Kerr-McGee 
Coip.W/26 oversize drawings. 

NUsSBAUMER,D.A. Atomic Energy (Commission (Pre 750119). 90/02/16. 243 dd. 


DOCKET 70-0620 UNC RECOVERY SYSTEMS (UNITED NUCLEAR CORP.). WOOD 
RIVER 

9207010139 Discusses proposed license termination of UNCs Wood River Junction 
Site.Based on discussions & draft EA NRC staff prepared to recommend license be 
terminated. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/06/25. 
VARIN.D.W. Rhode Island, State of. 4pp. 62234:296-62234:299. 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 


9207080284 Requests assistance in resolving listed items discussed at 920518 
meeting. Items include.organization chart.licen8e svc involce8,Pu facility license 
termination,onsite disposal & former disposal area & lagoons. 

STILL,E.T. Kerr-McGee Corp. 92/06/24. SWIFT.J. Fuel Cycle Safety Branch. 2pp. 
62277:272-62277:273. 


9207240014 Advises that DIv of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda,MD.Purpose of work- 
shop is to discuss NRC programs & policies applicable to fuel cycle licensees. 
CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. HAERTJENS,B. Babcock & Wilcox Co. 6pp. 62528:228-62528:233. 


9207060174 Application for renewal of License SNM-778.Decommissioning funding plan 
will be submitted by 920828. 

BOYD,C.C. Babcock & Wilcox Co. 92/06/29. HICKEY.J.W. Fuel Cycle Safety Branch. 
1 80pp. 62221 : 1 07-62221 :290. 

9207080295 Certifies that licensee is currently going concern & possesses listed posi- 
tive net worth, as of 920331. 

ECKERT,J.P. Babcock & Wilcox Co. 92/06/24. HICKEY.J.W. Fuel Cycle Safety 
Branch. 3pp. 62307:036-62307:067. 

-9207080296 Lists parent company guarantees of financial assurance for decommis- 
sioning facilities.Con8olidated financial statements for yrs ending 920331 & 1991,w/ 
rept of independent auditors end. 

HATTOX.B.A. Babcock & Wilcox Co. 92/06/24. HICKEY,J.W. Fuel Clyde Safety 
Branch. 29pp. 62307:039-62307:067. 

9207060173 Forwards listed revised documents re parent company guarantee for fiscal 
yr ending on 920331 .W/o ends. 

HOOKER.E.O. Babcock & Wilcox Co. 92/06/26. HICKEY.J.W. Fuel Cycle Safety 
Branch. 2pp. 62254:213-62254:214. 

9207100081 Requests scheduler exemption for providing Decommissioning Funding 
Plan from 920701 to 920828, due to heavy demarids on time of key personnel. 
CARLSON.R.V. Babcock & Wilcox Co. 92/06/26. HICKEY.J.W. Fuel Cycle Safety 
Branch. Ip. 62370:343-62370:343. 

9207080117 Requests technical assistance for listed projects. 

TOKAR,J.W. Fuel Cycle Safety Branch. 92/07/01. COMBS, F.C. Operattons Branch. 
2pp. 62275:359-62275:360. 


DOCKET 70-0938 MASSACHUSETTS INSTITUTE OF TECHNOLOGY, CAMBRIDGE, 


9207090006 Responds to violations noted in Insp Repts 50-020/92-01 & 70-0938/92- 
01 .Corrective actions:inventory & matl & control accountability re(X}rds corrected to re- 
flect probable offsite shipment for disposal in 1981 of three fission chambers. 
BERNARD,J.A., MASSE,F.X. Massachusetts Institute of Technology, Cambridge, MA 
92/07/02. Document (Control Branch (Document Control Desk). 2pp. 62307:323- 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

9207010030 Fonvards resumes of JM LImbert & SM Sorensen to be utilized as inde- 
pendent auditors to conduct quarterly audits of radiation protection program due to 
d^arture of previous independent auditor. 

CONANT.J.F. ABB Combustion Engineering Nuclear Fuel (formerly Combustion Engi- 
neering, Inc.). 92/06/24. HICKEY,J.W. Fuel Cycle Safety Branch. 8pp. 62234:03^ 
62234:040. 


9207220287 SuppI to 920408 license amend request, incorporating new page 1.2-1 clari- 
fying statements re delegation of responsibility to U Plant Manager & Product Devel- 
opment Director from corporate mgt. 

CONANT,J.F. ABB Combustion Engineering Nuclear Fuel (formerly Combustion Enc^ 
neerlTO, Inc.). CONANT,J.F. ABB Atom, Inc. (formerly AStA Atom, Inc. ). 92/06/M 
HICK^,J.W. Fuel Cycle Safety Branch. 4pp. 62476:236-62476:239. 


9207150143 Forwards Insp rept 70-0824/92-03 on 920e24.No violations or deviations 
notod.Ropt details withheld per 10CFR2.790(d) & 10CFR73.21. 

COLLINS,D.M. Region 2 (Post 820201). 92/07/10. CARLSON,R.V. Babcock & Wilcox 
Co. 2pp. 62440:176-62440:178. 

-9207150152 Insp rept 70-0824/92-03 on 920624.No violations or deviations 
noted.Major areas in8pected:security plans, procedures, reviews & fixed site of low 
strategic signifIcance.Details withheld per 10CFR2.790(d). 

MASNYK,O.M., MCQUIRE.D.R. Region 2 (Post 820201). 92/07/10. 1p. 62440:177- 
62440:178. 

9207240005 Advises that Oiv of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 In Bethe8da,MD.Work8hop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. KOSMIDER,M.D. Allied-Signal Corp. CONNER.J.A., TETRAULT.R. Babcock 
& Wilcox Co. 6pp. 62479:297-62479:302. 


9207080117 Requests technical assistance for listed projects, 

TOKAR,J,W. Fuel (>clo Safety Branch. 92/07/01. COMBS,F.C. Operations Branch. 
2pp. 62275:359-62275:360. 

9207090294 Fonvards summary of 920624 joint contractor/licensee/ NRC meeting pro- 
viding & exchanging info relative to NRC contract to assess effectiveness of LEU 
reform rule. 

SHERR,T.S. Domestic SG & Regional Oversight Branch (Post 881218). 92/07/02. 
SHEERAN,R.E. ABB Combustion Engineering Nuclear Fuel (formerly Combustion En- 
gineering, Inc.). 4pp. 62271:020-62271:023. 

9207160251 Forwards “Decomnnissioning Funding Plan," per regulations in 
10CFR70.25,in response to NRC 910627 Itr requesting subj plan in order to address 
revised interpretation of requirement for decommissioning financial assurance. 
CONANT.J.F. ABB Combustion Engineering Nuclear Fuel (formerly Combustion Engi- 
neering, Inc.). CONANT,J.F. ASEA Brown Boveri. Inc. 92/07/02. HICKEY.J.W. Fuel 
Cycle Safety Branch. 3pp. 62413:304-62413:326. 


9207290224 Responds to NRC Itr re violation noted In insp Rept 70-0824/92-02 on 
920429-0501 .Corrective actions:appropriate procedure will be revised by 920901 to 
ensure that vendor supplied cask procedures reviewed prior to use. 

CARLSON.R.V. Babcock & Wilcox Co. 92/07/23. Document Control Branch (Docu- 
ment Control Desk). 3pp. 62567:090-62567:101. 

9207290248 Ack receipt of 020626 Itr requesting schedular exemption that would permit 
submittal of decommissioning funding ^an by 920828.Reque8t acceptable. 

TOKAR.M. Fuel Cycle Safety Branch. 92/07/27. CARLSON.R.V. Babcock & Wilcox 
Co. Ip. 62593:353-62593:353. 


-9207160254 "Decommissioning Funding Plan," including executed rider to increase 
surety bond. 

* ABB Combustion Engineering Nuclear Fuel (formerly (Combustion Engineering, Inc.). 
92/06/30. 20pp. 62413:307-62413:326. 

9207240171 Discusses review of 920615 Itr re interpretation of license requirements for 
criticality safety. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/15. KERSTEEN.G.C. ABB Combustion 
Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). Ip. 62479:134- 
62479:134. 
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9207230201 Forwards Amend 22 to Ucense SNM-1067,SER & categorical 
exclusion-Amend exempts Bldg 5 from requirements of 10CFR70.24(a)(1) for criticality 
detection. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/20. KERSTEEN.G.C. ABB Combustion 
Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). Ip. 62479:341- 
62479:348. 

-9207230202 Amend 22 to Ucense SNM-1 067, exempting Bldg 5 from requirements of 
10CFR70.24(a)(1) for criticality detection. 

HICKEY.J.W. Division of Industrial & Medical Nuclear Safety (Post 870729). 92/07/20. 
4pp. 62479:342-62479:345. 

-9207230205 SER supporting 920527 application for amend to License SNM-1 067, ex- 
empting Bldg 5 from criticality detection requirements of 10CFR70.24. 

ROBINSON.C., SOONG,S., TOKAR.M. Fuel Cycle Safety Branch. 92/07/20. 2pp. 
62479:346-62479:347. 

-9207230206 Advises that neither environ assessment nor EIS warranted re 920527 
application for amend to Ucense SNM-1 067, exempting Bldg 5 from criticality detec- 
tion requirements in 10CFR70.24. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/20. Fuel Cycle Safety Branch. Ip. 
62479:348-62479:348. 

9207240005 Advises that Div of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bothe8da,MD. Workshop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. KOSMIDER.M.D. Allied-Signal Corp. KERSTEEN,G.C. ABB Combustion En- 
gineering Nuclear Fuel (formerly Combustion Engineering, Inc.). KRUEGER,B. General 
Atomics (formerly GA Technologies, lnc./General Atomic Co.). 6pp. 62479:297- 
62479:302. 

9207290231 Forwards insp rept 70-1100/92-201 on 92061 5-1 8.No violations or devi- 
ations noted.Rept details withhold (ref 10CFR2.790(d)). 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 92/07/22. 
KERSTEEN,G.C. ABB Combustion Engineering Nuclear Fuel (formerly Combustion 
Engineering, Inc.). Ip. 62611:231-62611:232. 

-9207290240 Partially wrthheld insp rept 70-1100/92-201 on 920615-18 (ref 
10CFR2.790(d)).No violations or deviations noted.Major areas inspected:matl control 
& accounting,safeguards program,records & rept & physical inventory. 

JACKSON, R.L., TrNG,P. Domestic SG & Regional Oversight Branch (Post 881218). 
92/07/22. 1 p. 6261 1 :232-6261 1 :232. 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

9207270082 Forwards revised notification mechanism incorporating requested changes 
in two of three areas covered in NRC 920410 Itr which replied to GE 920117 re- 
sponse to NRC Bulletin 91-001. 

WINSLOW, T.P. General Electric Co. 92/05/15. HICKEY.J.W. Fuel Cycle Safety 
Branch. 7pp. 62516:355-62516:361. 

9207270015 Ack receipt of 920410 & supplemental 920602 response to NOV issued on 
92031 S.Implementation of corrective actions will be examined during future insps. 
CLINE.W.E Region 2 (Post 820201). 92/06/17. SILVERTHORNE General Electric Co. 
Ip. 62475:012-62475:012. 

9207090306 Forwards summary of 920624 joint contractor/licensee/ NRC meeting pro- 
viding & exchanging info relative to NRC contract to assess effectiveness of LEU 
reform rule. 

SHERR,T.S. Domestic SG & Regional Oversight Branch (Post 881218). 92/07/02. 
WINSLOW.T.P. General Electric Co. 4pp. 62271:032-62271:035. 

9207130093 Forwards anonymous Itr received by Chairman Selin on 920529 requesting 
that resident inspector be assigned to GE facility In Wiimington.NC.NRC present policy 
is to have resident inspector only at high enriched U facilities. 

FLACK,E.D. Division of Industrial & Medical Nuclear Safety (Post 870729). 92/07/07. 
Division of Industrial & Medical Nuclear Safety (Post 870729). 2pp. 62366:233- 
62366:235. 

-9207130094 Requests that resident inspector be assigned to GE plant in 
Wilmington, NC. 

* Affiliation Not Assigned. 92/07/13. NRC - No Detailed Affiliation Given. Ip. 
62366:235-62366:235. 

9207130083 Forwards comments & questions based on review of 920306 & 17 trans- 
mittals re remedial action plan for U contamination beneath fuel processing bldg. 
HICKEY.J.W. Fuel Cycle Safety Branch. 92/07/08. WINSLOW,T.P. General Electric 
Co. 4pp. 62366:224-62366:227. 

9207150077 Responds to 920606 Itr to JM Taylor re work performed at facility to be 
reviewed by NRC as petition under provisions of 10CFR2.206. 

HICKEY,J.W.N. Fuel Cycle Safety Branch. 92/07/09. STUART.D.B. Affiliation Not As- 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

9207240014 Advises that Div of Industrial & Medical Nuclear Safety i^nsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda,MD.Purpo8e of work- 
shop is to discuss NRC programs & policies applicable to fuel cycle licensees. 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. HAERTJENS,B. Babcock & Wilcox Co. GANNON,W.G. Cabot Corp. 
BARNUM,E.C. Molycorp, Inc. 6pp. 62528:228-62528:233. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

9207070128 Documents 920624 telcon, during which util provided changed implementa- 
tion date for certain commitments made in 920409 response to NRC 920311 Itr re 
violations noted in Insp Rept 70-1 151/92-01. Enel App A describes details of changed 
date. 

KOGA,R.H. Westinghouse Electric Corp. 92/06/29. Document Control Branch (Docu- 
ment Control Desk). 2pp." 62268:358-62268:359. 

9207140119 Forwards insp rept 70-1151/92-03 on 92051 1-15.No violations or devi- 
ations noted. 

COLLINS,D.M. Region 2 (Post 820201). 92/06/29. KCX3A,R.H. Westinghouse Electric 
Corp. 2pp. 62338:039-62338:046. 

-9207140123 Insp rept 70-1151/92-03 on 92051 1-15.No violations or deviations 
noted.Major areas inspected:mgt controls, training,nuclear criticality safety.operations 
& maint. 

KASNICKI,D.. MCALPINE,E. Region 2 (Post 820201). 92/06/29. 6pp. 62338:041- 
62338:046. 

9207020321 Submits results of 920513 response to NRC Bulletin 91-001, reporting loss 
of criticality safety controls,dtd 911018. 

HICKEY,J.W. Fuel Cycle Safety Branch. 92/06/30. NARDI,A.J. Westinghouse Electric 
Corp. 2pp. 62234:347-62234:348. 

9207020140 Provides proposed schedule for Westinghouse renewal. 

BIDINGER,G.H. Fuel Cycle Safety Branch. 92/07/01. TOKAR.M. Fuel Cycle Safety 
Branch. 2pp. 62219:350-62219:351. 

9207080345 Forwards soil contamination rept for review & comment8.W/o end. 
HICKEY.J.W. Fuel Cycle Safety Branch. 92/07/02. AUSTIN,J.H. Decommissioning & 
Regulatory Issues Branch (Post 901230). Ip. 62277:355-62277:355. 

9207090288 Forwards summary of joint contractor/licensee/NRC meeting on 920624 
providing & exchanging info relative to NRC contract to assess effectiveness of LEU 
reform rule. 

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 92/07/02. 
SANDERS, C.F. Westinghouse Electric Corp. 4pp. 62271:024-62271:027. 

9207240005 Advises that Div of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshc^ on 920915- 17 in Bethe8da,MD. Workshop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 
ees. 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. KOSMIDER.M.D. Allied-Signal Corp. KOGA,R.H. Westinghouse Electric 
Corp. 6pp. 62479:297-62479:302. 


DOCKET 70-1193 CIMARRON CORP., OKLAHOMA CITY, OK 

9207080284 Requests assistance in resolving listed items discussed at 920518 
meeting. Items include.organization chart.licen8e sve invoices, Pu facility license 
termination,onsite disposal & former disposal area & lagoons. 

STILL,E.T. Kerr-McGee Corp. 92/06/24. SWIFT, J. Fuel Cycle Safety Branch. 2pp. 
62277:272-62277:273. 


DOCKET 70-1201 BAW FUEL CO., LYNCHBURG, VA 

9207020322 Submits results of 920507 response to NRC Bulletin 91-001, reporting loss 
of criticality safety controls,dtd 911018. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/06/30. LESTER.K.S. B&W Fuel Co. 2pp. 
62234:349-62234:350. 

9207100133 Forwards summary of 920624 meeting w/licensee & joint contractor re 
NRC contract w/Martin Marietta Energy Sys to assess effectiveness of LEU reform 
rule. 

SHERR.TS. Division of Safeguards & Transportation (Post 870413). 92/07/02. 
ANDERSON.J.T. Babcock & Wilcox Co. 4pp. 62284:342-62284:345. 

9207150163 Forwards insp rept 70-1201/92-05 on 920623.No violations or deviations 
noted.Rept details withheld per 10CFR2.790(d) & 10CFR73.21. 

COLLINS.D.M. Region 2 (Post 820201). 92/07/10. ALTO,R.A. BAW Fuel Co. 2pp. 
62440:173-62440:175. 

-9207150178 Insp rept 70-1201/92-05 on 920623.No violations or deviations 
noted.Major areas in8pected:security plans, procedures, reviews & fixed site of low 
strategic 8jgnificance.Detail8 withheld per 10CpR2.790(d). 

MASNYK,c5.M„ MCQUIRE.D.R. Region 2 (Post 820201). 92/07/10. Ip. 62440:175- 
62440:175, 

9207160326 Ack receipt of 920601 Kr re proposed const of new fuel assembly bldg for 
use of enriched oxide peliets,containing gadolinium.in SeptEnviron assessment of po- 
tential impacts may be rec|uired.Latest schedule for const requested. 

HICKEY,J.W. Fuel Cycle ^fety Branch. 92/07/14. LESTER.K.S. B&W Fuel Co. 2pp. 
62405:359-62405:360. 

9207240005 Advises that Div of industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethosda,MD.Work8hop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 
ees. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. KOSMIDER.M.D. Aliied-Signai Corp. ALTO,R.A. B&W Fuel Co. RODE.J.A. 
ABB Combustion Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). 
6pp. 62479:297-62479:302. 
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DOCKET 70-1257 SiEHENS NUCLEAR KSWER CORP., RICHLAND, WA 

9207290431 Provides response to program weaknesses noted in insp rept 70-1257/91- 
04.CorTective actionsimonthly training data base developed, training session held each 
time program requirement changed & health physicist hired. 

EDGAR.J.B. Siemens Power Corp. (formerly Siemens Nuclear Power Corp., Advanced 
Nuclear Fuel. 92/04/06. ROSS, R. A. Region 5 (Post 820201). 4pp. 62593:356- 
62593:360. 

9207150337 Forwards insp rept 70-1257/92-02 on 920511-15 & notice of violation. 
PATE,R.J. Region 5 (Post 820201). 92/06/05. MASS,L.J. Siemens Power Corp. (for- 
merly Siemens Nuclear Power Corp., Advanced Nuclear Fuel. 4pp. 62415:249- 
62415:258. 

-9207150339 Notice of violation from insp on 92051 1-1 5. Violation noted:failure to per- 
form monthly insps of environ protection practices & exposure control in Feb,Mar & 
Apr 1992. 

* Region 5 (Post 820201). 92/06/05. Ip. 62415:253-62415:253. 

-9207150341 Insp rept 70-1257/92-02 on 92051 1 -1 5. Violations noted.Major areas 
inspectedrfollowup on items of noncompliance & open items. 

HCKDKER.C.A., CILLIS,M., PATE.R.J. Region 5 (Post 820201). 92/06/05 5dd 
62415:254-62415:258. ^ 

9207150307 Forwards Mgt Meeting Rept 70-1257/92-03 on 920527. 

SCARANO,R.A. Region 5 (Post 820201). 92/06/09. FRAIN.R.G. ' Siemens Power 
Corp. (formerly Siemens Nuclear Power Corp., Advanced Nuclear Fuel. Ip. 
62412:354-62412:359. ^ 

-9207150315 Mgt Meeting Rept 70-1257/92-03 on 920527. Major areas 
discussed:operationai safety issues re violations & weaknesses noted during oc>er- 
ational safety assessment on 911028-1108 & 21 & Insps on 920302-10 & oll1-15. 
HOOKER.C.A., PATE,R.J. Region 5 (Post 820201). 92/06/09. 5pp. 62412:355- 
62412:359. 

9207060149 Suppis 920521 rept re failure to control moderation in existing Nauta- 
Mixers & Hammer Mills for all fire fighting scenarios.Task force formed to review & 
schedule elimination of combustible plastic piping & panels. 

MAAS,L.J. Siemens Power Corp. (formerly Siemens Nuclear Power Corp., Advanced 
Nuclear Fuel. 92/06/24. Document Control Branch (Document Control Desk). 3pp. 
62249:355-62249:357. 

9207020234 Forwards special nuclear matl license issued on 920609.W/0 enclosure. 
TOKAR.M. Fuel Cycle Safety Branch. 92/06/30. EDGAR.J.B. Siemens Power Corp. 
(formerly Siemens Nuclear Power Corp., Advanced Nuclear Fuel. Ip. 62234:360- 
62234:360. 

9207020331 Submits results of 920505 response to NRC Bulletin 91-001, reporting loss 
of criticality safety controls, dtd 911018. 

H1CKEY,J.W. Fuel Cycle Safety Branch. 92/06/30. EDGAR.J.B. Siemens Power Corp. 
(formerly Siemens Nuclear Power Corp., Advanced Nuclear Fuel. 2pp. 62234:353- 
62234:354. 

9207070300 Responds to violations noted in Insp Rept 70-1257/92-02. Corrective 
action8:iicense amend will be submitted to remove monthly Insp plan from health 
hysics component & environ program audited in May & June 1992. 

DGAR,J.B. Siemens Power Corp. (formerly Siemens Nuclear Power Corp., Advanced 
Nuclear Fuel. 92/07/02. Document Control Branch (Document Control Desk). 2oo 
62260:349-62260:350. 

9207090033 Forwards RAI to complete review of 911115 application (submitted by 
911120 Itr),reque8tlng amend to License SNM-1227. 

TOKAR.M. Fuel Cycle Safety Branch. 92/07/02. EDGAR,J.B. Siemens Power Corp. 
(formerly Siemens Nuclear Power Corp., Advanced Nuclear Fuel. 2pp. 62307:360- 
62307:361. 

9207090304 Forwards summary of 920624 joint contractor/licensee/ NRC meeting pro- 
vldino & exchanging info re NRC contract to assess effectiveness of LEU reform rule. 
SHERR,T.S. Domestic SG & Regional Oversight Branch (Post 881218). 92/07/02, 
NOSS.T.L. Siemens Power Corp, (formerly Siemens Nuclear Power Corp., Advanced 
Nuclear Fuel. 4pp. 62271:028-62271:031. 

9207160265 PNO-V-92-023:on 920702, vendor preliminary investigation disclosed that 
empty drum contaminated w/low enriched U.On 920706,di8covered that 16 of 24 po- 
tentially contaminated drums used to store radwaste w/o being surveyed. 

PATE,R. Region 5 (Post 820201). 92/07/08. 2pp. 62453:234-62453:235. 

9207140254 Responds to 920326 & 0417 Itrs re recovery of enriched U from fuel pel- 
lets & grants request that info in subj Itrs be withheld from public di8cio8ure,per 
1 0CFR2.790. 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/09. EDGAR,J.B. Siemens Power Corp. (formerly Siemens Nuclear Power Corp., 
Advanced Nuclear Fuel. 2pp. 62378:243-62378:244. 

9207160290 Update to PNO-V.92-O23:on 920708.16 barrels excavated from landfill 8 
surveyed for internal & external contamination. No contamination detectod.Licen8ee 
evaluation & root cause analysis will be submitted to Region V. 

PATE.R. Region 5 (Post 820201). 92/07/10. Ip. 62416:323-62416:323. 

9207280020 PNO-V-92-025:on 92071 0.licensee discovered moisture In low enriched U 
powder in vacuum suction portion of newly installed large lot blender.Residual low en- 
riched U will be sarnpled & removed.Confirmation of action ttr will be issued. 

PATE.R. Region 5 (Post 020201). 92/07/17. 2pp. 62567:026-62567:027. 

9207280138 Confirmatory action Itr re 920717 telcon concerning discovery of higher 
than expected moisture content in offgas line to iarge blender on 92071 7.lf NRC un- 
derstanding that licensee agrees to iisted actions incorrect, inform NRG. 

MARTiN.J.B. Region 5 (Post 820201). 92/07/17. Siemens Power Corp. (formerly Sie- 
mens Nuclear Power Corp., Advanced Nuclear Fuel. 2pp. 62489:049-62489:050. 

9207230211 Forwards Amend 13 to License SNM-1227,SER & categorical 
exclu8ion.Amend increases possession limit for U-235, contained In U.enrlch^ up to 
5%.from 20,000 to 25,000 kg. 

HICKEY, J.W. Fuel ^cle Safety Branch. 92/07/20. EDGAR, J.B. Siemens Power Corp. 
(formerly Siemens Nuclear Power Corp., Advanced Nuclear Fuel. Ip. 62479:349- 
62479:354. 


-9207230213 Amend 13 to License SNM-1227, increasing possession limit for U- 
235,contained in U,enriched up to 5% from 20,000 to 25,000 kg. 

HICKEY. J.W. Fuel Cycle Safety Branch. 92/07/20. 2pp. 62479:350-62479:351. 

-9207230214 SER supporting 920325 application for amend to License SNM-1227, in- 
creasing possession limit for U-235.contained In U.enriched to 5% from 20,000 to 
25,000 kg. 

PENNINGTON, W.S.. TOKAR.M. Fuel Cyde Safety Branch. 92/07/20. 2pp. 
62479:352-62479:353. 

-9207230217 Advises that neither environ assessment nor EIS warranted re 920325 
application for amend to License SNM-1227,increa8ing possession limit for U-235,con- 
tained in U.enriched up to 5% from 20,000 to 25,000 kg. 

HICKEY, J.W. Fuel Cycle Safety Branch. 92/07/20. Fuel Cycle Safety Branch, Ip. 
62479:354-62479:354. 

9207240005 Advises that DIv of Industrial & Medical Nuclear Safety sponsoring 2 1/2 
day Fuel Cycle Licensee Workshop on 920915- 17 in Bethesda,MD.Workshop de- 
signed to provide info on NRC policies & procedures applicable to fuel cycle licens- 
ees. — 

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. KOSMIDER.M.D. Allied-Signal Corp. SHEPPARD,J.J. S^uoyah Fuels Corp. 
FRAIN.R. Siemens Power Corp. (formerly Siemens Nuclear Power Ctofp., Advanced 
Nuclear Fuel. 6pp. 62479:297-62479:302. 


DOCKET 70-1374 IDAHO STATE UNIV., POCATELLO, ID 

9207020226 Responds to request for additional info re License SNM-1373. Waste dis- 
posal procedure formalized & license renewal application amended to include appro- 

g riate narrative on subj. 

ATTA,A. Fuel Cycle Safety Branch. 92/06/30. CHARYULU.V. Idaho State Univ., Po- 
catello, ID. Ip. 62219:346-62219:346. 


DOCKET 70-1996 MALDEN HOSP., MALDEN. MA 

9207090216 Final response to FOIA request for documents.Forwards app A documents 
which are being made available in PDR.App B documents being withheld in their en- 
tirety (ref FOIA^emption 6). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/08. CORDELL,F.T. Huckaby, Fleming, Frailey, Chaffin & Darrah. 
18pp. 62460:002-62462:271. 

-9207100030 Forwards files on Spencer Chemical Co covering licenses R-218.C-3571 
& SNM-154. 

DUBINSKI,L. Atomic Energy Commission (Pre 750119), 58/09/03. HAYCOCK,T.J. 
Atomic Energy Commission (Pre 750119). Ip. 62460:041-62460:041. 


DOCKET 70-3070 LOUISIANA ENERGY SERVICES, WASHINGTON, DC 

9207080049 Forwards Rev 6 to “Environ Rept" & Rev 8 to “SAR," 

LEROY, P.G. Louisiana Energy Services. 92/06/30. HICKEY, J.W. Fuel Cycle Safety 
Branch. 1 0pp. 62336:001 -62337: 186. 

-9207080056 Rev 6 to “Environ Rept." 

* Louisiana Energy Services. 92/06/30. 100pp. 62336:011-62336:259. 

-9207080059 Rev 8 to "SAR." 

* Louisiana Energy Services. 92/06/30. 200pp. 62336:260-62337:186. 

9207140077 Forwards rev 1 to “Criticality Safety Engineering Rept.” Rept revised to in- 
coiporate comments received during meetings on 920409 & 0520-21. 

LEROY.P.G. Louisiana Energy Services. 92/06/30. HICKEY, J.W. Fuel Cycle Safety 
Branch. 3pp. 62378:027-62378:211. 

-9207140086 Rev 1 to "Criticality Safety Engineering Rept." 

* Louisiana Energy Services. 92/06/30. 120pp. 62378:030-62378:211. 

9207020231 Trip rept of site visits on stated dates to Urenco gas centrifuge U enrich- 
ment plants in Europe. 

CUNNINGHAM, R. Division of Industrial & Medical Nuclear Safety (Post 870729). 92/ 
06/29. BERNERO.R.M. Division of Industrial & Medical Nuclear ^fety (Post 870729). 
3pp. 62249:339-62249:344. 

-9207020239 Trip rept of stated visits to Urenco plants in Gronau, Germany & 
Almelo, Netherlands. 

BIDINQER.G.H. Fuel Cycle Safety Branch. 92/06/03. ROCHE,UA. Fuel Cycle Safety 
Branch. 3pp. 62249:342-62249:344. 

9207090116 Applicant response to Citizens Against Nuclear Trash motion for protective 
order.* Applicant assumes Citizens Against Nuclear Trash will comply w/continuing 
obligation to provide future info.W/Certificate of Svc. 

MCGARRY,J.M. Louisiana Energy Services. #392 13063. 92/06/29. Atomic Safety & 
Licensing Board Panel. 4pp. 62266:276-62266:279. 

9207080225 Forwards “Application for Approval of Emissions of Air Pollutants." 
LEROY.P.G. Louisiana Energy Services. 92/06/30. Louisiana, State of. 2pp. 
82312:124-62312:299. 

-9207080228 “Application for Approval of Emissions of Air Pollutants." 

* Duke Engineering & Services. 92/06/30. 400pp. 62312:126-62312:299. 

9207140090 Forwards “Proposed License Conditions." 

LEROY,P.G. Louisiana Energy Services. 92/06/30. HICKEY,J.W. Fuel Cycle Safety 
Branch. 3pp. 62382:267-62382:354. 

-9207140097 “Proposed License Conditions.” 

* Louisiana Energy Services. 92/06/30. 85pp. 62382:270-62382:354. 

9207100273 Advises that author is co-counsel of Citizens Against Nuclear Trash 
(intervenor).Request8 that name be added to mailing list to receive NRC communica- 
tions re facility. 

WALKER,N.M. Sierra Club Legal Defense Fund, Inc. 92/07/01. HAUGHNEY,C.J. Fuel 
Cycle Safety Branch. Ip. 62334:347-62334:347. 
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@207100045 Motion for protective order.* Objects to disclosure of home addresses & 
telephone numbers of NRC employees or disclosure of restricted info.W/Certificate of 
Svc. 

UTTAL,S.L Office of the General Counsel (Post 860701). #392 13074. 92/07/02. 
Atomic Safety & licensing Board Panel. 4pp. 62270:081-62270:084. 

@207100099 NRC Staff response to interrogatories & request for production of docu- 
ments re all contentions filed by Citbrens Against Nuclear Trash.* NRC objects to doc- 
ument request due to disclosure of restricted data.Related correspondence. 

UTTAL,S.L Office of the General Counsel (Post 860701). #392 13075. 92/07/02. 
Atomic Safety & Licensing Board Panel. 24pp. 62270:1 18-62270:151. 

<~@26710010@ Affidavit of LA Roche re participation in preparation of answers to Inter- 
rogatories 2-11,16 & 17 contained in NRC Staff response to interrogatories & request 
for production of documents re all contentions,Related correspondence. 

RCXJHE.LA. Office of Nuclear Material Safety & Safeguards. 92/07/01. 2pp. 
62270:142-62270:143. 

-9207100114 Affidavit of R Milstein affirming partidpation in preparation of answers to 
Interrogatories 1,12-15 & 18-31 contained in NRC Staff response to interrogatories & 
request for production of documents. Related correspondence. 

MILSTEIN, R. Division of Safeguards & Transportation (Post 870413). 92/07/01. 8pp. 
62270:144-62270:151. 

9207130173 Forwards Rev 9 to SAR, updating SAR Section 4.5, “Nuclear Criticality 
Safety” & incorporating comments received during 920409 & 0520-21 meetings w/ 
NRC. 

LEROY.P.G. Louisiana Energy Services. 92/07/06. HICKEY.J.W. Fuel Cycle Safety 
Branch. 2pp. 62386:296-62386:339. 

-9207130174 Rev 9 to SAR. 

* Louisiana Energy Services. 92/07/06. 42pp. 62386:298-62386:339. 

9207140189 Requests technical assistance of RL Rothman to review portions of LA 
Energy Svcs application to construct & operate uranium enrichment facility in 
Homer, LA. 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/08. GILLESPIE,F.P. Program Management, Policy Development & Analysis 
Staff (Post 870411). Ip. 62385:314-62385:314. 

9207200075 Applicant supplemental response to first set of interrogatories & request for 
production of documents filed by Citizens Against Nuclear Trash & directed to licens- 
ee re contentions A,H.I,J & K.Related correspondence. 

MCGARRY,J.M. Louisiana Energy Serwces. MCGARRY,J.M. Winston & Strawn. #392 
13091. 92/07/08. Citizens Against Nuclear Trash. 13pp. 62404:205-62404:227. 

-9207200079 Affidavit of HA Hammond re info provided for responses to applicant sup- 
plemental response to first set of interrogatories & request for production of docu- 
ments filed by Citizens Against Nuclear Trash.Related correspondence. 
HAMMOND,H.A. Louisiana Energy Services. HAMMOND,H.A. Duke Engineering & 
Services. 92/07/07. 2pp. 62404:218-62404:219. 

-9207200081 Affidavit of PG Leroy re info used in responses for Applicant supplemen- 
tal re^nse to first set of interrogatories & request for production of documents filed 
by Citizens Against Nuclear Trash.Related corre^ndence. 

LEROY,P.G. Louisiana Energy Services. LEROY,P.G. Duke Engineering & Services. 
92/07/07. 2pp. 62404:220-62404:221. 

-9207200084 Affidavit of LM Lippard re info used in responses for applicant supplemen- 
tal response to first set of interrogatories & request for production of documents filed 
by Citizens Against Nuclear Trash.Related correspondence. 

LlPPARD,LM. Louisiana Energy Services. UPPARD.LM. Duke Engineering & Serv- 
ices. 92/07/07. 2pp. 62404:222-62404:223. 

-9207200086 Applicant motion for protective order.* Applicant moves Board for protec- 
tive order directing that disclosure of home addresses & phone numbers of persons 
need not be provided.W/Certificate of Svc.Related correspondence. 

MCGARRY,J.M. Louisiana Energy Services. MCGARRY.J.M. Winston & Strawn. 92/ 
07/08. Atomic Safety & Licensing Board Panel. 4pp. 62404:224-62404:227. 

9207200101 Memorandum & order (ruling on discovery disputes per contentions L & 
M).* Grants applicants motion for protective order of 920518 & denies intervenors 
motion to compel of 92051 9.W/Certificate of SvaServed on 920709. 

MARGULIES,B., COLE,R.F., SHON.F.J. Atomic Safety & Ucensing Board Panel. #392 
13085. 92/07/08. Office of the General Counsel (Post 860701), 20pp. 62404:240- 
62404:259. 

9207200102 MemorarKlum & order.* Board rejects motion due to no provision of 
grounds for dispensing w/(^mmi8Sion rule prohibiting filing of reply & is untimety.W/ 
Certificate of Svc.Ser^ on 920709. 

MARGULiES.M.B.. COLE,R.F.. SHON.F.J. Atomic Safety & Licensing Board Panel. 
#392 13066. 92/07/08. (%ens Against NiK^iear Trash. 4pp. 62404:260-62404:263. 

9207200092 Memorandum & order.* Citizens Against Nuclear Trash 920612 motion for 
protective order re applicant 920410 discovery request concerning contention H 
granted.Certificate of Svc enci.Served on 920709. 

MARGULIES.M.B. Atomic Safety & Ucensing Board Panel. #392 13087. 92/07/09. 
Citizens Against Nuclear Trash. 5pp. 62404:231-62404:235. 

9207210239 Forwards 23 addi figure from Section 6.4 of SAR that were updated on 
920630 

LEROY>.G. Louisiana Energy Services. 92/07/13. HICKEY.J.W. Fuel Cycle Safety 
Branch. 2pp. 62523:133-625^:168. 

-9207210323 AddI figures from section 6.4 of SAR updated on 920630. 

* Louisiana Energy Services. 92/07/13. 30pp. 62523:135-62523:168. 

9207170017 Advises that fire protection concerns adequately addressed by info submit- 
ted ^ LES in 920526 Itr. 

DATTA,A. Fuel Cycle Safety Branch. 92/07/14. ROCHE, LA. Fuel Cycle Safety 
Branch. Ip. 62387:001-62387:001. 

9207270091 Parlies 920715 joint progress rept* Responds to Boards request in 920517 
memorandum & order.Partie8 will submit another progress rept on 92091 5.W/Certifi- 
cate of Svc. 

MCGARRY,J.M. Louisiana Energy Services. MCQARRY.J.M. Winston & Strawn. #392 
13114. 92/07/15. 9pp. 62476:162-62476:170. 


9207240014 Advises that Div of Industrial & Medical Nuclear Safety ^nsoring 2 1/2 
day Fuel Cycle Ucensee Workshop on 920915- 17 in Bethesda,MD.IPurpo8e of work- 
shop is to discuss NRC programs & policies applicable to fuel cycle licensees. 
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/20. HAERTJENS,B. Babcock & Wilcox Co. ARNOLD.W.H. Louisiana Energy 
Services. JOHNSON, W.J. Westinghouse Electric Corp. 6pp. 62528:228-62528:233. 


9207270115 Submits inquiry re current status of NRC staff motion for protective 
order,dtd 92051 8. Requests board be advised as to action being taken re motion.W/ 
Certificate of Svc.Served on 920720. 

MARGULIES.M.B. Atomic Safety 6 Licensing Board Panel. #392 13113. 92/07/20. 
UTTALS.L Office of the General Counsel (Post 860701). WALKER,N.M. Sierra Nucle- 
ar, Inc. CURRAN.D. Harmon. Curran, Gallagher & Spielberg (formerly Harmon, Curran 
& Tousley). 3pp. 62476:207-62476:209. 


9207280176 Submits addi info re isotopic composition of depleted DUF6, to supplement 
920522 & 0623 responses, per NRC request. Facility will produce depleted DUF6 in 
range of 0.20 to 0.34 weight percent U-235. 

LEROY,P.G. Louisiana Energy Services. 92/07/20. HICKEY,J.W. Fuel Cycle Safety 
Branch. 2pp. 62567:001-62567:002. 


9207310232 Fonvards info re selected 6nviron,safety & quality assurance 
issues.Sections of license application,environ rept & SAR that will be revised as result 
of Info also end. 

LEROY,P.G. Louisiana Energy Services. 92/07/29. HICKEY,J.W. Fuel Cycle Safety 
Branch. 210pp. 62613:001-62613:274. 


-9207310241 “Accident Analysis - Tornado.” 

BEYER, J.R. Fluor Daniel. Inc. DC-SE-0001-SD R01. 92/02/18. 91pp. 62613:176- 
62613:260. 


-9207310246 Rev 1 to “Failure Modes & Effects Analysis Operator Error - Contaminat- 
ed Autoclave ” 

* Fluor Daniel. Inc. 92/01/31. 14pp. 62613:261-62613:274. 


DOCKET 70-3072 GRACE HOSP., DETROIT, Mi 


9207220030 Ack receipt of Itrs dtd 920630 & 0702 in response to staff 920609 Itr trans- 
mitting NOV. 

SHEAR,G.L Region 3 (Post 820201). 92/07/14. ZUBY,J. Grace Hosp.. Cleveland. 
OH. Ip. 62432:056-62432:069. 

-9207220035 Forwards matl omitted from 920630 Itr.Ltrs refer to number 2 in Itr “Cor- 
rective Steps Taken.” 

2UBY,J.M. Grace Hosp.. Cleveland, OH. 92/07/02. SHEAR, G.L Region 3 (Post 
820201). 4pp. 62432:057-62432:060. 

-9207220039 Responds to NRC Hr re violations noted in insp of license SNM-1991 on 
920511-12.Corrective actions:Cardiovascular Dynamics Dept will make montly follow- 
up calls to each patient & physician ofc to ascertain current status. 

ZUBY.J.M. Grace Hosp., Cleveland, OH. 92/06/30. SHEAR.G.L. Region 3 (Post 
820201). 9pp. 62432:061-62432:069. 


DOCKET 70-3073 KERR-MCQEE CORP., OKLAHOMA CITY, OK 


9207200096 Submits addi comment re application for matl license to possess radioac- 
tive matl present at Cushing.OK site, to be addressed along with other comments pre- 
viously sent on 920616. 

FAU\/ER,D.N. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/ 
10. STAUTER.J.C. Kerr-McGee Corp. Ip. 62448:353-62448:353. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0062 INDUSTRIAL NUCLEAR CO. 


9207080185 Requests 30 day extension, until 920719 to response period re NRC Insp 
Rept 71-0062/92-04. 

HUDDLESTON.E- Industrial Nuclear Co. 92/06/25. 0’CONNOR,S. Transportation 
Branch. Ip. 62284:361-62284:361. 


9206300222 Advises that 30 days extension acceptable to respond to items identified in 
NRC Insp Rwt 71-0062/92-04 re notice of N^lation/notice of nonconformance. 
MACDONALD, C.E. Transportation Branch. 92/06/26. HUDDLESTON,E. Industrial Nu- 
clear Co. 1 p. 62227:359-62227:359. 

9207170215 Responds to violation & nonconformances noted in Insp Rept 71-0062/92- 
04.Correctiv6 action8:aJI procurement documents (purchase orders) for basic compo- 
nents issued by licensee will specify that provisions of 10CFR21 apply. 
HUDDLESTON.B. Industrial Nuclear Co. 92/07/14. MACDONALD,C.E. Transportation 
Branch. 5pp. 62446:1 41 -62446:1 94. 

-1^7170:^1 Informs that vendor has retained TW Cuthbertson as outside Radiation 
Safety Consultant to assist Co in maintaining Radiation Safety Program/QA 
Program.Rev 5 to "QA Program for Design,Fabrication.A88embiy & Testing of Pig- 
tails...” encl. 

HUDDLESTON,B. Industrial Nuclear Co, 92/06/18. MACDONALD, C.E. Transportation 
Branch. 4pp. 62446:146-62446:150. 


-^7170227 Rev 5 to “QA Program for De8ign,Fabrication,A8sembly & Testing of 
Spira Pigtail8.Devices & Packaging Involv^ In Use & Transport of Radloactivo 
Matl." 

HUDDLESTON,E.W. Industrial Nuclear O). 92/07/10. 44pp. 62446:151-62446:194. 
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DOCKET 71-0115 BftW FUEL CO. 

d2073001®S Responds to nonconformances noted in insp rept 71-01 16/92-06.Correc- 
tive actionsrintemai audit on transportation program will be conducted by 920631 & 
container fabrication history will be documented. 

CARR.C.W. B&W Fuel Co. 92/07/27. Document Control Branch (Document Control 
Desk). 18pp. 62613:318-62613:335. 


DOCKET 71-0249 NUCLEAR FUEL SERVICES, INC. 

9207150131 Forwards QA program approval for radioactive matl package: 0249,Rev 4. 
MACDONALD.C.E. Transportation Branch. 92/07/10. PAINE.D. Nuclear Fuel Serv- 
ices. Inc. ip. 62412:341-62412:342. 

-920715013® QA program approval for radioactive matl package:0249,Rev 4. 
MACDONALD.C.E. Transportation Branch. 92/07/10. Ip. 62412:342-62412:342. 


DOCKET 71-034® PUB JC SERVICE CO. OF COLORADO 

9207220256 Lists correction to util mailing address.Requests that certificates or docu- 
ments containing util old addresses be updated.per recently received Itr dtd 920623 
which contained Certificate of Compliance 6346, Rev 2 for Model FSV-1. 
NOVACHEK,F.J. Public Service Co. of Colorado. 92/07/13. MACDONALD.C.E. Trans- 
portation Branch. 2pp. 62476:283-62476:284. 


DOCKET 71-0354 ADVANCED MEDICAL SYSTEMS, INC. 

9207150111 Forwards QA program approval for radioactive matl package: 0354, Rev 5. 
MACDONALD.C.E. Transportation Branch. 92/07/10. STEIN,S.J. Advanced Medical 
Systems. Inc. Ip. 62370:352-62370:353. 

-9207150113 QA program approval for radioactive matl packa9e:0354,Rev 5. 
MACDONALD.C.E. Transportation Branch. 92/07/10. Ip. 62370:353-62370:353. 


DOCKET 71-0390 COMMERCE, DEPT. OF 

9207070376 Advises that directory of federal agencies involved in conformity assess- 
ment through certification.registration or product listing will be updated.Requests input 
to end ti8ting,reflocting changes In NRC program. 

BREITENB^G.M. National Institute of Standards & Technology (formerly National 
Bureau of Standa. 92/06/30. BERNERO.R.M. Office of Nuclear Material Safety & 
Safeguards. 3pp. 62267:341-62267:343. 


DOCKET 71-0460 UNIV. OF VIRGINIA 

9207310117 Advises that QA program approval for radioactive matl package:0460 ex- 
pires on 921 001 .Renewal must be requested within 30 days of expiration.lf renewal 
not desired,NRC should be notified. 

MACDONALD,C.E. Transportation Branch. 92/07/30. MULDER, R.U. Virginia, Univ. of, 
Chariottesville, VA. Ip. 62657:317-62657:317. 


DOCKET 71-0471 PENNSYLVANIA POWER & LIGHT 

9207130243 Requests registration as user of model 660 & IR-100 for CXXJs 9033 & 
91 57 respectively. 

MEADOWS^M.D. Testing Laboratories. Inc. 92/07/01. Office of Nuclear Material 
Safety & Safeguards. 1p. 62374:334-62374:361. . 

-9207130252 “QA Program for Transport Containers.” 

* Testing Uboratories, Inc. 92/07/01. 13pp. 62374:335-62374:351. 

-9207130254 Certificate of compliance 91 56,rev 3, for model IR-50. 

MACDONALD.C.E. Transportation Branch. 87/06/30. 10pp. 62374:352-62374:361. 


DOCKET 71-0482 UNIV. OF MASSACHUSETTS 

9207240110 Appiication for renewal of QA program approval for radioactive matl 
package:048iUnlv plans to ship addi C8-137 Gammator 50 B type irradiator from Do- 
minican College to Univ of MA Veterinary & Animal Science Dept. 

TOCCLJ. Massachusetts, Univ. of, Amherst, MA. 92/07/16. MACDONALD.C.E. Trans- 
portation Branch. Ip. 62528:254-62528:263. 

-9207240113 Application for renewal of Certificate of Compliance 5800 for Model 
ORNL tritium target container. IAEA certificate of component authority end. 

DIETZ.Q.R. Isomedix, Inc. 81/03/20. RAWL,R.R. Transportation. Dept. of. 9pp. 
62528:255-62528:263. 


DOCKET 71-0524 RADIATION STERILIZERS, INC. 

9207060210 Forwards insp & refurbishment plan for Model 1500 for reinstatement into 
NRC Certificate of Compliance 5939,per Insp Rept 71-0524/92-02. 

FAIRANO.B.P. SteriGenics International (formerly Radiation Sterilizers, Inc.). 92/07/ 
01. MACDONALD.C.E. Office of Nuclear Material Safety & Safeguards. 18pp. 
82293:275-62293:292. 

9207290263 Responds to NRC 920319 Itr re violations & nonconformances noted in 
Insp Rept 71-0524/92-02 on 920211 & 12.Corrective actionsrdetailed procedures for 
implementation & administration of 10CFR21.21 have been developed. 

FAIRANO.B.P. SteriGenics International (formerly Radiation Sterilizers, Inc.). 92/07/ 
23. MACDONALD,C.E. Transportation Branch. 8pp. 6261 1 :239-6261 1 :246. 


DOCKET 71-0657 NDE SERVICES. INC. 

9207220397 Advises that QA program approval for radioactive matl package:0657 ex- 
pires on 920930.Renewal must be requested within 30 days of expiration.lf renewal 
not desired, NRC should be notified. 

MACDONALD.C.E. Transportation Branch. 92/07/21. BRIGGS, E.J. NDE Services, Inc. 
1p. 62471:356-62471:356. 


DOCKET 71-0595 AKRON INDUSTRIAL SERVICES, INC. 

920708IM>®3 Requests renewal for program & registration as user of T/0 660 cameras. 
MOORE,L.A. Akron Industrial Services. Inc. 92/06/30. MCDONALD, C.E. Transporta- 
tion Branch. Ip. 62277:359-62277:359. 


DOCKET 71-0632 QUALITY ENERGY SERVICES Sk TESTS CORP. 


9207170001 Forwards QA Program Approval for Radioactive Matl Package: 0632,Rev 2. 
MACDONALD.C.E. Transportation Branch. 92/07/14. WILSON, J.C. Quality Energy 
Services & Tests (QEST). 1p. 62440:208-62440:209. 

-9207170002 QA program approval for radioactive matl package 0632,rev 2. 
MACDONALD.C.E. Transportation Branch. 92/07/14, Ip. 62440:209-62440:209. 


DOCKET 71-0633 PRINCETON GAMMA-TECH, INC. 

9207160014 Informs that PGT does not intend to renew QA program for radioactive 
matl package 0633. 

ISHAMEL.J.R. Princeton Gamma-Tech, Inc. 92/07/07. MACDONALD.C.E. Transporta- 
tion Branch. 2pp. 62429:322-62429:323. 


DOCKET 71-0715 QUALITEST, INC. 

9207080213 Requests termination of QA program approval for radioactive matl 
package:0715,effective 920731 .All operations terminated on 920601. Fee paid. 
MOHffBACHER,J. Qualitest, Inc. 92/07/02. Transportation Branch. Ip. 62277:360- 
62277:360. 

9207150326 Informs that QA program approval for radioactive matl package:0715 
terminated.per 920702 request. 

MACDONALD,C.E. Transportation Branch. 92/07/10. MOHRBACHER,J.A. Qualitest, 
Inc. Ip. 62409:319-62409:319. 


DOCKET 71-0721 QUALITY SYSTEMS NDE, LTD. 

9207220409 Requests that listed packages be added to registered user listing. 

LANGE, M.J. Quality Systems NDE, Ltd. 92/07/13. MACDONALD.C.E. Transportation 
Branch. 2pp. 62471:354-62471:355. 


DOCKET 71-0736 MAGNA CHEK, INC. 

9207150145 Forwards QA program approval for radioactive matl oackage: 0736,Rev 0. 
MACDONALD.C.E. Magna unek, Inc. 92/07/10. JONES, LE. Transportation Branch. 
Ip. 62398:366-62398:357. 

-9207150147 QA program approval for radioactive matl package:0736,Rev 0. 
MACDONALD.C.E. Transportation Branch. 92/07/10. Ip. 62398:357-62398:357. 


DOCKET 71-0737 SERGENT, HAUSKINS & BECKWITH 

9207150126 Forwards QA program approval for radioactive matl packages: 0737, Rev 0. 
MACDONALD.C.E. Transportation Branch. 92/07/10. BEMRICH.T.D. SergenL Haus- 
kins & Beckwith. Ip. 62370:345-62370:346. 

-9207150129 QA program approval for radioactive matl package:0737,Rev 0. 
MACDONALD.C.E. Transportation Branch. 92/07/10. Ip. 62370:346-62370:346. 


DOCKET 71-0740 MIDLAND INSPECTION & ENGINEERING, INC. 

9207090145 Requests registration as user of models SPEC 2-T,IR 100 & Al 520.Current 
certificate of compliance for devices & “QA Program for Transport Containers” end. 
HAGER.R.C. Midland Inspection & Engineering, fnc. 92/06/26. Office of Nuclear Ma- 
terial Safety & Safeguards. 6pp. 62312:300-62312:349. 

-9207090149 “QA Program for Transport Containers.” 

* Radiation Consultants. Inc. 92/06/26. 26pp. 62312:312-62312:349. 


DOCKET 71-0741 BIX TESTING LABORATORIES 

9207240090 Forwards Rev 0 to QA Program Approval for Radioactive Matl for package 
0741. 

MACDONALD.C.E. Transportation Branch. 92/07/22. MEADOWS, M.D. BIX Testing 
Uboratories. Ip. 62515:311-62515:312. 

-9207240096 Rev 0 to QA Program Approval for Radioactive Matl package 0741. 
MACDONALD.C.E. Transportation Branch. 92/07/22. Ip. 62515:312-62515:312. 


DOCKET 71-0742 SOUTHERN INDUSTRIAL TESTING, INC. 

9207150289 Forwards “QA Program for Safety Handling & Transportation of Radioac- 
tive Matl for Industrial Radiography.” Fee paid. 

RUSSELL.K. Southern Industrial Testing. Inc. 92/07/09. MACDONALD.C. Office of 
Nuclear Material Safety & Safeguards. Ip. 62404:303-62404:306. 

-9207160003 “QA Program for Safe Handling & Transportation of Radioactive Matl for 
Industrial Radiography.” 

• Southern Industrial Testing. Inc. 92/07/09. 3pp. 62404:304-62404:306. 

9207170003 Forwards QA program approval for radioactive matl package 0742, rev 0. 
MACDONALD.C.E. Transportation Branch. 92/07/14. RUSSELL,K. Southern Industrial 
Testing, Inc. Ip. 62440:210-62440:211. 
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“9207170004 QA Program Approval for Radioactive Matl Package 0742, Rev 0. 
MACDONALD, C.E Transportation Branch. 92/07/31. Ip. 62440:211-62440:211. 


DOCKET 71-0743 AMERICAN ASSOCIATED TESTING, INC. 


9207160051 Requests registration as user of Certificate of Compliances 0743 & 9033. 
RAMIREZ, P. American Associated Testing Inc. 92/07/06. MACDONALD, C.E. Trans- 
portation Branch. 4pp. 62416:351-62416:354. 


DOCKET 71-0744 X-RAY CO., INC. 


9207160079 Requests registration as user of Certificate of Compliances 0744 & 9033. 
RAMIREZ, P. X-Ray Co., Inc. 92/07/06. MACDONALD, C.E. Transportation Branch. 
5pp. 62416:345-62416:349. 


DOCKET 71-3014 MODEL: TN-12/2, TRANSPORTATION, DEPT. OF 


9207150015 Record of telcon w/TransnucIear,lnc re use of TN 12/2 casks for transport 
of Shoreham fuel. 

OSGOOD.N.L Transportation Branch. 92/07/13. 2pp. 62375:208-62375:209. 

9207170209 Forwards info requested in NRC 920618 Itr re validation of French Certifi- 
cate of Competent Authority F/271/B(U)F Dc for TN-12/2 cask loaded w/Shoreham 
Nuclear Power Station Fuel. 

MANGUSI,J. Transnuclear, Inc. 92/07/15. CARRIKER,A.W. Transportation. Dept. of. 
23pp. 62446:317-62446:339. 


DOCKET 71-4909 MODEL: QE-21PF-1 & W-21PF-1, GENERAL ELECTRIC CO. 


9207160347 Fonvards rept submitted by Westinghouse,dtd 920605, per 10CFR71.95 re 
reduction of effectiveness during use of Model W-21PF-1.R6pt describes absence or 
loss of insulating matl from Model W-21 PF-1 shipping containers. 

MACDONALD.C.E. Transportation Branch. 92/06/26. WINSLOW, T.P. General Electric 
Co. Ip. 62413:345-62413:347. 


DOCKET 71-5740 MODEL: ORNL TRU CALIF., ENERGY, DEPT. OF 


9207100015 Application for amend to Certificate of Compliance 5740 for Model ORNL 
TRU Caiifomium.SAR for Packaging page changes, constituting Rev 4 of ORNL- 
5409,SER for amend to SAR for f^ckaging & operating & maint procedures encl. 
WANGLER.M.E. Energy. Dept. of. 92/06/04. MACDONAUSc.E. Transportation 
Branch. Ip. 62395:183-62395:204. 

“9207100019 Rev 4 to “SAR for Packaging (SARP) of ORNL TRU Californium Shipping 
Container." 

BOX,W.D., SHAPPERT.LB., SEAGREN.R.D. Oak Ridge National Laboratory. 92/04/ 
24. 17pp. 62395:184-62395:195. 

“9207100023 "SER for Amend to SAR for Packaging for ORNL TRU Californium Ship- 
ping Container ORNL-5409/Rev 1, Revised 810807.” 

* Energy. Dept. of. 92/06/04. Ip. 62395:196-62395:196. 

“9207100028 "Operating Procedure” for safe use of ORNL TRU Catifomium Shipping 
Container.sumarizing loading & unloading requirements. 

* Energy. Dept of. 92/06/04. 5pp. 62395:197-62395:201. 

“9207100033 "Periodic Maint & Insp” procedure for annual insp of ORNL TRU Califor- 
nium Shipping Container. 

* Energy, Dept of. 92/06/04. 3pp. 62395:202-62395:204. 


DOCKET 71-5706 MODEL: 181375, 181361, ADVANCED MEDICAL SYSTEMS, INC. 

9207080097 Discusses Certificate of Compliance USA/5796 & consolidated application 
for Type B(U) package.Another consolidated application sent on 920626.due to notifi- 
cation that original application not presently under review. 

STEIN.S.J. A^anced Medical Systems, Inc. 92/07/02, MACDONALD.C.E. Transpor- 
tation Branch. Ip. 62277:352-62277:352. 


DOCKET 71-5797 MODEL: INNER & OUTER HFIR UN, ENERGY, DEPT. OF 

9207140024 Forwards Rev 9 to Certificate of Compliance 5797 for Models inner & outer 
HFIR unirradiated fuel element shipping container. 

MACDONALD.C.E Transportation Branch. 92/07/13. WANGLER.M.E Energy. Dept, 
of. Ip. 62385:290-62385:304. 

“9207140026 Certificate of Compliance 5797.Rev 9, for Model inner & outer HFIR unir- 
radiated fuel element shipping container. 

MACDONALO,C.E Transportation Branch. 92/07/13. 14pp. 62385:291-62385:304. 


DOCKET 71-5800 MODEL: ORNL TRITIUM TARGET CONTAINER 


9207240110 Application for renewal of QA program approval for radioactive matl 
package:0482.Univ plans to ship add! Cs-137 Gammator 50 B type irradiator from Do- 
minican College to Univ of MA Veterinary & Animal Science Dept 
TCXXI.J. Massachusetts. Univ. of. Amherst. MA. 92/07/16. MACOONALD.C.E Trans- 
portation Branch. Ip. 62528:254-62528:263. 

“9207240113 Application for renewal of Certificate of Compliance 5800 for Model 
O RNL tritium target container.lAEA certificate of compenent authority end. 

D1E7Z.G.R. Isomedix, Inc. 81/03/20. RAWUR.R. Transportation. Dept of. 9pp. 
62528:255-62528:263. 


DOCKET 71-5939 MODEL: 1500, GENERAL ELECTRIC CO. 


9207080210 Forwards insp & refurbishment plan for Model 1500 for reinstatement into 
NRC Certificate of Compliance 5939,per Insp Rept 71-0524/92-02. 

FAIRAND.B.P. SteriGenics International (formerly Radiation Sterilizers, Inc.). 92/07/ 
01. MACDONALD.C.E. Office of Nuclear Material Safety & Saf^uards. 18pp. 
62293:275-62293:292. 

9207290263 Responds to NRC 920319 Itr re violations & nonconformances noted in 
Insp Rept 71-0524/92-02 on 920211 & 12.Corrective actlons:detailed procedures for 
implementation & administration of 10CFR21.21 have been developed. 

FAIRAND.B.P. SteriGenics International (formerly Radiation Sterilizers, Inc,). 92/07/ 
23. MACDONALD.C.E. Transportation Branch. 8pp. 62611:239-62611:246. 


DOCKET 71-5950 MODEL: BCL-4, BATTELLE COLUMBUS LABORATORY 


9207300050 Requests one-time exemption from Rev 6 to Certificate of Compliance 
5950 to support use of BCL-4 cask by Ohio State Univ to transfer 14 Co-60 sources 
via approved,exclusive-use vehicle from West Jefferson, OH to univ. 

TOY.H. Battelle Memorial Institute, Columbus Laboratories. 92/07/20. 
MACDONALD.C.E. Transportation Branch. Ip. 62568:142-62568:142. 

9207240237 Advises thatper 920720 application & 10CFR71 .Certificate of Compliance 
for Model BCL-4 amended as listed.Approval record encl. 

MACDONALD.C.E. Transportation Branch. 92/07/21. TOY.H. Battelle Memorial Insti- 
tute, Columbus Laboratones. 2pp. 62498:348-62498:349. 


DOCKET 71-5957 MODEL: BMI-1, CINTiCHEM, INC. 


9207200115 Application for amends to Certificates of Compliance 5957, 6058 & 
9098,reftecting that ownership of certificates transferred to DOE from Cintichern.lnc 
under cooperative agreement. 

WANGLER.M.E. Energy, Dept. of. 92/07/15. MACDONALD.C.E. Transportation 
Branch. Ip. 62448:355-62448:355. 


DOCKET 71-6058 MODEL: B-3, CINTICHEM, INC. 


9207200115 Application for amends to Certificates of Compliance 5957, 6058 & 
9098.reflecting that ownership of certificates transferred to DOE from Cintichern.lnc 
under cooperative agreement. 

WANGLER.M.E. Energy, Dept. of. 92/07/15. MACDONALD.C.E. Transportation 
Branch. Ip. 62448:355-62448:355. 


DOCKET 71-6144 MODEL* B-2, U.S. ECOLOGY, INC. 


9207310122 Ack receipt of 920617 Itr re Certificate of Compliance 6144 for Model B- 
2.Evaluation of info request as well as market demand for model in 
process.Evaluation expected to be complete on or before 920828. 

SAUER.R.E. U.S. Ecology, Inc. (formerly Nuclear Engineering. Inc.). 92/07/17. 
MACDONALD.C.E. Transportation Branch. Ip. 62657:31642657:316. 


DOCKET 71-6294 MODEL* UNC-2901, COMBUSTION ENGINEERING, INC. 

9207090197 Revised application for Certificate of Compliance 6294 for Model UNC- 
2901 .allowing vendor to exceed 50 containers per scrap shipment. W/four oversize 
drawings. 

LEST^.K.S. B&W Fuel Co. 92/05/31. MACDONALD.C.E. Transportation Branch. 
74pp. 62370:257-62370:332. 


DOCKET 71-6346 MODEL FSV-1, PUBLIC SERVICE CO. OF COLORADO 


9207220256 Lists correction to util mailing address.Requests that certificates or docu- 
ments containing util old addresses be updated, per recently received Itr dtd 920623 
which contained Certificate of Compliance 6346,Rev 2 for Model FSV-1. 
NOVACHEK,F.J. Public Service Co. of Colorado. 92/07/13. MACDONALD.C.E. Trans- 
portation Branch. 2pp. 62476:283-62476:284. 


DOCKET 71-6386 MODEL 235R001, ENERGY, DEPT. OF 

9207280241 Forwards Rev 13 to Certificate of Compliance 6386 for Model 235R001. 
MACDONALD, C.E. Transportation Branch. 92/07/23. MILES.B.K. Energy. Dept. of. 
1p. 62566:354-62566:359. 

“9207280242 Certificate of Compliance 6386.Rev 13,for Model 23SR001. 
MACDONALD.C.E. Transportation Branch. 92/07/23. 5pp. 62566:355-62566:359. 


DOCKET 71-6717 MODEL 8717-B, AMERSHAM CORP. 


9207300226 Requests registration as user of Models 6717-B.650,650E,715 & Century S 
& Century SA. 

MOCK,G. Applied Technical Services, Inc. 92/07/22. MACDONALD.C.E. Transporta- 
tion Branch. 1p. 62665:351-62665:351. 


DOCKET 71-9006 MODEL Al 500 8U, AMERSHAM CORP. 

9207300183 Notification of registration as user of certificates of compliance 
9006,9021,9032,9036.9036.9107,9137,9156,9157 & 9165,ln response to 920713 re- 
quest 

MACDONALD.C.E. Transportation Branch. 92/07/28. LANQE.M.J. Quality Systems 
NDE, Ltd. Ip. 62595:360-62595:360. 
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DOCKET 71-9007 ItipDEL: Al 520, AHERSHAH CORP. 


DOCKET 71-9035 MODEL: 680 & 680E, AMERSHAM CORP. 


9207090145 Requests registration as user of models SPEC 2-T,IR 100 & Al 520.Current 
certificate of compliance for devices & “QA Program for Transport Containers” end. 
HAGER.R.C. Midland Inspection & Engineering, Inc. 92/06/26. Office of Nuclear Ma- 
terial Safety & Safeguards. 6pp. 62312:300-62312:349. 


9207300183 Notification of registration as user of certificates of 

9006.9021.9032,9036,9036.9107.9137,9156.9157 & 9165,in response to 
quest. 

MACDONALD, C.E. Transportation Branch. 92/07/28. LANGE,M.J. Quality Systems 
NDE, Ltd. Ip. 62595:360-62595:360. 


compliance 
920713 re- 


DOCKET 71-9010 MODEL: NLi-1/2, NUCLEAR ASSURANCE CORP. 

9207140016 Notification of registration as user of certificate of compliance 9010,in re- 
sponse to 920617 request. 

MACDONALD.C.E. Region 2 (Post 820201). 92/07/13. BECKHAM.J.T. Georgia Power 
Co. Ip. 62384:352-62384:352. 

9207140231 Notification of registration as user of Certificate of Compliance 9010, in re- 
sponse to 92061 7 request 

MACDONALD.C.E. Transportation Branch. 92/07/13. BECKHAM.J.T. Georgia Power 
Co. 1 p. 62385: 1 00-62385: 1 00. 


DOCKET 71-9036 MODEL: C-1, SOURCE PRODUCT90N A EQUIPMENT CO., INC. 

9207300183 Notification of registration as user of certificates of compliance 

9006,9021.9032,9036.9036.9107,9137.9156.9157 & 9165,in response to 920713 re- 
quest 

MACDONALD, C.E. Transportation Branch. 92/07/28. LANGE.M.J. Quality Systems 
NDE, Ltd. 1p. 62595:360-62595:360. 


DOCKET 71-9037 MODEL: TRiGA-2, GENERAL ATOMICS 


DOCKET 71-9019 MODEL: BU-7, GENERAL ELECTRIC CO. 

9207150286 Application for amend to Certificate of Compliance 9019, for Model BU- 
7.including shipment of U-bearing scrap, containing up to 17.63 kg U.eniiched to 
4.025%. Criticality safety analysis end. 

MASON, M. Transamerica Delaval, Inc. 92/07/07. MACDONALD.C.E. Transportation 
Branch. 28pp. 62407:229-62407:256. 


DOCKET 71-9021 MODEL 750, AMERSHAM CORP. 

9207300183 Notification of registration as user of certificates of compliance 

9006,9021,9032.9035,9036.9107.9137.9156.9157 & 9165.in response to 920713 re- 
quest 

MACDONALD.C.E. Transportation Branch. 92/07/28. LANGE, M.J. Quality Systems 
NDE, Ltd. Ip. 62595:360-62595:360. 


DOCKET 71-9032 MODEL 650, AMERSHAM CORP. 

9207300226 Requests registration as user of Models 6717-B,650.650E,715 & Century S 
& CTentury SA. 

MOCK,G. Applied Technical Services, Inc. 92/07/22. MACDONALD.C.E. Tiansporta- 
tlon Branch. Ip. 62665:351-62665:351. 


9207010055 Responds to 920609 application requesting amend to Certificate of Compli- 
ance 9034 for Model TRIGA-1 & TRIGA-2 shipping packages.Addl info request^ 
within 30 days of Itr date to complete review. 

MACDONALD,C.E. Transportation Branch. 92/06/24. ASMUSSEN,K.E. General 
Atomics (formerly GA Technologies, inc./General Atomic Co.). 2pp. 62230:282- 

ftoo'an.ooo 


9207160067 Forwards clarification statements In response to 920624 Itr re reclassifica- 
tion of TRIGA-1 & TRIGA-2 shipping containers to demonstrate eligibility for classifica- 
tion as Fissile Class I containers. 

ASMUSSEN,K.E. General Atomics (formerly GA Technologies, lnc./General Atomic 
Co.). 92/07/14. MACDONALD.C.E. Transportation Branch. 25pp. 62430:115- 
62430:139. 


DOCKET 71-9056 MODEL SPEC 2-T, SOURCE PRODUCTION A EQUIPMENT CO., 

9207090145 Requests registration as user of models SPEC 2-T,IR 100 & Al 520.Current 
certifi^te of compliance for devices & "QA Program for Transport Containers" end, 
HAGER,R.C. Midland Inspection & Engineering, Inc. 92/06/26. Office of Nuclear Ma- 
terial Safety & Safeguards. 6pp. 62312:300-62312:349. 

9207140003 Requests registration as user of model SPEC 2T. 

SHUMWAY.D. North American Inspection, Inc. 92/07/06. MACDONALD,C.E. Trans- 
portation Branch. Ip. 62382:357-62382:357. 


9207300183 Notification of registration as user of certificates of compliance 

9006,9021,9032.9035.9036,9107.9137.9156.9157 & 9165,ln response to 920713 re- 
quest 

MACDONALD, C.E. Transportation Branch. 92/07/28. LANGE.M.J. Quality Systems 
NDE, Ltd. Ip. 62595:360-62595:360. 


9207230143 Notification of registration as user of Certificates of Compliance 9033.9056 
& 9127,in re^nse to 920706 request Certficate of Compliance 9135 expired. 
MACDONALD.C.E. Transportation Branch. 92/07/21. SHUMWAY.D. North American 
Inspection, Inc. Ip. 62482:265-62482:265. 


DOCKET 71-9033 MODEL 660, 660A, 660AE, 660B, 660BE, 660E, AMERSHAM 

9207130243 Requests registration as user of model 660 & IR-100 for (X>Cs 9033 & 
9157,respectively. 

MEADOWS.M.D. Testing Laboratories, ir>c. 92/07/01. Office of Nuclear Material 
Safety & Safeguards. 1 p. 62374:334-62374:361 , - 

-9207130252 *‘QA Program for Transport Containers." 

* Testing Laboratories. Inc. 92/07/01. 13pp. 62374:335-62374:351. 

9207140004 Requests registration as user of model 660 A 660B. 

SHUMWAY.D. North American Inspection, Inc. 92/07/06. MACDONALD.C.E. Trans- 
portation Branch. Ip. 62362:356-62382:356. 

9207160051 Requests registration as user of Certificate of Compliances 0743 & 9033. 
RAMIREZ,P, American Associated Testing, Inc. 92/07/06. MACDONALD.C.E. Trans- 
portation Branch. 4pp. 62416:351-62416:31^. 

9207160079 Requests registration as user of Certificate of Compliances 0744 A 9033. 
RAMIREZ.P. X-Ray Co., Inc. 92/07/06. MACDONALD,C.E. Transportation Branch. 
5pp. 62416:345-62416:349. 

9207230143 Notification of registration as user of Certificates of 0>mpliance 9033,9056 
A 9127.in re^nse to 920706 request. Certficate of Compliance 9135 expired. 
MACDONALID.C.E. Transportation Branch. 92/07/21. SHUMWAY.D. North American 
Inspection. Inc. Ip. 62482:265-62482:265. 

9207300226 Requests registration as uirar of Models 6717-B,650,650E,715 A Century S 
A Century SA. 

MOCK,Q. Applied Technical Services, Inc. 92/07/22. MACDONALD.C.E. Transporta- 
tion Branch. Ip. 62665:351-62665:351. 


DOCKET 71-9034 MODEL TRiQA-1, GENERAL ATOMICS 

9207010055 Responds to 920609 application requesting amend to Certificate of Compli- 
ance 9034 for Model TRIGA-1 A TRIGA-2 shipping package8.Addl info requested 
witiiin 30 days of Itr date to complete review. 

MACOONALO,C.E. Transportation Branch. 92/06/24. ASMUSSEN,K.E. General 
Atomics (formerly QA Technologies, lnc./General Atomic Co.). 2pp. 62230:282- 


DOCKET 71-9071 MODEL AP-101, ANEFCO, INC. 

9207300043 Requests registration as user of Model AP-101. 

GARDNER.R.L. Nebra^ Public Power District. 92/07/21. MACDONALD.C.E. Trans- 
portation Branch. Ip. 62568:143-62568:143. 


DOCKET 71-9098 MODEL CI-20WC-2 A CI-20WC-2A, CINTICHEM, INC. 

9207200115 Application for amends to Certificates of Compliance 5957, 6058 A 
9098,refiecting that ownership of certificates transferred to C)OE from CIntichem.Inc 
under cooperative agreement. 

WANGLER.M.E. Energy, Dept. of. 92/07/15. MACDONALD.C.E. Transportation 
Branch. 1p. 62448:355-62448:355. 

9207280296 Advises that NRC terminating review of 901003 application for amend to 
Certificate of Compliance 9098 for Models CI-20WC-2 A CI-20WC-2A,per licensee 
920123 request to transfer certificate to DOE. 

MACDONALD.C.E. Transportation Branch. 92/07/23. STRACK.R.A. Cintichem. Inc, 
Ip. 62567:028-62567:028. 


DOCKET 71-9107 MODEL 771, AMERSHAM CORP. 

9207300183 Notification of registration as user of certificates of compliance 

9006,9021.9032,9035.9036,9107,9137.9156,9157 A 91 66, in response to 920713 re- 
quest. 

MACDONALD.C.E. Transportation Branch. 92/07/28. LANGE, M.J. Quality Systems 
NDE, Ltd. 1p. 62595:360-^595:360. 


DOCKET 71-9127 MODEL 100, 100A, 200 A 200A, AMERSHAM CORP. 

9207140007 Requests registration as user of model 100A. 

SHUMWAY,D. North American Inspection, Inc. 92/07/06. MACDONALD.C.E. Trans- 
portation Branch. Ip. 62362:358-62382:358. 

0207230143 Notification of registration as user of Certificates of Compliance 9033,9056 
A 9127,ln response to 920706 request. Certficate of Compliance 9135 expired. 
MACDONALD.C.E. Transportation Branch. 92/07/21. SHUMWAY.D. North American 
Inspection. Inc. Ip. 62462:265-62482:265. 


9207160067 Forwards clarification statements in response to 920624 Itr re reclassifica- 
tion of TRIGA-1 A TRIGA-2 shipping containers to demonstrate eligibility for classifica- 
tion as Fissile Class I containers. 

ASMUSSEN,K.E. General Atomics (formerly GA Technologies, lnc./Qeneral Atomic 
Co.). 92/07/14. MACDONALD.C.E. Transportation Branch. 2^. 62430:115- 
62430:139. 


DOCKET 71-9135 MODEL CENTURY 8 A SA, CENTURY UNIVERSAL S A SA. 

9207140006 Requests registration as user of model S A SA. 

SHUMWAY.D. North American Inspection, Inc. 92/07/06. MACDONALD.C.E. Trans- 
portation Branch. 1p. 62382:355-62382:355. 
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9207230143 Notification of registration as user of Certificates of Compliance 9033,9056 
& 91 27, in response to 920706 request. Certficate of Compliance 9135 expired. 
MACDONALD,C.E. Transportation Branch. 92/07/21. SHUMWAY,D. North American 
Inspection, Inc. Ip. 62482:265-62482:265. 

9207300226 Requests registration as user of Models 6717-B,650,650E,715 & Century S 
& Century SA. 

MOCK,G. Applied Technical Services, Inc. 92/07/22. MACDONALD.C.E. Transporta- 
tion Branch. Ip. 62665:351-62665:351. 


DCXJKET 71-9137 MODEL 820, AMERSHAM CORP. 

9207300183 Notification of registration as user of certificates of compliance 

9006,9021,9032,9035.9036,9107,9137,9156,9157 & 91 65, in response to 920713 re- 
quest. 

MACDONALD,C.E. Transportation Branch. 92/07/28. LANGE, M.J. Quality Systems 
NDE. Ltd. Ip. 62595:360-62595:360. 


DOCKET 71-9151 MODEL HN-100 SERIES 3. ET AL SCIENTIFIC ECOLOGY 

9207240167 Application for renewal of Certificate of Compliance 9151 for Model HN- 
100, Series 3 & LN-14-170.Series 1 .Certification drawing numbers listed. 

RAMSEY, T.B. Siemens Corp. 92/07/20. MACDONALD, C. Transportation Branch. 2pp. 
62528:250-62528:251. 

9207300057 Application for renewal of Certificate of Compliance 9151 for Models HN- 
100, Series 3 & LN 14-1 70, Series 1. Certification drawings listed. 

RAMSEY,T.B. Scientific Ecology Group, Inc. 92/07/20. MACDONALD.C.E. Transpor- 
tation Branch. 2pp. 62568:140-62568:141. 

9207300262 Notification of registration as user of certificate of compliance 91 51, in re- 
sponse to 920720 requestConsolidated application, including procedures for operating 
& maintaining package.should be submitted within 60 days. 

MACDONALD.C.E. Transportation Branch. 92/07/28. RAMSEY.T.B. Scientific Ecology 
Group, Inc. 1 p. 62595:308-62595:308. 


DOCKET 71-9156 MODEL IR-50, INDUSTRIAL NUCLEAR CO. 

9207080321 Forwards rev 0 to Quality Control Procedure 3.2, “Device Quality Control 
Procedure" & rev 0 to Insp Procedure 3.3 “Model IR-50." in response to 920401 Itr re 
info on 920320 application. 

HUDDLESTON.E.W. Industrial Nuclear Co. 92/06/25. Transportation Branch. 6pp. 
62291:275-62291:329. 

-9207080327 Rev 0 to “Device Quality Control Procedure 3.2." 

* Industrial Nuclear Co. 92/06/15. 26pp. 62291:282-62291:307. 

-9207080332 Rev 0 to “Insp Procedure 3.3 to Model IR-50.” 

* Industrial Nuclear Co. 92/06/15. 19pp. 62291:308-62291:329. 

9207130243 R^uests registration as user of model 660 & IR-100 for COCs 9033 & 
9157,respectively. 

MEADOWS,M.D. Testing Laboratories, Inc. 92/07/01. Office of Nuclear Material 
Safety & Safeguards, Ip. 62374:334-62374:361. 

-9207130254 Certificate of compliance 9156.rev 3,for model IR-50. 

MACDONALD.C.E. Transportation Branch. 87/06/30. 10pp. 62374:352-62374:361. 

9207300183 Notification of registration as user of certificates of compliance 

9006,9021,9032,9035,9036,9107,9137,9156,9157 & 9166,in response to 920713 re- 
quest. 

MACDONALD, C.E. Transportation Branch. 92/07/28. LANGE.M.J. Quality Systems 
NDE. Ltd. Ip. 62595:360-62595:360. 


DOCKET 71-9157 MODEL iR-100, INDUSTRIAL NUCLEAR CO. 

9207090104 Forwards rev 0 to inw Procedure 3.3, “Model IR-100" & rev 0 to Quality 
Control Procedure 3.2, "Device Quality Control Procedure," in response to 920401 Itr 
re info pertaining to 920320 application. 

HUDDLESTON.E.W. Industrial Nuclear Co. 92/06/25. WITHEE.C. Transportation 
Branch. 3pp. 62308:203-62308:262. 

-9207090119 Rev 0 to Insp Procedure 3.3, “Model IR-100." 

* Industrial Nuclear Co. 92/06/15. 18pp. 62308:206-62308:234. 

-9207090123 Rev 0 to Quality Control Procedure 3.2, “Device Quality Control Proce- 
dure." 

* Industrial Nuclear Co. 92/06/15. 29pp. 62308:235-62308:262. 

9207090145 Requests registration as user of models SPEC 2-T.lR 100 & Al 520.Current 
certificate of compliance for devices & “QA Program for Transport Containers” end. 
HAGER,R.C. Midland Inspection & Engineering, Inc. 92/06/26. Office of Nuclear Ma- 
terial ^fety & ^feguards. 6pp. 62312:300-62312:349. 

9207130243 R^uests registration as user of model 660 & IR-100 for COCs 9033 8 
91 S7 ro3D0Ctiv0ly 

MEAb0WS,M.D. Testing Laboratories, Inc. 92/07/01. Office of Nuclear Material 
Safety & Safeguards. 1p. 62374:334-62374:361. 

-9207130252 "QA Program for Transport Containers." 

* Testing Laboratories, Inc. 92/07/01. 13pp. 62374:335-62374:351. 

9207230280 Notification of registration as user of Certificate of Compliance 91 57.in re- 
sponse to 920715 request 

MACDONALD.C.E. Transportation Branch. 92/07/21. WANGLER,M.E. Energy, Dept 
of. Ip. 62479:359-62470:359. 

9207300183 Notification of registration as user of certificates of compliance 

9006,9021.9032.9035.9036,9107.9137,9156.9157 & 9165.in response to 920713 re- 
quest 

MACDONALD, C.E. Transportation Branch. 92/07/28. LANGE, M.J. Quality Systems 
NDE, Ltd. ip. 62595:360-62595:360. 


DOCKET 71-9165 MODEL 855, AMERSHAM CORP. 

9207300183 Notification of registration as user of certificates of compliance 

9006,9021,9032.9035.9036,9107,9137,9156.9157 & 9165,in response to 920713 re- 
quest 

MACDONALD.C.E. Transportation Branch. 92/07/28. LANGE.M.J. Quality Systems 
NDE. Ltd. Ip. 62595:360-62595:360. 


DOCKET 71-9176 MODEL NUPAC 14/210H & L ET AL NUPAC SERVICES, INC. 

9207080258 Notification of registration as user of Certificate of Compliance 9176,in re- 
sponse to 920617 request 

MACDONALD.C.E. Transportation Branch. 92/07/07. PLUNKETT.T.F. Florida Power 
& Light Co. Ip. 62277:354-62277:354. 


DOCKET 71-9185 MODEL OP-100, INDUSTRIAL NUCLEAR CO. 

9207090004 Responds to 920401 request for addi info re 920320 request for rev to 
Certificate of Compliance 9185 for Model 100 overpack.Drawings revised to include 
current date & number. 

HUDDLESTON.E.W. Industrial Nuclear Co. 92/06/25. WITHEE,C. Transportation 
Branch. 4pp. 62307:300-62307:303. 


DOCKET 71-9216 MODEL CNS 1-136, CHEM-NUCLEAR SYSTEMS, INC. 

9207010011 Requests registration as user of Model CNS 1-1 3G. 

WAREMBOURG.D.W. Public Service Co. of Colorado. 92/06/23. Transportation 
Branch. 2pp. 62230:241-62230:242. 

9207140021 Notification of registration as user of certificate of compliance 9216,in re- 
sponse to 920613 request. 

MACDONALD.C.E. Region 4 (Post 820201). 92/07/13. HUTCHINS.L Public Service 
Co. of Colorado. Ip. 62385:289-62385:289. 

9207140230 Notification of registration as user of Certificate of Compliance 9216,in re- 
sponse to 920623 request. 

MACDONALD.C.E. Transportation Branch. 92/07/13. HUTCHINS.L Public Service 
Co. of Colorado. Ip. 62385:121-62385:121. 


DOCKET 71-9233 MODEL TN-RAM, TRANSNUCLEAR, INC. 

9207080232 Requests registration as user of Model TN-RAM. 

SCHROEDER.C.W. Commonwealth Edison Co. 92/06/26. MACDONALD.C.E. Trans- 
portation Branch. Ip. 62277:356-62277:356. 

9207100325 Requests registration as user of Model TN-RAM. 

JESSEN.D. (Commonwealth Edison Co. 92/07/01. MACDONALD.C.E. Transportation 
Branch. 1p. 62365:351-62365:351. 

9207220175 Notification of registration as user of certificate of compliance 9233, in re- 
sponse to 920626 request. 

MACDONALD.C.E. Transportation Branch. 92/07/16. BRITT, T. (Commonwealth 
Edison Co. Ip. 62496:299-62496:299. 


DOCKET 71-9239 MODEL MCC-3, WESTINQHOUSE ELECTRIC CORP. 

9207080339 Forwards Certificate of Compliance 9239 rev 1 .for Model MCC-3 & MCC-4. 
MACDONALD.C.E. Transportation Branch. 92/07/06. NARDI,A.J. Westinghouse Elec- 
tric Corp. Ip. 62305:016-62305:021. 

-9207080342 Certificate of compliance 9239,rev 1,for model MCC-3 & MCC-4. 

* Transportation Branch. 92/07/06. 5pp. 62305:017-62305:021. 


DCX^KET 71-9247 MODEL 110Q-A, NUCLEAR FUEL SERVICES. INC. 

9207200190 Informs that vendor anticipates submittal of addI info requested in NRC 
920610 Itr for Model 110G-A package by 920731 & that as requested, info will be sub- 
mitted in form of rev to 920422 application. 

PAINE,D. Nuclear Fuel Services. Inc. 92/07/10. MACDONALD.C.E. Transportation 
Branch. Ip. 62447:001-62447:001. 


DOCKET 71-9249 MODEL CNS 14-170, SERIES III, CHEM-NUCLEAR SYSTEMS, 

9207090054 Application for new Certificate of Compliance 9249 for Model CNS 14- 
170, Series lll.formeiiy under Certificate of Compliance 9151.W/seven oversize draw- 
ings. 

PAQUIN.P.L Chem-Nuclear Systems, Inc. 92/06/26. MACDONALD.C.E. Transporta- 
tion Brsmch. 15pp. 62456:176-62456:190. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0004 DUKE POWER CO., 50-269, 50-270 & 50-287 

9207020159 Forwards meeting summary, Duke Power comments on SALP.SALP 
8lides,revi8ion sheet & final SALP rapt for period 900801-920229 re Insp repts 50- 
269/92-01.50-270/92-01, 50-287/92-01 & 72-0004/92-01 . 

EBNETER.S.D. Region 2 (Post 820201). 92/06/04. HAMPTON, J.W. Duke Power Co. 
29pp. 62224:240-62224:311. 

-9207020181 Provides addi info & comments re operator training assessment to be 
considered for inclusion in final SALP rept in connection w/insp repts 50-269/92- 
01 ,50-270/92-01 , 50-287/92-01 & 72-0004/92-01 . 

HAMPTON,J.W. Duke Power Co. 92/05/14. EBNETER.S.D. Region 2 (Post 820201). 
14pp. 62224:269-62224:282. 
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-9207020281 Final. SALP repts 50-269/92-01.50-270/92-01,50-287/92-01 & 72-0004/ 
92-01 forAua 199O-F0b 1992. 

- Region 2 (Post 820201). 92/06/04. 29pp. 62224:283-62224:311. 

9207270012 Forwards insp repts 50-269/92-14,50-270/92-14 & 50-287/92-14 on 
920524-061 9.On0 violation noted & being considered for escalated enforcement 
action. No notice of violation being Issued at this time. 

JOHNSON.J.R. Region 2 (Post 820201). 92/06/29. HAMPTON, J.W. Duke Power Go. 
4pp. 62475:004-62475:011. 


DOCKET 72-0006 CAROLINA POWER & LIGHT CO., 50-324 a 50-325 


9207310091 Forwards payment of NRG review fees re ISFSI for NRG Part 170 license 
application for Invoice JR0554-92. 

MCGARTHY.D.G. Carolina Power & Light Co. 92/07/27. Document Control Branch 
(Document Control Desk). Ip. 62612:351-62612:351. 


DOCKET 72-0008 BALTIMORE GAS & ELECTRIC CO., 50-317 & 50-318 


9207210116 Forwards Nonpropriety volume 1 & propriety volume 2 of rev 1 to ‘‘Calvert 
Cliffs ISFSI Updated SAR." “Calvert Cliffs ISFSI Updated SAR Final Analysis & Eval- 
uation..." also end. Propriety volume 2 withheld.W/36 oversize drawings. 

CREEL,G.C. Baltimore Gas & Electric Co. 92/07/16. Office of Nuclear Material Safety 
& Safeguards. 4pp. 62639:001-62640:099. 

—9207210130 Rev 1 to “Calvert Cliffs ISFSI Updated Safety Analysis Rapt Final Analy- 
sis & Evaluation (10CFR72.70(a)).” 

ROSA,J.M., TAYLOR, M. Pacific Nuclear Fuel Services, Inc. BGE-01-126 R01. 92/07/ 
31. 40pp. 62639:007-62639:046. 

-9207240156 Nonproprietary rev 1 to vol 1 “Calvert Cliffs ISFSI Updated Safety Analy- 
sis Rept." 

* Baltimore Gas & Electric Co. 92/07/16. 400pp. 62639:047-62640:099. 


DOCKET 72-0009 PUBLIC SERVICE CO. OF COLORADO, 50-267 

9207170187 Ack receipt of 920609 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-267/92-06 & 72-0009/92-06 on 920511. 

BEACH.A.B. Region 4 (Post 820201). 92/07/13. CRAWFORD,A.C. Public Service Co. 
of Colorado. 3pp. 62430:342-62430:354. 


DOCKET 72-0010 NORTHERN STATES POWER CO., 50-282 & 50-306 


9207130178 Rev 13 to Prairie Island Nuclear Generating Plant ISFSI emergency 
plan.W/920706 Itr. 

FEY,F.L Northern States Power Co. 92/07/06. 200pp. 62384:040-62384:257. 

9207140235 Forwards response to NRC & LLL questions on TN-40 cask thermal analy- 
sis & procedure for unloading cask. 

PARKER.T.M. Northern States Power Co. 92/07/10. Document Control Branch (Doc- 
ument Control Desk). 3pp. 62387:359-62387:361. 


DOCKET 72-1000 MODEL; CASTOR V/21, GENERAL NUCLEAR SYSTEMS, INC. 

9207170168 Approves 920228,0513,18 & 0605 requests/affidavrits for withholding listed 
topical repts re matl properties of basket for Castor V storage cask & mad properties 
of steel basket (ref l6cpR2.790). 

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/15. BARNHART, V.J. General Nuclear Systems, Inc. 3pp. 62431:340- 
62431:342. 


DOCKET 72-1004 MODEL: NUHOMS-24P, PACIFIC NUCLEAR FUEL SERVICES, 
INC. 


9207100278 Ack receipt of 920417 & 0515 Itrs containing calculations & analyses,specs 
& floppy discs,per NRC 920323 questions. Status of NRC comments on standardized 
NUHOMS end. 

STUR2,F.C. Source Containment & Devices Branch (Post 911213). 92/07/08. 
LEHNERT,R.A. Pacific Nuclear Systems, Inc. 11pp. 62364:333-62364:343. 

9207200254 Notification of 920724 meeting w/Pacific Nuclear Fuel Svcs in 
Rockville, MD to review unresolved items re SAR & to discuss important items such as 
structural/mechanical, thermal, criticality evaluation & radiological protection. 

LEU,K.C. Source Containment & Devices Branch (Post 911213). 92/07/17. 
HAUGHNEY,C.J. Source Containment & Devices Branch (Post 911213). Ip. 
62451:322-62451:322. 


DOCKET 72-1005 MODEL* TN-24, TRANSNUCLEAR, INC. 

9207060171 Ack receipt of NRC 920601 Itr responding to vendor 920507 Itr re pro- 
posed rulemaking for certificate of compliance for TN-24 storage cask.Concurs w/ 
combined rulemaking initiated by NRC in order to avoid any threatened delays. 
HANSON.A.S. Transamerica Delaval. Inc. 92/06/26. HAUGHNEY,C.J. Source Con- 
tainment & Devices Branch (Post 911213). 2pp. 62254:277-62254:278. 

9207140135 Requests copies of proposed certificates of compliance, in ref to Vol 
57, Number 124 of FR.dtd 920626 re proposed rule for addition of casks to "List of 
Approved Spent Fuel Storage Casks.” 

HANSON,A.S. Transnuclear, Inc. 92/07/07. SCHNEIDER, J.F. Office of Nuclear Mate- 
rial Safety & Safeguards. Ip. 62385:311-62385:311. 


DOCKET 72-1007 MODEL VSC-24, PACIFIC SIERRA NUCLEAR ASSOCIATES 

9207160273 Forwards Rev 1 to proposed Certificate of Compliance 1007 & SER for 
Ventilated storage cask (VSC) sys VSG-24 issued on 920505 & 06,respectively.Revs 
associated w/cnticality SE & associated operating procedures & Tech Specs. 
STURZ.F.C. Source Containment & Devices Branch (Post 911213). 92/07/08. 
MASSEY. J.V. Pacific Sierra Nuclear Associates. 10pp. 62429:324-62429:345. 

-9207160278 Rev 1 to SER for ventilated storage cask sys. 

* NRC - No Detailed Affiliation Given. 92/07/08. 12pp. 62429:334-62429:345. 

9207300147 Ack receipt of 920601 Itr informing NRC of steps taken to correct noncon- 
formance noted in QA insp rept 72-1007/92-01. 

MACDONALD.C.E. Transportation Branch. 92/07/23. MASSEY.J.V. Pacific Sierra Nu- 
clear Associates. 3pp. 62580:346-62580:348. 
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10CFR COMMISSION MEETING RECORDS 

9206100146 Forwards staff requirements memos dtd 920420,22 & 28 & SECY-92-120, 
“NRC Staff Review Schedules for Westinghouse AP600 &. GE Simplified BWR De- 
signs,” for info. 

MrcREE,V.M. Standardization Project Directorate (Post 920517). 92/06/02. 
MARRIOTT, P.W. General Electric Co. 2pp. 61968:336-61968:343. 

-0206100180 Discusses SECY-92-120, “NRC Staff Review Schedules for Westing- 
house AP600 & GE SBWR Designs.” 

REMICK,F.J. Commissioners (Post 750119). 92/04/20. CHILK.S.J. Office of the Sec- 
retary of the Commission. 1 p. 61 968:342-61 968:342. 

-9206100181 Discusses SECY-92-120, “NRC Staff Review Schedules for Westing- 
house AP600 & GE SBWR Designs." 

CURT1SS,J.R. Commissioners (Post 750119). 92/04/22. CHILK.S.J. Office of the Sec- 
retary of the Commission. Ip. 61968:343-61968:343. 


9207010333 Transcript of 920624 briefing on proposed Part 100 rule change in 
RockvIlle.MD.Pp 1 -78.Supporting documentation end. 

* Commissioners (Post 750119). 92/06/24. 78pp. 62183:116-62183:219. 


9207060183 Staff requirements memo re 920625 meeting in Rockville, MD to discuss 
nuclear issues in former Soviet Union. 

CHILK.S.J. Office of the Secretary of the Commission. M920625B. 92/07/01. Office of 
the S^retary of the Commission. Ip. 62209:010-62209:010. 


9207060184 Staff requirements memo re 920625 meeting in Rockville, MD to discuss in- 
dustry progress on first-of-a-kind engineering. 

CHILK,S.J. Office of the Secretary of the Commission. M920625A. 92/07/01. Office of 
the Secretary of the Commission. 2pp. 62209:01 1-62209:012. 


9207060296 Transcript of 920625 briefing in Rockville.MD re industry progress on first- 
of-a-kind engineering.Pp 1-75,Supporting documentation end. 

• Commissioners (Post 750119). 92/06/25. 76pp. 62243:001-62243:098. 


9207070373 Transcript of 920625 meeting in Rockville.MD re nuclear issues in former 
Soviet Union.Pp 1-49. 

• Commissioners (Post 750119). 92/06/25. 53pp. 62241:261-62241:313. 

9207090326 Transcript of 920702 affirmation/discusslon & vote in RockvIlle.MD.Pp 1-5. 

* Commissioners (Post 750119). 92/07/02. 9pp. 62271:044-62271:052. 

9207090334 Transcript of 920702 periodic briefing on operating reactors & fuel facilities 
In Rockville.MD. 

ROGERS.K.C., REMICK.F.J., CURTISS, J.R. Commissioners (Post 750119). 92/07/02. 
103pp. 62271:064-62271:176. 

9207100207 Staff requirements memo re SECY-92-184, “Proposed Changes to General 
Statement of Policy & Procedure for NRC Enforcement Actions, 10CFR2,App C." 
Commisslon.w/all commissioners agreelng.approved publication of statement. 
CHILK,S.J. Office of the Secretary of the Commission. 92/06/17. TAYLOR, J.M. Ofc of 
the Executive Director for Operations. 12pp. 62365:130-62365:141. 

9207100253 Staff requirements memo re SECY-92-193, “Design Bases Reconstitution.’’ 
Proposed generic Itr should be submitted to Commission prior to issuance of SECY. 
CHILK,S.J. Office of the Secretary of the Commission. 92/06/24. TAYLOR, J.M. Ofc of 
the Executive Director for Operations. 6pp. 62331:270-62331:275. 


9207220148 Staff requirements memo re SECY-92-171, “Administration of Byproduct 
Mat! or Radiation from Byproduct Matl to Patients Who May Be Pregnant or Nursing.” 
Commission approved development of performance-based rule on subj. 

S!EGEL,B.A. Advisory Committee on Medical Uses of Isotopes. 92/06/25. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 2pp. 62443:341- 
62443:342. 

9207220418 Advises that Commission (w/all Commissioners agreeing) has approved 
proposed renewal of of US-Bangladesh agreement for cooperation & Itr to President 
(SECY-92-212). 

CHILK.S.J. Office of the Secretary of the Commission. 92/06/18. DENTON, H.R. 
Office of International Programs (Post 911117). 2pp. 62453:325-62453:326. 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 


9207020130 Forwards CNWRA 91-011 repts entitled “Sorption Modeling for HLW Per- 
formance Assessment.” W/o end. 

StiltENPOLE,B. Program Management, Policy Development & Analysis Staff (Post 
870413). 92/05/18. MAJOR, R. Advisory Committee on Nuclear Waste. Ip. 
62221:359-62221:359. 

9207060187 Forwards one oversize chart of OCWRM Integration logic w/ first tier sys 
decisions for use, per request at 920522 sys studies meeting.Much of info on chart 
outdated & will not be updated in near future.W/one oversize drawing. 

ROBERTS, J.P. Energy, Dept. of. HLWR. 92/06/25. LARSON, H.J. Awisory (Committee 
on Nuclear Waste. 3pp. 62273:130-62273:132. 

9207150180 Comments on Early Site Suitability Evaluation (ESSE) for proposed Yucca 
Mountain high-level waste repository site,in response to request & as follow-up to 
ACNW Wortang Group 920617 meeting. 

MOELLER, D.W. Advisory Committee on Nuclear Waste. 92/07/07. 
YOUNGBLOOD, B.J. Division of High-Level Waste Management (Post 870413). 4pp. 
62480:062-62480:065. 

9207220058 Forwards draft “Staff Technical Position on Geologic Repository Oper- 
ations Area Underground Facility Design- Thermal Loads” for review & comment in 
anticipation of ACnW briefing scheduled for Jul 1992. 

YOUNG BLOOD,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
92/07/08. FRALEY, R.F. Advisory CJommitlee on Nuclear Waste. 2pp. 62481:044- 
62481:128. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

9207090228 Ack receipt of ACRS 92061 0 Itr re testing & analysis of programs in sup- 
port of simplified BWR design certification. Scaling analysis important element in over- 
all testing program. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/06/29. WARD,D.A. 
ACRS - Advisory Ckimmlttee on Reactor Safeguards. 5pp. 62271:055-62271:063. 

9207140137 Transcript of ACRS subcommittee meeting on secondary & auxiliary sys on 
920708 in Bethesda.MD.Pp 1-279. 

• ACRS - Advisory Committee on Reactor Safeguards. 92/07/08. 340pp. 62388:001- 
62388:347. 


9207100255 Staff requirements memo re SECY-92-186, “Final Rule, 10CFR50, ’Decom- 
missioning Funding for Prematurely Shutdown Reactors.’” FR notice should be modi- 
fied as indicated in encl. 

CHILK,S.J. Office of the Secretary of the Commission. 92/06/11. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 2pp. 62331:268-62331:269. 


9207150186 Notification of 920710 meeting w/ACRS to discuss review of EPRI ALWR 
requirements document for evolutionary plant designs. 

PIERSON, R.C. Standardization Project Directorate (901216-920516). 92/07/01. 
THADANI.A., HOLAHAN.G., PERCH, R. NRC - No Detailed Affiliation Given. 17pp. 
62378:276-62378:292. 


9207100257 Staff requirements memo re SECY-92-192, “Security Support for NRC 
Meetlngs/Hearings.’^ SOP will be revised to prohibit signs, banners & posters from ail 

CHILK,lJ.J. OffiM of the Seaetary of the Commisston. 92/06/24. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. COTTER, B.P. Atomic Safety & Licensing Board 
Panel. 1p. 62331:267-62331:267. 


9207100284 Staff requirements memo re SECY-92-194, “Policy Statement for Two-Yr 
Trial Program for Conducting Open Enforcement Conferences.” Concern raised re po- 
tential chilling effect on enforcement process of SOP. 

CHILK,S.J. (jffice of the Secretary of the Commission. 92/06/23. TAYLOR.J.M. Ofc of 
the Executive Director for Operations. 13pp. 62364:272-62364:264. 


9207130153 Revised staff requirements memo re briefing on industry progress on first- 
of-kind engineering, on 920625 in Rockville.MD. 

CHILK,S.J. Office of the Secretary of the Commission. M920625A. 92/07/06. 
TAYLOR, J.M. Ofc of the Executive Director for Operations. 2pp. 62375:262- 
62375:263. 


9207150204 Staff requirements merrro re briefing by DOE on status of civilian HLW pro- 

SH!Lk,S.J. Office of the Secretary of the Commission. M92(W24A. 92/07/09. Office of 
the Secretary of the Commission. 2pp, 62378:270-62378:271, 

9207160175 Transcript of 920624 briefing by DOE on status of civilian high level waste 
program in Rockville, MD.Pp 1-90.Supporting documentation encl. 

* NRC - No Detailed Affiliation Given. 92/06/24. 163pp. 62397:224-62398:026. 


9207150241 Transcript of 387th ACRS full committee meeting in Bethe8da,MD on 
920709.PP 1-19 & 82-339. 

* ACRS - Advisory Committee on Reactor Safeguards. 92/07/09. 460pp. 62410:001- 
62411:099. 

9207150255 Transcript of 387th ACRS full committee meeting in Bethesda.MD on 
92071 0.Pp 340-564. 

• ACRS - Advisory Committee on Reactor Safeguards. 92/07/10. 380pp. 62414:001- 
62415:011. 

9207200221 Transcript of Joint Subcommittee Meeting of ACRS Subcommittee on Com- 
puters & Subcommittee on Human Factors in Bethesda,MD on 920505.Pp 1-11 & 56- 
91. 

* ACRS - Advisory Ctommittee on Reactor Safeguards. 92/05/05. 94pp. 62449:188- 
62449:283. 

9207200230 Transcript of Joint Meeting of Subcommittees on Plant Licensing Renewal 
& Materials & Metallurgy in BethesdaJMD on 920707.Pp 1-238. 

• ACRS - Advisory Committee on Reactor Safeguards. 92/07/07. 309pp. 62448:001- 
62448:313. 

9207220180 Forwards list of ACRS minutes & Consultants repts for processing through 
NUDOCS. 

BARNARD,E. ACRS - Advisory Committee on Reactor Safeguards. 92/07/17. 
MCKNIGHT, J. Document Control Branch (Document Control Dealt). 3pp. 62472:358- 
62472:360. 


9207180345 Staff requirements memo on 920702 affirmation/discussion & vote in 
Rockville.MD re SECY-92-230, “Motion to Modify or Quash Subpoenas by Houston 
Ughting & Power Company.Et Al” & COMSECY-92-017. 

CHILK,S.J. Office of the Secretary of the Commission. M920702B. 92/07/10. 
PARLER.W.C. Office of the General Counsel (Post 860701). 2pp. 62396:316- 
62396:316. 


9207220188 Forwards V Dhir rept, based on review of SCDAP/RELAP5 MOD 2. AddI 
refs on quenching listed on encl. 

CATTON,L ACFiS - Advisory CJommIttee on Reactor Safeguards. 91/05/02. 
BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 3pp. 62473:355- 
62473:367. 


9207220115 Staff requirementa memo re SECY-92-204, "DOE Proposed Retransfer of 
S^nt Fuel from Switzerland to France for Reprocessing & Request for Staff...." Com- 
mission approved proposed response to DOE authorizing retransfer. 

CHILK,S.J. Office of the Secretary of the Commission. 92/06/30. DENTON, H.R. 
Office of International Programs (Post 01 1 1 1 7). 1 p. 62443:343-62443:343. 


9207220171 Submits comments on NRC/contractor efforts to evaluate shutdown risk 
for nuclear power plant8.ba8ed on discussions at ACRS Joint Plant Operations/PRA 
subcommittee 910W5 meeting. 

DAVIS,P.R. Affiliation Not Assigned. 91/06/06. BOEHNERT.P. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 2pp. 62473:358-62473:359. 
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9207220176 Submits comments & observations based on attendance at ACRS AC/DC 
Power Sys Reliability Subcommittee 910730 & 31 meetings re implementation of sta- 
tion blackout rule & use of N 4- 2 rule for advanced reactor designs. 

DAVIS, P.R. Affiliation Not Assigned. 91/08/01. WYLIE, C. ACRS - Advisory Committee 
on Reactor Safeguards. 2pp. 62473:360-62473:361. 


9207220251 Forwards summary of actions,agreements, requests & commitments made 
during ACRS 384th meeting on 920402-04. 

FRALEY, R.F. ACRS - Advisory Committee on Reactor Safeguards. 92/05/11. 
TAYLOR, J.M., BLAHA,J. Ofc of the Executive Director for Operations. 18pp. 
62476:246-62476:263. 


9207220182 Submits comments on ACRS 910916-17 meetings re safety of 
facirrties.LISGS interpretation, favoring oblique slip of Hosgri Fault, reasonable. 
PAGE,B.M. Stanford Univ., Stanford. CA. 91/09/22. SIESS.C.P. Affiliation Not As- 
signed. 3pp. 62473:350-62473:352. 

9207220194 Submits comments based on attendance at ACRS Subcommittee 910916 
& 17 meeting on Diablo Canyon Long Term Seismic program at San Luis Obispo, CA. 
DAVIS, P.R. Affiliation Not Assigned. 91 /09/29. IGNE.A. ACRS - Advisory Committee 
on Reactor Safeguards. Ip. 62476:319-62476:319. 

9207220196 Comments on NRC latest research plans re Mark I liner issue.MCCI in dry 
cavity, core melt progression.lower head failure & direct containment heating. 
CORRADINI.M.L Wsconsin, Univ. of, Madison. Wl. 91/10/28. KERR.W. Michigan, 
Univ. of. Ann Arbor. ML 3pp. 62474:347-62474:349. 

9207220198 Comments on issues discussed at ACRS Subcommittee on Severe Acci- 
dents 911024 meeting.Concems raised re lack of justification for severe accident re- 
search program based on Info presented. 

DAVIS.P.R. Affiliation Not Assigned. 91/10/28. KERR.W. ACRS - Advisory Committee 
on Reactor Safeguards. 2pp. 62474:350-62474:351. 

9207220203 Submits draft consultants repLbased on presentations at ACRS Thermal 
Hydraulic Phenomena Subcommittee 911217 meeting re testing program proposed by 
NRC & Westinghouse. 

SULLIVAN, LH. Los Alamos National Laboratory. N-6-92-228. 91/12/24. CATTON.I. 
ACRS - Advisory Committee on Reactor Safeguards. 4pp. 62457:346-62457:349. 

9207220213 Submits comments based on attendance at ACRS Joint Safety 
Philosophy, Technology & Criteria/Severe Accidents/ Regulatory Policies & Practices 
920107 Sl 08 meetings. 

DAVIS.P.R. Affiliation Not Assigned. 92/01/13. HOUSTON.D. ACRS - Advisory Com- 
mittee on Reactor Safeguards. 2pp. 62457:352-62457:353. 

9207220216 Submits consultants rept, based on attendance at ACRS Subcommittee on 
Advance BWRs 920123 & 24 meetings.Concems raised re apparent lack of consid- 
eration of RWCU rupture outside containment 

DAVIS,P.R. Affiliation Not Assigned. 92/02/05. EL ZEFTAWAY.M. ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 62457:354-62457:355. 

9207220218 Submits comments on rept on bias in LOFT fuel peak cladding temps.Bias 
In cladding temps,given by external thermocouples, will be much higher than above re- 
ported values of 1 1 C or 21 C. 

DHIR.V.K. Affiliation Not Assigned. 92/02/19. CATTON,!. ACRS - Advisory Committee 
on Reactor Safeguards. 7pp. 62457:267-62457:273. 

9207220221 Comments on BWR power increase program.discussed at ACRS Subcom- 
mittee on Thermal Hydraulic Phenomena 920326 meeting. Agrees w/NRC approach 
in handling power increase applications on generic basis. 

LEE,J.C. Michigan. Univ. of, Ann Arbor. Ml. 92/03/31. BOEHNERT.P. ACRS - Adviso- 
ry Committee on Reactor Safeguards. 2pp. 62473:353-62473:354. 

9207220224 Submits comments on ACRS Subcommittee on Mechanical Components 
920219 meeting in Bethesda,MD. 

WOHLD.P.R. Affiliation Not Assigned. WOHLD.P.R. ACRS - Advisory Committee on 
Reactor Safeguards. 92/04/05. MICHELSON.C. ACRS - Advisory Committee on Re- 
actor Safeguards. 13pp. 62474:135-62474:147.- 

9207220225 Summary of ACRS Subcommittees on Regulatory Activities & Containment 
Sys 910506 joint meeting in Bethesda,MD to discuss proposed.final rev to App J to 
10CFR50 re leak rate testing of containments of light-water-cool^ power plants. 

* ACRS - Advisory Committee on Reactor Safeguards. 91/05/29. ACRS - Advisory 
Committee on Reactor Safeguards. 26pp. 62457:274-62457:299. 

9207220228 Summary of ACRS Subcommittee on Advanced Reactor Designs 910806 
meeting in Bethesda,MD to review power reactor Innovative small module (PRISM) & 
MHTGR designs sponsored by DOE. 

WARD.D. ACRS - Advisory Committee on Reactor Safeguards. 91/08/22. ACRS - Ad- 
visory Committee on Reactor Safeguards. 19pp. 62474:173-62474:191. 

9207220231 Nonproprietary summary of ACRS Subcommittees on Advanced BWRs & 
Computers in Nuclear Power Plant Operations 911121 meeting in 
Bethesda,MD.Attendees listed.Agenda end. Viewgraphs withheld (ref FOIA ^emption 

* ACR^^- Advisory Committee on Reactor Safeguards. 92/01/06. ACRS - Advisory 
Committee on Reactor Safeguards. 8pp. 62474:352-62474:359. 

9207220237 Summary of ACRS 383rd meeting on 920305-07 re integral sys testing for 
Westinghouse AP600 nudear plant.policy issues for certification of passive plants & 
prioriti2ation of generic issues. 

WARD,D.A. AORS - Advisory Committee on Reactor Safeguards. 92/04/20. THE 
CHAIRMAN, SELIN, 1. Commissioners (Post 750119). 6pp. 62474:277-62474:282. 

9207220240 Forwards summary of actions.agreement8,roqoests & commitments from 
ACRS 38eth meeting on 920604-05.GE will provide ACRS w/startup data from 
Dodewaard (Netherlands) natural drculation BWR & data from old Mark III tests. 
FRALEY, R.F. ACRS - Advisory Committee on Reactor Safeguards. 92/07/08. 
BLAHA,J., TAYLOR, J.M. Ofc of the Executive Director for Operations. 5pp. 
62474:272-62474:276. 

9207220246 Summary of ACRS 3B4th meeting on 920402^ re proposed ACRS work 
a88ignments,GE advanced BWR,implementation of NRC safety goals & evaluation of 
risks assodated w/low power & shutdown operations of nudear power plants. 
WARD,D.A. ACRS - Advisory Committee on Reactor Safeguards. 92/05/14. THE 
CHAIRMAN, SELIN,I. Commissionors (Post 750119). 7pp. 62474:283-62474:289. 

9207220249 Summary of ACRS 305th meeting on 920506-09 re policy issues for certifi- 
cation of evolutionary & passive nuclear power plant designs,containment perform- 
ance criteria to accomodate severe accidents & Generic issues B-56. 

“ ^<*'^wory Committee on Reader Safeguards. 92/06/18. THE 
CHAIRMAN. SELIN, I. Commissioners (Post 750119). 7pp. 62476:264-62476:270. 


9207220253 Forwards summary of actions,agreements, requests & commitments made 
during ACRS 385th meeting on 920506-09. 

FRALEY.R.F. ACRS - Advisory Committee on Reactor Safeguards. 92/06/19. 
BLAHA.J., TAYLOR,J.M. Ofc of the Executive Director for Operations. 4pp. 
62476:276-62476:279. 

9207230012 Submits comments on ACRS Subcommittee on Diablo Canyon 910916 & 
17 meetings.Concurs w/selsmic-tectonic analysis prepared by util. 

THOMPSON.G.A. Stanford Univ.. Stanford, CA. 91/09/22. SIESS.C. Affiliation Not As- 
signed. 2pp. 62476:346-62476:347. 

9207230108 Forwards list of ACRS minutes for full text on NUDOCS. 

BARNARD,E.M. ACRS - Advisory Committee on Reador Safeguards. 92/07/17. 
LANHAM.D.H. Document Control Branch (Document Control Desk). 2pp. 62586:183- 
62586:184. 

9207230116 Summary of ACRS Subcommittee on Improved LWRs 910529 meeting in 
Bethesda,MD re draft safety evaluation rept corresponding to Chapters 7,11,12 & 13 
of EPRI ALWR Requirements document for evolutionary designs. 

WYLIE,C. ACRS - Advisory Committee on Reador SafMuards. 91/06/22. ACRS - Ad- 
visory Committee on Reactor Safeguards. 67pp. 62586:001-62586:066. 

9207230123 Summary of ACRS 379th meeting on 911107-08 in Bethesda.MD re GE 
ABWR.Ievel of design detail certification of std plant designs & vendor test programs 
to support design certification of passive LWRs (SECY-91 -273). 

* ACRS - Advisory Committee on Reactor Safeguards. 92/07/23. ACRS - Advisory 
Committee on Reador Safeguards. 48pp. 62586:067-62586:114. 

9207230128 Summary of ACRS Subcommittee on Computers in Nuclear Power Plant 
Operations & Advanced PWRs joint meeting on 911203 & 911203 & 04 w/Westlng- 
house & C-E re vendors digital computer experiences at nuclear power plants. 

* ACRS - Advisory Committee on Reador Safeguards. 92/01/13. ACRS - Advisory 
Committee on Reador Safeguards. 39pp. 62586:115-62586:153. 

9207230136 Summary of ACRS Subcommittee on Safety Philosophy, Technology & 
Criteria;Severe Accidents & Regulatory Policies & Practices joint meeting on 920107- 
08 in Bethesda.MD to discuss listed proposed staff position papers. 

* ACRS - Advisory Committee on Reactor Safeguards. 92/02/07. ACRS - Advisory 
Committee on Reador Safeguards. 61pp. 62586:185-62586:244. 

9207230142 Summary of ACRS 381st meeting on 920109-11 in Bethesda.MD re inte- 
gral sys testing for Westinghouse AP-600 Nuclear Plant A key technical issues for 
future nuclear power plants. 

* ACRS - Advisory Committee on Reactor Safeguards. 92/07/23. ACRS - Advisory 
Committee on Reador Safeguards. 44pp. 62586:245-62586:288. 

9207230145 Summary of ACRS Irnproved LWRs Subcommittee 920122 meetirm in 
Bethesda,MD to review DSER re (chapter 10. “Man-Machine Interface Sys" of ^Rl 
Requirement Document for evolutionary designs. 

WYLIE.C. ACRS - Advisory Committee on Reador Safeguards. 92/02/08. ACRS - Ad- 
visory Committee on Reador Safeguards. 6pp. 62586:289-62586:294. 

9207230150 Summary of ACRS Subcommittee on Extreme External Phenomena 
920205 meeting in Bethesda,MD to discuss staff proposed revs to 10CFR100,App A, 
“Seismic & Geologic Siting Criteria for Nuclear Power Plants." Agenda encl. 

* ACRS - Advisory Committee on Reador Safeguards. 92/02/23. ACRS - Advisory 
Committee on Reador Safeguards. 30pp. 62587:033-62587:062. 


9207230154 Rnal summary of ACRS Planning & Procedures Subcommittee meeting on 
920205 in Bethesda,MD to discuss future ACRS adMties A proposed ACRS actMties 
re development of implementation plan for Commission Safety Goal Policy. 

WARD,D.A. ACRS - Advisory Committee on Reador Safeguards. 92/02/20. ACRS - 
Advisory Committee on Reador Safeguards. 44pp. 62586:295-62586:338. 

9207230157 Summary of joint ACRS Subcommittee on Matls A Metallurgy A Maint Prac- 
tice A Procedures meeting on 920213 in Bethesda.MD to bo briefed on status of 
ASME risk-based insp program. 

* ACRS - Advisory Committee on Reador Safeguards. 92/03/19. ACRS - Advisory 
Committoe on Reador Safeguards. 10pp. 62586:154-62586:163. 

9207230174 Summary of ACRS ABWRs Subcommitte 920220-21 meeting to hear pres- 
entations by NRC A GE re SECY-91 -320 A SECT/-91-365 A other related Issues per- 
taining to GE/ABWR review process. 

•ACRS - Advisory Committee on Reador Safeguards. 92/04/03, ACRS - Advisory 
Committee on Reador Safeguards. 7pp. 62586:1 &L62686:1 70. 


02072M191 Summaiy of ACRS Advanced Reador Designs Subcommittoe 920226-27 
meeting in Bothe8da,MD to hear presentation by DOE A DOE contradors re MHTGR 
fuel tedinoloqy development A to visit ORNL fuel technology facilities. 

WARD,D. ACRS - Advisory Committoe on Reador Safeguards. 92/04/02. ACRS - Ad- 
visory Committoe on Reador Safeguards. 12pp. 62586:171-62586:182. 


9207290115 Partial response to FOIA request for documonts-Forwards app G docu- 
ments which are being made available in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/12/19. LAWRENCE.J.W. Winston A Strawn. 3pp. 62548:^^62^^296. 

-9207290134 Rept to ACRS on (Connecticut Yankee Atomic Power PlanLUnH 1. 

Atomic Energy Commission (Pro 750119). 64/02/03. 18pp. 62548:009-62548;02e. 


-9M729^40 Discusses 670224 telcon w/Okrent re ACRS Subcommittee meeting on 
Connecticut Yankee.Addl info provided. 

BOYD.FLS. Atqnilc Energy Cornmisston (Pro 750119). 67/02/27. ROSEN, M. Atomic 
Energy (Commission (Pro 7501 1 9). 2pp. 62548:027-62548:030. 

—9207290147 Rept 3 to ACRS providing addi info re Connecticut Yankee Power (Co, 
Atomic Energy Commission (Pro 750119). 67/03/09. 24pp. 62548:031-62548:064, 
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-9207290156 Informs that based on results of 670321 meeting w/util, NRC agrees w/ 
position taken by Connecticut Yankee in amend 15 to license. 

MORRIS.P.A. Atomic Energy Commission (Pre 750119). 67/03/28. PALLADINO.N. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 62548:065-62548:065. 

-9207290206 Forwards rept to ACRS on Connecticut Yankee Atomic Power Co applica- 
tion for full term OL for Haddam Neck plant, for review. 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 71/01/26. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 1 p. 62548:1 17-62548:1 1 7. 

-9207290210 Rept to ACRS re Connecticut Yankee Atomic Power Co full term OL 
review. 

* Atomic Energy Commission (Pre 750119). 71/01/26. 61pp. 62548:118-62548:178. 

-9207290274 Forwards status of thirty four items of interest Identified by Subcommittee 
concerning Ck)nnecticut Yankee Atomic Power Co application for full term license on 
710113. 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 71/02/22. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 62548:179-62548:179. 

-9207290277 SuppI 1 to rept to ACRS dtd 710126. 

* Atomic Energy Commission (Pre 750119). 71/02/22. 13pp. 62548:180-62548:192. 

9207300003 Summary of ACRS 387th meeting on 920709-11 re programs of Integral 
sys & separate effects testing in support of Westinghouse AP600 plant design certifi- 
cation. 

SHEWMON.P. ACRS - Advisory Committee on Reactor Safeguards. 92/07/17. THE 
CHAIRMAN, SELIN.I. Commissioners (Post 750119). 6pp. 62587:338-62587:343. 

9207310162 Transcript of ACRS Subcommittee on Improved LWRs in Bethesda,MD.Pp 
1-242.Vlewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 92/07/27. 182pp. 62659:113- 
62660:043. 


ADVCM NRC ADVISORY COMMITTEE 

9207020130 Forwards CNWRA 91-011 repts entitled “Sorption Modeling for HLW Per- 
formance Assessment." W/o end. 

STILTENPOLE,B. Program Management, Policy Development & Analysis Staff (Post 
870413). 92/05/18. MAJOR, R. Advisory Committee on Nuclear Waste. Ip. 
62221:359-62221:359. 

9207060167 Forwards one oversize chart of OCWRM integration logic w/ first tier sys 
decisions for U8e,per request at 920522 sys studies meeting. Much of info on chart 
outdated & will not be updated in near future.W/one oversize drawing. 

ROBERTS.J.P. Energy. Dept of. HLWR. 92/06/25. LARSON, H.J. A^sofy Committee 
on Nuclear Waste. 3pp. 62273:130-62273:132. 

9207130216 Summary of 76th meeting of Advisory Panel for Decontamination of TMi-2 
in Harrisburg, PA on 920609. Agenda & transcript end. 

MASNIK,M.T. Advisory Panel for Decontamination of TMI Unit 2. 92/07/06. Advisory 
Panel for Decontamination of TMI Unit 2. 6pp. 62337:202-62337:336. 

-9207130220 Transcipt of Advisory Panel for Decontamination of TMI-2 76th meeting 
on 920609 in Harrisburg, PA.Pp 1-110.Supporting documentation end. 

* Advisory Panel for D^ntamination of TMI Unit 2. 92/06/09. 127pp. 62337:208- 
62337:336. 

9207150180 Comments on Early Site Suitability Evaluation (ESSE) for proposed Yucca 
Mountain high-level waste repository site, in response to request & as follow-up to 
ACNW WorWng Group 920617 meeting. 

MOELLER.D.W. Advisory Committee on Nuclear Waste. 92/07/07. 
YOUNGBLOOD, B.J. Division of High-Level Waste Management (Post 870413). 4pp. 
62480:062-62480:065. 

9207220058 Forwards draft “Staff Technical Position on Geologic Repository Oper- 
atk)ns Area Underground Fadlity Design- Thermal Loads" for review & comment in 
anticipation of ACNW briefing scheduled for Jul 1992. 

YOUNGBLOOO,B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
92/07/08. FRALEY.R.F. Advisory Committee on Nuclear Waste. 2pp. 62481:044- 
62481:128. 


COMMISSION NRC COMMISSIONERS 

9207010299 SECT/-92-231 Weekly info rept for wk ending 920619. 

BLAHA.J.L Assistant for C^ations (Post 890205). 92/06/25. 31pp. 62178:134- 
62170:164. 

9207020082 Summary of 920624 meetinq w/NUMARC Executive Committee re several 
issues of Importance to both NRC & industry review of existing regulatory require- 
ments. 

ABBATE,C.M. Commissioners (Post 750119). 92/06/26. Commissioners (Post 
750119). 2pp. 62183:278-62183:279. 

9207020301 Responds to 900312 Itr to former Commissioner Chairman KM Carr re use 
of alternative cnsposal methods for low level radwaste & requests NRC views on fed- 
eral low level waste disposal requirements. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/06/24. COLEMAN.R.O. 
House of Rep. 6pp. 62194:169-62194:179. 

-9207020308 Requests opinion re TX Low Level Radwaste Disposal Authority new dis- 

^ILECiAN!'R.D. House of Rep. 92/03/12. CARR.K. Commissionera (Post 750119). 
Spp. 62194:175-62194:179. 

9207020316 informs that Commission concurs w/proposed renewal of US- Bangladesh 
agreement for peaceful nuclear cooperation. 

SELIN, I.. THE CHAIRMAN Commissioners (Post 750119). 92/06/19. President of U.S. 
& Executive Offices. Ip. 62197:353-62197:354. 

-6207020318 Staff requirements memo re SECY-92-212. "Proposed Renewal of US- 
Bangladesh Agreement for Cooperation." 

CHILK.S.J. Off!^ of the Secra^ of the Commission. 92/06/18. OENTON.H.R. Inter- 
national Programs (870413-911116). 1p. 62197:354-62197:354. 


9207060080 Forwards detailed comments on two bills,S. 2166 & H.R. 776, passed by 
Congress that would establish natl energy strategy. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/06/26. DINGELL.J.D.. 
JOHNSTON,J.B., MILLER,G. House of Rep., Energy & Commerce. 16pp. 62197:315- 
62197:330. 

9207060169 Discusses Congress Itr to Commission re Inspector General rept & con- 
cerns about inaccurate info associated w/licensing of plantForwards Commission re- 
sponse to Congress Inquiries, Inspector General rept & staff response to OIG rept. 
TAYLOR, J.M. C5fc of the Executive Director for Operations. 92/06/22. NRC - No De- 
tailed Affiliation Given. 2pp. 62243:126-62243:207. 

-9207060206 Responds to 920129 ltr,in which Commission was sent several questions 
re Itrs from Senator Kennedy & Representative Kostmayer & answers provided by 
Commsslon on 900315. 

THE CHAIRMAN, SELIN,I. Commissioners (Post 750119). 92/02/14. KERRY. J.F. 
Senate. 50pp. 62243:128-62243:175, 

-9207060209 Expresses concern re conduct of NRC staff in handling of Congressional 
inquiries into welding program at plant. 

MARKEY,E.J., MAVROULES.N.. KERRY, J.F. House of Rep. 92/01/29. SELIN.I., THE 
CHAIRMAN Commissioners (Post 760119). 2pp. 62243:176-62243:177. 

-9207060219 Forwards staff response to OIG rept 90-31 H, “Review of NRC Staff Re- 
sponses to Congressional Inquiries re J Wampler & Welding Program at Plant” 
tAYLOR.J.M. Ofc of the Executive Director for Operations. 92/03/27. THE CHAIR- 
MAN, SELIN.I., ROGERS Commissioners (Post 750119). 30pp. 62243:178-62243:207. 

9207070065 Weekly info rept for wk ending 920626. 

BLAHA,J.L. Assistant for Operations (Post 890205). 92/07/01. NRC - No Detailed Af- 
filiation Given. 41pp. 62238:292-62238:332. 

9207070077 Responds to 920608 Itr re NRC "Action Plan to Ensure Timely Cleanup of 
Site Decommissioning Mot Plan Sites" & NRC order requiring submittal of final site 
characterization rept W/Certificate of Svc.Served on 920702. 

SELIN.I. Commissioners (Post 750110). #392 13056. CM. 92/06/26. 

LEDERMAN.M.G. Chemetron Corp. 6pp. 62206:238-62206:243. 

9207070286 Partial response to FOIA request for documents re TOPAZ II Reactor. A m 
A documents already available in PDR A app B end & being made available for PDR. 
GRIMSLEY,D.H. Office of Information Resources Management (Post 690205). 91/09/ 
30. LAWRENCE, J.W, Affiliation Not Assigned. 19pp. 62262:142-62262:223. 

-9207070323 Provides comments re staff proposal in SECY-90-236 (Negative Consent), 
“Proposed Import of Soviet Topaz Reactor.'* Subject to listed conditions, offers no ob- 
jection to IP proposal to issue import license to OOD contractor. 

CURTISS Commissioners jPost 750119). 91/01/03. CHILK,S.J. Office of the Secre- 
tary of the Commission. SHEA,J.R. Intemationaf Programs (870413-911116). 24pp. 
62262:161-62262:184. 

9207070404 Responds to Itr dtd 920608 re NRC ‘‘Action Plan to Ensure Timely Cleanup 
of Site Decommissioning Mgt Plan Sites," offering views to modify Action Plan. 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/06/26. 

LEDERMAN.M.G. Chemetron Corp. Ip. 62241:350-62241:350. 

9207100004 Notation vote, approving w/comments, SECY-92-1 93, “Design Bases Re- 
constitution." Directs staff to submit proposed generic Itr prior to issuance, w/recom- 
mendation as to whether public comments should be solicited on Itr. 

CURTISS, J.R. Commissioners (Post 750119). 92/06/04. CHILK.S.J. Office of the Sec- 
retary of the Commission. Ip. 62331:228-62331:228. 

9207100005 Notation vote, approving w/listed comment8.SECY-92-193, "Design Bases 
Reconstitution.” 

R(XaERS.K.C. Commissioners (Post 750119). 92/05/28. CHILK,S.J. Office of the Sec- 
retary of the Commission. 2pp. 62331:229-62331:230. 

9207100006 Notation vote.approving w/comment8.SECY-92-194, “Policy Statement for 
Two-Yr Trial Program for Conducting Open Enforcement Conferences.’^ 

ROGERS.K.C. Commissioners (Post 750119). 92/06/04. CHILK,S.J. Office of the Sec- 
retaiy of the Commission. 2pp. 62331:231-62331:232. 

9207100140 Notation vote, approving w/enci comment8.SECY-92-194, “Policy State- 
ment for Two-Yr Trial Program for Conducting Open Enforcement Conferences.” 

DE PLANQUE.E.G. CJommIssioners (Post 750119). 92/06/10. CHILK,S.J. Office of the 
Secretary of the Commission. 7pp. 62530:318-62530:324. 

9207100142 Notation voto,approving SECY-92-104, "Policy Statement for Two-Yr Trial 
Program for Conducting O^n Enforcement Conferences. ‘ 

CURTISS, J.R. Commissioners (Post 750119). 92/06/00. CHILK.S.J. Office of the Sec- 
retary of the Commission. 4pp. 62530:325-62530:328. 

9207100211 Notation vote, approving w/encI mods, SECY-02-1 84. “Proposed Change to 
General Statemerrt of Pdi^ & Procedure for NRG Enforcement ACtions,10CFR2,App 
C." 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/06/10. CHILK,S.J. 
Office of the Secretary of the Commission. 12pp. 62366:161-62366:172. 

9207100212 Notation vote approving SECY-92-194, “Policy Statement for Two-Yr Trial 
Period for Conducting Open Enforcement Conferences." 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/06/10. CHILK.S.J. 
Office of the Secretary of the commission. 2pp. 62334:349-62334:350. 

9207100221 Notation vote.approving SECY-92-184, "Proposed Change to General 
Statement of Policy & ProcMure for NRC Enforcement Actions, 10CFR2,App C.‘‘ 

DE PLANQUE.E.G. Commissioners (Post 750119). 92/06/01. CHtLK.S.J. Office of the 
Secretary of the Commission. Ip. 62331:266-62331:266. 

9207100233 Notation vote, approving w/encI comments, SEC^-02-1 93, “Design Bases 
Reconstitution." Agrees that generic Hr be provided prior to issuance of SECY. 
REMICK,F. Commtesioners (^ 750119). 92/06/05. CHILK.S.J. Office of the Secre- 
tary of the Ckimmission. 2pp. 62364:353-62364:354. 

9207100238 Notation vote, approving w/enci comments, SECY-02-1 93. “Design Bases 
Reconstitution." 

DE PLANQUE.E.Q. Commissionefs (Post 750119). 92/06/08. CHILK,S.J. Office of the 
Secretary of the Ck>mmi88ion. 2pp. 62364*.355-62364:356. 
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9207100252 Notation vote^approving w/encl comments, SECY-92-1 93, “Design Bases 
Reconstitution.*' Policy statement ^ould be issued incorporating end changes. 

THE CHAIRMAN. SELIN.I. Commissioners {Post 750119). 92/06/03. CHILK,S.J. 
Office of the Secretary of the Commission. 5pp. 62331:252-62331:256. 

9207100281 Notation vote, approving w/encl editorial comments, SECY-92-184, “Pro- 
posed Change to General Statement of Policy & Procedure for NRC Enforcement 
Action$,10CFR2.App C.” 

CURTISS, J.R. Commissioners (Post 750119). 92/06/02. CHILK,S.J. Office of the Sec- 
retary of ^e Commission. 4pp. 62364:329-62364:332. 

9207100282 Notation vote.approving SECY-92-184, "Proposed Change to General 
Statement of Policy & ProcMure for NRC Enforcement Actions, 10CFR2,App C.“ 
ROGERS, K.C. Commissioners (Post 750119). 92/05/21. CHILK.S.J. Office of the Sec- 
retary of the (Commission. Ip. 62334:345-62334:345. 

9207130007 SECY-92-242 Weekly info rept for wk ending 920703. 

BLAHA,J.L Assistant for Operations (Post 890205). 92/07/09. 32pp. 62314:019- 
62314:050. 

9207130022 Informs of NRC actions & experiences in complying w/Omnibus Budget 
Reconciliation Act of 1990 requiring NRC to recover approx 100% of its FY91-95 new 
budget authority.less appropriations from Nuclear Waste Fund.by accessing funds. 
R<5gERS.K.C. Commissioners (Post 750119). 92/07/07. SHARP.P.R. House of Rep., 
Energy & (Commerce. KOSTMAYER.P.H. House of Rep., Interior & Insular Affairs. 
BEV|Il,T. House of Rep., Appropriations. 18pp. 62314:001 -6231 4:01 a 

9207130031 Urges restoration of $10 million reduction proposed in House of Represent- 
atives FY 1993 Energy & Water Development Appropriations Bill (H.R. 5373) & re- 
quests support for full budget request 

THE CHAIRMAN. SELIN,I. Commissioners (Post 750119). 92/06/26. JOHNSTON, J.B. 
Senate, Appropriations. 2pp. 62313:351-62313:352. 

9207130081 Informs of NRG actions & experiences in complying w/Omnibus Budget 
Reconciliation Act of 1990 (OBRA-90) requiring NRC to recover approx 100% of its 
FY 1991-95 new budget authority, by accessing fees. 

ROGERS,K.C. Commissioners (Post 750119). 92/07/07. JOHNSTON, J.B. Senate, Ap- 
propriations. 3pp. 62313:348-62313:350. 

9207130116 Forwards undtd draft Commission paper on design certification & licensing 
policy issues re passive & evolutionary advanced LWR designs for placement in PDR. 
* NRC - No Detailed Affiliation Given. 92/07/10. Document Control Branch (Docu- 
ment Control Desk). 40pp. 62314:200-62314:240. 

9207170072 Provides justification for NRC r^uest for $37.5 million budget increase in- 
cluding need to meet addi responsibilities for certi^ng standard reactor 
designs, renewing reactor OL,HLW mgt & implementing administrative initiatives. 

THE CHAIRMAN, SELIN,I. CJommissioners (Post 750119). CCJS. 92/06/26. 
JOHNSTON,J.B. Senate. 2pp. 62430:335-82430:337. 

9207210193 Notation vote response sheet approwng SECY-92-212, “Proposed Renew- 
al of US- Bangladesh Agreement for Cooperation.’’^ 

DE PLANQUE,E.G. Commissioners (Post 750119). 92/06/11. CHILK,S.J. Office of the 
Secretary of the Commission. 1p. 62440:171-624^:171. 

9207210204 Notation vote response sheet approving & disapproving in part SECY-92- 
204,“DOE Proposed Retransfer of Spent Fuel from Switzerland to France for Reproc- 
essing & Request for Staff Authority to Act on Certain DOE Retransfer Requests." 
CURiISS Commissioners (Post 750119). 92/06/16, CHILK,S.J. Office of the Secre- 
tary of the Commission. 1 p. 62438:360-62438:360. 

9207210212 Notation vote response sheet approving SECY-92-212, “Proposed Renew- 
al of US-Bangladesh Agreement for Ckraperation." 

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/06/18. CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 62440:169-62440:169. 

9207210230 Notation vote response sheet approving SECY-92-204. “DOE Proposed 
Retransfer of Spent Fuel from Switzerland to France for Reprocessing & Request for 
Staff Authority to Act on (Certain DOE Retransfer Requests.” 

ROGERS Commissioners (Post 760119). 92/06/11. CHILK,S.J. Office of the Secre- 
tary of the Commission. Ip. 62440:170-62440:170. 

9207210264 Notation vote approving SECY-92-212, “Proposed Renewal of US - Ban- 
gladesh Agreement for Cooperation." 

REMICK (Sommissloners (Post 750119). 92/06/16. CHILK,S.J. Office of the Secretary 
of the Commission. Ip. 62438:266-62438:266. 

9207210269 Notation vote approving SECY-92-212, ‘‘Proposed Renewal of US - Ban- 
gladesh Agreement for Cooperation.” 

CURTISS Commissioners (Post 750119). 92/06/16. CHILK.S.J. Office of the Secre- 
tary of the Commission. Ip. 62438:267-62438:267. 

9207210282 Notation vote approving SECY-92-212. "Proposed Renewal of US - Ban- 
gladesh Agreement for Cooc^tion." 

ROGERS Commissioners (Post 750119). 92/06/15. CHILK,S.J. Office of the Secre- 
tary of the Commission. Ip. 62438:268-62438:268. 

9207210302 Notation vote approving SE(^-92-204 re DOE retransfer of spent fuel from 
Switzerland to France for reprocessing & request for staff authority to act on certain 
DOE retransfer requests. 

THE CHAIRMAN. SELIN,I. Commissioners (Post 750119). 92/06/16. CHILK,S.J. 
(Dffice of the Secretary of the Commission. Ip. 62438:278-62438:278. 

9207210307 Notation vote approving SECY-92-204, ‘‘DOE...Retransfer of Spent Fuel 
from Switzerland to France for Reprocessing & Request for Staff Authority to Act on 
Certain DOE Retransfer Requests." W/comment 

REMICK Commissioners (Post 750119). 92/06/17. CHILK,S.J. Office of the Secretary 
of the Commission. 2pp. 62438:279-62438:280. 

9207210315 Notation vote approving in part & disapproving in part, SECY-92-204. "DOE 
proposed Retransfer of Spent Fuel from Switzerland to France for Reproce^ng & 
Request for Staff Authority to Act on Certain DOE Retransfer Requests." 

DE PUNQUE,E.G. Commissioners (Post 750119). 92/06/1 1. CHILK,S,J. Office of the 
Secretary of the Commission. Ip. 62438:261-62438:281. 

9207210317 SECY-92-251 Weekly info rept for wk ending 92071 0. 

BLAHA.J.L Assistant for Operations (Post 890205). 92/07/15. 39pp. 62438:282- 
62438:322. 


9207210327 Notation vote approving SECY-92-171, “Administration of Byproduct Matl 
or Radiation From Byproduct Matl to Patients Who May be Pregnant or Nursing." W/ 
comments. 

THE CHAIRMAN. SELIN.I. Commissioners (Post 750119). 92/06/03. CHILK.S.J. 
Office of the Secretary of the (Commission. 2pp. 62438:323-62438:324. 

9207220153 Notation vote response sheet approving w/comments on SECY-92-171 re 
administration of byproduct mat! or radiation from byproduct matl to patients pregnant 
or nursing. 

ROGERS Commissioners (Post 750119). 92/05/26. CHILK.S.J. Office of the Secre- 
tary of the Commission. Ip. 62445:326-62445:326. 

9207220159 Approved notation vote w/comments on SECY-92-171 re administration of 
byproduct matl or radiation from byproduct matl to patients pregnant or nursing. 
CURTISS Commissioners (Post 750119). 92/05/13. CHILK,S.J. (Office of the Secre- 
tary of the (Commission. 2pp. 62445:323-62445:325. 

9207220163 Approved notation vote re SECY-92-171 on administration of byproduct 
mat! or radiation from byproduct matl to patients pregnant or nursing.Comments end. 
DE PLANQUE Commissioners (Post 750119). 92/06/05. CHILK,S.J. Office of the Sec- 
retary of the CCommIssbn. 2pp. 62443:359-62443:360. 

9207220411 SECY-92-236 Weekly info rept for wk ending 920626. 

BLAHA.J.L Assistant for Operations (Post 890205). 92/07/01. 41pp. 62442:305- 
62442:346. 

9207270319 (Comments to draft speech to be presented by (Commissioner Curtiss at 
regulatory Info conference on 920722 noted on end mark ups.Speech addresses li- 
cense renewal & maint rules. 

CRUTCHFIELD, D. Associate Director for Advanced Reactors & License Renewal 
(Post 910918). 92/07/17. BLAHA,J.L. Assistant for Operations (Post 890205). 17pp. 
62501:020-62501:036. 

9207300162 Informs that recipients reappointed by Commission as members of ACMUl 
for addI 2 yr term,effective 920701. 

ROGERS, K.C. (Commissioners (Post 750119). 92/07/15. MARCUS.C.S. (California, 
State of. MCKEOWN,J.A. Pennsylvania, (Commonwealth of. SIEGEL, B.A. Missouri, 
State of. 3pp. 62581:207-62581:209. 

9207310023 Weekly info rept for wk ending 920717. 

BLAHA,J.L. Assistant for Operations (Post 890205). 92/07/22. 31pp. 62581:315- 
62581:345. 

9207310190 Nominates L Bush for 1992 GEKCO public svc award for outstanding 
achievement in area of substance abuse prevention & treatments. 

ROGERS,K.C. (Commissioners (Post 750119). 92/07/17. MAUPIN,J.A. GEICO Philan- 
thropic Foundation. 5pp. 62593:326-62593:339. 

—9207310193 Announces 1992 GEICO public svc awards program.Requests support by 
ensuring potential candidates at all levels of organization have opprotunity to be con- 
sidered for nomination. 

MAUPIN,J.A. GEKCO Philanthropic Foundation. 92/02/28. CARR,K.M. Commissioners 
(Post 750119). 11pp. 62593:330-62593:339. 

9207310209 Weekly info rept for wk ending 920724. 

BLAHA.J.L. Assistant for Operations (Post 890205). 92/07/30. 36pp. 62593:290- 
62593:325. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


9207020046 Notification of contract execution,mod 13,to “Operation & Maint of NRC 
Decs.” (Contractor:Technassociates,lnc. 

TAYLOR.S. Contract Administration Branch 1 (Post 900603). FIN D-1228. NRC-10-84- 
211. 92/06/17. MESSENGER, G.H. Document (Control Branch (Document (Control 
Desk). LUNDY, J. NRC - No Detailed Affiliation Given. Ip. 62194:136-62194:138. 

-9207020051 Mod 1 3,deobligating excess funds remaining in contract after completion 
of closeout procedure, to “(operation & Maint of NRC DCS.” 

MOWERLY,E.C. Technassociates, Inc. MATTIA,M.J. Division of (Contracts & Property 
Management (Post 890205). FIN D-1228. NRC-1 0-84-211. 92/06/17. 2pp. 62194:137- 
62194:138. 

9207020052 Notification of contract execution,Task Order 160, “Examiner (Conference," 
to “Technical Assistance to Support Licensing Activities,” awarded to Sonaly8ts,lnc. 
HUGHES. A. Contract Administration Branch 2 (Post 900603). FIN L-1 289-2. NRC-03- 
89-031. 92/06/22. SCHWINK.W.J. Office of Nuclear Reactor Regulation, Director 
(Post 870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 62183:294- 
62183:297. 

-9207020062 Ltr contract NR(C-03-89-031 .defining Task Order 160, “Examiner Confer- 
ence," to ‘Technical Assistance to Support Licensing Acth^es," awarded to 
Sonalysts.Inc. 

MATTIA.M.J. (Contract Administration Branch 2 (Post 900603). FIN L-1 289-2. NR(C-03- 
89-031. 92/06/15. PETERSEN.LR. Sonalysts. Inc. 3pp. 62183:295-62183:297. 

9207020055 Notification of contract execution.mod 7,to “Satollite Communications to 
Support Video (Conferencing Pilot Program." ContractonGTE Spacenet Corp. 
TAYLOR,S. Contract Administration Branch 1 (Post 900603). RN D-1919. NR039-88- 
250. 92/06/23. KRUZIC.P.G. Division of (Computer & Telecommunications Services 
(Post 890205). KIRK,I. NRC - No Detailed Affiliation Given. Ip. 62194:148-62194:150. 

-9207020058 Mod 7,deobiigating ail excess funds,to “Satellite Communications to Sup- 
port Video Conferencing Riot Program." 

TAUSS,G.H. GTE Spacenet (Corp. MATTIA,M.J. Division of (Contracts & Property Man- 
agement (Post 890205). FIN D-1919. NRC-39-88-250. 92/06/23. 2pp. 62194:149- 
62194:150. 

9207020090 Notification of contract execution.mod 12,to "Technical Assistance in De- 
velopment A Implementing Programs & Procedures for Reactors Requiring Special 
Insp Resources.'^ (ContractonSouthwest Research Inst. 

TAYLOR,S. Contract Administration Branch 1 (Post 900603). FIN L.1032. NR(C-03-87- 
119. 92/06/26. SCHWINK,W.S. Office of Nuclear Reactor Regulation, Director (Post 
870411). THOMAS,B.E. NRC - No Detailed Affiliation Given. Ip. 62183:275- 
62183:277. 



NONDOCKETED ITEMS 197 


^9207020101 Mod 12.deobligating excess funds under, “Technical Assistance in Devel- 
opment & Implementing Programs & Procedures for Reactor Requiring Special Insp 
Resources/' 

CHATTEN.R.E. Southwest Research Institute. MATTIA,M.J. Division of Ckmtracts & 
Property Management (Post 890205). FIN L-1032. FIN L-1782. 92/06/26. 2pp. 
62183:276-62183:277. 

9207020120 Notification of cooperative agreement, mod 17.to “Radiation Monitoring Pro- 
gram Requirements.” ContractonState of Missouri. 

CRAMPTON,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8452-2. NRO30-83-645. 92/06/23. CONGEUF.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). WEIDMAN,D.G. NRC - No Detailed Affili- 
ation Given. Ip. 62194:151-62194:153. 

-9207020126 Mod 17,prowding incremental funding, to “Radiation Monitoring Program 
Requirements.” 

• Missouri, State of. TRAVER,D. Division of Contracts & Property Management (Post 
890205). FIN B-8452-2. NRC-30-83-645. 92/06/23. 2pp. 62194:152-62194:153. 

9207020131 Notification of cooperative agreement,mod 16.to “Radiation Monitoring Pro- 

g ram Requirements.” Contractor.NC Dept of Environ.Health & Natural Resources. 

;RAMPT0N,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8405-2. NRC-29-83-627. 92/06/23. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). DECKER, T. NRC - No Detailed Affiliation 
Given. Ip. 62194:145-62194:147. 

-9207020133 Mod 16, providing incremental funding.to “Radiation Monitoring Program 
Requirements." 

* North Carolina. State of. TARNER.D. Division of Contracts & Property Management 
(Post 890205). FIN B-8405-2. NRC-29-83-627. 92/06/23. 2pp. 62194:146-62194:147. 

9207020138 Notification of cooperative agreementmod 17,to “Radiation Monitoring Pro- 

8 ram Requirements." (liontractonMichigan Dept of Health. 

;RAMPT0N,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8451-2. NRC-30-83-644. 92/06/23. CXDNGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). WEIDMAN.D.G. NRC - No Detailed Affili- 
ation Given. Ip. 62194:139-62194:141. 

-9207020142 Mod 17,providing incremental funding.to “Radiation Monitoring Program 
Requirements.” 

* Michigan, State of. TARNER.D. Division of Contracts & Property Management (Post 
890205). FIN B-8451-2. NRC-30-83-644. 92/06/23. 2pp. 62194:140-62194:141. 

9207020146 Notification of cooperative agreementmod 12,to “Radiation Monitoring Pro- 

g ram Requirements.” Contractor.Georgia Dept of Natural Resources. 

:RAMPT0N,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8404-2. NRC-29-83-625. 92/06/23. C0NGEL,F.J. DMsfon of Radiation Protection & 
Emergency Preparedness (Post 870411). DECKER.T. NRC - No Detailed Affiliation 
Given. Ip. 62194:142-62194:144. 

-92070201SO Mod 12.providlng incremental funding.to “Radiation Monitoring Program 
Requirements.” 

* Georgia, State of. TARNER.D. Division of Contracts & Property Management (Post 
890205). FIN B-8404-2. NRC-29-83-625. 92/06/23. 2pp. 62194:143-62194:144. 

9207020158 Notification of cooperative agreement,mod 1 5,to “Radiation Monitoring Pro- 
gram Requirements.” ContractorUniv of Iowa. 

CRAMPTON,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8456-2. NRC-30-83-648. 92/06/23. CONGEUF.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). WEIDMAN.D.G. NRC - No Detailed Affili- 
ation Given. 1 p. 621 94:1 54-621 94:1 56. 

-9207020181 Mod 15,providing incremental funding.to “Radiation Monitoring Program 
Requirements.” 

Iowa, Univ. of. Iowa City. lA. TARNER.D. Division of Contracts & Property Manage- 
ment (Post 890205). FIN B-8456-2. NRC-30-83-648. 92/06/23. 2pp. 62194:155- 
62194:156. 


9207020167 Notification of cooperative agreement,mod 16,to “Radiation Monitoring Pro- 
gram Requirements.” ContractonMissouii Dept of Health. 

CRAMPTON,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8454-2. NRC30-83-643. 92/06/23. CONGEL.F.J. Diviston of Radiation Protection & 
Emergency Preparedness (Post 870411). WEIDMAN.D.G. NRC • No Detailed Affili- 
ation Given. ip. 62194:227-62194:229. 

-9207020169 Mod 16.providing Incremental fundir>g,to “Radiation Monitoring Program 
Requirements.” 

* Missouri, State of. TARNER.D. Division of Contracts & Property Management (Post 
890205). FIN B-8454-2. NRC-30-83-643. 92/06/23. 2pp, 62194:228-62194:229. 

9207020171 Notification of cooperative agreement, mod 19.to “Radiation Monitoring Pro- 
gram Requirements.” ContractorWisconsin Div of Health. 

CRAMPTON,S.A. CMvi^on of Contracts & Property Management (Post 890205). FIN B- 
8453-2. NRC-30-83-647. 92/06/23. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). WEIDMAN.D.G. NRC - No Detailed Affili- 
ation Given. 1 p. 621 94:1 57-621 94:1 59. 

-9207020175 Mod 19, providing incremental funding.to “Radiation Monitoring Program 
Requirements.” 

* Wisconsin, State of. TARNER.D. Division of Contracts & Property Management 
(Post 890205). FIN B-8453-2. NRC-30-83-647. 92/06/23. 2pp. 62194:158-62194:159. 

9207020275 Notification of contract execution, task order 1,to NRC-20-92-002.awarded 
to R Navarro & A 880 c.inc. 

MEEHAN.B. Contract Administration Branch 1 (Post 900603). FIN L-23132. NRC-20- 
92-002. 62/06/23. HICKS.M.S. Office of the Inspector General (Post 890417). 
JANOSKO.G. NRC - No Detailed Affiliation Given. 3pp. 62242:338-62242:340. 

-9207020286 Ltr contract NRC-20-92-002, issuing new task order 1. Contractor:R Na- 
varro & A 880 C,lnc. 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-23132. NRC-20- 
92-002. 92/06/19. NAVARRO.R. R. Navarro & Associates. Inc. 2pp. 62242:339- 
62242:340. 


9207020296 Notification of contract execution.mod 1 to task order 11, to “Develop NRC 
Video to Support Training for NRC & Agreement State Personnel on Revised 
10CFR20.” ContractonSonalysts, Inc. 

HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-15842. NRC-26- 
91-290. 92/06/26. SPESSARD.R.L. Division of Operational Assessment (Post 
870413). ANDERSON.R. NRC - No Detailed Affiliation Given. Ip. 62194:339- 
62194:340. 


-9207020302 Ltr contract NRC-26-91 -290.mod 1 to task order 11, providing incremental 
funding.to “Develop NRC Video to Support Training for NRC & Agreement State Per- 
sonnel on Revised 10CFR20." 

MATTIA.M.J. Contract Administration Branch 2 (Post 900603). FIN L-15842. NRC-26- 
91 -290. 92/06/26. PETERSEN.LR. Sonalysts, Inc. Ip. 62194:340-62194:340. 

9207020314 Notification of contract execution.mod 15, to “Regulatory Analysis for Ge- 
neric Issue 23,Reactor Coolant Pump seal Failure." 
ContractonSBA.SubcontractonScientech,lnc. 

NEFF.D. Division of Contracts & Property Management (Post 890205). NRC-04-87- 
397. 92/05/08. GUSTAVE.R.P. Program Management, Policy Development 6 Analysis 
Staff (Post 870413). SHAUKAT.S. NRC - No Detailed Affiliation Given. Ip. 62194:341- 
62194:345. 


-9207020325 Mod 15.revising indirect rates established, rescinding mod 15 & incoporat- 
ing FAR clauses associated w/CPFF contract Inadvertently omitted in mod 3,to “Reg- 
ulatory Analysis for Generic issue 23,Reactor Coolant Pump Seal Failure.” 

BAKER.L. Small Business Administration. RESEIGH.M.M. SCIENTECH. Inc. 
MATTIA,M.J. Division of Contracts & Property Management (Post 890205). 92/05/08. 
4pp. 62194:342-62194:345. 

9207090180 Notification of contract execution.mod 2, to “Emeraency 
Response.Technical & Engineering Support for Communications Svcs.'^’ 
Contractor.Boise Interagenw Fire Ctr. 

CRAMPTON,S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
1862-2. NRC-33-90-193. 92/06/25. KRUZIC.P. Division of Computer & Telecommuni- 
cations Services (Post 890205). RILEY.C.W. NRC - No Detailed Affiliation Given. Ip. 
62341:288-62341:292. 

-9207090191 Mod 2, revising articles II & IX of SOW, designating new project 
officer.deleting & adding contract persons.to “Emergency Response.Technical & Engi- 
neering Support for Communications Svcs.” 

STEWART,S.L. Interior, Dept. of. Bureau of Land Management. SCOTT.M.L Division 
of (Contracts & Property Management (Post 890205). FIN D-1 862-2. NRC-33-90-193. 
92/06/25. 4pp. 62341:289-62341:292. 


9207100393 Notification of contract execution.mod 10, to “Electrostatic Copying Svcs.” 
Contractor:Bel-Jean Copy/Print Ctr. 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). NRC-1 0-84-283. 92/07/ 
02. PHILLIPS.J.D. Printing & Audiovisual Services Branch. SCHNEIDER.R.L NRC - No 
Detailed Affiliation Given. 1p. 62313:342-62313:343. 

—9207100404 Mod S.deobligating excess funds remaining under contract after comple- 
tion of closeout procedure, to “Electrostatic Copying Svcs.” 

* Bel-Jean Copy/Print Center. MATTIA.M.J. Division of Contracts & Property Manage- 
ment (Post 890205). NRC-1 0-84-283. 92/07/02. IP. 62313:343-62313:343. 

9207100419 Notification of contract execution.mod lO.to “Technical Support Svcs for 
Data Telecommunication Equipment” Ck>ntractor.S8A.SubcontractonPailen-Johnson 
i\ssoo8 Inc 

S(DOTT’m.L Contract Administration Branch 1 (Post 900603). FIN D-1 869. NRC-1 0- 
85-263. 92/06/30. KRUZIC.P.G. Division of Computer & Telecommunications Senrices 
(Post 890205). BROWNELLS. NRC - No Detailed Affiliation Given. Ip. 62313:339- 
62313:341. 


—9207100424 Mod lO.deobligating excess funds under contract due to contract 
closeoutto “Technical Support Svcs for Data Telecommunication Equipment.” 
WCXDDS.P.R. Small Business Administration. * Paiien-Johnson Associates, Inc. 
MATTIA.M.J. Division of Contracts & Property Management (Post 890205). FIN D- 
1869. NRC-1 0-85-263. 92/06/30. 2pp. 62313:340-62313:341. 

9207100425 Notification of contract execution.mod 3, to “On-Call Maint of IBM Sys 
Six, Mag Cards & Displaywriter Sys." Contractor: Technical Specialties, Inc. 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN D-1 384. NR033- 
87-217. 92/07/01. KRUZIC.P.G. Division of Computer & Telecommunications Services 
(Post 890205). MILLER, J. NRC - No Detailed Affiliation Given. Ip. 62297:354- 
62297:355. 


-9207100427 Mod 3,deobligating excess funds under contract due to contract 
closeoutto "On-Call Maint of IBM Sys Six,Mag Cards & Displaywriter Sys." 
PLUECKER.T.C. Technical Specialties, Inc. MATTIA.M.J. Division of Contracts & Prop- 
erty Management (Post 890205). FIN 0-1384. NRC-33-87-217. 92/07/01. Ip. 
62297:355-62297:355. 


9207130181 Notification of contract execution.mod 6, to “Source Term Characterization 
Resulting from Explosively-Caused Secondary Violations of Spent Fuel Shipping 
(Dasks.” ContractonBMI. 

BROWN.Y. Ckrntract Administration Branch 1 (Post 900603). FIN B-6710. NRC-04-80- 
180. 92/06/22. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 
860720). LAHS.W. NRC - No Detailed Affiliation Given. Ip. 62375:267-62375:269. 

-9207130187 Mod 6,deobligating excess funds remaining in contract after completion of 
closeout procedure, to “Source Term Characterization Resulting from Explosively- 
Caused Secondary Violations of Spent Fuel Shipping Casks.” 

MILLER.G.L Battelle Memorial Institute. MATTIA,M.J. Division of Contracts & Property 
Management (Post 890205). FIN B-6710. NR004-80-180. 92/06/22. 2pp. 62375:268- 
6237&269. 


9207130193 Notification of contract execution, mod 8, to “NRC Headquarters Steno- 
graphic Reporting Svcs (Excluding In-town Requirements of O)mmi88ioners Ofc).” 
ContractorHeritage Reporting Corp. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN B-1839. NRC-21- 
87-342. 92/07/01. COTTER.B.P. Atomic Safety & Ucensing Board Panel. WILDER.P., 
FITTi.C. NRC - No Detailed Affiliation Given. Ip. 62375:270-62375:272. 
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-9207130200 McxJ Sideobllgating funds remaining in contract after completion of close- 
out proc8dure.to “NRC Headquarters Stenographic Reporting Svcs (Excluding In-tovim 
Requirements of Commissioners Ofcs)." 

RICHER, C.L Heritage Reporting Corp. MATTIA,MJ. Division of Contracts A Property 
Management (Post 890205). FIN B-81839. NRC-21 -87-342. 92/07/01. 2pp. 
62375:271-62375:272. 

9207140321 Notification of contract execution, mod 5 to. “Develop Guidelines for Verifi- 
cation & Validation of Expert Sys.” ContractonSAIC. 

KING.D.A. Office of Administration (Post 890205). NRC-04-90-096. 92/07/03. 
SHERON.B. Division of Systems Research (Post 880717). BELTRACCHl.L NRC - No 
Detailed Affiliation Given. Ip. 62378:222-62378:225. 

-9207140324 Mod 5, changing completion date on deliverables & extending period of 
performance through 931 130, to “Develop Guidelines for Verification & Validation of 
E:«>ert Sys.” 

RODEHAU.XJ. Science Applications International Corp. (formerly Science Applica- 
tions, Inc.). RYTKONEN.B. Electric Power Research Institute. SC50TT,M.L Contract 
Administration Branch 1 (Post 900603). NRC-04-90-095. 92/07/03. 3pp. 62378:223- 
62378:225. 


-9207200168 Ltr contract NRC-02-90-009.awardlng task order 16: “Technical Assist- 
ance in Establishment of Design Criteria for Dry S^nt Fuel Storage Installations.” 
SCOTT, M.L Contract Administration Branch 1 (Post 900603). FIN L-2481-2. NRC-02- 
90-009. 92/06/23. RODEHAU.T. Science Applications International Corp. (formerly 
Science Applications. Inc.). 2pp. 62438:086-62438:087. 

9207200292 Notification of contract execution.mod 9,to task order 7. “Data Entry for 
CIS." ContractonSBA.SubcontractonData Computer Corp of America. 

NEFF.D. Division of Contracts & Property Management (Post 890205). FIN D-1920. 
NRC-39-89-133. 92/06/30. CRANFORD.G.F. Ofnce of Information Resources Mam 
agement (Post 890205). DOLLECK.A. NRC - No Detailed Affiliation Given. 1d 
62427:315-62427:321. 

-9207200299 Ltr contract NRG-39-89-133,mod 9, increasing level of effort, extending 
period of performance through 930131 & increasing task order ceiling & obligate 
amounts to, task order 7,to “Data Entry for CIS." 

MATTIA,M.J. Contract Administration Branch 2 (Post 900603). FIN D-1920. NRC-39- 
89-133. 92/06/26. DOYLE,M. Data Computer Corp. of America. 6pp. 62427:316- 
62427:321. 


9207140326 Notification of contract execution.mod 1 to task order 152, “Reactor Oper- 
ator Licensing Initial Exams, Umerick Nuclear Power Plant," to “Technical Assistance 
to Support Ucensing Activities.” ContractonSonalysts,lnc. 

HUGHES.A. Contract Administration Branch 2 (Post 900603). FIN L-1^9. NRC-03-89- 
031. 92/07/06. SCHWINK,W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER, K. NRC - No Detailed Affiliation Given. Ip. 62378:226- 
62378:230. 

-9207140327 Ltr contract NRC-03-89-031,mod 1 to task order 152, "Reactor Operator 
Licensing initial Exam8,IJmerick Nuclear Power Plant.” increasing reviews for 
walkthroughs.to “Technical Assistance to Support Licensing Activities." 

MATT!A,M.J. Contract Administration Branch 2 (Post 900603). FIN L-1289. NRC-03- 
89-031. 92/07/02. PETERSEN.LR. Sonalysts, Inc. 4pp. 62378:227-62378:230. 

9207140328 Notification of contract execution.awarding task order 164, “Examiner 
Techniques Refresher & integrated Facility Ororations." to “Technical Assistance to 
Support Licensing Activities." ContractonSonalysts.Inc. 

HUGHES, A. Contract Administration Branch 2 (Post 900603). FIN L-1289. NRC-03-89- 
031. 92/07/08. SCHWINK,W.J. Office of Nuclear Reactor Regulation, Director (Post 
870411). PULSIPHER.K. NRC - No Detailed Affiliation Given. Ip. 62378:231- 
62378:234. 

-9207140329 Ltr contract NRC-03-89-031, awarding task order 164, “Examiners Tech- 
niques Refresher & Integrated Facility Operations.” to “Technical Assistance to Sup- 
port Licensing Activities. 

MATTIA,M.J. Contract Administration Branch 2 (Post 900603). FIN L-1289. NRC'03- 
89-031. 92/07/06. PETERSEN.LR. Sonalysts. Inc. 3pp. 62378:232-62378:234. 

9207150091 Notification of contract execution.mod 6,to “On-Line Maint of NRC Periph- 
eral Computer Equipment" Ck)ntractonComputer Maint & Part Corp. 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN D-1917. NRC-39- 
88-249. 92/07/10. KUR2IC.P.G. Division of Computer & Telecommunications Services 
(Post 890205). JOHNSON, C. NRC - No Detail^ Affiliation Given. Ip. 62395:272- 
62395:275. 

-9207150094 Mod 6,deobligating of excess funds due to contract closeout to “On-Une 
Maint of NRC Peripheral Comber Equipment" 

* Computer Maintenance & Parts Corp. MATTIA.M.J. NRC - No Detailed Affiliation 
Given. FIN D-1917. NRC-39-88-249. 92/07/10. 3pp. 62395:273-62395:275. 


9207220342 Notification of contract execution.mod lO.to "Software Maint & Sys Sup- 
port of PDR Bibliographic Retrieval Sys.” ContractonZonar Corp. 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). FIN D-1212. NRC-33- 
84-408. 92/06/29. HARVES,J. Division of Computer & Telecommunications Seivices 
(Post 890205), YEATES.E.J. NRC - No Detailed Affiliation Given. Ip. 62445:314- 
62445:316, 

-9207220384 Mod lO.deobligating excess funds remaining in contract after completion 
of closeout procedures to ‘Software Maint & Sys Support of PDR Bibliographic Re- 
trieval Sys." 

SULLIVAN.D. Zonar Corp. MATTIA,M.J. Division of Contracts & Property Management 
(Post 890205). FIN D-1212. 92/06/29. 2pp. 62445:31 5-62445:31 6. 

9207230160 Notification of contract execution.mod 4,to “Technical Assistance Program 
for State-of-Art Study Re Near-Field Earthquake Ground Motion." ContractorzS^tx^ 
(S^.Science8 & Software). 

SCOTT, M.L Contract Administration Branch 1 (Post 900603). FIN B-6491. NRC-03- 
78-155. 92/07/16. SHAO.LC. Division of Engineering Technology (Post 80)827). 
BRAZEE.R. NRC - No Detailed Affiliation Given. Ip. 62^9:01 0-62479:01 2, 

-9207230165 Mod 4,deobligating excess funds remaining under contract after comple- 
tion of closeout procedure,to “Technical Assistance Program for State-of-Art Study Re 
Near-Field Earthquake Ground Motion." 

BRULE,E.T. Systems, Sciences & Software. MATTIA,M.J. Division of Contracts & 
Property Management (Post 890205). FIN B-6491. NRC-03-78-155. 92/07/16. 2pp. 
62479:011-62479:012. 

9207230180 Notification of contract execution.mod 7,to “Testing of Reinforced Concrete 
Under Combined Membrane Tension & Tangential Shear." ContractonPortlanid 
Cement Assoc 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN B-6203. NRC04- 
77-118. 92/07/16. BECKJORD,E.S. Division of Engineering Technology (Post 
890827). FLORY.S. NRC - No Detailed Affiliation Given. Ip. 62479:007-62479:009. 

-9207230187 Mod 7,deobligating excess funds remaining in contract after completion of 
closeout procedures,to “Testing of Reinforced Concrete Containments Under Com- 
bined Membrane Tension & Tangential Shear." 

SZCZECH,M.J. Portland Cement Association. MATTIA,M.J. Division of Contracts & 
Property Management (Post 890205). FIN B-6203. NRC-04-77-118. 92/07/16. 2pp. 
62479:008-62479:009. 


9207170252 Notification of contract execution.mod 4, to “Broad Band Seismic Data 
Analysis." ContractonRoundout Assocs.Inc. 

SCOTT, M.L Contract Administration Branch 1 (Post 900603). FIN D-1196. NRC-04- 
84-136. 92/07/06. MURPHY, A, J. Division of Engineering (Post 870413). MURPHY, A. 
NRC - No Detailed Affiliation Given. Ip. 62403:198-62403:200. 

-92071702S6 Mod 4,deobligating remaining excess funds after contract closeout.to 
“Broad Band Seismic Data Analysis." 

POMEROY.P.W. Rondout Associates, Inc. * Division of Contracts & Property Manage- 
ment (Post 890205). FIN D-1196. NRC-04-84-136. 92/07/06. 2pp. 62403:199- 
62403:200. 

9207200012 Notification of contract execution,mod B.task order 2, “Data Entry for Train- 
ing." ContractonSBA.SubcontractordData Computer Corp of America. 

NEFF,D. Lesion of Contracts & Property Management (Post 890205). FIN D-1 920-2. 
NRC-39-89-133. 92/06/30. CRANFORD,G.F. CWce of Information Resources Man- 
agement (Post 890205). DOLLECK,A. NRC - No Detailed Affiliation Given. Ip. 
62427:348-62427:356. 

—9207200013 Ltr contract NRC-39-d9-133,mod 8, task order 2,increasitm level of 
efforLextending performance to 930131 & increasing task <xder coiling a obligated 
amounts,to “Data Entry for Training.” 

MATnA,M.J. Contract Administraton Branch 2 (Post 900603). FIN D-1920. NRC-39- 
89-133. 92/06/26. DOYLE,M. Data Computer Corp. of America. 8pp. 62427:349- 
62427:356. 

9207200138 Notification of contract execution,mod 8, to “Telecommunications 
Evaluation, Operations, Requirements & Specs for Voice/Data Communications Sys for 
Region 1." ContractonSBASubcontractonKoh Sy8,lnc. 

SCOTT,M.L Contract Administration Branch 1 (Post 900603). NR01 0-84-254. 92/07/ 
14, FISHER, LG. Facility Management Branch. COHEN, S. NRC - No Detailed Affili- 
ation Given. Ip. 62429:255-62429:257. 


9207230190 Notification of contract execution.mod 5,to ‘Technical Assistance for NRC 
Emeraency Telecommunlcstions ^s." Contractor:SBA.Subcontractor:l-Not.lnc. 
NEFFvD. Division of Contracts & Property Management (Post 890206). FIN 13-1862-1. 
NRC-33-91-203. 92/06/29. CRANFORD.G.F. of Information Resources Man- 
agement (Post 890205). RANDALLB. NRC - No Detailed Affiliation Given. Ip. 
62479:001-62479:004. 

-9207230223 Mod 5,correcting amount deobligated in mod 4 & decreasing obligated 
amount & ceiling amount, to ‘Technical Assistance for NRC Emergency Telecommuni- 
cations Sys." 

JOHNSON, H.S. Small Business Administration. WOLF.C. I-NET, Inc. MATTIA.M.J. Di- 
vision of (Contracts & Property Management (Post 890205). FIN D-1 862-1. NRC-33-91- 
203. 92/06/29. 3pp. 62479:002-62479:004. 

9207230282 Notification of contract execution.mod 6,to "Transportation Drivers." 
ContractonSBA.SubcontractonDlplomat Umosine & Livery Svc.Inc. 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN 0-23262. NRO10- 
90-127. 92/07/20. FISHER.L Facility Management Branch. QUEEN, D. NRC - No De- 
tailed Affiliation Given. Ip. 62478:162-62478:164. 

-9207230289 Mod 6,deobligating all remaining excess funds, to ‘Transportation Driv- 
ers.” 

* Small Business Administration. MCGHEE, P. Diplomat Limousine & Livery Services, 
Inc. MATTIA,M.J. Division of Contracts & Property Management (Post 890206). FIN D- 
23262. NRC-1 0-90-1 27. 92/07/20. 2pp. 62478:1 &.62478:1 64. 

9207230293 Notification of contract execution.mod 9.to “Fire Protection Research Pro- 
gram.” ContractonUnderwriters Lab, Inc. 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN B-6197. NRC-04- 
77-122. 92/07/06. GUSTAVE.R. Program Management. Policy Development & Analy- 
sis Staff (Post 870411). NOTLEY.D. NRC - No Detailed Affiliation Given. Ip. 
62478:159-62478:161. 


-9207200150 Mod 8,deobligating all remaining excess funds.to “Telecommunications 
Evaluation, Operation8,Requirement8 & Specs for Voice/Data Communications Sys for 
Rwion I." 

* Small Business Administration. KOH.Y.S. KOH Systems. Inc. MATTIA,M.J. Division 
of Contracts (Pre 870413). NRC-1 0-84-254. 92/07/14. 2pp. 62429:256-62429:257. 


-9207230295 Mod 9,deobligating ail excess funds remaining, to “Fire Protection Re- 
search Program." 

MADER,D.A. Underwriters Laboratory. Inc. MATTIA.M.J. Division of Contracts & Prop- 
erty Management (Post 890205). FIN B-6197. NRC-04-77-122. 92/07/06. 2pp. 
62478:160^2478:161. 


9M72(K)157 Notifkration of cxmtract execution, task order 16: ‘Technical Assistance In 
E^ishment of Design Criteria for Dry Spent Fuel Storage Installations." 

MEEHAN, B. Contract Administration Branch 1 (Post 900603). FIN L-2841-2. NRC-02- 
90-009. 92/07/10. KNAP^. ^ram Management Policy Development & Analysis 
Staff (Post 870413). TIKTINSKY,D. NRC - No Detailed AffitStlon Given. Ip. 
62438:085-62438:087. 


9207230297 Notification of contract execution,mod 8,to “Microcomputer Software." 
Contractor.Technology Svc8.lnc. 

SCOTT, M.L Contract Administration Branch 1 (Post 900603). FIN D-1 356. NRC-33- 
86-293. 92/07/17. KRUZIC.P.G. Division of Computer & Telecommunications Services 
(Post 890205). MACWILUAMS.M. NRC - No Detailed Affiliation Given. Ip. 62478:156- 
62473:158. 
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-9207230300 Mod S.deobiigating excess funds remaining under contract after comple- 
tion of closeout procedure, to “Microcomputer Software. 

LAWRENCE, A. Technology Services, Inc. MATT1A,M.J. Division of Contracts & Prop- 
erty Management (Post 890205). FIN D-1356. NRC-33-86-293. 92/07/17. 2pp. 
62478:157-62478:158. 

9207240053 Notification of contract execution, mod 6, to “Provide Expert Technical Con- 
sulting Svcs to DCS on Task Order Basis." ContractonGenera! Svcs Admin, FEDSIM. 
SCOfr.M.L. Contract Administration Branch 1 (Post 900603). NRC- 10-82-404. 92/07/ 
21. NORRY.P.G. Office of Administration (Post 890205). LUNDY,J. NRC - No Detailed 
Affiliation Given. Ip. 62479:212-62479:213. 

-9207240057 Mod 6,deobligating all remaining excess funds after contract closeout.to 
“Provide Expert Technical Consulting Svcs to DCS on Task Order Basis." 

* General Sen/ices Administration. MATTIA,M.J. Division of Contracts A Property Man- 
agement (Post 890205). NRC-1 0-82-404. 92/07/21. Ip. 62479:213-62479:213. 

9207240239 Notification of contract execution, mod 7,to “Senior Executive Svc Training 
Conference." ContractonPrime Motor Inn, Inc. 

SCOTT, M.L Contract Administration Branch 1 (Post 900603). FIN D-23000. NRC-38- 
90-321. 92/07/10. BIRD,P.E. Ofc of Personnel (Post 870413). MONACO,N. NRC - No 
Detailed Affiliation Given. 1p. 62491:335-62491:337. 

-9207240242 Mod 7,deobligating excess funds under contract due to contract closeout 
to, “Senior Executive SvcTraining Conference.” 

SIMON,J. Prime Motor Inn. Inc. MATTIA.M.J. Division of Contracts & Property Man- 
agement (Post 890205). FIN D-23000. NRC-38-90-321. 92/07/10. 2pp. 62491:336- 
62491:337. 

9207280226 Notification of contract execution, mod 13,to “Earthquake Potential & Max 
Credible Earthquake for Plant." Contractor Univ of Nevada-Reno. 

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN D-13250. NRC-03- 
85-059. 92/07/22. SCHWINK,W. Office of Nuclear Reactor Regulation. Director (Post 
870411). WALKER, W. NRC - No Detailed Affiliation Given. 1p. 62530:314-62530:316. 

-9207280230 Mod 13,deobligating all remaining excess funds.to “Earthquake Potential 
& Max Credible Earthquake for Plant." 

* Nevada, Univ. of, Reno, NV. MATTIA.M.J. Division of Contracts & Property Manage- 
ment (Post 890205). FIN D-13250. NRC-03-85-059. 92/07/22. 2pp. 62530:315- 
62530:316. 

9207290044 Notification of cooperative agreement, mod 7,to “Operation of 
LPDR.”ContractonMonroe County Library Sys, 

CRAMPTON.S.A. Division of Contracts & Property Management (Post 890205). FIN D- 
24162. NRC-1 0-87-340. 92/07/24. GRIMSLEY.D.H. Division of Freedom of Informa- 
tion & Publications Services (Post 890205). Ip. 62557:246-62557:253. 

-9207290064 Cooperative agreement,mod 7, providing incremental funding & extending 
period of performance,to “Maint & Operation of LPDR." Contractor.Monroe County Li- 
brary 

CONABLE,G.M. Monroe County, Ml. TARNER.D. Division of Contracts & Property 
Management (Post 890205). FIN D-24162. NRC-1 0-87-340. 92/07/22. 7pp. 
62557:247-62557:253. 

9207290247 Notification of contract execution,mod 8,to “Coordination of Cooperative 
Organizations Participating in Geological, Geophysical A Seismological 
Studies.ContractonSt Louis Onh/. 

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN B-7242. NRC-04. 
80-229. 92/07/17. BURDA,A.J, Program Management, Policy Development A Analysis 
Staff (Post 870411). 0’DONNELL.E. NRC - No Detailed Affiliation Given. 1p. 
62557:358-62557:358. 

-9207290249 Mod S.deobiigating excess furKls remaining under contract after comple- 
tion of closeout procedure.to 'tk>ordination of Cooperative Organizations Participating 
in Geoiogicai, Geophysical A Seismological Studies." 

SPRENGELD.P. St Louis Univ., St. Louis, MO. MATTIA.M.J. Division of Contracts A 
Property Management (Post 890205). FIN B-7242. NRC-04-80-229. 92/07/17. 2pp. 
62557:357-82557:358. 


FOIA FREEDOU OF iNFORMATiON ACT REQUESTS AND RELEASES 

9207079286 Partial response to FOIA request for documents re TOPAZ II Reactor.Ara 
A documents already available in PDR A app B enci A being made available for PDR. 
GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 91/09/ 
30. UWRENCE.J.W. Affiliation Not Assigned. 19pp. 82262:142-62262:223. 

-9207070323 Provkies comments re staff pr<MX>sal in SECY-90-236 (Negative Consent), 
“Proposed import of Soviet Topaz Reactor.’’ Subi^ to listed conditions.offers no ob- 
jection to IP proposal to issue import license to DOD contractor. 

CURTISS Commissioners (Post 750119). 91/01/03. CHILK.S.J. Office of the Secre- 
tary of the Commission. SHEA,J.R. International Programs (870413-911116). 24pp. 
62^2:161-62262:184. 

-9207070326 Forwards summa^ by Foreign Broadcast Info Svc of contraversy in 
USSR about possible sale of ToPAZ reactor for use in US SDI program. 

SHEA.J.R. International Programs (870413-911116). 91/02/06. DENTON.H.R. Office 
of Governmental A Public Affairs (870413-911116). 4pp. 6226^*185-62262:186. 

-9207070329 Suggests that J Taytor.Murley.H Denton A others meet to go over status 
A option8,if arw,re TOPAZ. 

DENTON.H. Office of Governmental A Public Affairs (870413-911116). 91/02/07. 
TAYLOR. J. NRC - No Detailed Affiliation Given. 2pp. 62262:1 89-62262:1 90. 

-9207070334 Notifies that USSR TOPAZ 11 Reactor Sys scheduled for exhibit at Univ of 
MO at College Park on 910318-19 during US-USSR-East European Scientific A Tech- 
nological Exhibit A Symposium. 

SH^,J.R. International Programs (870413-911116). 91/03/14. TAYLOR, J.M. Ofc of 
the Executive Director for Operations. DENTON.H.R. Office of Governmental A Public 
Affairs (870413-011116). MIRAGLIA,FJ. Office of Nuclear Reactor Regulation. Direc- 
tor (Post 87041 1). 1 1 pp. 62262:1 91 -62262:201 . 

-9207070338 Forwards list of employees interested in attending US-USSR-East Europe- 
an Scientific A Technological Exhibit A Syniposium at Univ of MD on 910318-19. 
WRIQHT,B.L International Programs (870413-911116). 91/03/18. BRENNAN.M. 
Maryland, Univ. of. College Park. MD. 12pp. 62262:202-62262:223. 


9207070331 FOIA request for documents re amend 4 to license for Nuclear Energy 
Svcs under docket 30-22060. 

WILLIAMS, O.G. JRA Associates. OGW-91-093. 91/07/25. GRIMSLEY.D.H. Division of 
Freedom of Information A Publications Services (Post 890205). Ip. 62265:035- 
62265:035. 

9207070347 Rnal response to FOIA request for documents.Forwards app A documents 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/10/21. WILLIAMS.O.G. JRA Associates. 2pp. 62265:036-62265:252. 

-9207070354 Rev 1 to Procedure 82A8003, “Radiological Protection Manual.” 

* Nuclear Energy Services (NES) Manufacturing. 84/07/31. 104pp. 62265:038- 
62265:141. 

-9207070359 Rev 2 to Procedure 82A8006, "Radiation Worker Handbook A Training 
Manual." 

* Nuclear Energy Services (NES) Manufacturing. 89/06/23. 39pp. 62265:142- 
62265:181. 

-9207070364 Informs of appointment of MA Callahan as radiation safety officer to ad- 
minister NES programs covered by mat! license. 

TREJO.F. Nuclear Energy Services (NES) Manufacturing. PS-2446. 90/04/18. 
K1NNEMAN.J. Regton 1 (Post 820201). 15pp. 62265:182-62265:196. 

-9207070378 Forwards application for renewal of license 06-20775-01 . 

TREJO.F. Nuclear Energy Services (NES) Manufacturing. 03234. 90/07/28. 
KINNEMAN.J. Region 1 (Post 820201). Ip. 62265:197-62265:197. 

-9207070380 Application for amend, renewing license 06-20775-01. 

MANION,W.J. Nuclear Energy Services (NES) Manufacturing. 90/09/17. 15pp. 
62265:198-62265:214. 

-9207070386 Forwards rev to license renewal application dtd 900728 for license 06- 
20775-01 .Record of 900823 telcon encl. 

CALLAHAN,M.A. Nuclear Energy Servicas (NES) Manufacturing. 113081. 90/08/24. 
WHITE, J. Region 1 (Post 820201). 4pp. 62265:215-62265:218. 

-9207070388 Ack receipt of application for renewal of license 06-20775-01. 
BURACKER.C.K. Region 1 (Post 820201). 113081. 90/09/20. MANION.W.J. Nuclear 
Energy Sen/ices (NES) Manufacturing. Ip. 62265:219-62265:219. 

-9207070389 Requests interpretation of license 06-20775-01 due to licensee desire to 
purchase new source. 

CALLAHAN,M.A. Nuclear Energy Sendees (NES) Manufacturing. 113081. 90/10/29. 
WHITE,J. Region 1 (Post 820201). 2pp. 62265:220-62265:221. 

-9207070395 Rev 1 to Procedure 82A8001, “Radiological Safety Program." 

* Nuclear Energy Services (NES) Manufacturing. 113031. 90/07/27. 17pp. 62265:222- 
62265:238. 

-9207070397 Rev 2 to Procedure 82A8002. “QA Program for NES Radiological Safety 
Program." 

* Nuclear Energy Services (NES) Manufacturing. 113031. 91/10/21. 14pp. 62265:239- 
62265:252. 

9207080110 FOIA request for documents re memo8,meeting summaries A lists of atten- 
dees resulting from semi-annual NRC senior mgt meetings held 850101. 

REDDA.T. Southern Technical Services, Inc. 91/05/01. GRIMSLEY,D.H. Division of 
Freedom of Information A Publications Services (Post 890205). Ip. 62324:001- 
62324:001. 

9207080120 Final response to FOIA request for documents.App A documents encl A 
being made available in PDR.Portions of app A records withheld (ref FOIA exemption 

GRIMSLEY,D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/10/11. REDDA,T. Southern Technical Services, Inc. 3pp. 62324:002- 
62324:303. 

-8605190330 Summary of 860423-24 mgt meeting at Region III ofc re licensee 
performance,evaluation of plant discussions A fitness for duty.Task assignments A list 
of attendees encl. 

SNIEZEK,J.H. Regional Operations A Generic Requirements, EDO (Pre 870413). 88/ 
05/13. DAVIS,J.G. Office of Nuclear Material Safety A Safeguards. 11pp. 62324:005- 
62324:015. 

-9207080152 Summary of discussions during 871116-18 mgt meeting A provides 
copies of itrs to be sent to licensees of plants that will be discussed at 871217 (^m- 
mission meeting. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. ZECH, ROBERTS, 
BERNTHAL Commissioners (Post 750119). 3pp. 62324:016-82324:018. 

-9207080180 Provides summary of NRC discussiona re Fermi during 871117-18 senior 

?SELLAV?®6fc of the Executive Director for Operations. 87/12/08. M<X;aRTHY,W.J. 
Detroit Edison Co. 2pp. 62324:019-62324:020. 

-9207080194 Provides details of discussions re Turkey Point facility during 871117 A 18 
NRC senior mgt meeting.Facility was categorized as requiring continued close moni- 

OTI^Lo,V. Ofc of the Executive Director for Operations. 87/12/08. HUDIBURG.J.J. 
Florida Power A Light Co. 2pp. 62324:021-62324:022. 

-9207080200 Provides details of discussions re Brcnvns Ferry A Sequoyah during 
871 117 A 18 NRC senior managers meeting.Plants were categorized as requiring sub- 
stantial improvement 

STELLO,\A Ofc of the Executive Director for Operations. 87/12/08. WHITE,S.A. Ten- 
nessee Valley Authority. 2pp. 62324:023-62324:024. 

-9207060207 Provides summary of discussions re Fort Saint Vrain during 871117 A 18 
NRC senior managers meeting.Facitity was categorized as requiring continued close 
monitorirtg. 

STELLO,V. Ofc of the Executive Director for Operations. 87/12/08. WALKER, R.F. 
Public Service Co. of Ckriorado. 2pp. 62324:025-62324:026. 
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-9207080257 Provides details of discussion re Dresden during 871117 & 18 NRC senior 
managers meeting.Facility was categorized as r^uiring continued close monitoring. 
STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. O’CXJNNOR.J.J. 
Commonwealth Edison Co. 2pp. 62324:027-62324:028. 

-9207080285 Provides details of discussion re Pilgrim during 871117 & 18 NRC senior 
managers meeting.Facility was categorized as requiring substantial improvement. 
STELLO.V. Ofc of the Brecuth/e Director for Operations. 87/12/08. SWEENEY, S.J. 
Boston Edison Co. 2pp. 62324:029-62324:030. 

-9207080269 Provides details of discussions re Palisades during NRC senior managers 
meeting on 871117 & IS.Facility was cat^orized as requiring no further NRC special 
attention beyond regional ofc level of monitoring. 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. 
MCCORMICK. W.T. Consumers Power Co. 2pp. 62324:031-62324:032. 

-9207080279 Provides details of discussions re Rancho Seco during NRC senior man- 
agers meeting on 871117 & IS.Facility was categorized as requiring substantial im- 
provement 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. WILCOX.C. Sacra- 
mento Municipal Utility District 2pp. 62324:033-62324:034. 

-9207080283 Provides details of discussions re Peach Bottom during NRC senior man- 
agers meeting on 871117 a IS.Facility categorized as requiring substantial improve- 
ment 

STELLO.V. Ofc of the Executive Director for Operations. 87/12/08. AUSTIN, J.H. 
Philadelphia Electric Co. 1 7pp. 62324:035-62324:051 . 

-9207080291 Summary of 880628-29 NRC senior mat meefng.Copies of Itrs to be sent 
to licensees of plants that will be discussed at 880713 Commission meeting also end. 
STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. ZECH, ROBERTS. 
CARR Commissioners (Post 750119). 2pp. 62324:052-62324:053. 

-9207080351 Provides summary of NRC discussions re Rancho Seco during 880628 a 
29 senior managers meeting.Facility was categorized as requiring continued close 
monitoring. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. WILCOX.C. Sacra- 
mento Municipal Utility District 1p. 62324:054-62324:054. 

-9207080356 Provides summary of NRC discussions re Browns Ferry a ^uoyah 
during 880628 a 29 senior managers meeting.Browns Ferry a Seguoyah Unit 1 were 
categorized as requiring substantial improvement a Unit, close monitoring. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. WHITE, S.A. Ten- 
nessee Valley Authority. 2pp. 62324:055-62324:056. 

-9207090044 Provides summary of discussions re Peach Bottom during NRC senior 
managers meeting on 880628 a 29.Facillty was categorized as requiring substantial 
improvement 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. PAQUETTE, J. 
Philadelphia Electric Co. 2pp. 62324:057-62324:058. 

-9207090050 Provides summary NRC discussions re Pilgrim at 880628 a 29 senior 
managers meeting.Facility was categorized as requiring substantial improvement 
STELLO,V. Ofc of the ^ecutive Director for Operations. 88/07/07. SWEENEY,S.J. 
Boston Edison Co. 12pp. 62324:059-62324:071. 

-9207090055 Provides summary of NRC discussions re Fort St Vrain at 880628 a 29 
senior managers meeting.Facility was categorized as requiring no further NRC special 
attention beyond regional ofc level of monitoring. 

STELLO.V. Ofc of the Executive Director for Operations. 88/07/07. WALKER.R.F. 
Public Service Co, of Colorado. 1p. 62324:072-62324:072. 

-9207090059 Provides summaiy of NRC discussions re Nine Mile Point 1 at 880628 a 
29 senior managers meeting.Facility was categorized as requiring close monitoring. 
STELLO.V. Ofc of the Executive Director for operations. 88/07/07. ENDRIES.J. Niag- 
ara Mohawk Power Corp. 2pp. 62324:073-62324:074. 

-9207090063 Provides summary of NRC discussions re Fort Calhoun at 880628 a 29 
senior managers meeting.Facility was categorized as requiring close monitoring. 
STELLO.V. Ofc of the ^ecutive Director for Operations. 88/07/07. PETER^N.F.M. 
Omaha Public Power District 2pp. 62324:075-62324:076. 

-9207090067 Provides summary of NRC discussions re Turkey Point at 880628 a 29 
senior managers meetirig.Facility was categorized as requiring continued close moni- 
toring. 

STELLO.V. ac of the Executive Director for Operations. 88/07/07, HUDIBURG.J.J. 
Florida Power a Light Co. Ip. 62324:077-62324:077. 

-9207090069 Provides summary of NRC discussions re Dresden at 880628 a 29 senior 
managers meeting.Facility was categorized as requiring continued close monitoring. 
STELLO.V. Ofc of the ^ecutive Director for Operations. 88/07/07. O’CONNOR.J.J. 
CkJmmonwealth Edison Co. Ip. 62324:078-62324:078. 

-9207090073 Provides summary of NRC discussion re Fermi at 880628 a 29 senior 
managers meeting,Facillty was categorized as requiring continued close monitoring. 
STELLO.V. Ofc of the ^ecutive Director for Operations. 88/07/07. MC3CARTHY^.J. 
Detroit Edison Co. 2pp. 62324:079-62324:080. 

-9207090086 Summarizes discussions at 881206-07 senior mat meeting a forwards Itrs 
to be sent to licensees of plants to be discussed at 881221 Commission meeting. 
STELLO.V. Ofc of the Executive Director for Operations. 88/12/13. ZECH, ROBERTS, 
CARR Commissioners (Post 750119). 30pp. 62324:081-62324:110. 

-9207090114 Provides Commission w/summary of discussions held at 890517- 18 NRC 
mgt meeting a Itrs to be sent to licensees of plants that will be discussed at 890601 
Commission meeting.Detaii8 withheld. 

STELLO.V, ac of the Executive Director for Operations. 89/06/24. ZECH, ROBERTS, 
CARR Commissioners (Post 7501 1 9). 72pp. 62324:1 1 1 -62324:1 43. 

-9207090146 Provides Commission w/summary of discussions held at 900612- 13 NRC 
senior meeting a Itrs to be sent to licensees of plants that will be discussed at 
900627 Commission meeting. Portions of discussion summary partially withheld. 
TAYLOR.J.M. ac of the Bcecutive Director for Operations. 90/06/21. CARR, ROB- 
ERTS. ROGERS Commissioners (Post 750119). 34pp. 62324:183-62324:217. 

-9207090237 Provides Commission w/summary of discussions hold at 910108- 09 NRC 
senior mat meeting a Itrs to be sent to licensees of plants that will be discussed at 
910124 Commission meeting. Details withheld. 

TAYLOR, J.M. ac of the Executive Director for Operations. 91/01/17. CARR. 
ROGERS. CURTISS Commissionefs (Post 760119). 36pp. 62324:218-62324:263, 


-9207090248 Provides summary of discussions held at 910604-05 NRC senior mgt 
meeting a Itrs to be sent to licensees of plants on problem plant list that will be dis- 
cussed at 910620 Commission meeting.Details withheld. 

TAYLOR, J.M. ac of the Executive Director for Operations. 91/06/14. CARR, 
ROGERS. CURTISS Commissioners (Post 760119). 42pp. 62324:264-62324:297. 

-9207090267 Partially withheld summary of 861021-22 NRC mgt meeting. 

• Region 5 (Post 820201). 86/10/22. Region 5 (Post 820201). 6pp. 62324:298- 
62324:303. 

-9207100371 Provides Commission w/summary of discussions held at 900122- 23 NRC 
senior n^ meeting a Itrs to be sent to licensees of plants that will be discussed at 
900215 Commission meeting. 

TAYLOR.J.M. ac of the Executive Director for Operations. 90/02/02. CARR. ROB- 
ERTS, ROGERS Commissioners (Post 750119). 38pp. 62324:144-62324:182. 

9207080132 Partial response to FOIA request for documents re Cleveland Clinic Foun- 
dation a NRC Enforcement Action EA-87-042. 

GRIMSLEY.D.H. Division of Freedom of Information a Publications Services (Post 
890205). EA-87-042. 91/10/29. DAVIS.D. Plain Dealer, Cleveland. OH. 3pp. 
62262:095-62262:141. 

-8704220130 Forwards Safety Insp Repts 30-02649/87-01 ,30-00394/87-01 . 30-14577/ 
87-01,30-17931/87-01 a 70-3044/87-01 on 870323-25 a notice of violatlon.Concem 
re mgt control sys expressed a improvements requested. 

AXELSON.W.L Region 3 (Post 820201). 87/04/15. KISER.W.S. Cleveland Clinic 
Foundation, Cleveland. OH. 2pp. 62262:103-62262:137. 

-8704220146 Notice of violation from insp on 870323-25. 

AXELSON.W.L. Region 3 (Post 820201). 30-02649/87-01. 87/04/15. 6pp. 62262:105- 
62262:110. 

-8704220158 Insp Repts 30-02649/87-01,30-00394/87-01,30-14577/87-01. 30-17931/ 
87-01 a 70-3044/87-01 on 870323-25. Violations noted:failure to conduct semiannual 
audits,conduct monthly sun/eys.maintain records a post caution signs. 

LYNCH. J.L Region 3 (Post 820201). 30-02649/87-01. 87/04/15. 12pp. 62262:111- 
62262:122. 

-8704220166 Responds to 870126 Itr, modified by 870304 enforcement 

conference.Licensee offers to amend Licenses 34-00466-01, 34-00466-02 a 34- 
00466-03 to include end QA/QC statement of principles for dept of radiation therapy. 
KtSER.W.S. Cleveland Clinic Foundation. Cleveland. OH. 87/03/13. HIND,J.A. Re^n 
3 (Post 820201). 7pp. 62262:123-62262:129. 

-8704220187 Forwards radiation safety incident rept re release of radioactive ashes 
from incinerator room.reported on 870206. Loss of licensed mat! does not appear to 
be substantial hazard to persons in unrestricted areas. 

ARON,S.J. Cleveland Clinic Foundation, Cleveland. OH. 87/02/12. WIEDEMAN.D. 
Region 3 (Post 820201). 3pp. 62262:130-62262:137. 

-8706240090 Ack receipt of 870514 payment for civil penalty In amount of $2,500,Cor- 
rective actions will be examined dunr^ future insps. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-87-042. 87/06/22. KISER.W.S. 
Cleveland Clinic Foundation, Cleveland, OH. 4pp. 62262:138-62262:141. 

9207080153 Partial response to FOIA request for document8.App J records end & 
being made available for PDR.App K records completely withheld (ref FOIA exemp- 
tions 4 & 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/28. REDDA,T. Southern Technical Sendees, Inc. 4pp. 62325:001- 
62325:036. 

-8812300104 Forwards response to items in 880929 memorandum re 880908-10 341st 
ACRS meeting followup items. 

STELLO.V. ac of the Executive Director for Operations. 88/12/21. FRALEY, R.F. 
ACRS - Advisory Committee on Reactor Safeguards. 31pp. 62325:006-62325:036. 

9207080281 Partial response to FOIA request for info.Records In app D end & being 
made available In PDR.App E records withheld in part (ref FOIA exemptions 6 & 7(C)), 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). EA-87-042. 91/10/28. DAVIS.D. Plain Dealer, Cleveland. OH. 5pp. 
62273:133-62273:243. 

-9207080285 Requests for assist to insp of Cleveland clinic.Cleveland.OH based on 
recent events involving potentially unrepiorted therapeutic misadministration. 
DAV1S.A.B. Region 3 (Post 820201). W/11/20. PAWLIK.E.T. Region 3 (Post 820201). 
3pp. 62273:141-62273:143. 

—9207080307 Forwards preliminary notifications re request to assist Rill insp staff on 
various interviews due to sensitive nature of 861006^ PNO concerning terminally ill 
patient exposed to 2000 rads of radiation. 

PAWLIK,BT. Region 3 (Post 820201). 86/12/10. HAYES.B.B. Region 3 (Post 
820201). Ip. 62273:144-62273:218. 

-9207080331 Forwards OI rept of assist to insp concerning Cleveland Clinic foundation 
re alleged misadministration (CASE A3-86-011). 

PAWLfk,E.T. Region 3 (Post 820201). 87/10/09. DAVIS,A.B. Region 3 (Post 820201). 
8pp. 62273:219-62273:226. 

-9207080346 Discusses assist to insp by RIII-OI re Cleveland Clinic Foundation con- 
cerning alleged misadministration. 

HIND.J.A. Regbn 3 (Post 820201). 87/11/10. WEIL.C.H. Region 3 (Post 820201). 
16pp. 62273:227-62273:243. 

9207090015 FOIA request for list of sites & licensees associated w/ terminated or ex- 
pired metis license case files, contained in 1,100 boxes shipped by NOMA or IRM to 
ORNL on 910905. 

GUILD.C.C. Winston & Strawn. 91/10/01. GRIMSLEY.D.H. Division of Freedom of in- 
formation & Publications Services (Post 890205). Ip. 62325:037-62325:037. 

9207090020 Final response to FOIA request for list of sites & licensees associated w/ 
terminated or expired metis license case files, contained in 1,100 boxes shipped by 
NOMA or IRM to ORNL on 910905.Record end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/13. GUILD.C.C. Winston & Strawn. Ip. 62325:038-62325:251. 
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“-®2:071CMS157 List of licensees in NRC inventory - parts 30,40 & 70. 

* NRC - No Detailed Affiliation Given. 91/10/30. 100pp. 62325:039-62325:251. 

920709CKJ89 Final response to FOIA request for info.Records in app E end & being 
made available in PDR.App F records completely withheld (ref FOIA exemption 7(A)). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Senrices (Post 
890205). 91/10/30. CURRAN, D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 5pp. 62438:004-62438:035. 

— 92070MI100 Notification of significant meeting w/licensee on 910911-12 in 
Rockviiie.MD to discuss licensee status of environ investigation, planned corrective ac- 
tions & health physics performance improvement program. 

CUNNINGHAM, R.E, Division of Industrial & Medical Nuclear Safety (Post 870729). 
91/08/12. Division of Industrial & Medical Nuclear Safety (Post 870729). 24pp. 
62438:009-62438:035. 

9207090115 Final response to FOIA request for documents re licenses SMA-0862 for 
Continental Mining & Milling Co,SMC-0907 for Commercial Discount Corp & SUB-1072 
for Cotter Corp.Forwards dfocuments in Apps C,D & E,being made available for PDR. 
GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 91/10/ 
16. MCCLUSKEY,J.P. Cotter CJorp. 11pp. 62424:001-62424:362. 

-9207090136 Application for license for scrap matl which will be used for remelting pur- 
poses after radioactivity has been removed to accepted min approved by Femald 
Plant. 

COHEN.W. Moss Cohen & Sons, Inc. 70/12/29. Atomic Energy Ckjmmisslon (Pre 
750119). 2pp. 62424:013-62424:014. 

-9207090139 Provides supplemental info to application for source matl license.inctuding 
that scrap matl will be decontaminated by dipping in acid & rinsing in water.Informs 
that smelting of matl is not contemplated. 

COHEN, H.D. Mose Cohen & Sons, Inc. 71/01/05. LAYFIELD.R. Atomic Energy Com- 
mission (Pre 750119). Ip. 62424:015-62424:015. 

-9207090144 License SUB-1072 for Mose Cohen & Sons.Inc, authorizing U in form of 
surface contamination on scrap metal to be decontaminated & stored m accordance 
w/statements, representations & conditions specified in application. 

LAYFIELD.R.L Atomic Energy Commission (Pre 750119). 71/01/20. 3pp. 62424:016- 
62424:018. 

-9207090210 Discusses health physics analysis of license SUB-1072, authorizing U in 
form of surface contamination on scrap metal to be decontaminated & stored in ac- 
cordance w/licensee application w/suppl. 

HUETER.LJ. Atomic Energy Commission (Pre 750119). 71/03/09. ALLAN, J.M. 
Atomic Energy Commission (Pre 750119). 4pp. 62424:019-62424:022. 

-9207090222 Insp of license SUB-1072 on 710309.Noncompliance noted.Major areas 
inspected:organization, administrative control & radiological safety procedures, facilities 
& equip ment & radiation surveys &/or evaluations. 

HUCTER,L.J. Atomic Energy <!^mmission (Pre 750119). 71/03/09. 19pp. 62424:023- 
62424:041. 

—9207090226 Application for amend to license SUB-1 072.Amend would authorize alter- 
native method of metering scrap pipe or tubing, to measure for radiation. Discusses al- 
ternative method involving swabbing interior surface of such piping. 

COHEN,H.D. Mose Cohen & Sons. Inc. 71/03/10. LAYFIELD.R. Atomic Energy Com- 
mission (Pre 750119). Ip. 62424:042-62424:042. 

-9207090230 Notice of violation from insp on 71 0309. Violation noted: no airborne sur- 
veys conducted during cutting of U contaminated piping to evaluate employee expo- 
sure concentrations of airborne U.per 10CFR20,201(b). 

HUETER.LJ. Atomic Energy Commission (Pre 750119). 71/03/30. Ip. 62424:043- 
62424:043. 

-9207090233 Provides licensee opportunity to advise NRC in writing, of position re li- 
cense activities determined to be in noncompiiance w/AEC requirements,a8 result of 
insp.Informs that reply should be sent within 20 days of receipt of Itr. 

GR1ER,R.H. Atomic Energy Commission (Pre 750119). 71/03/30. COHEN, H. Mose 
Cohen & Sons, Inc. Ip. 62424:044-62424:044. 

-9207090236 Amend 1 to license SUB-1 072,authorizing survey method described in 
710310 ^piication.providing listed stipulations adhered to. 

LAYFIELD,R.L Atomic Energy Commission (Pre 750119). 71/04/02. COHEN.H.D. 
Mose Cohen & Sons. Inc. Ip. 62424:045-62424:045. 

-9207090247 Responds to violations noted in 710330 NOV.a8 result of insp of license 
SUB-1072 on 710309.Corrective actions:alpha sunrey instruments now available & will 
be used in accordance w/amend 1 of license. 

COHEN,H.D. Mose Cohen & Sons, Inc. 71/04/08. GRIER.B.H. Atomic Energy Com- 
mission (Pre 750119). Ip. 62424:046-62424:046. 

-9207090250 Responds to AEC 710420 requestAdvises that If any future cutting of 
contaminated scrap performed by licensee.airbome samples will be taken for analysis. 
COHEN, H.D. Mose Cohen & Sons, Inc. 71/04/21. GRIER.B.H. Atomic Energy Com- 
mission (Pre 750119). Ip. 62424:047-62424:047. 

-9207090258 Safety insp on 711018 of license SUB-1 072.ln8p findings: no noncompli- 
ance or unsafe conditions found. 

SCHULTZ, W.H. Atomic Energy Commission (Pre 750119). * Mose Cohen & Sons, Inc. 
71/10/1 0. 2pp. 62424:046-62424:049. 

-9207090292 Forwards correspondence re license SUB-1 072, Invoice L-1525-72.Re- 
quests that license be terminated.amend be sent to R Leith,Ofc of Controller & State 
& licensee Relations be notified of completed action. 

JOHNSON.L Atomic Energy Commission (Pro 750119). FIN L-1 525-72. 72/03/23. 
SMILEY.S.H. Atomic Energy Commission (Pro 750119). Ip. 62424:050-62424:050. 

-9207090311 Informs that license SUB-1072 terminated.per licensee 920323 applica- 
tion. 

LAYFIELD,R.L Atomic Energy Commission (Pre 750119). 72/04/14. COHEN,H.D. 
Mose c>5hen & Sons, Inc. Ip. 62424:051-62424:053. 

-9207090338 Insp of license SMC-0907 on 6701 1 1 .Noncompliance noted.Major areas 
inspected:correction of previous items of noncompliance.program.organization.facilities 
& posting & labeling. 

FCjSTE^D.L, * Atomic Energy Commission (Pre 750119). 67/01/23. 10pp. 
62424:054-62424:063. 


-9207090341 Provides info re Commercial Discount Corp, license SMC-0907, authorizing 
storage of 125,000 tons of residues containing source matl at 9200 Latty 
Avenue, Hazelwcxxl, Ml. 

ALLAN, J.M. Atomic Energy Commission (Pre 750119). 67/05/10. ROEDER.J.R. 
Atomic Energy Commission (Pre 750119). 2pp. 62424:064-62424:066. 

-9207090346 Application for license authorizing Commercial Discount Corp to possess 
125,000 tons of residues for purpose of possible foreclosure of liens & security inter- 
ests involving storage & resale only. 

* Commercial Discount Corp. 66/12/14. 4pp. 62424:067-62424:070. 

-9207090347 Provides adequate reply to AEC 870123 Itr re 592. 

* Commercial Discount Corp. 67/02/14. Atomic Energy Commission (Pre 750119). 
2pp. 62424:071-62424:072. 

-9207090351 Provides opportunity for licensee to advise AEC of position re noncompli- 
ance items as result of 6701 1 1 insp of license SMC-0907.lnforms that reply should be 
sent within 20 days of receipt of Itr. 

HAGEMAN.R.C. Atomic Energy Commission (Pre 750119). 67/01/23. 

MCPHERSON, A.R. Commercial Discount Corp. 2pp. 62424:073-62424:074. 

-9207100014 Notice of violation from insp on 6701 1 1 .Violation noted: radiation levels 
exist in stockpile & barrel storage areas, unrestricted area, such that individual continu- 
ously present in area could receive dose in excess of 100 mrem. 

FOSTER.D.L Atomic Energy Commission (Pre 750119). 67/01/23. Ip. 62424:075- 
62424:075. 

-9207100022 Application for amend to license SMC-0907,authorizing 500,000 lbs ore 
residues .3 to 2.0 % U.for processing to recover U. 

* Commercial Discount Corp. 67/06/09. 4pp. 62424:076-62424:079. 

-9207100027 Discusses reduction of moisture confined In licensed matls, by use of 
agrregate dryer.Advises that shipment of matl must commence 670626 to comply w/ 
contract executed between Cotter Corp & licensee. 

CHAMPLIN,R.L Commercial Discount Corp. 67/06/22. HARMON, D. Atomic Energy 
Commission (Pre 750119). 2pp. 62424:080-62424:081. 

-9207100035 Amend 1 to license SMC-0907, changing item 8 of license to read as 
listed. 

HARMON.D.F. Atomic Energy Commission (Pre 750119). 67/06/23. 

MCPHERSON, A.R. Commercial Discount Corp. 2pp. 62424:082-62424:094. 

-9207100043 Provides opportunity for licensee to advise AEC in writing of position re 
Herns of noncompliance as result of insp of license SMC-0907 on 680327-0401 .In- 
forms that reply must be sent within 20 days of receipt of Itr. 

GRIER,B.H. Atomic Energy CJommisslon (Pre 750119). 68/04/05. MAUGER.J. Com- 
mercial Discount Corp. 2pp. 62424:095-62424:096. 

-9207100046 Notice of violation from insp on 680327-0401 .Violation noted:radiation 
level 18 inches from fence in unrestricted area was such that person continuously 
present In area,could receive dose to whole body in excess of 2 mrems in one hour. 
ASHLEY, E.C. Atomic Energy Commission (Pre 750119). 68/04/05. Ip. 62424:097- 
62424:097. 

-9207100053 Responds to AEC 680405 Itr & 680422 discusstion w/E Ashley re Form 
AEC 592 dtd 680405.lnforms that compliance w/item A will be cx>mpleted on or 
before 680501 & Item B will be completed within three working days after completion 
of A. 

MAUGER,J.A. Commercial Discount Corp. 68/04/23. GRIER.B.H. Atomic Energy 
Commission (Pre 750119). 2pp. 62424:098-62424:099. 

-9207100066 Notifies that license SMC-0907 expires 691 231 .Informs that for renewal 
of license, application must be filed at least 30 days before expiration date.For non 
renewal, “Certification of Status of Source Matl ActivHies...," must be completed. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 69/10/24. Commercial 
Discount Corp. 2pp. 62424:100-62424:101. 

-9207100078 Application for amend to license SMC-0907, extending license as 
amended, for three months commencing 691 231 .to permit licensee to consummate 
sale.Requests ack of receipt of Itr. 

STONEBERG.R.E. Commercial Discount Corp. 69/12/12. HARMON.D.F. Atomic 
Energy Commission (Pre 750119). Ip. 62424:102-62424:102. 

-9207100082 Amend 2 to license SMC-907,extending license expiration date to 
700331. 

HARMON.D.F. Atomic Energy Commission (Pro 750119). 69/12/19. 

STONEBERG,R.E. Commercial Discount Corp. Ip. 62424:103-62424:103. 

-9207100088 Discusses issuance of license SUB-1022 to Cotter Corp for drying & ship- 
ping of matls covered by license SMC-0907. Requests advice as to what action, if 
any, required w/respect to terminating licensee privileges & obligations. 
St6neBERG,R.E. Commercial Discount Corp. 70/02/12. HARMON.D.F. Atomic 
Energy Commission (Pre 750119). 2pp. 62424:104-62424:105. 

-9207100093 Informs that license SMC-0907, hereby terminated, per 700212 Itr. 
HARMON,D.F. Atomic Energy Commission (Pro 750119). 70/02/19. 

STONEBERQ.R.E. Commercial Discount Corp. Ip. 62424:106-62424:106. 

-9207100107 Accepts 620409 bid to purchase & remove govt-owned site. Notice to 
proceed w/removal of residues wilt be issued when license obtained.lnvitation AT-(23- 
2)-46encl. 

BELCHER, F.H, Atomic Energy Commisston (Pre 760119). 62/04/12. ROARK.C.M. 
Contemporary Metals Corp. 29pp. 62424:107-62424:247. 

-9207100279 Application for amend to license SMB-0654, authorizing 125,000 tons resi- 
dues containina 390,000 ibs U & Tm. 

ROARK,C.M. continental Mining & Milling Co. 65/12/27. Atomic Energy Commission 
(Pre 750119). 2pp. 62424:248-62424:313. 

-9207140182 Insp rept of insp of license SMA-0862 on 660804. Noncompliance 
noted-Major areas in8pected:program. organization, facilities, posting & 
labeling.equipment. surveys, personnel monitoring & records. 

FOSTBR.D.L., ALLAN, J. Atomic Energy Commission (Pro 750119). 66/08/30. 13pp. 
62424:314-62424:362. 
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9207090143 FOiA request for documents & metis in possession of NRC re Kerr McGee 
facility in Cushing.OK. 

CORDELL,F.T. Huckaby, Fleming. Frailey, Chaffin & Darrah. 91/04/29. GRIMSLEY.D. 
Division of Freedom of Information & Publications Services (Post 890205). Ip. 
62460:001-62460:001. 

9207090163 Partial response to FOIA request for Info re faciIity.App EE documents end 
& being made available in PDR.Records in app FF withheld in part (ref FOIA exemp- 
tion 6) & app GG records withheld in entirety (ref FOIA exemption 7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/01. CURRAN, D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 5pp. 62272:279-62272:317. 

-9207090166 Press release on 900907 re activities directed toward completing charac- 
terization of area affected be previously reported contamination & implementing other 
commitments. Related documentation end. 

• Sequoyah Fuels Corp. 90/09/07. 30pp. 62272:284-62272:317. 

9207090216 Final response to FOIA request for documents.Forwards app A documents 
which are being made available in PDR.App B documents being withheld In their en- 
tirety i^ef FOIA^emption 6). 

GRIMSLEY,D.H. Division of Freedom of Inftxmation & Publications Sen/ices (Post 
890205). 91/10/08. CORDELL.F.T. Huckaby, Reming, Frailey. Chaffin & Darrah. 
18pp. 62460:002-62462:271. 

-9207090231 Undated amend 5 to license SNM-695, changing condition 10 to authorize 
use of SNM in bldgs 30 & 31. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 91/10/08. 

LAMBERTUS.H. Kerr-McGee Corp. 2pp. 62460:020-62460:021. 

-9207090257 Undated ttr informing that distribution of 65 kg of U-235 contained in U 
enriched to 93.15% as UF6 authorized under license SNM-695,per 640612 request. 
NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 91/10/08. 

WILLSON.F. Kerr-McGee Corp. 1p. 62460:022-62460:022. 

—9207090263 Provides authorization to procure listed matls from NRC prior to 570901 
expiration date of license C-3571. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 56/08/30. BROWN. J.R. 
Spencer Chemical Co. 1p. 62460:023-62460:023. 

-9207090271 License C-3571 for Spencer Chemical Co, authorizing possession of & title 
to listed licensed matl. 

JOHNSON, L Atomic Energy Commission (Pre 750119). 56/08/30. 2pp. 62460:024- 
62460:025. 

-9207090269 Application for amend to license C-3571, renewing license. 

LANDRUM, LH. Spencer Chemical Co. 57/08/16. PRICE.H.L. Atomic Energy Commis- 
sion (Pre 750119). Ip. 62460:026-62460:026. 

-9207090295 License C-3571 for Spencer Chemical Co, authorizing possession of & title 
to U magnesium fluoride scrap for pilot scale investigations of scrap recovery. 
DELAN^.J.C. Atomic Energy Commission (Pre 750119). 57/08/23. LANDRUN,LH. 
Spencer Chemical Co. 1p. 62460:027-62460:032. 

-9207090306 Provides authorization to procure from NRC 250 lbs of UF6 containing U 
deleted in U-235 isotope for delivery prior to 580701. 

DELANEY. J.C. Atomic Energy Commission (Pre 750119). 57/11/20. LANDRUM.LM. 
Spencer Chemical Co. Ip. 62460:033-62460:033. 

-9207090329 Application for amend to license authortring purchase of 200 lbs of natu- 
ral grade UF6 under license C-3571. 

LANDRUM.LH. Spencer Chemical Co. 58/01/08. JOHNSON.L. Atomic Energy Com- 
mission (Pre 750119). Ip. 62460:034-62460:034.- 

-9207090333 Provides authorization to procure from Commission 200 lbs of UF6 con- 
taining normal U for use under license C-3571 prior to 580701. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 58/01/17. UNDRUM, LM. 
Spencer Chemical Co. Ip. 62460:035-62460:035. 

-9207100008 Application for amend to license C-3571 covering source & depleted matl 
to be revised to permit 5, (XX) rather than 500 of inventory. 

UNDRUM.LH. Atomic Energy Commission (Pre 750119). 58/02/19. JOHNSON.L 
Spencer Chemical Co. 1p. 624^:036-62460:036. 

-9207100011 Application for amend to license C3571 .requesting permission to procure 
1,000 tbs of natural U as UF6 prior to 580701. 

UNDRUM.LH. Atomic Eneray Commission (Pre 750119). 58/02/27. JOHNSON.L 
Atomic Energy Commission (Pre 750119). 1p. 62460:037-62460:037. 

-92071(KM)18 License G-3571 .authorizing purchase of 1,000 lbs of UF6 containing U 
deleted in U-235 isotope. 

DEUNEY,J.C. Atomic Energy Commission (Pre 750119). 58/02/28. YOUNG, D.A. 
Spencer Chemical Co. 1p. 62460:038-62460:038. 

-9207100021 License C-3571 .authorizing purchase of 454 kg of normal U as UF6. 
DEUNEY,J.C. Atomic Energy Commission (Pre 750119). 58/03/12. UNDRUM.LH. 
Spencer Chemical Co. 1p. 62460:039-62460:039. 

-9207100025 Application for amend to license C-3571. authorizing purchase of 500 lbs 
of natural U hexafluoride to be used as food stock in further processing to U oxide. 
YOUNG, D.A. Spencer Chemical Co. 58/09/03. DEUNEY.J.H. Atomic Energy Com- 
mission (Pre 750119). Ip. 62460:040-62460:040. 

-9207100030 Forwards files on Spencer Chemical Co covering licenses R-21 8, C-3571 
&SNM-154. 

DUBINSKI.L Atomic Energy (Commission (Pro 750119). 58/09/03. HAYCOCK.T.J. 
Atomic Energy Commission (Pre 750119). 1p. 62460:041-62460:041. 

-9207100039 License C-3S71 .authorizing purchase of 227 kg of normal U as UFO for 
use under license. 

DEUNEY.J.C. Atomic Energy Commission (Pre 750119). 58/09/08. YOUNG,D.A. 
Atomic Energy Commission (Pre 750119). Ip. 62460:042-62460:044. 

-9207100071 Application for amend to license C-4352.authorizing possession of & title 
to refined source matl at JayhawK Works for chemical & physicd processing. 
LAMBERTUS.H. Spencer Chemical Co. 59/07/16. DEUNEY.J.C. Atomic Energy 
Commission (Pre 750119). 1p. 62460:045-62460:045. 


-9207100079 Application for amend to license C-4352.to read as listed. 

UMBERTUS.H. Spencer Chemical Co. 59/07/23. DEUNEY.J.C. Atomic Energy 
Commission (Pre 750119). Ip. 62460:046-62460:046. 

-9207100085 Amend 1 to license O4352.authorizing possession of & title to refine 
source matl for experimental work. 

DEUNEY,J.C. Atomic Energy Commission (Pre 750119). 59/07/22. Spencer Chemi- 
cal Co. Ip. 62460:047-62460:047. 

-9207100096 Undated amend 2 to license C-4352 authorizing possession of & title to 
refined source matl for production processing. 

DEUNEY,J.C. Atomic Energy Commission (Pre 750119). 91/10/08. UMBERTUS,H. 
Spencer Chemical Co. Ip. 62460:048-62460:048. 

-9207100105 Undated amend 3 to license C-4352 authorizing possession of & title to 
refined source matl for production processing. 

DEUNEY,J.C. Atomic Energy Commission (Pre 750119). 91/10/08. UMBERTUS.H. 
Spencer Chemical Co. Ip. 62460:049-62460:049. 

-9207100108 Undated license C-4352 for Spencer Chemical Co,authorizing possession 
of & title to refined source matl for experimental work. 

DEUNEY,J.C. Atomic Energy Commission (Pre 750119). 91/10/08. UMBERTUS.H. 
Spencer Chemical Co. 1 p. 62460:050-62460:050. 

-9^7100130 Undated license C-4352 for Spencer Chemical Co authorizing use of 
ilstod liconsod rndtl 

DEUNEY,J.C. Atomic Energy Commission (Pre 750119). 91/10/08. Spencer Chemi- 
cal Co. 2pp. 62460:051-62460:052. 

-9207100138 License 04352 for Spencer Chemical Co authorizing purchase of 300 kg 
of normal U as UF6 for use under license. 

DEUNEY.J.C. Atomic Energy Commission (Pre 750119). 59/10/12. LEADERS, W. 
Spencer Chemical Co. Ip. 62460:053-62460:053. 

-9207100144 Forwards 591020 Itr from DK Welty re assignment of Spencer Chemical 
Co licenses 

DUBINSKI,L. Atomic Energy Commission (Pre 750119). 59/10/26. VESPE.V.C. Atomic 
Energy Commission (Pre 750119). 2pp. 62460:054-62460:055. 

-9207100153 License for Spencer Chemical Co to import 50 lbs of refined source mat! 
from Canada. 

DEUNEY.J.C. Atomic Energy Commission (Pre 750119). 60/01/27. UMBERTUS.H. 
Spencer Chemical Co. 1 p. 62460:056-62460:056. 

-9207100177 Application for amend to license 04352 to read as listed. 

UMBERTUS.H. Spencer Chemical Co. 60/04/15. DEUNEY.J.C. Atomic Energy 
Commission (Pre 750119). Ip. 62460:057-62460:057. 

-9207100179 Discusses 600712 Itr to HR Dinges concerning license R-218. Informs 
that license vrill not be renewed due to handling of source matl under license 04352. 
UMBERTUS.H. Spencer Chemical Co. 60/07/19. VESPE.V.C. Atomic Energy Com- 
mission (Pre 7501 19). 1p. 62460:058-62460:058. 

-9207100189 Application for amend to license 04352.renewing license for period of 5 

Sr’eENLEE.H. Spencer Chemical Co. 60/09/13. DEUNEY.J.C. Atomic Energy Com- 
mission (Pre 750119). 3pp. 62460:059-62460:061. 

-9207100194 Amend to license C-4352 renewing license for period not exceeding 1 yr. 
DEUNEY,J.C. Atomic Energy Commission (Pre 750119). 60/10/12. GREENLEE, N.A. 
Spencer Chemical Co. Ip. 62460:062-62460:062. 

-9207100197 Forwards files on listed licenses issued to Spencer Chemical Co, Kansas 
CIty.MO. 

DUBINSKI.L Atomic Eneray Commission (Pre 750119). 59/11/09. VESPE.V.C. Atomic 
Energy Commission (Pre 750119). Ip. 62460:063-62460:063- 

-9207100205 Application for amend to license C-4352 renewing license for period of 5 
yrs. 

GREENLEE.M.A. Spencer Chemical Co. 61/08/24. NUSSBAUMER,D. Atomic Energy 
Commission (Pre 750119). 2pp. 62460:064-62460:065. 

-9207100242 Informs that addi info needed re 610824 application for renewal of license 
C-4352 

NUSSBAUMER.D. Atomic Energy Commission (Pro 750119). 61/09/11. 

GREENLEE, H. Spencer Chemical Co. Ip. 62460:066-62460:066. 

-9207100247 Application for renewal of license 04352 authorizing use of listed li- 
censed matl. 

* Spencer Chemical Co. 61/10/13. 6pp. 62460:067-62460:072. 

-92071 (N)248 Provides addI info & clarifies points in 611016 application for renewal of 
license C-4352 

GREENLEE,N.A. Spencer Chemical Co. 61/12/12. NUSSBAUMER,D. Atomic Energy 
Commission (Pre 7501 1 9). 2pp. 62460:073-62460:074. 

-9207100250 Responds to 620220 Itr re application for renewal of license C4352.0p- 
erations to be considered potential sources of airborne radioactivity listed. 
GREENLEE.N.A. Spencer Chemical Co. 62/02/26. NUSSBAUMER.O. Atomic Energy 
(Commission (Pre 750119). 3pp. 62460:075-62460:077. 

-9207100254 Forwards application for license in name of Kerr-McGee Oil industries to 
cover operation of facility & transfer, possession & sale of source matl. 

(COBB.G.H. Kerr-McGee Corp. 92/07/03. Atomic Energy Commission (Pre 750119). 
Ip. 62460:078-62460:086. 

-9207100258 Informs that addi info needed concerning 620703 application for source 
matl license. 

NUSSBAUMER.O.A. Atomic Ene^ Commission (Pre 750119). 62/08/21. CX)BB,G.H. 
Kerr-McGee Corp. 2pp. 62460:087-62460:127. 

-9207100281 Responds to r^uest for addi info concerning license application dis- 
cussed during 621128 meeting at Germantown. Answers to questions & addi matl 
listed. 

UMBERTUS.H. Kerr-McGee Corp. 62/12/14. NUSSBAUMER,D. Atomic Energy Com- 
mission (Pre 750119). 3pp. 62460:128-62460:130. 
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-9207100262 Informs that addi info needed re 621012 application for SNM license. 
NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 62/12/18. COBB.G.H. 
Kerr-McGee Corp. Ip. 62460:131-62460:131. 

-9207100265 Ack receipt of 621218 Itr containing end stating requirements for issu- 
ance of SNM license. 

LAMBERTUS.H. Kerr-McGee Corp. 63/02/15. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 22pp. 62460:132-62460:153. 

-9207100267 Informs that addI info needed to continue review of 621012 application 
for SNM license. 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 63/03/11. 

LAMBERTUS,H. Kerr-McGee Corp. 2pp. 62460:154-62460:155. 

-9207100269 Responds to questions raised during 630307 meeting in 
Germantown-Answers to questions listed. 

LAMBERTUS.H. Kerr-McGee Corp. 63/03/12. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 9pp. 62460:156-62460:164. 

“9207140191 Responds to 630311 request for addi info re SNM license 
application.informs of no liquid sumps, drains or sink traps in process & storage areas. 
LAMBERTUS,H. Kerr-McGee Corp. 63/03/14. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 2pp. 62460:165-62460:166. 

-9207140193 Discusses U Brady of Region iV 630329 Itr concerning status of license 
SMB-471. Informs that Itr fonn/arded to LR Spencer re radiation levels at facility cov- 
Gr0ci bv iic0nso 

DUBINSKI.L Region 4 (Post 820201). 63/04/10. WALKER.D.I. Region 4 (Post 
820201). ip. 62460:167-62460:167. 

-9207140196 Requests info re status of license SMB-471 which expires on 650331. 
BRADY, U.L Region 4 (Post 820201). 63/03/29. CAVANAUGH.R. Region 4 (Post 
820201). ip. 62460:168-62460:169. 

-9207140214 Responds to series of questions posed to H Lambertus on 630405.Con- 
firms that all class 3 shipments of SNM will be made by procedures described on 
page 14 of 630215 application. 

LAMBERTUS.H. Kerr-McGee Corp. 63/04/11. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 5pp. 62460:170-62460:173. 

-9207140217 Forwards license SNM-695. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 63/04/23. LAMBERTUS.H. 
Kerr-McGee Corp. Ip. 62^:174-62460:174. 

-9207140218 Informs that license SNM-695 issued on 630423 subi to listed condition. 
NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 63/04/23. 

LAMBERTUS.H. Kerr-McGee Corp. Ip. 62460:175-62460:175. 

-9207140220 License SNM-695 for Kerr-McGee Industries.inc authorizing use of listed 
licensed matl. 

NUSSBAUMER.D. A. Atomic Energy Commission (Pre 750119). 63/04/30. Ip. 
62460:176-62460:176. 

-9207140223 Application for amend to license SNM-695 requesting allocation of 10 kgs 
of contained U.6.1 % enriched as UF6. 

LEADERS.W.M. Kerr-McGee Corp. 63/05/07. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 3pp. 62460:177-62460:179. 

-9207140225 Application for amend to license SMB-664.authorizing use of listed li- 
censed matl. 

LAMBERTUS, H. Kerr-McGee Corp. 63/09/09, NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 2pp. 62460:180-62460:181. 

-0207140238 Amend 1 to license SMB-064 for Kerr-McGee Oil Industries, Inc, adding 
hems 11 & 12 to read as listed. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 63/09/23. Ip. 
62460:182-62460:182. 

-0207140244 Applk^tion for amend to License SNM-695,to include reduction of high 
enriched U tetrafluoride to U metal buttons. 

LAMBERTUS.H. Kerr-McGee Corp. 63/12/06. NUSSBAUMER.D. Atomic Energy Com- 
mission (Pre 750119). 5pp. 62460:183-62460:187. 

-0207140247 Forwards addi info supporting 631206 application for amend to iicense 
SNM-695. 

WILLSON, F.F. Kerr-McGee Corp. 63/12/13. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 750119). 3pp. 62460:188-62460:190. 

-9207140240 Forwards license SNM-695. 

PRICE,E. Atomic Energy Commission (Pre 750119). 63/12/23. LAMBERTUS.H. Kerr- 
McGee Corp. Ip. 624^:191-62460:191. 

-92071402S7 License SNM-695 for Kerr-McGee Oil Industrie8,lnc. authorizing use of 
listed licensed matl. 

* Atomic Energy Commission (Pre 750119). 63/12/23. 1p. 62460:192-62460:193. 

-0207140281 informs that 640108 request for UF6 for procurement prior to 640331.9.2 
kgs of U-235 contained in 20% enriched U allocated. 

r^SSBAUMER.D.A. Atomic Energy Commission (Pre 750110). 64/01/13. BUNTA,BJ, 
Kerr-McGee Corp. 1 p. 62460:1 94^460:1 94. 

-0207140265 Requests backup for suppi to plication dtd 630422. 

* Atomic Energy Commission (Pro 750119). 64/01/16. Atomic Energy Commission 
(Pre 750119). Ip. 62460:195-62460:105. 

-0207140274 Discusses tetcon w/R Chitwood of Kerr-McGee re enci statement 
LUBINSKI.L Atomic Energy Commission (Pre 750119). 64/01/22. Atomic Energy 
Commission (Pre 750119). 3pp. 62460:196-62460:198. 

-0207140282 Application for amend to license SMB-664 to include possession of up to 
2,000 lbs of source matl at Kerr-Qee bldg in Oklahoma City for display purposes. 
LAMBERTUS.H. Kerr-McGee Corp. 64/01/27. NUSSBAUMER,D.A. Atomic Energy 
Commission (Pre 750119). 2pp. 62460:190-62460:200. 

-9207150031 Amend 2 to license SMB-664 for Kerr-McGee ai Industries. Inc.adding 
listed conditions. 

NUSSBAUMER,DA Atomic Energy Commission (Pre 750119). 64/02/06. Ip. 
62460:201-62460:231. 


-0207150036 Forwards notice of violation for Kerr-McGee Industries.inc, for concur- 
rence. 

PAGE.R.G. Atomic Energy Commission (Pre 750119). 64/05/07. ROEDER.J.R. 
Atomic Energy Commission (Pre 750119). 1p. 62460:232-62460:232. 

-9207150040 Application for amend to License SNM-695, to include five additions 6 
mods involving bldg A-6. 

LAMBERTUS.H. l^rr-McGee Corp. 64/05/28. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pre 750119). 4pp. 62460:233-62460:236. 

-9207150047 Discusses insp conducted on 640122-24 of activities authorized under li- 
censes SMB-664 a SNM-695. 

PRICE.E. Atomic Energy Commission (Pre 750119). 64/06/05. LAMBERTUS.H. Kerr- 
McGee Corp. 3pp. 62460:237-62460:239. 

-9207150057 Responds to 640605 Itr a forwards Info re results of insp conducted 
during Jan 22 a 23 of activities covered under licenses. 

LAMbERTUS,H. Kerr-McGee Corp. 64/06/23. PRICE Atomic Energy Commission (Pre 
750119). 4pp. 62460:240-62460:243. 

-0207150061 Amend 2 to license SNM-695 changing condition 10 to read as listed. 
PRICE.H.L Atomic Energy Commission (Pre 750119). 64/07/08. UMBERTUS.H. 
Kerr-McGee Corp. 6pp. 62460:244-62460:249. 

-9207150068 Ack receipt of 640623 Itr in response to NRC 640605. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 64/07/14. LAMBERTUS.H. 
Kerr-McGee Corp. Ip. 62460:250-62460:250. 

-9207150080 Application for amend to License SNM-1 15, requesting approval to ship 25 
kg of 93.15% enriched U metal to New York. 

ELGERT.O.J. American Standard. Inc. 64/08/14. NUSSBAUMER.D.A. Atomic Energy 
Commission (Pro 750119). Ip. 62460:251-62460:251. 

-9207150083 Requests investigation of receipt of enriched U by Advanced Technology 
Labs a proposed shipment to Hicksville.NY for possible noncompliance. 
NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 64/08/24. 

DUBINSKI.L. Atomic Energy Commission (Pre 750119). Ip. 62460:252-62460:252. 

-0207150086 Discusses 640814 application from Advanced Technology Labs for au- 
thorization to ship 25 kg of fully enriched U metal to Hicksville.NY. 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 64/08/24. Atomic 
Energy Commission (Pre 750119). Ip. 62460:253-62460:263. 

-0207150098 Submits correction to context of last sentence in paragraph one of 
640624 memo re receipt of enriched U by Advanced Technology Labs. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pre 760119). 64/08/28. 

DUBINSKI.L Atomic Energy Commission (Pre 750119). Ip. 62460:254-62460:254. 

-0207150000 Discusses Advanced Technology Labs request for authorization to ship 
25 kgs of enriched U metal from California to New York. 

LAUTERBACH,K.E. Atomic Energy Commission (Pre 750119). 64/08/28. Atomic 
Energy Commission (Pre 750119). 1p. 62460:255-62460:255. 

-9207150102 Informs of allocation of 12.6 kgs of U-235 contained in 20% enriched 
U.per 640825 request. 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 64/09/01. 

WILLSON, F. Kerr-McGee Corp. Ip. 62460:256-62460:256. 

-0207150154 Submits compliance inquiry memo re Advanced Technology Labs receipt 
of two shipments of fully enriched U from Kerr-McGee in Cushing, Oklahoma. 
BCX)K,H.E. Atomic Energy Commission (Pre 750119). 64/09/01. Atomic Energy Com- 
mission (Pre 750119). 8pp. 62460:257-62460:264. 

-0207150158 Forwards Itrs dtd 640824-28 concerning Advanced Technology Labs. 
ROEDER,J.R. Atomic Energy Commission (Pre 750119). 64/09/03. Atomic Energy 
Commission (Pre 750119). Ip. 62460:265-62460:265. 

-9207150181 Discusses 640824 Itr requesting investigation of receipt of SNM by Ad- 
vanced Technology Labs. 

ROEDER,J.R. Atomic Energy Commisston (Pre 750119). 64/09/03. Atomic Energy 
Commission (Pre 750110). 2pp. 62460:266-62460:267. 

-9207150180 Requests copy of latest annual financial rept re iicense SNM-695. 
LAYFIELD,R.L Atomic Energy Commission (Pre 750119). 64/09/04. Kerr-McGee 
Corp. 2pp. 62460:268-62460:280. 

-0207150177 Application for amend to License SNM-695, to indude use of bktg 31. 
LAMBERTUS.R Kerr-McGee Corp. 64/09/14. NUSSBAUMER.D.A. Atomfo Energy 
Commission (Pre 750119). 2pp. 62460:281-62460:282. 

-9207150183 Forwards compliance investigation rept re circumstance of overlimit ship- 
ment of U-235 by licensee on 640721. 

WALKER.D.I. Atomic Energy Commission (Pre 750110). 64/09/24. PAGE.R.G. Atomic 
Energy Commission (Pre 750119). 10pp. 62460:283-62460:293. 

-9207150184 Discusses insp on 640610-11 & forwards addi items of noncompliance. 
PRICE.E. Atomic Energy cfommission (Pre 750119). 64/10/16. UMBERTUS.H. Kerr- 
McGee Corp. 2pp. 62460:204-62460:297. 

-9207150188 Discusses 640015 investigation of activities authorized under license 
SNM-695 concerning shipment of enriched U to Advanced Technology Labs. 

PRICE.E Atomic Energy Commission (Pre 750110). 64/10/10. UMBERTUS.H. Kerr- 
McGee Corp. Ip. 62460:298-62460:208. 

-9207150192 Informs that addi info needed concerning 640914 application for amend 
to license. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750110). 64/10/27. 
UMBERTUS.H. Kerr-McGee Corp. 2pp. 62460:200-62460:300. 

-0207160109 Responds to 641016 request for addi info concerning insp on 640810-11 
at facility in Cushing, Oklahoma. 

UMBERTUS.H. Kerr-McGee Corp. 64/11/09. PRICE.E.R. Atomic Energy Commission 
(Pre 750119). Ip. 62460:301-62^:301. 
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-0207150201 Responds to 641016 Itr re insp conducted on 640810-11 of activities au- 
thorized under license SNM-696. Informs that amend to license currently being pre- 
pared & will be submitted within 30 days. 

LAMBERTUS,H. Kerr-McGee Coip. 64/11/09. PRICE, E.R. Atomic Energy Commission 
(Pre 750119). Ip. 62460:302-62460:302. 

-9207150^ Discusses 641019 Itr re investigation on 640914 concerning shipment of 
enriched U to Advanced Technology Labs on 640721 .Corrective actlons:extensivo re- 
training program for alt supervision provided by licensee. 

LAMBERTUS,H. Kerr-McQee Corp. 64/11/09. PRICE, E.R. Atomic Energy Commission 
(Pre 750119). Ip. 62460:303-62460:303. 

-9207150208 Ack receipt of 641 109 Itr re corrective actions taken concerning NOV dtd 
641019. 

PRICE, E.R. Atomic Energy Commission (Pre 750119). 64/11/19. LAMBERTUS.H. 
Kerr-McGee Corp. Ip. 624^:304-62460:304. 

“9207150210 Ack receipt of 641109 Itr in response to NRC NOV issued on 641016.ln- 
forms that operations to be conducted in accordance w/requirements of license pend- 
ing approval of amend request. 

PR1c£e.R. Atomic Energy Commission (Pre 750119). 64/11/25. LAMBERTUS.H. 
Kerr-McCee Corp. ip. 62460:305-62460:305. 

-9207150224 Application for amend to license SNM-695, requesting add! storage arrays 
& locations at Cushing, Oklahoma facility. 

UMBERTUS.H. Kerr-McGee Corp. 64/12/30. NUSSBAUMER.D.A, Atomic Energy 
Commission (Pre 750119). 4pp. 62460:306-62460:309. 

-9207150227 Amend 3 to license SNM-695, revising license condition 11 to read as 
listed. 

NUSSBAUMER.D. Atomic Energy Commission (Pro 750119). 65/02/01. 2pp. 
62460:310-62460:311. 

-9207150230 Application for amend to licenses SNM-664 & SNM-695, granting exemp- 
tion from specfflc requirements of 10CFR20.203. 

LAMBERTUS.H. Kerr-McGee Corp. 65/02/01. NUSSBAUMER.D A Atomic Energy 
Commission (Pre 750119). 1p. 62460:312-62460:312. 

-9207150232 Application for amend to license SNM-695, authorizing equipment addi- 
tions & relocations of operations. 

UMBERTUS.H. Kerr-McGee Corp. 65/02/12. NUSSBAUMER.D.A. Atomic Ener^ 
Commission (Pre 750119). 3pp. 62460:313-62460:333. 

-9207150238 Responds to request for addi info concerning 641230 application for 
amend to license SNM-695.Confirms that limits from Table XIV,K-1019 when applied 
to aqueous units will be restricted to homogeneous units. 

UMBERTUS.H. Kerr-McGee Corp. 65/02/18. NUSSBAUMER,D.A. Atomic Energy 
Commission (Pre 760119). 2pp. 62460:334-62460:335. 

-9207150243 Application for amend to License SNM-695, to include addition of scrap 
dissolving facility & raffinate holding tanks. 

UMBERTUS,H. Kerr-McGee Ck>rp. 65/02/25. NUSSBAUMER,D.A. Atomic Energy 
Commission (Pre 750119). 4pp. 62460:336-62460:339. 

—9207150249 Forwards rept & transmittal memo of insp conducted of facility on 
650 126-27, for appropriate enforcement action. 

DUBINSKI.L Atomic Energy Commission (Pre 750119). 65/03/02. PRICE.E.R. Atomic 
Energy Commission (Pro 750119). 2pp. 62460:340-62460:341. 

—9207150254 Amends 3 & 4 to licenses SNM-664 & SNM-695.authorizing use of listed 
licensed matl. 

NUSSBAUMER.H. Atomic Energy Commission (Pre 750119). SNM-0695 A 04. 65/03/ 
17. UMBERTUS.H. Kerr-McGee Corp. Ip. 62460:342-62460:351. 

-9207150259 Discusses telcon w/Dubinski concerning insp of licenses SNM-664 & 
SNM-695. 

WALKER, D.l. Atomic Energy Commission (Pro 750119). 65/04/12. Atomic Energy 
Commission (Pre 750119). 2pp. 62460:352-62460:357. 

-9207150286 Submits compliance inquiry memo re Region IV being notified on 650412 
of possible Incident at Kerr-McGee Oil Industries plant at Cushing, Oklahoma. 
SANDEUP.S. Atomic Energy Commission (Pre 750119). 65/04/14. Atomic Energy 
Commission (Pre 750119). 2pp. 62460:358-62461:002. 

—9207150271 Submits info on equipment ventilation & health-safety evaluations for 
processing thorium matl at licensed facility in Cushing,Okiahoma. 

UMBERfuS,H. Kerr-McQee Corp. 65/04/21. NUSSBAUMER.DA Atomic Energy 
Commission (Pre 750119). 2pp. 62461:003-62461:005. 

-9207150273 Forwards insp notes to file covering criticality control insp of licensee 
Cushing plant, for filing.No items of noncompiiance or unsafe practices observed in 
course of insp. 

CROCKER.H.W. Atomic Energy Commission (Pre 750119). 65/05/26. WALKER.D.I. 
Atomic Energy Commission (Pre 750119). 4pp. 62461:006-62461:009. 

-9207150276 Safety in^ on 650521 of license SNM-695.insp flndings:no items of rK>n- 
compliance noted. 

CRC)CKER,H.W. Atomic Energy Commls^n (Pre 750119). * Kerr-McGee Corp. 65/ 
05/21. 13pp. 62461:010-62461:022. 

-9207150281 Forwards TWX from Region IV reporting explosion involving natural thori- 
um at licensee facility,for info. 

BOEDER, J.R. Atomic Energy Commission (Pre 750119). 65/06/25. PAGE,R.G. 
Atomic Energy Commission (Pre 750119). Ip. 62461:023-62461:023. 

-9207150284 Amend 4 to license SNM-664, to include date of 650421 & to delete items 
10 & 12 . 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 65/06/29. 

UMBERTUS,H. Kerr-McQee Corp. Ip. 62461 :024<62461:024. 

-9207150286 Forwards investigation rapt of fire & rapid oxidation at licensee facility in 
Cushirig, Oklahoma facility. 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 65/07/09. DUBINSKI.L 
Atomic Energy Commission (Pre 750119). 3pp. 62461:025-62461:046. 

-0207150299 Forwards drawing MPU-208 submitted W/6S0421 Itr & determined unnec- 
essary for review. 

HARMON,D.F. Atomic Energy Commission (Pre 750119). 65/07/15. UMBERTUS.H. 
Kerr-McGee Corp. Ip. 62461:047-62461:049. 


-9207150310 Expresses apology for being in meeting during recipient visit.Requests 
meeting on 650910. 

UMBERTUS.H. Kerr-McGee Corp. 65/09/01. WALKER.D. Atomic Energy Commis- 
sion (Pre 750119). Ip. 62461:050-62461:051. 

— -9207150311 Forwards calculation of body burden for thorium, per request. 

SHOUP,C.S. Atomic Energy Commission (Pre 750119). 65/09/03. WALKER.D.L. 
Atomic Energy Commission (Pre 750119). 4pp. 62461:052-62461:055. 

-9207160116 Discusses 650412 memo & telcon w/J Boeder concerning State of Okla- 
homa personnel participation in next insp of licenses SNM-664 & SNM-695. 
WALKfcRJD.I. Atomic Energy (Commission (Pre 750119). 65/09/03. Atomic Energy 
Commission (Pre 750119). Ip. 62461:056-62461:063. 

-9207160126 Forwards Kerr-McGee rept for review of Chapter VII, “Insp Repts," pages 
4,5 & 6 to clar^ points discussed. 

BROWN.G.D. Atomic Energy Commission (Pre 750119). 65/09/27. CR(XKER,H.W. 
Atomic Energy Commission (Pre 760119). Ip. 62461:064-62461:073. 

-9207160132 Provides info re 650908 insp at licensee facilities in 
Cushing,Oklahoma.Licensee believes that past fast reaction problems In process were 
due to thorium-oxygen reaction.. 

CROCKER, H.W. Region 3 (Post 820201). 65/10/01. CHITWOOD, R.B. Atomic Energy 
- Commission (Pre 750119). 2pp. 62461:074-62461:075. 

-9207160138 Compliance insp rept on 650908-1 0.Noncompliance noted: sunreys made 
during & following fire & explosion on 650623 were inadequate to determine that indi- 
viduals were not exposed to excess concentrations. 

SANDELP.S., WOOLSEY,R.T. Atomic Energy Commission (Pre 750119). 65/09/30. 
13pp. 62461:076-62461:088. 

-9207160144 Forwards Kerr-McGee criticality prevention program to be attached as Ex- 
hibit A to rem submitted on 651001. 

WCX)LSEY,R.T. Atomic Energy CJommisslon (Pre 750119). 66/10/04. Atomic Energy 
Commission (Pre 7501 1 9). 4pp. 62461 :089-62461 :094. 

-9207160150 Forwards rept of Insp dtd 660930,for info. 

DUBINSKI,L. Atomic Energy Commission (Pre 750119). 65/10/06. MCBRIDE, J.A. 
Atomic Energy Commission (Pre 750119). Ip. 62461:095-62461:095. 

-9207160153 Informs that license SMB-664 expires on 651130.Application for renewal 
requested if licensee desires to continue program using source matl. 
NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 65/10/08. 

UMBERTUS,H. Kerr-McGee COrp. Ip. 62461:096-62461:098. 

-9207160160 Forwards rept of health physics aspects of prelicense visit of 651019.ln- 
forms of little progress being made in resolving questions raised as result of two previ- 
ous preticensing insps. 

BROWN,G.D. Atomic Energy Commission (Pre 750119). 65/10/22. CROCKER.H.W. 
Atomic Energy Commission (Pre 750119). Ip. 62461:099-62461:099. 

-9207160168 Forwards reinspection rept for licenses SMB-664 & SNM-695, for appro- 
priate enforcement action. 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 65/10/22. DUBINSKI.L 
Atomic Energy Commission (Pre 750119). 5pp. 62461:100-62461:107. 

-9207160198 Application for renewal of license SMB-664 for facility at 
Cushing.Okiahoma. 

UMBERTUS.H. Kerr-McGee Corp. 65/10/22. NUSSBAUMER,D.A. Atomic Energy 
Commission (Pre 750119), Ip. 62461:108-62461:112. 

-9207160206 Discusses 651022 NOV fororarded to licensee citing company for non- 
compliance w/1lX)FR20.201 for failure to determine adequately extent of employee 
exposure to concentration of thorium. 

DUBINSKI.L Atomic Energy Commission (Pro 750119). 65/11/22. PAGE,R.G. Atomic 
Energy Commission (Pre 750119). 3pp. 62461:113-62461:115. 

-9207160209 Discusses 651022 application for renewal of license SMB-664. 
HARMON.D.F. Atomic Energy commission (Pre 750119). 65/11/24. UMBERTUS.H. 
Kerr-McGee Corp. 1 p. 62461 :1 1 6-62461 :1 1 7. 

—9207160224 Provides continuation to 651110 Itr re investigation into finding more 
meaningful survey concerning exposure to personnel at Oak Hidge. 

UMBERTUS.H. Kerr-McGee Corp. 65/12/20. PRICE,E.R. Atomic Energy Commission 
(Pre 750119). 3pp. 62461:118-62461:120. 

-9207160230 Discusses 651217 telcon w/P Sandel re results of in^ of Kerr-McGee Oil 
lndustries,lnc. 

BOEDER, J.R. Atomic Energy Commission (Pre 750119). 65/12/21. Atomic Energy 
Commission (Pre 750119). 2pp. 62461:121-62461:122. 

-9207160235 Discusses 660103 telcon w/G Brown to further clarify info on Kerr- 
McGee taking bioassay samples from employees involved in thorium explosion on 
650623. 

DUBINSKLL Atomic Energy (Commission (Pre 750119). 66/01/04. Atomic Energy 
Commission (Pro 750119). Ip. 62461:123-62461:140. 

-9207160247 Investigation rept re explosion in fatality that occurred during dissolving of 
thorium scrap matl w/nitric acid. (Caused by evolution & ignition of hydrogen gas.No 
radioactive matl released outside plant. 

WALKER,D.I. Atomic Energy Commission (Pro 750119). 66/02/07. 4pp. 62461:141- 
62461:144. 

-9207160252 Investigation rept re explosion resulting in fatality at facility.(Cau8e of ex- 
plosion believed to be from evolution & ignition of hydrogen gas. 

* Atomic Energy (Commission (Pre 750119). 66/02/07. 2pp. 62461:145-62461:149. 

-9207160258 Discusses telcon & fcHwards surv^ article written by D Smith of Oper- 
ational Safety covering fast metal reactions. 

YOUNGBLC>OD,B. Atomic Energy Commission (Pre 750119). 66/02/28, BROWN,G.D. 
Atomic Energy (Commission (Pre 750110). Ip. 62461:150-62461:248. 

-9207160263 Forwards data from measurements made in Y-12 In Vivo facility on 
660204 re Kerr-McGee employees. 

KELLER,C.A. Atomic Energy Commission (Pre 750119). 66/03/08. UMBERTUS,H. 
Kerr-McGee (Corp. Ip. 62461:249-62461:249. 
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—9207160266 Forwards investigation rept re recent explosion at licensee facility in 
Cushing, Oklahoma. 

ROEDER.J.R. Atomic Energy Commission (Pre 750119). 66/03/09. PAGE,R.G. 
Atomic Energy Commission (Pre 750119). Ip. 62461:250-62461:250. 

—0207160269 Forwards investigation rept concerning explosion at licensee facility in 
Cushing.Okiahoma. 

ROEDER,J.R. Atomic Energy Commission (Pre 750119). 66/03/10. JOHNSON.L 
Atomic Energy Commission (Pre 750119). 1p. 62461:251-62461:251. 

-9207160279 Ack receipt of 660303 llr informing NRC of explosion which occurred in 
Cushing.Okiahoma plant on 660207. 

PRICE,!. Atomic Energy Commission (Pre 750119). 66/03/10. WULLER.G.E. Kerr- 
McGee Corp. Ip. 62461:252-62461:253. 

—9207160287 Forwards investigation rept dtd 660307 re explosion that occurred at li- 
censee facility in Cushing.Okiahoma. 

ROEDER,J.R. Atomic Energy Commission (Pre 750119). 66/03/10. KLEY.G. Atomic 
Energy Commission (Pre 750119). Ip. 62461:254-62461:254. 

-9207160289 Forwards addendum to investigation rept re Kerr-McGee facility in Okla- 
homa City.Oklahoma. 

WALKER.D.I. Atomic Energy Commission (Pro 750119), 66/03/11. DUBINSKI.L 
Atomic Energy Commission (Pre 750119). Ip. 62461:255-62461:255. 

-9207160292 Informs that NRC will not correspond w/Kerr-McGoe concerning 
lnvestigation.Believe8 that no enforcement action appears appropriate. 

HANDLER.E. Atomic Energy Commission (Pre 750119). 66/03/14. Atomic Energy 
Commission (Pre 750119). Ip. 62461:256-62461:256. 

-9207160293 Expresses appreciation for excellent cooperation in promptly providing re- 
quested Kerr-McGee samples. 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 66/03/18. SILL.C.W. Atomic 
Energy Commission (Pre 750119). Ip. 62461:257-62461:258. 

-9207160295 Fonvards results of analyses performed on samples obtained in connec- 
tion w/dissolver explosion. 

BROWN.G.D. Atomic Energy Commission (Pre 750119), 66/04/29. WULLER.G. 
Atomic Energy Commission (Pro 750119). 3pp. 62461:259-62461:261. 

-9207160298 Partially deleted memo re 660524 Itr concerning possible loss of bottle of 
partially processed enriched U scrap matl at Kerr-McGee Corp.Cimarron 
fadlity.Gu^iie.OK. 

GEORGE.D.E. Atomic Energy Commission (Pre 750119). 66/05/26. HOLLINGS- 
WORTH Atomic Energy Commission (Pre 750119). 3pp, 62461:262-62461:273. 

-9207160303 Forwards addendum to 660307 investigation rept concerning explosion at 
Kerr-McGee fadlify in Oklahoma City, OK. 

WALKER.D.I. Atomic Energy Commission (Pre 750119). 66/06/24, DUBINSKI.L 
Atomic Energy Commission (Pre 750119). 30pp. 62461:274-62461:335. 

—9207160310 Discusses licensee 660908 shipment of special nuclear matl from Oak 
Ridge. 

CHiTWOOD.R.B. Atomic Energy Commission (Pre 750119). 66/09/10. Atomic Energy 
Commission (Pre 750119). Ip. 62461:336-62461:336. 

-9207160313 Discusses review of 660207 investigation rept concerning explosion at 
Korr^McGcN? 

NUSSBAUMER.D. Atomic Energy Commission (Pre 750119). 66/10/03. DUBINSKI.L 
Atomic Energy Commission (Pre 750119). 2pp. 62461:338-62461:339. 

-9207160318 Requests detailed or later info re cause of hydrogen explosion that oc- 
curred 660207 in thorium processing area of Kerr-McGee plant at Cu8hing,OK. 
CLUKEY.H.V. General Electric Co. 66/10/10. Atomic Energy Commission (Pre 
7501 1 9). 1 p. 62461 :340-62461 :340. 

-9207160320 Discusses telcon w/RT Zitting of Kerr-McGee concerning value of Eber- 
line film badges. 

FAULKNER, R.L Atomic Energy Commission (Pre 750119). 67/05/12. Atomic Energy 
Commission (Pre 750119). Ip. 62461:341-62461:341. 

-9207160323 Provides allocation for 10 kgs of U-235 enriched as UF6 for procurement 
prior to 630630. 

NUSSBAUMER,D.A. Atomic Energy Commission (Pre 750119). 63/05/20. 

LEEDERS,W. Kerr-McGee Corp. Ip. 62461:342-62461:342. 

-9207160329 Discusses review of 660706 closeout insp at Kerr-McGee fadlity in 
Gushing.Oklahoma. 

FISHER.W.L Atomic Energy Commission (Pre 750119). 89/11/17. BEACH,A.B. 
Atomic Energy Commission (Pre 750119). 15pp. 62461:343-62461:358. 

-9207160336 Partially deleted amends to licenses SMB-664.SMA-826, SNM-695 & 
SNM-928 to reflect name change of Kerr-McGee Oil lndustries,lnc to Kerr-McGee 
Corp.W/26 oversize drawings. 

NUSSBAUMER.D.A. Atomic Energy Ck)mmi88ion (Pre 750119). 90/02/16. 243pp. 
62461:359-62462:271. 

9207090239 FOIA request for non-proprietary portion of Data General pn:HX)8al for RFP 
RS-IRM-91-196. “Data General Maint” 

SCOTT, H. Grumman Data Systems Corp. 91/09/20. HARDZOG,R. NRC - No Detailed 
Affiliation Given. Ip. 62271:297-62271 :297. 

9207090241 Find response to FOIA request for info.Nonproprietary version of proposal 
end & being made available in PDR. 

GRIMSLEYAH. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/01. SCOTT,H. Grumman Data Systems Ck)rp. Ip. 62271:298- 
62271:3k. 

-9207090251 Nonproprietary version of “Technical A Mgt Proposal.*’ 

* Data General Co^. RS-IRM-91-198. 91/11/01. 36pp. 62271:299-62271:334. 

9207090249 FOIA request for documents not previously released re petition of Oregon 
& Washington.noted in FR on 901217,for mlemaking on classification of high level 
radwaste at DOE fadlities. 

FACAROS,N. Affiliation Not Assigned. 91/10/07. Division of Freedom of Information & 
Publications Services (Post 890^5). 2pp. 62314:241-62314:244. 


-9207090256 FOIA request for documents re petition of Oregon & Washington for rule- 
making on classification of high level radwaste at DOE facilities. 

FARCAROS,N. Affiliation Not Assigned. 91/03/26. Division of Freedom of Information 
& Publications Services (Post 890205). 2pp. 62314:243-62314:244. 

9207100032 Partial response to FOIA request for documents not previously released & 
re petition of Oregon A Washington for rulemaking on classification of high level rad- 
waste at DOE faalities.App A & B documents available in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/31. FACAROS.N. Affiliation Not Assigned. 6pp. 62314:245-62314:308. 

-9207100052 Forwards eleven comments & two related documents received in re- 
sponse to notice of petition for rulemaking (PRM-60-4). Comment period expired 
91031 8 

MEYER,D.L Regulatory Publications Branch. 91/04/12. HUSSEMAN.T. Washington, 
State of. Ip. 62314:251-62314:308. 

9207100059 Final response to FOIA request for documents re SECY-90-318. Forwards 
releasable portion of app A document. Portions of record withhied (ref FOIA Exemption 
5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/31. SHINKLE,P. Baton Rouge, LA. 2pp. 62314:310-62314:327. 

9207100069 FOIA request for documents re SECY-90-318, “Low Level Radwaste Policy 
Amend Act Title Transfer & Possession Provisions.” 

SHINKLE,P. Baton Rouge, LA. 91/10/11. GRIMSLEY.D.H. Division of Freedom of In- 
formation & Publications Senrices (Post 890205). Ip. 62314:309-62314:309. 

9207100119 Final response to FOIA request for info re incident of 91081 1.App A 
records end & being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/01. CURRAN, D. Harmon. Curran, Gallagher A Spielberg (formerly 
Harmon, Curran A Tousley). Ip. 62427:195-62427:200. 

9207100123 FOIA request for documents re Incident of 910811. 

CURRAN, D. Harmon, Curran, Gallagher A Spielberg (formerly Harmon, Curran A 
Tousley). 91/10/15. GRIMSLEY.D.H. Division of Freedom of Information A Publica- 
tions Services (Post 890205). 2pp. 62427:193-62427:194. 

9207100198 FOIA request for documents re proposal RS-PER-91-323 including detailed 
supporting schedules substantiating bid A contract 

FRIED.M. Child Care Group. RS-PER-91-323. 91/10/02. GRIMSLEY.D. Division of 
Freedom of Information A Publications Services (Post 890205). Ip. 62325:252- 
62325:252. 

9207100217 Final response to FOIA request for documents re proposal RS-PER-91-323 
including detailed supporting schedules substantiating bid A contract.Nonproprietary 
version end per 911105 telcon A being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information A Publications Services (Post 
890205). RS-PER-91-323. 91/11/05. FRIED.M. Child Care Group. Ip. 62325:253- 
62325:339. 

-9207100308 Forwards partially withheld contract pricing proposal cover sheet A 
amended submissions re solicitation number. 

BYRNE. A.H. Child Care Group. RS-PER-91-323. 91/09/05. BAZIN, J. Division of Con- 
tracts A Property Management (Post 890205). Ip. 62325:254-62325:254. 

-9207100321 Partially withheld contract pricing proposal cover sheet 
BYRNE, A.H. Child Care Group. RS-PER-91-323. 91/05/21. 4pp. 62325:255- 
62325:258. 

-9207100326 Partially withheld contract pricing proposal cover sheet 
BYRNE,A.H. Child Care Group. RS-PER-91-323. 91/01/15. 80pp. 62325:259- 
62325:339. 

9207100218 FOIA request for current listing of all firms w/active NRC contracts. 
GRAY.R.E. Interex Corp. 91/10/17. GRIMSLEY.D. Division of Freedom of Information 
A PubHcations Services (Post 890205). Ip. 62314:328-62314:328. 

9207100307 Final response to FOIA request for current listing of all firms w/active con- 
tracts within NRC.Records identified in app A are already available In PDR. 
GRIMSLEY.D.H. Division of Freedom of Information A Publications Services (Post 
890205), 91/11/05. GRAY.R.E. Interex Corp. 2pp. 62314:329-62314:330. 

9207140208 FOIA request for documents re incident of radiation exposure on 901112 
which was investigated by Region 4 Investigator R Kirspel. 

WALZELM.R. Weller. Wheelus A Green. 91/10/03. HARDZOG.R. Division of Free- 
dom of Information A Publications Senrices (Post 890205). 1 p. 62403:307-62403:307. 

9207140211 Partial response to FOIA request for documonts.^p A A B records end A 
being made available in PDR.Portions of app B withheld (ref FOIA exemption 6 A 7) A 
app C records completely withheld (ref FOIA exemption 5). 

* Division of Freedom of Information A Publications Services (Post 890205). 91/11/ 
05. WALZELM.R. Weller. Wheelus A Green. 5pp. 62403:308-62403:334. 

-9207140216 Documents response to/status of request for investigation. 

DRISKILL.D.D. Region 4 (Post 820201). 90/12/13. MARTIN.R.D. Region 4 (Post 
820201). 1p. 62403:313-62403:314. 

-9207140269 Investigation rept 4-90-01 6.No noncompliance noted.Major areas 
inve8tigated:su8pected deliberate violation of NRC regulations. 

• Region 4 (Post 820201). 90/12/05. 2pp. 62403:315-62403:315. 

-9207140277 Forwards Investigation Rept 4-90-016 re licensee radiographers failure to 
supervise assistant radiographer during radiographic exposures. 

HAYES.B.B. Ofc of Enforcement (Post 870413). 91/05/09. REYNOLDS. J.S. Justice, 
Dept. of. 4pp. 62403:316-62403:319. 

-9207140284 Forwards Rept of Investigation re licensee suspected deliberate violation 
of NRC regulations (Cass No 4-90-016). 

HAYES.B.B. Ofc of Enforcement (Post 870413). 91/05/09. MARTIN.R.D. Region 4 
(Post 820201). 2pp. 62403:320-62403:321. 

-9207140289 Partially released declination of prosecution re licensee suspected of de- 
liberate violation of NRC regulations. Details withheld. 

DRISKILLD.D. Region 4 (Post 820201). 91/08/07. MARTIN.R.D. Region 4 (Post 
820201). 13pp. 62403:322-62403:334. 
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$2071402S1 Partial rasponse to FOIA request re investigation of Zack Co done by 
NRC.ARP E records encl & are being made available in PDR^pp D records already 
available in POR.App F records withheld in entirety (ref FOIA Exemption 6 & 7). 
GRIMSLEY.D.H. Office of Infonnation Resources Management (Post 890205). 91/10/ 
30. ZACK.C. Zack Co. 26pp. 62383:190-62384:039. 

-9207140310 Rev 0 to QAP-118.05F01. “QA Surveillance Plan & Rept” 

* Illinois Power Co. Y-14200. 82/06/23. 1 1pp. 62383:210-62383:226. 

—9207140313 Inquiry rept 3-82-025 re alleged improper/unauthorized destruction of 
Zack Go records at plant 

WE1L.C.H.. FOSTER. J.E. Region 3 (Post 820201). 82/11/26. 5pp. 62383:227- 
62383:231. 

-9207140315 "Zack Co Procedure Fon Site Document Control.CB-FQCP.Rev 8." 

* Zack Co. 81/11/19. 57pp. 62383:232-62383:288. 

-9207140320 Forwards 01 r^t of investigation on Zack Co alleged improper alteration 
of QA records.Expres$es view that alleger concerns were substantiated. 

HAYES, B.B. Office of Investigations (Pre 880201). 83/05/25. KEPPLER,J.G. Region 3 
(Post 820201). 2pp. 62383:289-62383:290. 

-9207150056 Forwards OI rept 3-82-025 re falsification of QA documents by Zack 
Co, which involves plant as well as odier facilities. Antidpates release of second rept 
3-82-061 re violation of ASLB order at plant, in near future. 

HAYES, B.B. Office of Investigations (Pre 880201). 83/06/02. GIUNSKY Commission- 
ers (Post 750119). ip. 62383:291-62383:291. 

-9207150072 Inquiry r^t Q3-83-003 re CPC plantallegations of QA & HVAC contractor 
questionable activity. 

FOSTER, W.E.. PAWLIK,E.T. Region 3 (Post 820201). 83/06/13. 2pp. 62383:292- 
62383:295. 

-9207150079 Inquiry rept 03-83-005 re CPC plant.aHegations of QA programs & HVAC 
contractor questionable actndty.lnforms that allegations presented in 03-83-005 under 
purview of Region III & not OI issues.Case Q3-83-005 closed. 

FROST. W.E.. PAWLIK,E.T. Region 3 (Post 820201). 93/06/23. 5pp. 62383:296- 
62383:300. 

-9207150095 Forwards correspondence recently received by OI Region III indicating 
tiiat US Attorney Ofc for Northern district of IL, has declined prosecution on NRc 
OI:RIII Case 3-82-025 (Zack Co).W/o encl. 

PAWLIK.E.T. Region 3 (Post 820201). 86/01/30. KEPPLER.J.G. Region 3 (Post 
820201). Ip. 62383:301-62383:301. 

-9207150100 Forwards reformatted memo requestina OI to Initiate Investigation into al- 
leged employment discnmination by Zack Co.per 870218 request 
DAVIS, A.B. Region 3 (Post 820201). 87/03/10. STAROSTECKI,R. NRC - No Detailed 
Affiliation Given. Ip. 62383:302-62383:302. 

-9207150103 Requests investigation of info received by Region HI in May 1 982 that al- 
leger employment w/Zack Co was involuntarily terminated after individual notified CPC 
of deficiencies involving Zack Co work at plants. 

DAVIS,A.B. Region 3 (Post 820201). 87/03/10. PAWLIK,E.T. Region 3 (Post 820201). 
2pp. 62383:303-62383:304. 

-9207150117 Informs that on 870320, Region III Field OI administratively closed four- 
teen Investigations due to lack of investi^tory resources. Lists actions that should be 
pursued, including that no field insp effort should be expended. 

GROBE,J.A Region 3 (Post 820201). 87/05/05. NORELIUS.C.E., HIND,J.A., 
CHRISSOTIMOS,N. Region 3 (Post 820201). 2pp. 62383:305-62383:306. 

-9207150122 Partially withheld memo re discussion w/Ofc of Enforcement about ad- 
ministrative closeout of certain OI cases.Lists categories developed as reasons for 
ciosure.including,lack of specificity in original &/or subsequent info. 

WEIL,C.H. Regton 3 (Post 820201). 88/07/15. GROBE.J.A Region 3 (Post 820201), 
92pp. 62383:307-62384:039. 

9207140300 FOIA request for documents re 810909 memo from NRC to F Rhodes re 
in-service testing (ASME section 11). 

WILLIAMS,O.G. JRA Associates. OGW-91-129, 91/10/11. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 62383:185- 
62383:185. 

9207140307 Rnal response to FOIA request for documents re 810909 memo from NRC 
to F Rhodes re in-service testing (ASME Code 11).App A records encl & are being 
made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of information & Publications Services (Post 
890205). 91/11/06. WILLIAMS.D, JRB Associates. 2pp. 62383:186-62383:189. 

—9207140309 Requests that ASME operations & maint committee revise requirements 
to ensure ability of certain pumps & valves to perform hydraulic & mechanicai safety 
iNjfKivIjons 

RICHAr6sON.J.E. Division of Engineering Technology (Post 890827). GL-89-04. 91/ 
09/09. RH0DES,F.T. Wolf Creek Nuclear Operating Corp. 2pp. 62383:188-62383:189. 

9207150087 FOIA request for all diagnostic misadministration repts filed by Cleveland 
Clinic Foundation in Gteveland.OH for insp &/or photocopying. 

DAVIS.D. Plain Dealer, Cleveland, OH. 91/10/18. GRII^L^.D. Division of Freedom 
of Information & Publications Sendees (Post 890205). Ip. 62546:001-62546:001. 

9207150(^2 Partial response to FOIA request for documents.App C records are already 
available in POR.Record8 in app D end & being made available in PDR. 
GRIMSLEY.D.H. Division of Freedom ^ Information & Publications Services (Post 
890205). 91/11/07. FACAROS.N. Affiliation Not Assigned. 79pp. 62381:143- 
62382:019. 

-8901090278 Submits comments on proposed approach for classifying double shell 
slurry feed waste at Hanford fadlity presented at 880922 meeting.Di8r^ardlng of indi- 
viduai waste streams only when stream constitutes minimal fraction recommended. 
BELL,M.J. Regulatory Branch (870413-901229). 88/11/29. GERTON,R.E. Energy. 
Dept of. 3pp. 62381 :309-62381 :31 1 . 

-0207150104 Comments on disposal of wastes contaminated w/transuranlc radionu- 
clides in Part 61 waste classification sys & requests meeting. 

KNAPP.M.R. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 87/08/18. BIXBY.W.W. Energy. Dept of, Idaho Operations Offlw. 2pp. 
62381:233.62381-.234. k- kk 


-9207150109 Forwards ‘Talking Points on Washington Petition for Rulemaking" pre- 
pared by J Wolf for 910521 meeting. 

YOUNGBLOOD, B.J. NRC - No Detailed Affiliation Given. 91/05/20. BERNERO.R.. 
BANGART.R., CUNNINGHAM.R. NRC - No Detailed Affiliation Given. 11pp. 
62381:235-62381:308. 

-9207150121 Notification of 910521 meeting w/recipients to discuss public comments 
to petition.NRC legal authority over Hanford tank waste & possible need for NRC 
action.Public comments from FR notice of petition encl. 

ALTOMARE.P. NRC - No Detailed Affiliation Given. 91/05/21. YOUNGBLOOD J., 
LINEHAN.J., HOLONICH,J. NRC - No Detailed Affiliation Given. Ip. 62381:312- 
62381:312. 

-9207150128 Forwards public comments responding to FR notice of Hanford waste 
rulemaking petition. 

ALTOMARE.P. NRC - No Detailed Affiliation Given. 91/05/21. BERNERO.R., 
BANGART,R., CUNNINGHAM,R. NRC - No Detailed Affiliation Given. S2pp. 
62381:313-62382:003. 

-9207150134 Notifies of 910925-26 meeting in Washington DC to review planned DOE 
Disposal of Radwaste in single-shell tanks at Hanford. 

ANDREWS,R.S. National Research Council. 91/09/04. GLENN.C. NRC - No Detailed 
Affiliation Given. 2pp. 62382:004-62382:005. 

-9207150140 Forwards description of process for classification of DOE reprocessing 
waste8.Suggest8 that C Glenn & J Wolf review description to ensure its accuracy. 
FERINGERJ). NRC - No Detailed Affiliation Given. 91/05/29. PRICHARD,C. NRC - 
No Detailed Affiliation Given. 14pp. 62382:006-62382:019. 

9207150108 Finai re^nse to FOIA request for all diagnostic misadministration repts 
filed by Cleveland Clinic FourKlation in Cleveland,OH.App A documents being made 
available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/04. DAVIS.D. Plain Dealer, Cleveland. OH. 2pp. 62546:002- 
62546:068. 

-8204050127 Informs of 820317 misadministration of radiopharm.Patient injected w/50 
uCJi Yb-169 DTPA instead of 500 uCi.Dose inadequate for cisternography exam & will 
hdvG to ropocitod 

COOK,S.A. Clweland Clinic Foundation, Cleveland, OH. 82/03/24. CXX)PER.J. 
Region 3 (Post 820201). Ip. 62546:006-62546:036. 

-9207160301 informs of 801216 misadministration of radiopharm.Patient inadvertantly 
injected w/portion of bone scan dose.namely 7 mCl of T-99m metidronato.instead of 
liver scan.No ill effects noted.Adequate study obtained. 

aDOK,S.A. Cleveland Clinic Foundation. Cleveland. OH. 81/01/05. COOPER.J. 
Region ill. IE (720101-810228). Ip. 62546:004-62546:004. 

-9207160327 informs of 810522 misadministration of radiopharm.Patient inadvertently 
injected Tc-99m sulfur colloid.Bone scan done following day & revealed source of 
pain.TechrKilogist involved admonished to check patient name w/isotope. 

CCX)K,S.A Cleveland Clinic Foundation, Cleveland, OH. 81/05/27. CCX3PER,J. 
Region 3, Ofc of the Director (810301-820201). Ip. 62546:005-62546:005. 

-9207210265 Informs of misadministration of radiopharms.Patient incorrectly adminis- 
tered 250 uCi Tc-99m for renal scan Instead of 12 mCi Tc-99m DTPA.Cau8ed by fail- 
ure to make positive identification of radiopharm. 

ARON,S.J. (Jleveland Clinic Foundation, Cleveland, OH. 86/10/07. Region 3 (Post 
820201). Ip. 62546:037-62546:037. 

-9207210279 Informs of misadministration of radiopharms. Patient injected w/Tc-99m 
sodium pertechnetate rather than Tc-99m DTPACaused by technologist error.On 
861 11 8, dose infilti’ated through closed peripheral line.Lines rechecked. 

ARON,S.J. Cleveland Clinic Foundation, Cleveland, OH. 87/01/08. Region 3 (Post 
820201). 3pp. 62546:038-62546:040. 

-9207210300 informs of 970828 misadministration.of radiopharm.Patient received 0.56 
mCJi Tc-99m instrument calibr source labeled "Not for Human Use." Caused by per- 
sonnel error.Technologist cautioned to recheck labels before injecting. 

ARON,S.J. Cleveland Clinic Foundation, Cleveland, OH. 87/09/03, Office of Nuclear 
Material Safety & Safeguards. 3pp. 62546:041-62546:043. 

-9207210316 Informs of 880517 misadministration of radiopharm.Patient injected w/ 
11.5 mCi Tc-99m DTPA for renal scan.Caused tyy misunderstanding of referring phy^ 
clan request & not checking requisition.Personnel reprimanded. 

ARON,S.J. Qeveland Clinfc Foundation. Cleveland, OH. 88/05/20. WIEDEMAN.D. 
Region 3 (Post 820201). 2pp. 62546:044-62546:045. 

-920723(XI63 Informs of 880524 misadministration of radic4)harm.Patient injected w/ 
.611 mCi Tc-04-99 instead of 12 mQ Tc-99m DTPA for renal scan.Caused by person- 
nel selecting wrong syringe from dosage cartPersonnel reinstructed. 

ARON,S.J. Cleveland Clinic Foundawn, aeveland, OH. 88/06/13. WIEDEMAN.D. 
Region 3 (Post 820201). 2pp. 62546:047-62546:048. 

-9207230114 Informs of 880721 misadministration of radiopharm.Patient injected w/20 
mCl Tc-0 instead of Tc-99m MDP.Caused by failure to read label & selectkm of wrong 

^O^S.J. Cleveland Qinic Foundation. Cleveland, OH. 88/07/28. WIEDEMAN.D. 
Region 3 (Post 820201). 2pp. 62546:049-62546:050. 

-9207230127 Informs of ^)0821 misadministration of radiopharm.Patient given 1 mCi 
Tc-99m sulfor collcM instead of 5 nnC:i Tc-99m disofenin.Caused by personnel misun- 
derstanding physicians requesLPersonnei reprimanded. 

ARON.S.J. CIcweiand Qinic Foundation. Cleveland. OH. 90/08/23. Region 3 (Post 
820201). 2pp. 62546:051-62546:052. 

-9207230133 Informs of 901109 misadministration of radiopharm.Patient injected w/ 
10.3 mCi To99m DTPACaused by personnel error. 

ARON.SJ. Qeveland Qinic Foundation. Cleveland. OH. 90/11/19. MATSON.E. 
Region 3 (Post 820201). 2pp. 62546:053-62546:054. 

-9207230141 Informs of 910211 misadministration of radiopharm.Patient given .015 mCi 
INal-131 instead of .10 mCi INal-1 31. imaging Technologist misunderstood physicians 
requestSigned worksheet will be attached to pick isotope request 
ARON.SJ. Qeveland Clinic Foundation, Cleveland, (5h. 91/02/18. Region 3 (Post 
820201). 2pp. 62546:055-62546:056. 
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-9207230204 informs of 910412 misadministration of radiopharm.Employee received 
extremity exposure during Ist quarter of 1991. Caused by use of position emitting ra- 
dioisotopes for care of nuclear medicine patients. 

ARON.S.J. Cleveland Clinic Foundation. Cleveland. OH. 91/04/15. SIMMONS.T. 
Region 3 (Post 820201). 2pp. 62646:057-62546:058. 

-9207230208 Informs of 910414 misadministration of radiopharm.Dose miscalulation for 
endobronchial application discovered. Incorrect calculation form put in practice in 
1988.Physicist responsible never revised forms & left dept 

ARON,S.J. Cleveland Clinic Foundation. Cleveland. OH. 91/04/26. SIMMONS.T. 
Region 3 (Post 820201). 5pp. 62546:059-62546:063. 

-9207230215 Fonwards two repts of misadministration of radiopharms on 910727 & 28. 
SAHA,G. Cleveland Clinic Foundation. Cleveland, OH. 91/07/31. Region 3 (Post 
820201). Ip. 62546:064-62546:064. 

-9207230231 Informs of 910727 misadministration of radic^harm.Patient given 30 mCi 
Tc-99m PYP for lung vent study instead of 30 mCi DTPA. Reconstituted wrong reagent 
kitimplemented new procedures for labeling & handling. 

* Cleveland Clinic Foundation, Cleveland. OH. 91/07/29. Region 3 (Post 820201). Ip. 
62546:065-62546:065. 

-9207230257 Informs of 910728 misadministration of radiopharm.Patient given 30 mCi 
Tc-99m PYP for lung vent study instead of 30 mCi DTPA.Heconstituod wrong reagent 
kitimplemented new procedures for labeling & handling. 

* Cleveland Clinic Foundation, Cleveland. OH. 91/07/29. Region 3 (Post 820201). Ip. 
62546:066-62546:066. 

-9207230267 informs of 910629 misadministration of radiopharm.Wrong patient given 
21.2 mCi Tc-99m MDP Instead of 10.0 mCi Tc-99m Mag-3.Caused by Technologist 
error.Procedures implemented for verification of patient identification. 

ARON,S.J. Cleveland Clinic Foundation, Cleveland, OH. 91/07/02. Region 3 (Post 
820201). 2pp. 62546:067-62546:068. 

9207150297 FOIA request for documents re American Scitec Inc registration of smoke 
dotoctors 

FAGERStAL,D.H. Homeguard, Inc. 91/09/28. LAMASTER,M. NRC - No Detailed Af- 
filiation Given. Ip. 62425:001-62425:001. 

9207160075 Final response to FOIA request for documents re American Scitec Inc reg- 
istration of smoke detectors.Forwards documents listed in App A,which are being 
made available in PDR. 

GRIMSLEY,O.H. Office of Information Resources Management (Post 890205). 91/11/ 
04. FAGERSTAL.D.H. Homeguard. Inc. 12pp. 62425:002-62425:347. 

-8410090318 Amend 2 to License 04-21 357-01 E for American Scitec, Inc, authorizing 
distribution of smoke detector devices containing Am-241 ,per 840315 Itr. 

HICKEY, J.W. Materials Licensing Branch. 84/09/25. 2pp. 62425:199-62425:200. 

-8410090322 Forwards Model 168102 smoke detector housing dimension & assembly 
drawings, per 840328 commitmentStatus of amend requested. 

LUDT.R.R. American Scitec. Inc. 17320. 84/06/21. HICKEY.J. Materials Licensing 
Branch. 6pp. 62425:191-62425:196. 


-8607300180 Amend 3 to License 04-21 357-01 E for American Scitec,lnc, changing 
Condition 14 re mfg, testing & labeling of device distributed under license. 

HiCKEY.J.W. Materials Ucensing Branch. 86/06/20. Ip. 62425:204-62425:206. 

-8607300184 Application to amend License 04-21 357-01 E,modifying ionization chamber 
smoke detector to comply w/UL requirements. 

LUDT.R.R. American Scitec. Inc. 019619. 86/03/11. Materials Licensing Branch. 2pp. 
62425:201-62425:202. 

-8607300187 Requests addi fee for 860311 itr informing of redesign of ion chamber 
smoke detector.License 04-21357-01 E & device registration need to be amended to 
reflect change. 

JACKSON, G. Ucense Fee Management Branch (Pre 861124). 019619. 86/04/17. 
LUDT.R.R. American Scitec. Inc. Ip. 62425:203-62425:203. 

-9103080213 Matls licensing package for Amend 4 to License 04-21 357-01 E for Ameri- 
can Scitec,lnc. 

** Division of Fuel Cycle.Medical, Academic & Commercial Use Safety (870413- 
870728). 87/05/04. Ip. 62425:309-62425:319. 

-9207160088 Forwards application for byproduct matl license, authorizing Am-241 to be 
used in ionization chamber smoke detector units to be distributed as exempt items 
under 10CFR32. 

LUDT.R.R. American Scitec, Inc. 83/04/15. WRIGHT.E. NRC - No Detailed Affiliation 
Given. Ip. 62425:014-62425:014. 

-9207160096 Application for license, authorizing Am-241 to be used in ionization cham- 
ber smoke detector units, to be distributed as exempt items under 10CFR32. 

LUDT.R.R. American Scitec. Inc. 83/04/15. NRC - No Detailed Affiliation Given. 59pp. 
62425:015-62425:076. 

-9207160120 Forwards homeowners manual & back panel label to App B of application 
for by-product mat! license for distribution of American Scitec Inc ionization chamber 
smoke detectors containing Am-241. Pages accidently omitted. 

LUDT.R.R. American Scitec, Inc. 83/04/21. WRIGHT.E. NRC - No Detailed Affiliation 
Given. 23pp. 62425:077-62425:099. 

-9207160124 Informs that application for matls license dtd 830415 will be sent to Li- 
censing staff for processing upon receipt of $950 fee.Informs that when submitting 
fee.refer to control 14629. 

JACKSON.G. License Fee Management Branch (Pre 861124). 14629. 83/05/05. 
LUDT.R.R. American Scitec. Inc. Ip. 62425:100-62425:100. 

-9207160128 Forwards check in amount of $950 per 830505 ltr.Apologizes for not 
sending w/830415 application. 

LUDT.R.R. American Scitec. Inc. 83/05/10. JACKSON.G. License Fee Management 
Branch (Pre 861 1 24). 1 p. 62425:1 01 -62425:1 01 . 

—9207160155 Requests addI info or clarification on listed items.to continue review of 
Ameri can S citec Inc application.per 830607 request. 

BAGGETT, S.L. Materials Certification & Procedures Branch. 14629. 83/06/14. 
HICKEY, J. Materials Certification & Procedures Branch. 4pp. 62425:102-62425:105. 


-8410090326 Addendum to 840315 application for amend to License 04-21357- 
01 E, reflecting assignment of listed models to listed businesses. 

CARTER,H.B. American Scitec, Inc. 84/07/01. HICKEY.J. Materials Ucensing Branch. 
2pp. 62425:197-62425:198. 

-8410090332 Forwards application to amend Ucense 04-21 357-01 E.adding smoke de- 
tector Model 168102.Fee paid. 

LUDT.R.R. American Scitec. Inc. 17320. 84/03/28. HICKEY.J. Materials Ucensing 
Branch. Ip. 62425:177-62425:190. 

-8410090342 Application to amend Ucense 04-21 357-01 E.authorizing Am-241 for Ioni- 
zation chamber smoke detector units. Fee paid. 

LUDT.R.R. American Scitec. Inc. 17320. 84/03/28. 13pp. 62425:178-62425:190. 

-8410090348 Application for amend to License 04-21 357-01 E.authorizing distribution of 
smoke detector Models 168101,168104,168106, 168111 & 168112.Fee paid. 
LUDT,R.R. American Scitec, Inc. 17281. 84/03/15. HICKEY, J. Materials Licensing 
Branch. 7pp. 62425:157-62425:163. 

-8410090358 Forwards ip>ilcation to amend License 04-21 357-01 E.adding smoke de- 
tector Models SDI 2002 & 1681 01 -D & changing Item 7,Une 4 re max activity.Fee 
paid. 

LUDT,R.R. American Scitec, Inc. 16039. 83/10/06. Materials Licensing Branch. Ip. 
62425:136-62425:136. 

-8410090359 Application to amend License 04-21 357-01 E.authorizing Am-241 for ioni- 
zation chamber smoke detector units. 

LUDT.R.R. American Scitec. Inc. 16039. 83/10/06. 13pp. 62425:137-62425:149. 

-8410090380 Responds to 830706 request for addi info re smoke detectors. Addi info 
listed. 

LUDT.R.R. American Scitec, Inc. 14629. 83/07/06. PATTERSON, J. Materials Ucens- 
ing Branch. 3pp. 62425:131-62425:133. 

-8410090381 Informs of smoke detector name & model number changes. 

LUDT,R.R. American Scitec, Inc. 83/07/29. WRIGHT.E. Materials Ucensing Branch. 
Ip. 62425:134-62425:134. 

-8410090382 Application to amend Ucense 04-21 357-01 E.reflecting agreement w/Uni- 
versal Security InstrunrMnts to private label Model 168101-8 as Model C-SS-700.Fee 
paid. 

LUDT,R.R. American Scitec. Inc. 83/09/19. Materials Licensing Branch. Ip. 
62425:135-62425:135. 

-8410090383 Responds to 830622 request for addi info re original back panel 
label.Revised label encl. 

LUDT.R.R. American Scitec. Inc. 14629. 83/07/01. PATTERSON. J. Materials Licens- 
ing Branch. 11pp. 62425:120-62425:130. 

-8410090384 Responds to 830617 request for addi info re Wing Wa Chong 
license, smoke detector & Wing Wa Chong wipe & leak tests. 

LUDT.R.R. American Scitec. inc. 83/06/24. PATTERSON.J. Materials Licensing 
Branch. 12pp. 62425:108-82425:119. 


-9207160164 Requests addi info or clarification on listed items,to continue review of 
830415 application for license to possess & distribute smoke detectors to persons 
who are exempLper 930617 telcon. 

PATTERSON. J.W. Materials Ucensing Branch. 14629. 83/06/22. LUDT.R.R. Ameri- 
can Scitec, Inc. 2pp. 62425:106-62425:107. 

-9207160213 Informs that 830919 application for amend to license 04-21 357-01 E will 
be sent to Licensing staff for processing upon receipt of $230 amend fee. 
JACKSON.G. Ucense Fee Management Branch (Pre 861124). 83/10/20. LUDT.R.R. 
American Scitec, Inc. Ip. 62425:1^2425:150. 

-9207180219 Returns check number 3623 submitted in payment of $230 amend fee for 
830919 application for amend to license 04-21 357-01 E per NRC 831023 Itr.informs 
that 830919 & 831006 requests will be combined.therefore addi fee not required. 
JACKSON.G. License Fee Management Branch (Pre 861124). 83/11/10. LUDT.R.R. 
American Scitec, Inc. 2pp. 62425:151-62425:152. 

-9207160223 Requests description of Model SDI 2002 smoke detector, including dia- 
gram w/dimensions,matl8 of construction cell & location of label.for review of 831006 
request for amend to license 04-21 357-01 E. 

PATTERSON. J.W. Materials Licensing Branch. 84/01/17. LUDT.R.R. American Scitec. 
Inc. 4pp. 62425:153-62425:156. 

-9207160226 Forwards dimensioned drawings for SleepSafe Model SDI2002, per 
840114 request Informs that previously provided samples may be discarded. 

LUDT.R.R. American Scitec, Inc. 84/03/23. PATTERSON, J.W. Division of Ucensing 
(800428-851 1 24). 1 3pp. 62425:1 64-62425:1 76. 

-9207160325 Forwards amends to license 04-21 357-01 E & certificate of registration 
NR-134-D-101-E for model 168108 series smoke detectors.per 870323 amend re- 
quest 

MACKENZIE,D.N. Medical, Academic & (^mercial Use Safety Branch (870413- 
870728). 020134. 87/05/04. LUDT.R.R. American Scitec. Inc. 101pp. 62425:207- 
62425:308. 

-9207160337 Notifies that refund in amount of $160 for overpayment of renewal fee for 
license 04-21 357-01 E.ltr dtd 880624.now being processed & will be sent out as soon 
as possible. 

Ja6kSON.Q. License Fee Management Branch. 88/08/05. LUDT,R.R. American 
Scitec. Inc. Ip. 62425:320-62425:320. 

-9207160343 Ack receipt of application for renewal of license 04-21 357-01 E.Application 
deemed timely filed & accordingly, license will not expire until final action has been 
taken bw ofc. 

CARRI(30,J.B. Medical, Academic & Commercial Use Safety Branch. 020589. 88/08/ 
17. American Scitec. Inc. Ip. 62425:321-62425:321. 

-0207160369 Amend 5 to license 04-21 357-01 E authorizing American Scitec Inc to dis- 
tribute smoke detector devices specified in condition lO.to person exempt from re- 
quirements for license per 10CFR30.20. 

CARRICO,J.B. Medical, Academic & Commercial Use Safety Branch. 89/04/06. 2pp. 
62425:322-62425:335. 
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-8207160371 Amend 6 to license 04-21 357-01 E for American Scitec Inc. Amend re- 
vises license condition 1 5 re distribution of devices under license. 

CAR!=IICX),J.B. Medical, Academic & Commercial Use Safety Branch. 90/10/24. 2pp. 
62425:336-62425:337. 

-8207160384 Informs that 900705 application for amend to license 04-21 357-01 E will 
be forwarded to Region I Licensing staff for processing upon receipt of payment of 
addi $80. 

MESSIER, M. License Fee & Debt Collection Branch (Post 890827). 021016. 90/07/ 
20. CHEN.L American Scitec, Inc. Ip. 62425:338-62425:341. 

-9207170077 Amend 1 to license 04-21 357-01 E for Amercian Scitec Inc. Amend re- 
vises license conditions 10 & 14. 

HICKEY. J.W. Division of Fuel Cycle & Material Safety (Pre 870413). 84/02/16. Ip. 
62425:342-62425:345. 

-9207170090 License 04-21 357-01 E authorizing American Scitec Inc to distribute 
smoke detector devices spedfied in condition 10 to persons exempt from require- 
ments of license per 10CFR30.20. 

HICKEY.J.W. Materials Ucensing Branch. 86/09/02. 2pp. 62425:346-62425:347. 

9207160110 Partial response to FOIA request for documents re 
const, operation, licensing or re-licensing of Sequoyah U processing plant In 
Gore,OK.Records listed in app 11 end & being made available in PDR. 

GRMISLEY.D.H. Division of Freedom of Irwormatlon & Publications Services (Post 
890205). 91/11/07. CURRAN, D. Harmon, Curran, Gallagher & Spielberg (formerly 
Harmon, Curran & Tousley). 33pp. 62398:130-62398:201. 

-9207160117 Responds to 860319 memo re actions from Sequoyah accident & recom- 
mends that expanded applicability & further clarification of lessons learned task force 
scope of responsibility be considered in light of “straw man” action. 

MARTIN, R.D. Region 4 (Post 820201). M/03/27. DAVIS, J.G. Office of Nuclear Mate- 
rial Safety & Safeguards. 29pp. 62398:162-62398:191. 

9207160167 FOIA request for 910813 NRC memo re lOCFR.app G & H. 

WILLIAMS.O.G. JRA Associates. OGW-91-130. 91/10/11. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Serwces (Post 890205). Ip. 62398:319- 
62398:319. 

9207160171 Final response to FOIA request for 910813 NRC memo re 10CFR, app G & 
H.App A record end & is bdng made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/08. WILLIAMS, O. JRA Associates. 2pp. 62398:320-62398:327. 

-9108150279 Discusses factors contributing to uncertainty in predicting effect of neu- 
tron irradiation on reactor vessel & inservice volumetric exam of reactor vessel beltline 
matls. Performance demonstration implementation schedule end. 

RUSSELL,W.T. Associate Director for Inspection A Technical Assessment (Post 
870411). 91/08/13. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director 
(Post 870411). 6pp. 62398:322-62398:327. 

9207160193 Partial rei^nse to FOIA request for documents.App JJ end & are being 
made available in PDR. 

GRIMSLEY.D.H. Fadli^ Management Branch. 91/11/12. CURRAN, D. Harmon. 
Curran, Gallagher & Spielberg (formerly Harmon, Curran & Tousley). 4pp. 62398:202- 
62398:318. 

-9207160204 Discusses FY88 insp plans for facility & recommends minimum of 6 in- 
spector hours per routine insp.Region 4 plans to meet goal w/listed schedule. 
^ERETT.R.J. Region 4 (Post 820201). 87/11/17. BARNART.R.L. FISHER, W.L 
Region 4 (Post 820201). 101pp. 62398:208-62398:318. 

9207160200 Final response to FOIA request for documents.Records in app G end & 
being made available in PDR .App H records withheld in part (ref FOIA exemption 6 A 
7(c)) A app I records completely withheld (ref FOIA exemption 5). 

GRIMSLEV,D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/11/13. DAVIS.D. Plain Dealer. Cleveland, OH. 4pp. 62398:027- 
62398:129. 

-9207160220 Forwards licensee draft updated teletherapy QA/QC program for re>riew A 
comments by 870116. 

AXELSON.W.L Region 3 (Post 820201). 87/01/05. MILLER.V.L. Materials Ucensing 
Branch. SJOBLOM.G. Safeguards A Matls Program Br.Div of QA,Safeguards A Insp 
Programs, IE. 97pp. 62398:032-62398:129. 

920717(K)48 Partial response to FOIA request for documents.App NN records end A 
are beingmade available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/11/20. CURRAN.D. Harmon, Curran, Gallagher A Spielberg (formerly 
Harmon, Cunan A Tousley). 12pp. 62426:001-62426:294. 

-8806100278 Forwards proprietary rept of analysis results for fadlity ammonium nitrate 
fertilizer samples collecteKS A spirt w/NRC on 880l26.Rept withheld. 

- ^ >rp. 24362. 88/05/26. PROVENCHER,R.B. Office of 

Ha fi'>42e!2RP-62426:284. 

procedure for fuel cycle A 
induct team assessments 

Safety (Post 870729). 
?85-62426:294. 

. Health Impact From Ac- 

wiueniai neiease of Uf6 at Sequoyah Fuels Corp Fadlity at Gore, OK.” 

SHUM.E. Uranium Fuel Licensing Branch. CUNNINGHAM.R. Division of Fuel Cycle A 
Material ^fety (Pre 870413). 86/03/21. Uranium Fuel Licensing Branch. 2pp. 
62426:056-62426:261. 

9207170225 Partial response to FOIA request for info.App L records end A are being 
made available in POR.Records In app M withheld in entirety (ref FOIA exemption 5). 
GRIMSLEY.D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/11/13. REDDA,T. Southern Technical Servi^, Inc. 4pp. 62427:001- 
62427:172. 

-9101220068 AcMses that licensee has established shutdown plant issues as priority 
issue A formed NUMARC Shutdown Plant Issues Working Group. 

COLVIN,J.F. Nuclear Management A Resources Coundl (NUMARC) (formerly Nuclear 
Utility Manage. 90/12/18. SNI^EK,J.H. Oep Exec Dir for Nuc Reactor Reg,Regional 
Operations A Research (Post 890205). Ip. 62427:063-62427:170. 


—9104290092 Responds to 910329 note requesting info re staff review of shutdown op- 
erations A differences between US A foreign plant procedures A activities during refu- 
eling. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 91/04/17. REMICK CJom- 
missioners (Post 750119). 3pp. 62427:171-62427:172. 

-9207170231 Forwards summary of analysis of risk at low power A shutdown conditions 
for PWR A BWR plant 

CUNNINGHAM,M.A. Probabilistic Risk Analysis Branch '(880717-910829). 90/03/07. 
ROSENTHAUJ.E. Reactor Operations Analysis Branch. 17pp. 62427:005-62427:042. 

-9207170247 Forwards paper for presentation at Beverly Hills PSAM conference on 
910204-07. 

WHITEHEAD.D.W. Sandia National Uboratories. 90/10/01. ROBINSON.R.C. Probabi- 
listic Risk Analysis Branch (880717-910829). 7pp. 62427:043-62427:049. 

-9207170251 Forwards paper entitled,SAND90-1849C, "Accident Sequence Analysis 
for BWR During Low Power A Shutdown Operations.” 

WHITEHEAD.D.W. Sandia National Laboratories. 90/10/19. ROBINSON,R.C. Probabi- 
listic Risk Analysis Branch (880717-910829). 10pp. 62427:050-62427:059. 

-9207170254 Requests listed improvements in research plan A coordination w/NRR 
technical assistance previously discussed by telephone. 

SOLBERG,D. NRC - No Detailed Affiliation Given. 90/11/20. NAFF.S., WARD,L NRC 
- No Detailed Affiliation Given. 3pp. 62427:060-62427:062. 

9207200041 Partial FOIA request for documents re const, operation, licensing or reli- 
censing of Sequoyah Fuels Corp U processing plant in Gore.OK. 

GRIMSLEY,D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/11/06. CURRAN,D. Harmon. Curran. Gallagher A Spielberg (formerly 
Harmon, Curran A Tousley). 8pp. 62463:001-62464:135. 

-9207200046 Fonvards insp plan for Sequoyah Fuels at final restart A tentative person- 
nel as sign ments to insp teams. 

EVERETT, R.J. Region 4 (Post 820201). 86/10/31. Region 4 (Post 820201). 397pp. 
62463:012-62464:135. 

9207200054 Final response to FOIA request for documents.Forwards app A documents 
which are being made available In PDR.App B documents being withheld in their en- 
tirety (ref FOIA^emptlon 6). 

GRIMSLEY.D.H. Division of Freedom of Information A Publications Services (Post 
890205). 91/11/13. DAVIS.D. Plain Dealer. Cleveland, OH. 6pp. 62455:065- 
62455:163. 

-9207200062 Informs of 810414 misadministration of radiopharm.Patient given bone 
scan instead of L/S spine series.Caused by handwriting on requisition not being clear- 
ly written. Resident physician informed Nuclear Medicine Dept. 

* Mt Sinai Medical Center, Cleveland. OH. 81/04/15. Region 3 (Post 820201). 2pp, 
62455:072-62455:072. 

-9207200088 Informs of 830328 misadministration of radiopharm.Patient administered 
1.8 mCi of radioactive thallium instead of radioactive gallium.Caused by personnel fail- 
ure to verify dose in dose calibrator.Individual reprimanded. 

E2ZELL,G.A. Mt Sinai Medical Center, Cleveland, OH. 83/03/28. Region 3 (Post 
820201). Ip. 62455:073-62455:074. 

-9207200135 Informs of 891010 misadministration of radiopharm.Patient administered 

16.3 mCi of Tc-99m MDP for bone study instead of 6 mCi of Tc-99m SC for liver 
study.C^used by personnel not reading request properly. 

ALLY,K.M. Veterans Admin. Medical center, Dayton, OH. 89/10/10. Region 3 (Post 
820201). ip. 62455:099-62455:099. 

-9207200175 Informs of 861216 misadministration of radlopharm.Wrong patient injected 
w/6.5 mCi gallium citrate.Personnel stamped wrong patient name on requesLNuclear 

moHir-ina rafiiHAnt 

STEFANAKOS.T.K. Mt Sinai Medical Center, Cleveland. OH. 87/01/06. Regton 3 
(Post 820201). 4pp. 62455:075-62455:078. 

-9207200180 Informs of 890509 misadministration of radiopharm.Patient given 30.0 of 
99 mTc instead of 5.0 of 99 mTc disofenn for HIDA study.Personnel counseled. 

* St Luke's Hosp., Cleveland, OH. 89/05/10. Region 3 (Post 820201). Ip. 62455:079- 
62455:079. 

-9207200187 Informs of 900420 misadministration of radiopharm.Patient delivered 
under dosage for treatment from Co-60 therapy machine. Weekly joint review by dosi- 
metrist instituted. 

MAMACX>S.J.P. St Luke's Hosp., Cleveland, OH. 90/05/07. SLOWINSKI.W. Region 3 
(Post 820201). 4pp. 62455:080-62455:083. 

-9207200193 Informs of 900622 misadministration of radiopharm.Patient undergoing 
treatment from Co-60 therapy machine received treatment of brain irradiation instead 
of mediastinum. Personnel requested on setup procedures. 

* St Luke’s Hosp., Cleveland, OH. 90/07/03. SLAWINSKI.W. Region 3 (Post 
820201). 10pp.. 62455:084-62455:093. 

-9207200200 Informs of 910914 misadministration of radiopharm.Patient given 4.1 of 
Tc-99m MEBRO fenin for HIDA study instead of 4.0 of Tc-99m.Personnel reinstructed. 
ARKO.G. St Luke's Hosp., Cleveland, OH. 91/09/17. Regton 3 (Post 820201). Ip, 
62455:094-62455:004. 

-9207200204 Informs of 821201 misadministration of radiopharm.Patient given 17.5 of 
Tc-99m gluceptate instead of Tc-99m pertechnetate.Rei^ng physician notified.No 
harm resulted to patientGolor code sys implemented. 

SMITH. J.J. Veterans Admin. Medical Center. Dayton, OH. 83/01/12. Region 3 (Post 
820201). Ip. 62455:095-62455:005. 

-9207200210 Informs of 860128 misadministration of radiq3harm.Patient administered 

10.3 mCi of 99 mTc MDP for bone scan instead of brain 8can.Referring physician 
notified.Technoiogists counseled. 

HARPER,A.G. Veterans Admin. Medical Center, Dayton, OH. 552/115. 86/02/12. 
Region 3 (Post 820201). Ip. 62455:096-62455:096. 

-9207200216 Informs of 860605 misadministration of radiopharm. Wrong patient re- 
ceived myocardiai study in lieu of another patient that test was ordered on.Staff physi- 
cian notmed. Technologist counseled. 

HARPER,A.G. Veterans Admin. Hosp., Cieveiand, OH. 86/06/09. Region 3 (Post 
820201). Ip. 62455:097-62455:097. 
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-9207200227 Informs of 880531 misadministration of radiopharm. Patient given 9.7 of 
Tc-99m MDP for bone scan intended for another patient ID bracelet on patient not 
checked. Personnel reinstructed. 

* Veterans Admin. Medical Center. Dayton, OH. 88/05/31. Region 3 (Post 820201). 
Ip. 62455:098-62455:098. 

-9207200250 Informs of 861126 misadministration of radiopharm. Wrong patient admin- 
istered 15.0 mCi of Tc-99m gluceptate for renal imaging procedure.Meeting held & di- 
roctivo issuod 

MARTIN,!. Lorain Community Hosp., Lorain, OH. 86/12/22. Region 3 (Post 820201). 
Ip. 62455:100-62455:100. 

-9207200256 informs of 910129 misadministration of radiopharm.Outpatient inadvert- 
ently injected w/wrong radiopharm.Referring physician notified.Personnel reinstructed. 
MARTIN,!. Lorain County Cardiology Consultants, Inc. 91/02/01. Region 3 (Post 
820201). Ip. 62455:101-62455:101. 

-9207200266 Informs of 810407 misadministration of radiopharm.Patient mistakenly ad- 
ministered dose of 20 mCl of Tc-99m stannous glucoheptonate instead of 4 mCi of 
Tc-99m sulfur colloid for liver scan.Preventative measures discussed. 

LANDGRAF.S.W. Veterans Admin. Hosp., Cleveland, OH. 81/04/07. Region 3 (Post 
820201 ). 1 p. 62455:1 02-62455:1 02. 

-9207200272 Informs of 810930 misadministration of radiopharm.Patient mistakenly ad- 
ministered 20 mCi of Tc-99m stannous glucoheptonate instead of 20 mCl of Tc-99m 
methylene diphosphonate.Color code sys implemented. 

LANDGRAF,S.W. Veterans Admin. Hosp., Cleveland, OH. 81/09/30. Region 3 (Post 
820201). Ip. 62455:103-62455:103. 

-9207200280 Informs of 811228 misadministration of radiopharm.Patient mistakenly ad- 
ministered 20 mCi of Tc-99m stannous glucoheptonate instead of Tc-99m methylene 
diphosphonate. Staff meeting held to review procedures. 

LANDGRAF.S.W. Veterans Admin. Hosp.. Cleveland. OH. 82/01/05. Region 3 (Post 
820201). 2pp. 62455:104-62455:105. 

-9207200282 Informs of 821004 misadministration of radiopharm.Wrong patient admin- 
istered 20 mCl of Tc-99m diethylene triamine- pentaacetic.Meeting hdd to review ap- 

&LASS.F?!N.%eterans Admin. Hosp., Cleveland. OH. 82/10/06. Region 3 (Post 
820201). 2pp. 62455:106-62455:107. 

-92072(M)288 Informs of 821101 misadministration of radiopharm.Patient mistakenly ad- 
ministered 4 mCl of Tc-99m macro-aggregated albumin instead of 4 mCi of Tc-99m 
sulfur colloid.No effect on patient. Procedure reviewed. 

CLASS.R.N. Veterans Admin. Hosp.. Cleveland. OH. 82/11/08. Region 3 (Post 
820201). 2pp. 62455:108-62455:109. 

-9207200308 Informs of 850222 misadministration of radiopharm.Patient mistakenly ad- 
ministered 20 mCi of Tc-99m sodium medronate instead of 4 mCi of Tc-99m sulfur 
colloid.Personnel instructed on proper patient identification. 

KOLLI.S. Veterans Admin. Hosp., Cleveland, OH. 85/02/27. Region 3 (Post 820201). 
1p. 62455:110-62455:111. 

-9207210261 Informs of 860128 misadministration of radiopharm.Patient mistakenly 
given 20 mCl of Tc-99m hydroxy-methylene.No apparent effect on patlent.lmportance 
of proper patient identification prior to dose administration reviewed. 

KOLLI.S. Veterans Admin. Hosp.. Cleveland, OH. 86/01/28. Region 3 (Post 820201). 
Ip. 62455:112-62455:112. 

-9207210270 Informs of 861016 misadministration of radiopharm.Patient mistakenly ad- 
ministered 20 mCi of Tc-99m.No apparent effect on patient.Corrective action will be 
directed by ofc of Chief of Staff for medical ctr. 

KOLLI.S. Veterans Admin. Hosp., Cleveland, OH. 86/10/17. Region 3 (Post 820201). 
1 p. 62455:1 1 3-62455:1 1 3. 

-9207210277 Informs of 880309 misadministration of radiopharm.Patient administered 
4.4 mCi of Tc-99m sulfur colloid instead of 3 mCi of Tc-99m for perfusion lung 
8can.No apparent effect on patientPersonnel counseled by radiation safety officer. 
KOLLI.S. Veterans Admin. Hosp., Cleveland. OH. 88/03/10. Region 3 (Post 820201). 
2pp. 62455:1 14-62455:1 15. 

-9207210283 Informs of 880415 misadministration of radiopharm.Patient administered 
3.3 mCi of Tc-99m instead of 4 mCi of Tc-99m for liver scan.No apparent effect on 
patlentPatient physician notified. 

LEW.R.D. Veterans Admin. Hosp., Cleveland. OH. 88/04/15. Region 3 (Post 820201). 
Ip. 62455:116-62455:116. 

-9207210290 Informs of 880509 misadministration of radiopharm.Patient administered 
20 mCi of Tc-99m EHDP instead of 20 mCi of Tc-99m DTPA for renal scan.No appar- 
ent effect on patient. Patient physician notified. 

KOLLI.S. Veterans Admin. Hosp., Cleveland, OH. 88/05/27. Region 3 (Post 820201). 
Ip. 62455:117-62455:117. 

-9207210308 Informs of 890829 misadministration of radiopharm.Patient mistakenly ad- 
ministered 22.0 Tc-99m oxidronate for bone scan.Personnel participated in review 
training session. 

LANDgRAF,S.W. Veterans Admin. Hosp., Cleveland. OH. 541/115A(W). 89/02/28. 
Region 3 (Post 820201). 3pp. 62455:118-62455:120. 

-9207220021 Informs of 900213 misadministration of radiopharm.Patient given 19.1 of 
Tc-99m DTPA instead of 20.0 of Tc-99m oxidronate for bone 8can.Caused by tech- 
nologist failure to check dose label.Technologist counseled. 

LANDGRAF,S.W. Veterans Admin. Hosp., Cleveland. OH. 541/1 15A(W). 90/02/22. 
Region 3 (Post 820201). 2pp. 62455:121-62455:122. 

-9207220027 Informs of 910523 misadministration of radiopharm.Patient given 20.6 of 
Tc-99m pertechnetate instead of 20.0 of Tc-99m oxidronate for bone 
scan.Technologist failed to check dose label.Personnel counseled. 

UNDGRAF,S.W. Veterans Admin. Hosp.. Cleveland. OH. 541/115A(W). 91/06/18. 
Region 3 (Post 820201). 2pp. 62455:123-62455:124. 

-9207220033 Informs of 910916 misadministration of radiopharm.Patient given 19.8 of 
Tc-99m pertechnetate instead of 20.0 of Tc-99m for bone 8can.Technorogi8t did not 
check dose label. Technologist counseled. 

LANDGRAG.S.W. Veterans Admin. Hosp., Cleveland, OH. 91/09/27. Regton 3 (Post 
820201). 2pp. 62455:125-62455:126. 


-9207220044 Informs of 820305 misadministration of radiopharm.Two patients mistak- 
enly administered Tc-99m for bone scanning. No deleterious effects to patients. 
MCCAMMON.S.D. St Elizabeth Medical Center, Dayton. OH. 82/03/08. ADAM.W.J. 
Region 3 (Post 820201). 2pp. 62455:127-62455:128. 

-9207220053 Informs of 820525 misadministration of radiopharm.Patient mistakenly In- 
jected w/Tc-99m 04 instead of Tc-99m HDP. Technologist counseled. 
MCCAMMON.S.D. St Elizabeth Medical Center, Dayton, OH. 82/05/25. ADAM.W.J. 
Region 3 (Post 820201). Ip. 62455:129-62455:129. 

-9207220059 Informs of 821005 misadministration of radiopharm.Patient mistakenly in- 
jected w/Tc-99m glucoheptonate.lncident explained to patientNo ill effects to 
patientTechnologist counseled. 

MCCAMMON.S.D. St Elizabeth Medical Center, Dayton. OH. 82/10/05. Region 3 
(Post 820201). Ip. 62455:130-62455:130. 

-9207220061 Informs of 830106 misadministration of radiopharm.Patient mistakenly in- 
jected w/Tc-99m glucoheptonate matl instead of intended Tc-99m osteoscan HDP 
bone imater.No ill effects on patientTechnologist instructed. 

KIRCHER,K.F. St Elizabeth Medical Center. Dayton, OH. 83/01/06. Region 3 (Post 
820201). 2pp. 62455:131-62455:132. 

-9207220067 Informs of 830322 misadministration of radiopharm.Patient mistakenly 
iven KUB X-ray for liver scan instead of bone dose.No ill effects on patientCharts to 
e coordinated & dose listings checked more closely. 

KIRCHER.K.F. St. Elizabeth Medical Center, Dayton, OH. 83/03/22. Region 3 (Post 
820201). Ip. 62455:133-62455:133. 

-9207220075 Informs of 830621 misadministration of radiopharm.Patient given 10 mCi 
of Tc-99m 04 instead of 9 mCi of Tc-99m sulfur colloid for liver trauma procedure.No 
ill effect on patient. Personnel counseled on checking labels carefully. 

KIRCHER,K.F. St. Elizabeth Medical Center. Dayton, OH. 83/06/21. Region 3 (Post 
820201). Ip. 62455:134-62455:134. 

-9207220089 Informs of 840317 misadministration of radiopharm.Patient given misla- 
beled dose of Tc-99m glucoheptonate for renal study.No ill effect on patientPhysIcian 
notified. 

WILLIAM.S.T. St. Elizabeth Medical Center, Dayton, OH. 84/03/28. Region 3 (Post 
820201). 3pp. 62455:135-62455:137. 

-9207220092 Informs of 840914 misadministration of radiopharm.Patient mistakenly 
given injection for liver scan instead of lung scan.No physical complications to 
patientPharmacist informed. 

LEWIS,P.A. St. Elizabeth Medical Center, Dayton, OH. 84/09/14. Region 3 (Post 
820201). 2pp. 62455:138-62455:139. 

-9207220096 Informs of 860626 misadministration of radiopharm.Patient given 26 mCi 
of Tc-99m glucoheptonate instead of Tc-99m MDP for bone scan.No ill effects on 
patientTechnologist instructed. 

KOLASA,M.J. St Elizabeth Medical Center, Dayton, OH. 86/06/26. Region 3 (Post 
820201 ). 1 p. 62455:1 40-62455:1 40. 

-9207220099 Informs of 860930 misadministration of radiopharm.Patient given 20 mCi 
of Tc-99m pertechnetate instead of 2 mCi of T1-201 for heart stress/rest study.No ill 
effect on patient Technologist instructed. 

KOLASA,M.J. St Elizabeth Medical Center. Dayton, OH. 86/09/30. Region 3 (Post 
820201). Ip. 62455:141-62455:141. 

-9207220102 Informs of 870408 misadministration of radiopharm.Patient injected inad- 
vertently w/4.7 mCi of Tc-99m Instead of 4.1 mCi of Tc-99m.No ill effects on 
patientTechnologist instructed. 

KOLASA,M.J. St Elizabeth Medical Center, Dayton, OH. 87/04/08. Region 3 (Post 
820201). 1p. 62455:142-62455:142. 

-9207220111 Informs of 871116 misadministration of radiopharm.Patient given 25 mCi 
Tc-99m Cholotech instead of 25 mCi of Tc-99 m-DTPA for renal scan.No ill effect on 
patient.Pharmacy notified. 

KOLASA.M.J. St Elizabeth Medical Center, Dayton, OH. 87/11/16. Region 3 (Post 
820201). 1p. 62455:143-62455:143. 

-9207220128 Informs of 901015 misadministration of radiopharm.Patient given 26.5 mCi 
of Tc-99m TC04 instead of 26.5 of TC-99m for gated cardiac study.Patient suffered no 
ill effects. Personnel counseled. 

KOLASA,M.J. St Elizabeth Medical Center, Dayton, OH. 90/10/17. Region 3 (Post 
820201). 1p. 62455:144-62455:144. 

-9207220136 Provides quarterly misadministration rept of Grandview Hosp under li- 
cense 34-06904-01. Incidents listed. 

WILLIAMS, S.T. Grandview Hosp. & Medical Center, Dayton, OH. 80/12/31. Region 3 
(Post 820201). 2pp. 62455:145-62455:146. 

-9207220142 Informs of 820813,16 & 23 misadministrations of radiopharm. Patients ad- 
ministered Tc-99m HDP instead of Tc-99m DTPA.No adverse effect on patients.Verbal 
orders will be reconfirmed w/physician to prevent recurrence. 

BERGER,R.D. Grandview Hosp. & Medical Center, Dayton, OH. 82/10/08. Region 3 
(Post 820201). 2pp. 62455:147-62455:148. 

-9207220164 Informs of 821216 misadministration of radiopharm.Patient administered 
normal diagnostic dose of Tc-99m DTPA instead of Tc-99m HDP.No adverse effect on 
patieniTetmnologist counseled. 

AUSTIN,B.T. Grandview Hosp. & Medical Center, Dayton, OH. 83/01/04. Region 3 
(Post 820201). 1p. 62456:149-62455:149. 

-9207220172 Informs of 830308 misadministration of radiopharm.Patient administered 
Tc-99m DTPA instead of Tc-99m HDP.No adverse effect on patient 
ob8erved.Technologi8t counseled. 

AUSTIN, B.T. Gran^ew Hosp. & Medical Center, Dayton, OH. 83/04/05. Region 3 
(Post 820201). Ip. 62455:150-62455:150. 

-9207220179 Informs of 861014 misadministration of radiopharm.Bone scan inadvert- 
ently performed on patient scheduled for self referred bone densitometry study.No ad- 
verse effects noticed on patient.Per$onnel counseled. 

AUSTIN, B.T. Grandview Hosp. & Medical Center. Dayton. OH. 87/01/05. Region 3 
(Post 820201). 1p. 62455:151-62455:151. 
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-0207220 1S5 Partial deleted memo discussing 740812 misadministration of 
radiopharm.per 750424-25 insp of license 34-06904-01. Written rept of occurrence was 
not submitted by licensee. 

ALLAN, J.M. NRC - No Detailed Affiliation Given. 75/05/28. THORNBURG, H.D. 
Region 3 (Post 820201). Ip. 62455:152-62455:159. 

-0207220236 Submits data representing summary dose calculations requested. 
ZIMMERMAN. J.M. Grandview Hosp. & Medical Onter, Dayton. OH. 75/05/01. 
ASHLEY Region 3 (Post 820201). 4pp. 62455:160-62455:163. 

0207200104 Rnal response to FOIA request for documents re incident of radiation ex- 
posure on 901112 investigated by R^ion & investigator R KirspeLApp E documents 
partially withhold. App F cwcuments withheld in entirety. 

QRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/13. WALZEL.M.R. Welter. Wheelus & Green. 5pp. 62462:272- 
62462:307. 

-0207200146 Notification of opening of 01 investigation re Case 4-90-016. 

HAYES.B.B. NRC - No Detailed Affiliation Given. 90/12/13. CARR Office of Nuclear 
Material Safety & Safeguards. 1p. 62462:285-62462:285. 

-0207200317 Investigation rept 4-90-006.No noncompliance noted. Major areas 
investigated:intentional violation of regulatory requirements. 

MARTIN.R.D. Region 4 (Post 820201). 90/12/05. 4pp. 62462:286-62462:299. 

-0207220181 Investimtion rept 4-90-01 6.No violations noted.Msyor areas 
investigated:radiographer intentionally allowing assistant radiographer to perform unsu- 
pervised radiography 

1SrSPEL,R., DRISK|’lL,D.D., HAYES,B.B. Region 4 (Post 820201). 91/04/25. 14pp. 
62462:300-62462:307. 

0207200185 FOIA request for documents re most recent insp done at listed hosps in 
State of OH. 

DAVIS.D. Plain Dealer, Cleveland, OH. 91/10/09. POOL,M.J. NRC - No Detailed Affili- 
ation Given. 3pp. 62525:001-62525:003. 

0207200101 FOIA request for documents re matls in possession of NRC. including but 
not limited to its various employees, divisions & departments re Spencer Oemicat Co. 
MARBLE, J.D. Huckaby, Fleming. Frailey, (Chaffin & Darrah. 91/08/07. GRIMSLEY.D. 
Division of Freedom of Information k Publications Services (Post 890205). 1p. 
62749:001-62749:001. 

0207200208 Partial response to FOIA request for documents.Documents listed in App A 
& B end & being made available for PDR. 

GRIMSLEY.D.H. Division of Freedom of information & Publications Services (Post 
890205). 91/10/31. MARBLE. J.P, Huckaby, Fleming, Frailey, Chaffin & Darrah. 17pp. 
62749:002-62750:088. 

-0207200235 Application for license for Spencer Chemical Co to use &/or supervise 
use of 25 mCi metallic solid Co-60 as sealed source. 

DIETER, J.G. Spencer Chemical Co. 58/08/27. Atomic Energy Commission (Pre 
750119). 3pp. 62749:022-62749:025. 

-0207200245 Requests that licensee provide addi info & description of facilities & con- 
ditions for 25 m<!^‘ of Co-60 to be used in Instrumentlnc gauge. 

HITCH, J.W. Atomic Energy Commission (Pre 750119). 58/10/18. DYE.L Spencer 
Chemical Co. 1p. 62749:026-62749:026. 

-0207200247 Advises that addI info requested in 581028 Itr re application for license to 
use 25 mCi Co-60,being assembled. 

DIETER.J.G. Spencer Chemical Co. 57/11/21. HITCH, J.W. Atomic Energy Commis- 
sion (Pre 750119). Ip. 62749:027-62749:027. 

-0207200253 Sumbits addi info re application for license to use 25 mCi Co-60 in 
tnstruments.Inc gauge, per 581028 request. 

DIETER.J.G. Spencer Chemical Co, 58/12/18. HITCH, J.W. Atomic Energy Commis- 
sion (Pre 750119). 2pp. 62749:028-62749:029. 

-0207200250 Matls licensing package for license 24-4243-1 for Spencer Chemical Co. 
MASON, J.R. Atomic Energy Commission (Pre 750119). 59/01/21. Ip. 62749:030- 
62749:030. 

-0207200288 Forwards byproduct mat! license 24-4243-1 issued against application of 
580827. 

BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 59/01/27. DIETER, J.G. 
Spencer Chemical Co. 1p. 62749:031-62749:031. 

-0207200276 Requests more definite info on type of evidence of further instrumentation 
& experience which NRG will require from licensee so that personnel may accomplish 
listed operations. 

DIETER, J.G. Spencer Chemical Co. 59/03/12. BRINKMAN.R.E. Atomic Energy Com- 
mission (Pro 750119). ip. 62749:032-62749:032. 

-0207200281 Responds to 590312 Itr & informs that upon receipt of application provid- 
ing info sugge8tM,NRC will consider amending license. 

BRINKMANIr.E. Atomic Energy Commission (Pre 750119). 59/03/14. DIETER.J.G. 
Spencer Chemical Co. 2pp. 62749:033-62749:034. 

-0207200283 Application for license to use 1,925 mCi 0-137 sources at Spencer 
Chemical Co. 

* Spencer Chemical Co. 59/06/24. 3pp. 62749:035-62749:037. 

-0207200310 Forwards application for byproduct matl license dtd 590624. Application Is 
being returned in order that Certificate. Item 16 may be executed appropriate offl- 
cal of Spencer having contractual authority binding upcm that company. 
BRINKMAN.R.E. Atomic Energy Commission ffVe 750119). 58/07/13. DYE.W.L 
Spencer Chemical Co. 1 p. 62749:038-62749:038. 

-92072(KI318 Forwards 590624 application for license coverage for 11 Cs-137,for sig- 
nature. 

BRINKMAN.R.E. Atomic Energy Commission (Pre 750119). 59/09/15. DIETER, J.G. 
Spencer Chemical Co. Ip. 62749:039-82749:039. 

-9207200323 Responds to 590915 Itr re application for 1 1 Cs-137 sources at plant. 
SEYFR1ED,R.J. ^ncer Chemical Co. 59/09/23. BRINKMAN.R.E. Atomic Energy 
Commission (Pre 750119). 2pp. 62749:040-62749:041. 


-9207200325 Fonvards signed certificate of status of radioisotope (Byproduct Matl) pro- 
gram under AEG license 24-4243-1. 

DIETER,J.G. Spencer Chemical Co. 60/09/20. MASON.J.R. Atomic Energy Commis- 
sion (Pre 750119). Ip. 62749:042-62749:042. 

-9207200330 Certificate of disposition of matls:ali matls procured &/or possessed by 
licensee under license 24-4243-1 transferred to Instruments, Inc. 

LENTZ,C.L. Spencer Chemical Co. 60/09/15. Ip. 62749:043-62749:043. 

-9207200341 Advises that AEC records show that license 24-4243-1 expired on 
601031 & requests that listed info be obtained from Div of Licensing & Regulation. 

* Atomic Energy Commission (Pre 750119). 61/03/18. Atomic Energy Commission 
(Pre 750119). 2pp. 62749:044-62749:045. 

-9207200346 Discusses plans to install small plant for recovery of U as oxide from U 
hexafluoride or scrap metal. 

LUKE,C.D. Atomic Energy Commission (Pre 750119). 57/08/15. Atomic Energy Com- 
mission (Pre 750119). Ip. 62749:046-62749:046. 

-9207210013 Requests that licensee review listed items for determination as to wheth- 
er or not they contain restricted data,especialiy App & indicate in space provided. 
FLEURY,E.R. Atomic Energy Commission (Pre 750119). 57/09/23. STRAUSER,W.A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:047-62749:048. 

-9207210015 Forwards application for special nuclear matl license dtd 570915. 
JOHNSON,L Atomic Energy Commission (Pre 750119). 57/09/24. BECK,C.K. Atomic 
Energy Commission (Pre 750119). 2pp. 62749:049-62749:050. 

-9207210262 Discusses statements made by applicant w/indication of explanation 
which must be made as listed. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 57/11/25. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 4pp. 62749:051-62749:054. 

-9207210266 Advises that procedures proposed in app 1C of application from Spencer 
Chemical Co & quantites & vols & concentrations described in app 2C, judged to be 
adequate to prevent critical accumulations in proposed process. 

BECK.C,K. Atomic Energy Commission (Pre 750119). 57/12/06. JOHNSON.LE. 
Atomic Energy Commission (Pre 7501 1 9). 2pp. 62749:055-62749:056. 

-9207210294 Discusses analysis & findings of 570915 application for SNM license. 
SULLIVAN, P.C. Atomic Energy Commission (Pre 750119). 58/01/17. Atomic Energy 
Commission (Pre 750119). 2pp. 62749:057-62749:058. 

-9207210305 Requests that matl contained in App 11 to application as revi8ed,should be 
withhold from public insp per 10CFR2 Section 2.790(b). 

PRICE,H.L Atomic Energy Commission (Pro 750119). 58/01/29. Atomic Energy Com- 
mission (Pre 750119). 2pp. 62749:059-62749:060. 

-9207210311 Suggests that listed statements should be added at end of third para- 
graph of propo^ memo by H Price to files. 

LOWENSTEIN.R. Atomic Energy Commission (Pre 750119). 58/02/06. 

JOHNSON,L.E. Atomic Energy Commission (Pre 750119). Ip. 62749:061-62749:061. 

-0207220055 Discusses analysis & findings re application for SNM license by Spencer 
Chemical Co & recommends that amend be issued to extend license for term to 
expire on 600401. 

SULLIVAN.P.G. Atomic Energy Commission (Pre 750119). 58/04/01. Atomic Energy 
Commission (Pre 750119). Ip. 62749:062-62749:062. 

-9207220062 Advises that mat! contained in App II to application as revised, should be 
withheld from public inspection per 10CFR2 Section 2.790. 

PRICE.H.L. Atomic Energy Commission (Pre 750119). 58/02/11. Atomic Energy Com- 
mission (Pre 750119). Ip. 62749:063-62749:075. 

-9207220082 Informs recipient of issuance of SNM license to Spencer Chemical Co for 
activities conducted at Jayhawk Works located between Pittsburg, KS & Juplin.MS. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 58/04/30. RKEED.T.R. 
Kansas, State of. 1p. 62749:076-62749:076. 

-0207220085 Forwards SNM licenses which have been issued to Spencer 
Co,Maliinckroctt Chemical Works & Univ of Missouri. 

JOHNSON,L Atomic Energy Commission (Pre 750119). 58/04/30. AMOS. J.R. Mis- 
souri, State of. Ip. 62749:077-62749:077. 

-9207220090 Requests review of end 580416 application for amend to license SNM- 
154 w/respect to adequacy of applicant procMures to avoid accidental criticality 
during shipment of U oxide. 

JOHNSON,L Atomic Energy Commission (Pre 750119). 58/05/06. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:078-62749:078. 

-0207220093 Requests classification review of end Spencer Chemical Co SNM appli- 
cation for amend. 

FLEUR Y,E.R. Atomic Energy Commission (Pre 750119). 58/06/20. STRAUSER.W.A. 
Atomic Energy Commission (Pre 7501 1 9). 2pp. 62749:079-62749:080. 

-9207220007 Discusses review of application for amend to license SNM-154 from 
standpoint of protection against inadvertent criticality during shipment of U oxide & U 
hexafiouride. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 58/05/21. JOHNSON,L.E. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:081-62749:082. 

-9207220101 Requests review of licensee 580516 application for amend to license 
SNM-154 to determine adequacy of procedures to avoid accidental criticality. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 58/05/23. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:083-62749:083. 

-9207220105 Informs of approval of shipping procedures under license SNM-154 to 
cover shipment of 1 ,330 lbs 2.3% enriched Dp6 in 6 MD cylinders via railway express 
protective signature in one shipmentusing Spencer birdcages. 

DELANEY,J.C. Atomic Ene^. Commission (Pro 750119). 58/05/29. CORLEY.A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:084-62749:085. 

-9207220107 Provides comments on application for amend to license SNM-154 from 
standpoint of avoidance of inadvertent criticality. 

BECKC.K. Atomic Energy Commission (Pre 750119). 58/06/03. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:086-62749:087. 
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“9207220110 Requests review of end amend application re adequacy of applicant pro- 
cedures to avoid condition of accidental criticality. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 58/06/12. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:088-62749:088. 

“9207220114 Approves request by Spencer Chemical Co that info contained in App 
II, as amended by App ll-A dtd 58051 6, to revised application for SNM license dtd 
57091 5, be treated as company confidential. 

PRICE, H.L Atomic Energy Commission (Pre 750119). 58/06/17. Atomic Energy Com- 
mission (Pre 750119). 2pp. 62749:089-62749:090. 

“9207220117 Informs that App II A dtd 58051 6,transmltted by Spencer Chemical Co will 
be withheld per 10CFR2.790. 

* Atomic Energy Commission (Pre 750119). 58/06/20. Atomic Energy Commission 
(Pre 750119). Ip. 62749:091-62749:091. 

“9207220120 Advises that all statements re memo to files may be incorporated by ref- 
erence & that license may be amended as requested. 

DELANEY,J.C. Atomic Energy Commission (Pre 750119). 58/06/26. Atomic Energy 
Commission (Pre 750119). Ip. 62749:092-62749:092. 

“9207220124 Advises that each individual shipping containers will constitute safe unit & 
spacing specified adequate per 580612 memo. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 58/06/26. JOHNSON, LE. 
Atomic Energy Commission (Pre 7501 1 9). 2pp. 62749:093-62749:094. 

“9^7220130 Provides list of applications &/or amends for license SNM-154 for reten- 
tiort filos 

JOHNSOn'l. Atomic Energy Commission (Pre 750119). 58/07/01. MANN.M.M. 
Atomic Energy Commission (Pre 7501 1 9). 1 p. 62749:095-62749:095. 

“9207220152 Forwards special nuclear matl license issued to Spencer Chemical Co. 
JOHNSON,L Atomic Energy Commission (Pre 750119). 58/07/11. AMOS.J.R. Mis- 
souri, State of. Ip. 62749:096-62749:096. 

“9207220156 Provides list of applicant for special nuclear matl for retention & files. 
DELANEY, J.C. Atomic Energy Commission (Pre 750119). 58/07/29. MANN.M.M. 
Atomic Energy Commission (Pre 750119). 1p. 62749:097-62749:097. 

“9207220162 Forwards special nuclear matl licenses which have been issued to Mai- 
linckrodt Chemical Works, Spencer Chemical Co & Univ of Missouri. 

FLUERY.E.R. Atomic Energy Commission (Pre 750119). 58/08/06. AMOS,J.R. Mis- 
souri, State of. Ip. 62749:098-62749:098. 

“9207220167 Informs that drwaings 48-78 B & 48-15 transmitted w/580912 Itr filed by 
Spencer Chemical Co in connection w/special nuclear matl appiication,are available 
for review in Licensing Branch. 

* Atomic Energy Commission (Pre 750119). 58/09/17. Atomic Energy Commission 
(Pre 750119). Ip. 62749:099-62749:099. 

“9207220169 Forwards licensee request dtd 580912 for approval of proposed packag- 
ing & shipping procedures. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/09/22. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:100-62749:102. 

“9207220173 Forwards correction to licensee request dtd 580912 for amend to license 
SNM-154 per 581010 Itr. 

JOHNSON,L. Atomic Energy Commission (Pre 750119). 58/10/16. BECK.C.K. Atomic 
Energy Commission (Pre 750119). 2pp. 62749:103-62749:104. 

“9207220177 Forwards licensee request which modifies Spencer previous 580912 
amend request. 

JOHNSON.L. Atomic Energy Commission (Pro 750119). 58/10/29. BECK,C.K. Atomic 
Energy Commission (Pre 750119). 2pp. 62749:105-62749:106. 

“9207220184 Forwards application from Spencer for approval of shipping procedures. 
JOHNSON.L. Atomic Energy Commission (Pro 750119). 58/12/15. BfcCK.C.K. Atomic 
Energy Commission (Pre 760119). Ip. 62749:107-62749:107. 

“9207220189 Suggests that recipient request Spencer to furnish illustrative calculations 
or observations used in evaluating spacing & stowage procedures, together w/ appro- 
Drt&t0 r0f0r6nc0s 

BECK.C.K. Atoniic Energy Commission (Pro 750119). 58/12/22. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:108-62749:109. 

“9207220211 Informs that NRC cannot approve amend request for approval of corru- 
gated paper board spacers as alternate to wood spacers.for bracing containers of 
sNM in steel drums. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/19. JOHNSON.LE. 
Atomic Energy Commission (Pro 750119). 2pp. 62749:110-62749:111. 

“9207220220 Insp of license SNM-154.C-3571 & R-218 on 590120. Noncompliance 
noted.Major areas in8pected:per8onnei,piant operations & maint 
PERRY, W.W. Atomic Energy Commission (Pre 750119). 59/03/19. 11pp. 62749:112- 
62749:122. 

“9207220223 Requests that shipping methods be outlined & justified, preferably by 
methods outlined in K-1019.ina8much as dimensions of 5 gallon pails will preclude 
use of interaction criteria outlined in LA-2063. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/01/28. JOHNSON.LE. 
Atomic Energy Commission (Pro 750119). 2pp. 62749:123-62749:124. 

“9207220227 Forwards application for special nuclear matl license per 590121 Itr. 
FLUERY.ER. Atomic Energy Commission (Pro 750119). 59/02/12. STRAUSER.W.A. 
Atomic Energy Commission (Pre 750119). 5pp. 62749:125-62749:130. 

“9207220230 Forwards licensee request for amend to License SNM-154 per 590121 Itr. 
JOHNSON.L Atomic Energy Commission (Pre 750119). 59/02/12. BECK.C.K. Atomic 
Energy Commission (Pro 750119). Ip. 62749:131-62749:131. 

“9207220235 Advises that license SNM-154 may be amended to authorize addi activi- 
ties. 

MCCALLUM,C.P. Atomic Energy Commission (Pro 750119). 59/02/10. Atomic Energy 
Commission (Pre 7501 1 9). 1 p. 62749:1 32-62749:1 32. 

“0207220238 Advises that App to Spencer 590121 Itr may be withheld from public insp. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 59/02/24. Atomic Energy 
Commission (Pro 750119). Ip. 62749:133-62749:137. 


“9207220277 Informs that AEC cannot approve two mods to license SNM-154 & sug- 
gests that licensee communication to Spencer include listed info. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 59/04/02. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 2pp. 62749:138-62749:139. 

“9207220280 Forwards application for company plans for compliance w/ 10CFR70 sec- 
tion 70.24 per 590407 submittal. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 59/04/09. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:140-62749:140. 

“9207220288 Informs that approval of proposed shipping procedures cannot be deter- 
mined & applicant ^uipment & procedures considereo adequate to protect health & 
minimize danger to life or property. 

PRICE.H.L. Atomic Energy Commission (Pre 750119). 59/04/23. Atomic Energy Com- 
mission (Pre 750119). 2pp, 62749:141-62749:142. 

“9207220296 Forwards licensee requests for approval of shipping procedures for ship- 
ment of enriched U. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 59/05/05. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:143-62749:143. 

“9207220303 Forwards licensee request for amend to provide for addI packaging & 
shipping procedures. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 59/05/14. BECK,C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:144-62749:144. 

“9207220320 Requests that licensee provide addi info to complete evaluation of alarm 
sys & emergency plan in compliance w/ section 70.24. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/05/18. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:145-62749:146. 

“9207220324 Forwards insp rept for licenses SNM-1 54,03571 & R-218.W/0 end. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 59/05/18. BECK,C.K. Atomic 
Energy Commission (Pre 750119). 3pp. 62749:147-62749:150. 

“9207220338 Informs that AEC cannot approve proposed shipping procedure & sug- 

g ests that communication to Spencer include following info as listed. 

:ECK.C.K. Atomic Energy Commission (Pre 750119). 59/06/03. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:151-62749:152. 

“9207220356 Discusses shipment of 3.5% enriched UF6 in MD cylinders & suggests 
that info be incorporated in communication to Spencer Chemical do. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 59/06/04. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:153-62749:154. 

“9207220360 Forwards licensee requests for adequacy of applicant procedures to 
avoid condition of accidential criticality for review. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 59/06/12. CASE.E.G. Atomic - 
Energy Commission (Pre 750119). 1p. 62749:155-62749:155. 

“9207220383 Advises that licensee proposed procedure for shipping U diozide from 
Kansas City to GE at San Francisco, satisfactory. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 59/06/16. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 1p. 62749:156-62749:157. 

“9207220390 Forwards application for amend to license SNM-154 per 590610 
requestW/o end. 

FLUERY.E.R. Atomic Energy Commission (Pre 750119). 59/06/17. CASE.E.G. Atomic 
Energy Commission (Pro 750119). Ip. 62749:158-62749:158. 

“9207220412 Advises that 590610 submittal re instrument,alarm sys & emergency 
evacuation procedures is satisfactory. 

CASE,E.G. Atomic Energy CJommIssion (Pre 750119). 59/06/23. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 2pp. 62749:159-62749:160. 

“9207220419 Responds to 590603-04 memo re licensee requests for approval of pro- 
posed procedures for shipping UF6 containing 3 1/2% enriched U. 

JOHNfeN.L. Atomic Energy Commission (Pre 750119). 59/06/23. CASE.E.G. Atomic 
Energy C:k)mmiS8lon (Pre 750119). Ip. 62749:161-62749:161. 

“9207220420 Responds to 580603-04 memo requesting technical justification for opin- 
ions expressed 

CASE.E.G. Atomic Energy Commission (Pre 750119). 59/07/02. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 2pp. 62749:162-62749:163. 

“9207220422 Requests that approval for further shipment according to shipping proce- 
dures be withdrawn at once & licensee instructed to resubmit plans for shipment 
BECK,C.K. Atomic Energy Commission (Pre 750119). 59/12/07. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 4pp. 62749:164-62749:167. 

“9207230027 Forwards application for amend to license SNM-154 per 591228 request. 
JOHNSON.L. Atomic Energy Commission (Pre 750119). 60/01/20. BECK.C.K. Atomic 
Energy Commission (Pre 750119). 1p. 62749:168-62749:168. 

“9207230032 Advises that approval request for mod of license SNM-154 is satisfactory. 
BECK.C.K. Atomic Energy Commission (Pre 750119). 60/01/27. JOHNSON,L Atomic 
Energy Commission (Pro 750119). 2pp. 62749:169-62749:170. 

“9207230035 Advises that request for approval of procedures for manufacturing fused 
U oxide & U carbides is satisfactory. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 60/01/27. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 2pp. 62749:171-62749:172. 

“9207230038 Provides application re adequacy of applicant procedures to avoid condi- 
tion of accidential criticality per 600127 request. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 60/02/08. BECK.C.K. Atomic 
Energy Commission (Pro 750119). Ip. 62749:173-62749:173. 

“9207230040 Authorizes shipment of 850 lbs of Uo2. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 60/02/26. Atomic Energy 
Commission (Pre 750119). Ip. 62749:174-62749:174. 

“9207230045 Approves shipping procedures for highly enriched U02 & requests further 
info on shipping procedures for approval of routine shipments of matl. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 60/02/26. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:175-62749:176. 
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-9207230046 Recommends that Spencer application re procedures for manufacturing 
fused U oxide & carbide be approved. 

BECK,aK. Atomic Energy Commission (Pre 750119). 60/03/01. JOHNSON.LE- 
Atomic Energy Commission (Pre 750119). 2pp. 62749:177-62749:178. 

-9207230050 R^uests review of 600307 request for adequacy of applicant procedures 
to avoid condition of accidental criticaiity, 

FLEURY.E.R. Atomic Energy Commission (Pre 750119). 60/03/09. BECK.C.K. Atomic 
Energy Commission (Pre 7501 1 9). 1 p. 62749:1 79-62749:1 79. 

-9207230054 Recommends that requests be granted as specific approval for shipment 
of mati. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 60/03/15. JOHNSON, L Atomic 
Energy Commission (Pre 750119). 2pp. 62749:180-62749:183. 

-9207230057 Requests re\dew of 600310 request for amend to license SNM-154 re 
procedures to avoid condition of accidental criticality. 

JOHNSON, L. Atomic Energy Commission (Pre 750119). 60/03/21. BECK.C.K. Atomic 
Energy Commission (Pre 760119). Ip. 62749:184-62749:184. 

-9207230059 Requests review for classification of license status SNM-154 per 600330 
Itr. 

FLUERY.ER. Atomic Energy Commission (Pre 750119). 60/04/05. BECK,C.K. Atomic 
Energy Commission (Pre 750119). ip. 62749:185-62749:185. 

-9207230061 Comments on insp rept re activities at Spencer Chemical Co. 

BECK.C.K. Atomic Energy Commission (Pre 750119). 60/04/07. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). Ip. 62749:186-62749:186. 

-9207230066 Requests review of amend to license SNM-154 re applicant adequacy to 
avoid condition of accidental criticality. 

EDWARDS, C.T. Atomic Energy Commission (Pre 750119). 60/04/18. BECKS, C.K. 
Atomic Energy Commission (Pre 750119). Ip. 62749:187-62749:187. 

-9207230067 Requests review of 600413 request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

EDWARDS, C.T. Atomic Energy Commission (Pre 750119). 60/04/19. BECK,C.K. 
Atomic Energy Commission (Pre 750119). Ip. 62749:188-62749:188. 

-9207230069 Forwards 600422 Itr re license renewal. 

FLUERY.E.R. Atomic Energy Commission (Pre 750119). 60/04/28. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:189-62749:189. 

-9207230072 Responds to 600310 Itr re request for approval of shipping (M-ocedures for 
fully enriched U compounds. 

BECK, C.K. Atomic Energy Commission (Pre 750119). 60/05/04. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:190-62749:191, 

-9207230073 Requests review of 600426 request re amend to license SNM-154. 
JOHSNON.L Atomic Energy Commission ^re 750119). 60/05/06. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:192-62749:192. 

-9207230075 Recommends approval of application for shipping procedures for Uf6. 
CASE,E.G. Atomic Energy Commission (Pre 750119). M/05/13. JOHNSON.LE. 
Atomic Energy Ck)mmission (Pre 750119). 2pp. 62749:193-62749:194. 

-9207230078 Recommends approval of application subject to compliance w/paragraph 
3.1(1)(b) of TID-7019,except as provided for in paragraph D(2)(b) of Spencer applica- 
tion. 

CASE,E.Q. Atomic Energy Commission (Pre 750119). 60/05/23. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 3pp. 62749:195-62749:197. 

-6207230080 Suggests defem'ng action on requests until problems discussed in 600504 
memo are reconciled. 

CASE.E.G. Atomic Energy Commission (Pre 750119). 60/05/23. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 3pp. 62749:198-62749:200. 

-9207230088 Submits 600608 itr for classification review of SNM application suppl. 
FLUERY.ER. Atomic Energy Commission (Pre 750119). 60/06/13. STARUSER,W.A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:201-62749:202. 

-9207230090 Requests review of amend to shipping procedures per 600608 request. 
JOHNSON.L Atomic Energy Commission (Pre 750119). 60/06/14. BECK.C.K. Atomic 
Energy Commission (Pre 750119). 1p. 62749:203-62749:203. 

-9207230113 Summary of 600615 meeting w/licensee in Germantown, MD re Spencer 
shipments of unirradiat^ special nuclear matl. 

NEGREIAN.P. Atomic Energy Commission (Pre 750119). 60/06/16. Atomic Energy 
Commission (Pre 750119). 2pp. 62749:204-62749:209. 

-9207230119 Discusses teicon re amend to license SMN-154 revising shipping contain- 
er oxide & fully enriched solutions. 

LUKE,C.D. Atomic Energy Commission (Pre 750119). 60/07/11. Atomic Energy Com- 
mission (Pre 7501 1 9). 1 p. 62749:21 0-62749:21 0. 

-9207230122 Requests review of 600718 application re procedures to avoid condition 
of accktontial criticality. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 60/07/14. BECK.C.K. Atomic 
Energy Commission (Pre 7501 19^ 1p. 62749:211-62749:211. 

-9207230126 Comments on TID-7019. “Guide to Shipment of U-235 Enriched U Matls.” 
BECK.C.K. Atomic Energy Commission (Pre 750119). 60/07/15. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 2pp. 62749:212-62749:215. 

-9207230129 Forwards amend to license SNM-154 for review. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 60/07/26. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:216-62749:216. 

-9207230167 Responds to 600708 Itr proposing container for shipment of U com- 
pounds & solutions of ail enrichments. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 60/07/26. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 62749:217-62749:218. 

-9207230170 Responds to 600726 memo Spencer has hjimished requesting info in 
600722 Itr. 

* Atomic Energy Commission (Pre 750119). 60/08/02. Atomic Energy Commission 
(Pro 7501 1 9). 2pp. 62749:21 9-62749:220. 


—9207230173 Ack TWX 600808 request approval of shipping procedures. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 60/08/11. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62749:221-62749:221. 

-9207230175 Recommends against licensee requesting waiver of certification require- 
ment per 600608 request. 

CASE.EG. Atomic Energy Commission (Pre 750119). 60/08/16. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:222-62749:223. 

-9207230176 R^uests review of 600909 request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 60/09/13. BECK.C.K. Atomic 
Energy Commission (Pre 750119). 2pp. 62749:224-62749:226. 

-9207230178 Approves procedures for shipping fully enriched UF6. 

BECK,C.K. Atomic Energy Commission (Pre 750119). 60/09/21. JOHNSON.LE. 
Atomic Energy Commission (Pre 750119). 3pp. 62749:226-62749:228. 

-9207230181 Responds to 600915 application requesting approval for shipping U 
hexafluoride.Suggests that licensee follow instruction as listed. 

BECK, C.K. Atomic Energy Commission (Pre 750119). 60/10/12. JOHNSON.L Atomic 
Energy Commission (Pre 750119). 4pp. 62749:229-62749:232. 

-9207230183 Requests review of 601109 request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 60/11/14. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip. 62749:233-62749:233. 

—9207230186 Discusses nuclear safety criteria for high density matls. 

LUKE,C.D. Atomic Energy Commission (Pre 750119). 61/02/24. Atomic Energy Com- 
mission (Pre 750119). 3pp. 62749:234-62749:236. 

-9207230188 Responds to 601109 application & recommends approval of container & 
maximum loading of 11kg U-235.Suggests that recipient inform Spencer of basis for 
findings, as listed. 

LUKEC.D. Atomic Energy Commission (Pre 750119). 61/02/28. DELANEY, J. Atomic 
Energy Commission (Pre 750119). 4pp. 62749:237-62749:240. 

-9207230189 R^uests review of subject request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 61/03/02. LUKE.C. Atomic 
Energy Commission (Pre 750119). Ip. 62749:241-62749:241. 

-9207230192 R^uests review of subject request for adequacy of applicant procedures 
to avoid condition of accidental criticality. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 61/03/03. LUKE.C, Atomic 
Energy Commission (Pre 750119). Ip. 62749:242-62749:242. 

-9207230195 Discusses 610303 memo forwarding subject Itr which supplements Spen- 
cer 600915 applicatlon.AEC has no further objection to application. 

LUKE,C.D. Atomic Energy Commission (Pre 750119). 61/04/21. DELANEY. J. Atomic 
Energy Commission (Pre 750119). 2pp. 62749:243-62749:244. 

-9207230196 Comments on licensee application for renewal of license SNM-154. 
LANE,J.J. Atomic Energy Commission (Pre 750119). 61/04/17. Atomic Energy Com- 
mission (Pro 750119). 4pp. 62749:245-62749:248. 

-9207230197 Insp on 610502-05.Discrepancies noted.Major areas inspected: oper- 

Atinntt niir-loAr fiinlA AA/'tInn 

WHITMAN,A.I. Atomic Energy Commission (Pre 750119). 61/06/27. 19pp. 62749:249- 
62749:267. 

-9207230199 Forward insp rept for license C-4352,SNM-154 & SNM-329.AL insp 794. 
WOOLSEY.R.T. Atomic Energy Commission (Pro 750119), 61/06/30. 

LOWENSTIEN.R. Atomic Energy Commission (Pro 750119). 3pp. 62749:268- 
62749:270. 

-9207230225 Confirms teicon re visit made by representatives from Spencer Chemical 
Co on 61071 1 to discuss criticality. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 61/07/07. LUKE.C.D. 
Atomic Energy Commission (Pre 750119). Ip. 62749:271-62749:271. 

-9207230232 Informs that AEC concluded that proposed procedures do not provide re- 
quiste protection against accidental criticality during shipment of spepial nuclear matl. 
LUKE,C.D. Atomic Energy Commission (Wo 750119). 61/07/11. DELANEY, J.C. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:272-62749:273. 

-9^7230234 Requests review of adequacy of applicant procedures to avoid condition 
of accidentiai criticality. 

NUSSBAUMER.D. Atomic Energy Commission (Pro 750119). 61/08/09. LUKE.C. 
Atomic Energy Commission (Pre 750119). Ip. 62749:274-62749:274. 

-9207230238 Apprwes amend requested by Spencer.covering shipping contmners for 
low onrichod 

LUKE,C.D. Atomic Energy Commission (Pre 750119). 61/09/08. NUSSBAUMER.D.A. 
Atomic Energy Commis^on (Pre 7501 1 9). 2pp. 62749:275-62749:276. 

-9207230239 Comments on adequacy of applicant procedures to avoid condition of ac- 
cidental criticarity requested. 

NUSSBAUMER.b.A. Atomic Energy Commission (Pre 750119). 61/09/25, LUKE.C. 
Atomic Energy Commission (Pro 7501 1 9). 1 p. 62749:277-62749:277. 

-9207230241 Responds to request for approval to revised plans for shipping fused U02 
of enrichments.Recommends against proposed procedures & wish to withdraw ap- 
proval of containers involving safe-volume principle. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 61/12/08. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pro 750119). 2pp. 62749:278-62749:279. 

-9207230244 Comments on Spencer application of 610920 for proposed shipping pro- 
cedures & withdraws approval for Spencer shipping containers as described in appli- 
cation dtd 610903. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 61/12/18. LUKE.C.D. 
Atomic Energy Commission (Pre 750119). Ip. 62749:280-62749:280. 
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-9207230247 Recommends against approval of Si^ncer 610920 application proposing 
shipment of slightly enriched U oxide powder in light gage sheet metal inner contain- 
ers sized for nuclearly safe capacity. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 61/12/27. NUSSBAUMER,D.A. 
Atomic Energy Commission (Pre 750119). 2pp. 62749:281-62749:282. 

-9207230250 Comments on T George 61 1 002 Itr to Spencer Chemical Co & B Leaders 
reply. 

LUKE.C.D. Atomic Energy Commission (Pre 750119). 62/02/09. NUSSBAUMER.D.A. 
Atomic Energy Commission (Pre 750119). 4pp. 62749:283-62749:286. 

-9207230254 Forwards notice of violation to license SNM-154 for concurrence & re- 
quests that licensee submit weighted exposure data on employees who work ir> areas 
w/air concentrations in excess of MPC. 

CUNNINGHAM, R.E. Atomic Energy Commission (Pre 750119). 62/03/26. 

DUBINSKI.L Atomic Energy Commission (Pre 750119). Ip. 62749:287-62749:287. 

—9207230256 Discusses structural adequacy on drum skirts. 

BECK.C. Atomic Energy Commission (Pre 750119). 62/04/02. LUKE.C., LANE,J. 
Atomic Energy Commission (Pre 7501 1 9). 2pp. 62749:288-62749:290. 

-9207230265 Requests that order be drafted to licensee to revoke amend to license 
SNM-154 granted on 610911. End analysis & finding set forth in detail encl.W/o end. 
NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 62/05/29. 

SHAPER, H.K. Atomic Energy Commission (Pre 750119). Ip. 62749:291-62749:291. 

-9207230266 Discusses 640430 visit by G Smith to Jayhawk to conduct close-out insp 
of subject licensee facilities as requested per 64041 3 memo. 

WALKER,D.I. Atomic Energy Commission (Pre 750119). 64/05/20. DUBINSKI.L 
Atomic Energy Commission (Pre 7501 1 Sf: 5pp. 62749:292-62749:300. 

—9207230284 License R-218 for Spencer Chemical Co.authorizing possession of 10 
kilograms normal thorium oxide U oxide mixture for use in process research. 
DELANEY, J.C. Atomic Energy Commission (Pre 750119). 58/01/20. 

WOODWARD.H.F. Spencer Chemical Co. 2pp. 62749:301-62749:302. 

—9207230285 Application for renewal of License R-218. 

LANDRUM, LH. Spencer Chemical Co. 59/01/22. DELANEY. J.C. Atomic Energy Com- 
mission (Pre 750119). 2pp. 62749:303-62749:304. 

—9207230288 License R-218 for Spencer Chemical CO.authorizing to recieve posses- 
sion of & title to 10 kg of normal thorium oxide U oxide mixture for use in process 

DELANEY,J.C. Atomic Energy Commission (Pro 750119). 59/01/29. LANDRUM.LH. 
Spencer Chemical Co. 2pp. 62749:305-62749:306. 

-9207230291 Application for amend to license R-218 to recieve possession of & title to 
1 0 kg of normal thorium oxide-U oxide mixture. 

DINqES,H.R. Spencer Chemical Co. 59/03/03. DELANEY.J.C. Atomic Energy Com- 
mission (Pre 750119). Ip. 62749:307-62749:307. 

—9207230294 Advises that Amend 1 to license issued to authorize transfer & deliver 
possession of refined source matl to individuals licensed by AEC. 

DELANEY. J.C. Atomic Energy Commission (Pre 750119). 59/03/02. DINGES.H.R. 
Spencer Chemical Co. 2pp, 62749:308-62749:309. 

-9207230298 Insp on 590120.No noncompliance noted.Major areas inspected: adminis- 
trative personnel & plant operations. 

DUBINSKI.L. Atomic Energy Commission (Pre 750119). 59/03/19. 12pp. 62749:310- 
62749:326. 

-9207230301 Discusses insp on 600330-0401 of licenses C-4352.R-218. SNM-154 & 
SNM-329.Labeling deficiencies were brought to attention by inspector & corrective 

uiill I'la i’cilfAn Kw 

JOHNSON.L. Atomic^Ene^ Commission (Pre 750119). 60/10/12. LAMBERTUS.H. 
Spencer Chemical Co. Ip. 62749:327-62749:327. 

<-9207240025 Forwards 820604 Itr transmitting results of survey conducted by Gulf Oil 
Chemicals during Aug 1981 & found to be free of contamination. 

CROW.W.T. Uranium Fuel Licensing Branch. 82/09/19. Uranium Fuel Licensing 
Branch. 2pp. 62749:328-62749:329. 

—9207240028 Responds to 820512 request forwarding results of surveys. No detectable 
amounts of natural U or thorium at building site noted during insp. 

MCCORMACK.G.M. Gulf Oil Products Co. 82/06/04. CAIN.C.L. Region 4 (Post 
820201). 8pp. 62749:330-62749:337. 

-9207240031 Forwards insp rapt 26-B134-01 on 820616. 

CROW.W.T. Uranium Fuel Licensing Branch. 82/09/19. Uranium Fuel Licensing 
Branch. 2pp. 62749:338-62749:339. 

-9207240032 Forwards 820614 telcon & insp rept on 800617. 

ALLEN.G.W. Kansas. State of. 82/06/16. CAIN.C.L NRC - No Detailed Affiliation 
Given. Ip. 62749:340-62749:340. 

—9207240044 Insp rept 26-B1 34-01 on 80061 7.No noncompliance noted.Major areas 
inspected:piant operation.personnel.training.survey program.transportation & waste 
disposal. 

BORCHERT.H.R. NRC - No Detailed Affiliation Given. 82/06/17. 11pp. 62749:341- 
62750:032. 

-9207240048 Responds to 590622 application for special nuclear matl license to au- 
thorize chemical conversion of enriched U at addi processing facjlitie8.Reque8t8 addi 
info. 

MCCALLUM.C.P. Atomic Energy Commission (Pre 750119). 59/07/23. 

LAMBERTUS.H. Spencer Chemical Co. 2pp. 62750:033-62750:034. 

-9207240050 Responds to 590723 Itr requesting addi info on 590622 application for 
special nuclear matl license.Provides info. 

LAMBERTUS,H. Spencer Chemical Co. 59/07/28. MCCALLUM.C.P. Atomic Energy 
Commission (Pre 750119). 5pp. 62750:035-62750:039. 

-9207240052 Comments on adequacy of applicant procedures to prevent condition of 
inadvertent criticality requested. 

JOHNSON.L Atomic Energy Commission (Pre 750119). 59/08/06. BECK.C.K. Atomic 
Energy Commission (Pre 750119). Ip. 62750:040-62750:040. 


-9207240056 Informs that applicant is qualified by reason of training & experience to 
use special nuclear mat! for purpose requested.Application meets requirements of 
Commission regulations. 

MCCALLUM.C.P. Atomic Energy Commission (Pre 750119). 59/10/01. Atomic Energy 
Commission (Pre 750119). 2pp. 62750:041-62750:042. 

-9207240059 Ack special nuclear matl license SNM-329 granted w/591001 Itr. 
LAMBERTUS.H. Spencer Chemical Co. 59/10/06. DELANEY.J.C. Atomic Energy 
Commission (Pre 750119). Ip. 62750:043-62750:043. 

-9207240063 Advise licensee under which license wish allocation of 1200 lbs hex 
(11.92 kg U-235). 

DELAN^,J.C. Atomic Energy Commission (Pre 750119). 60/02/12. LAMBERTUS.H. 
Spencer Chemical Co. 3pp. 62750:044-62750:046. 

-9207240067 Informs that licensee are hereby allocated 1 1 .92 kg contained U-235 as 
UF6 containing U enriched to 3.24 plus or minus 0.068% U-235 for use under Ucense 
SNM-329. 

DELANEY, J.C. Atomic Energy Commission (Pre 750119). 60/02/24. LAMBERTUS.H. 
Spencer Chemical Co. 2pp. 62750:047-62750:049. 

-9207240071 Requests info re financial statement to expedite action on future re- 
quests. 

DELANEY.J.C. Atomic Energy Commission (Pre 750119). 60/12/14. LAMBERTUS.H. 
Spencer Chemical Co. Ip. 62750:050-62750:050. 

-9207240073 Forwards annual rept re financial statement per request. W/o end. 
LAMBERTUS,H. Spencer Chemical Co. 60/12/21. DELANEY.J.C. Atomic Energy 
Commission (Pre 750119). Ip. 62750:051-62750:051. 

-9207240075 Ack receipt of 601221 Itr providing annual rept & financial statement. 
DELANEY. J.C. Atomic Energy C:k)mmission (Pre 750119). 60/12/30. 

LAMBERTUS.J.C. Spencer Chemical Co. 4pp. 62750:052-62750:055. 

-9207240078 Authorizes license SNM-329 to ship on one time only basis in fifty-five 

g allon package previously approved. 

IELANEY.J.C. Atomic Energy Commission (Pre 750119). 61/01/24. GREENLEE,N.A. 
Spencer Chemical Co. Ip. 62750:056-62750:057. 

-9207240082 Discusses insp on 610502-05. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 62/04/17. GREENLEE,N. 
Spencer Chemical Co. 3pp. 62750:058-62750:060. 

-9207240086 Responds to 620417 Itr re Insp on 610502-05 providing addi info & App 
I, “Procedures Used to Set Up Sampling Program for Air & Smear Tests." 
LAMBERTUS.H. Spencer Chemical Co. 62/05/14. PRICE.E.R. Atomic Energy Com- 
mission (Pre 750119). 15pp. 62750:061-62750:075. 

-9207240089 Forwards 620417 Itr. 

LAMBERTUS.H. Spencer Chemical Co. 62/05/17. PRICE.E.R. Atomic Energy Com- 
mission (Pre 750119). 2pp. 62750:076-62750:077. 

-9207240093 Ack 620514 Itr informing AEC of steps taken to correct deficiencies noted 
in insp. 

PRICE.E.R. Atomic Energy Commission (Pre 750119). 62/07/17. LAMBERTUS.H. 
Spencer Chemical Co. Ip. 62750:078-62750:078. 

-9207240094 Notice of license expiration. 

NUSSBAUMER.D.A. Atomic Energy Commission (Pre 750119). 62/07/25. 

LAMBERTUS.H. Spencer Chemical Co. Ip. 62750:079-62750:079. 

-9207240098 Informs that all communications re licenses should be directed to Kerr- 
McGee as follows. 

COBB.G.H. Kerr-McGee Chemical Corp. 62/09/06. JOHNSON.L. Atomic Energy Com- 
mission (Pre 750119). Ip. 62750:080-62750:080. 

-9207240101 Advises that licensee complete & return "Certification of Status of Special 
Nuclear Matl Activities under AEC license SNM-329.” 

NAUSSBAUMER,D. Atomic Energy Commission (Pro 750119). 62/10/25. 

GREENLEE,N.M. Spencer Chemical Co. Ip. 62750:081-62750:081. 

-9207240102 Forwards certification of status of special nuclear matl program under 
USAEC for license SNM-329. 

GREENLEE,N.A. Spencer Chemical Co. 62/11/20. NUSSBAUMER.D.A. Atomic 
Energy Commission (Pre 750119). 2pp. 62750:082-62750:082. 

-9207240108 Certificate of disposition of matis:license been or will be prior to expiration 
of above license transferred to SNM-329. 

GREENLEE,N.A. Atomic Energy Commission (Pre 750119). 62/11/20. Ip. 62750:083- 
62750:086. 

-9207240114 Forwards special nuclear matl license. 

DELANEY. J.C. Atomic Energy Commission (Pro 750119). 59/10/01. LAMBERTUS.H. 
Spencer Chemical Co. Ip. 62750:087-62750:087. 

-9207240115 Matls licensing package for license SNM-329 for Spencer Chemical Co. 
DELANEY, J.C. Atomic Energy Commission (Pre 750119). 59/10/02. Ip. 62750:088- 
62750:088. 

9207200219 Final response to FOIA request for documents re most recent insp of 
hosps in State of OH.Forwards documents listed in App A.which are being made avail- 
able for PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 91/11/07. OAVIS.D. Plain Dealer. Cleveland. OH. 6pp. 62525:004- 
62527:331. 

-8901190487 Discusses Safety Insp of License 34-00991-02 on 881214 & fonArards 
notice of violations. 

WEIDEMAN.D.G. Region 3 (Post 820201). 89/01/09. WESELI.R.W. Good Samaritan 
Hosp.. Cincinnati. OH. Ip. 62526:307-62526:308. 

-8901190471 Notice of violation from insp on 881214.Violation8 noted: failure to con- 
duct quarterly physical inventory of all such sources in possession & failure to provide 
radiation safety instructions for nurses caring for patients receiving P-32. 
WIEDEMAN.D.G. Region 3 (Post 820201). 89/01/09. 1. 62526:308-62526:308. 
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-8S01240231 Safety Insp on 890111-12 of Licenses 34-13317-01 & 34-1331 7-02.1nsp 
findingsrdaily performance checks of permanent radiation monitor not recorded & line- 
arify check of dose calibrator not performed. 

GIBBONS, D.R. Region 3 (Post 820201). JACXJUES.LJ. Ohio Valley Hosp.. Steuben- 
ville, OH. 89/01/12. Ip. 62526:214-62526:214. 

-8904130552 Safety insp on 890309 of License 34-06904-01. Insp findings: no violations 
noted. 

PATTERSON, J.W. Region 3 (Post 820201). * Grandview Hosp. & Medical Center, 
Dayton, OH. 89/03/09. Ip. 62526:283-62526:283. 

-8905090349 Safety insp on 890427 of Ucense 34-1 7796-01. Insp findings: no violations 
noted. 

MU LAY, S. Region 3 (Post 820201). * Lorain Community Hosp., Lorain, OH. 89/04/27. 
Ip. 62526:042-62526:042. 

-8905180415 Fonvards ropt of safety insp of Lwenses 34-00398-08 & 34-00398-10 on 
890426.No violation noted. 

MULAY.S. Region 3 (Post 820201). 89/05/08. APPEND. St. Luke’s Hosp.. Cleveland, 
OH. Ip. 62525:218-62526:219. 

-8905180418 Safety insp on 890426 of Licenses 34-00398-08 & 34-00398-10. Insp 
findings:no violations observed. 

MULAY.S. Region 3 (Post 820201). * SL Luke’s Hosp., Cleveland. OH. 89/05/01. Ip. 
62525:219-62625:219. 

-8906020038 Safety insp on 890609 of Licenses 34-01312-01 & 34-01312-05. Insp 
findings:no violations noted. 

REICHHOLD.W.P. Region 3 (Post 820201). PARSONS.J.L Aultman Hosp., Canton. 
OH. 89/05/09. ip. 62527:276-62527:276. 

—8906130014 Safety insp on 890523 of License 34-0501 5-01. No violations observed. 
MULAY.S. J. Region 3 (Post 820201). * Veterans Admin. Medical Center. Dayton, OH. 
89/05/23. Ip. 62527:043-62527:043. 

-8906140094 Discusses safety insp of Licenses 34-00305-03 & 34-00305-04 & for- 
wards notice of violation for License 34-00305-03. 

WIEDEMAN.D.G. Region 3 (Post 820201). 89/05/31. SISTER KATHLEEN Mercy 
Hosp,, Toledo. OH. 2pp. 62525:282-62525:285. 

-8906140096 Notice of violation from insp on 890510. Violations noted: Radex dose cal- 
ibrator tested for linearity & max anticipated activity not used. 

WIEDEMAN.D.G. Region 3 (Post 820201). 89/05/25. 2pp. 62526:284-62525:285. 

-8906140118 Discusses safety insp of Licenses 34-00179-02 & 34-00179-03 on 
890523 & forwards notice of vioiation.Util requested to describe why proposed correc- 
tive action re r<^at violation (Item 1) expectkl to be more successml. 
WIEDEMAN.D.G. Region 3 (Post 820201). 89/06/09. BISHOP.T. Frederick C. Smith 
Clinic. Marion, OH. 2pp. 62526:022-62526:024. 

—8906140123 Notice of violation from insp on 890523.Violations noted: failure to record 
ail survey results.including negative results. 

WIEDEMAN.D.G. Region 3 (Post 820201). 89/06/06. Ip. 62526:024-62526:024. 

-8906200184 Forwards safety insp on 890511 of License 34-03362-03. 
REICHHOLD.W.P. Region 3 (Post 820201). 89/05/23. CRAWFORD.M.A. Akron Gen- 
eral Medical Center, Akron, OH. Ip. 62527:081-62527:082. 

— 89062(X)186 Safety Insp on 890511 of License 34-03362-03.insp findings: annual re- 
fresher training on radiation safety not given to ancillary personnel. 

REICHHOLD,W.P. Region 3 (Post 820201). CRAWFORD.M.A. Akron General Medical 
Center. Akron. OH. 89/05/30. Ip. 62527:082-62527:082. 

-8906290222 Ack receipt of 890615 Itr Informing NRC of steps taken to correct viola- 
tions noted in insp of License 34-00305-03. 

MCELROY.N.L Region 3 (Post 820201). 89/06/22. MOROSS.K.M. Mercy Hosp.. 
Toledo. OH. Ip. 62525:279-62525:279. 

—8906290225 Responds to NRC 890531 Itr re violations noted in insp of License 34- 
00305-03.Corrective actions:quarterty linearity tests using max activity of 150 mCl will 
bo dono 

MOROSS.K,M. Mercy Hosp.. Toledo. OH. 89/06/15. WIEDEM/VN.D.G. Region 3 (Post 
820201). Ip. 62525:280-62525:281. 

—8906290227 Application for amend to License 34-00305-03,relocating radioimmunoas- 
say d^t & changing radiation safety officer. Fee paid. 

MEHTA, G.B. Mercy Hosp., Toledo, OH. 89/05/12. Region 3 (Post 820201). Ip. 
62525:281-62525:281, 

-8908140157 Responds to NRC 890706 Itr re violations noted in Insp of License 34- 
00179-02 on 890523.Corrective action8:written records will be maintained & will be re- 
viewed monthly by radiation safety officer. Radiation survey check record end. 
MILLER,D.M. Frederick C. Smith Clinic. Marion. OH. 89/07/27. CASEY, C. Region 3 
(Post 820201 ). 5pp. 62526:01 6-62526:020. 

—8908140269 Safety insp bn 890727 of Ucense 34-03362-02.lnsp findings: records of 
patient sunre^ after removal of implant source not maintained. 

MULAY,S.J. Region 3 (Post 820201). * Akron General Medical Center, Akron, OH. 
89/07/31 . 2pp. 62527:1 02-62527:1 03. 

-8MNKMK)133 Safety insp on 890822 of Ucense 34-00774-07.lnsp findings: no vioiatiorrs 
not^. 

MADERA, J.R. Region 3 (Post 820201). * ML Carmel Medical Center, Columbus. OH. 
89/08/22. ip. 62525:114-62525:1 14. 

-8910200232 Safety insp on 890927 of Licenses 34-15936-01 & 34-15938-02. Insp 
finding:quarterly linearity checks on licensee dose calibrator did not cover range to 10 
ua. 

GIBBONS.D.R. Region 3 (Post 820201). ROUSON.J.D. Scioto Memorial Hosp., Ports- 
mouth. OH. 89/09/27. Ip. 62526:196-62526:196. 

-8912040039 Safety insp on 890920 of License 34-02007-02.in8p findings: no \riolatlon8 
observed. 

CASEYAC. Region 3 (Post 820201). * Mansfield General Hosp.. Mansfield, OH. 89/ 
09/20. 2pp. 62527:1 86-62527:1 87. 

-9001230162 Safety insp on 891218 of License 34-01 869-02.ln8p findings: no violations 
observed. 

MCCANN.G.M. Rc^n 3 (Post 820201). * Lutheran Medical Center. Cleveland, OH. 
89/12/18. ip. 62527:225-62627:225- 


-9001230206 Forwards safety insp of License 34-03362-02 on 890727. Violation noted. 
MULAY.S. Region 3 (Post 820201). 90/01/03. HEDRICK. W. Akron General Medicai 
Center, Akron, OH. 1p. 62527:101-62527:101. 

-9002260089 Safety insp on 900112 of Ucense 34-021 76-03.lnsp findings: failure to 
check proper operation of teletherapy treatment room door from inside. 
SLAWINSKI.W.J. Region 3 (Post 820201). * St. Elizabeth Medical Center, Dayton. OH. 
90/01/12. Ip. 62527:132-62527:132. 

-9003070064 Discusses safety insp of Ucense 34-00852-03 on 900131. Violations 
noted.’failure to conduct monthly sfxit-checks of teletherapy unit in Feb 1988.Notice of 
violation will not be issued based on successful corrective actions. 

SRENIAWSKI,D.J. Region 3 (Post 820201). 90/02/27. HENSON.E.J. Mercy Medicai 
Center Springfield, OH. Ip. 62525:010-62525:010. 

-9003220284 Safety Insp on 900221 of Ucense 34-1 7088-01 .Insp findings: no violations 
noted.Steps taken to correct violations noted during last insp verified. 

KINQ.W.T. Region 3 (Post 820201). * Veterans Memorial Hosp. of Meigs County, Po- 
meroy. OH. 90/02/21. Ip. 62526:120-62526:120. 

-9003300183 Forwards safety insp of Ucense 34-17013-02 on 900226.No violations 
noted. 

KING.W.T. Region 3 (Post 820201). 90/03/16. BAKER.R. Ucking Memorial Hosp.. 
Newark, OH. 1 p. 62626:1 36-62526:1 37. 

-9003300184 Safety insp on 900226 Of Ucense 34-1 701 3-02.lnsp findings: no violations 
noted.Steps taken to correct violations noted in previous insp verified. 

MCCANN,G.M. Region 3 (Post 820201). * Ucking Memorial Hosp., Newark, OH. 90/ 
03/13. 1p. 62526:137-62526:137. 

-9004100066 Forwards Safety Insp Rept 30-02639/90-01 on 900111 & notice of 
violation.Actions described in licensee 860113 Itr re apparent violations found during 
861203-04 insp also examined. 

SRENIAWSKI.D.J. Region 3 (Post 820201). 90/03/08. STAJDUHAR.P. Veterans 
Admin. Hosp., Cleveland, OH. 2pp. 62525:339-62526:003. 

-9004100070 Notice of violation from insp on 900111. Violation noted: failure of radi- 
ation safety committee to include representative of nursing svc & failure to maintain 
records of leakage tests performed in Jul 1989 on Cs-137 & Ba-133. 
SRENIAWSKl,D.J. Region 3 (Post 820201). 90/03/06. 2pp. 62525:341-62525:342. 

-9004100072 Insp Rept 30-02639/90-01 on 9001 11. Violations noted.Major areas 
inspect6d:corrective action on previous violations, review of organization 
structure, scope of program.audits. training, mat! & personnel radiation protection - ex- 
ternal. 

GIBBONS.D.R., SRENIAWSKI.D.J.. MCCANN.G.M. Region 3 (Post 820201). 90/03/ 
06. 32pp. 62525:343-62526:003. 

-9005020076 Discusses safety insp of Ucenses 34-01131-01 & 34-01131-03 on 
900320-21 & fon^rards notice of violation. 

MCCANN.G.M. Region 3 (Post 820201). 90/04/11. BECK.G. St. Elizabeth Hosp. Med- 
ical Center. Youngstown. OH. Ip. 62526:329-62626:332. 

-9005020080 Notice of violation from insp on 900320-21. Violation noted: failure to store 
radwaste in authorized rooms & failure to check Xe-133 trap for leakage. 

MCCANN, G-M. Region 3 (Post 820201). 90/04/10. 3pp. 62526:330-62526:332. 

—9005020081 Responds to NRC 900308 Itr re violations noted In insp of Ucense 34- 
00203-03 on 9001 1 1 .Corrective actions:regi8tered nurse added as permanent member 
of radiation safety committee & meeting schedules modified. 

STAJDUHAR.P. Veterans Admin. Hosp., Cleveland, OH. 90/03/29. SRENIAWSKt,D.J. 
Region 3 (Post 820201). 3pp. 62525:336-62526:338. 

-9005020082 Discusses safety insp of Ucense 34-17013-01 on 900226 & fonvards 
notice of violationActions examined re apparent violations found during 860826 Insp. 
MCCANN.G.M. Region 3 (Post 820201). 90/04/11. ROHLEDER.H. Ucking Memorial 
Hosp., Newark, OH. 2pp. 62526:159-62526:162. 

-9005020095 Notice of violation from insp on 900226.Vk>lation noted: physician not 
listed in License Condition 12 as authorized user performed In capac'rty from Feb 1989 
- Feb 1990. 

MCCANN, G.M. Region 3 (Post 820201). 90/04/10. 2pp. 62626:161-62526:162. 

-9005230194 Discusses safety insp of Licenses 34-17397-01 & 34-17397-02 on 
900405 & forwards notice of \riolation. Written response required for Violations 1 & 2. 
MCCANN.G.M. Region 3 (Post 820201). 90/05/16. KEENEY.M. Clermont Mercy 
Hosp., Batavia, OH (formerly Qermont County Hosp.). 2pp. 62526:081-62526:084. 

-9005230196 Notice of violation from insp on 900405. Violation noted: failure to monitor 
hands & clothing for contamination & failure to post time needed to reduce concentra- 
tion of radioactive gas to within regulatory limits at area of use. 

MCCANN,G.M. Region 3 (Post 820201). 90/05/16. 2pp. 62526:083-62526:084. 

—9007130009 Ack receipt of 900423 & 0508 Itrs informing NRC of steps taken to cor- 
rect violations noted in in^ of Ucense 34-1 701 3-01 .Records will be changed to indi- 
cate Item 4 as recordkeeping violation onty. 

MCCANN.G.M. Region 3 (Post 820201). 90/07/03. ROHLEDER,H. Licking Memorial 
Hosp., Newark, OH. Ip. 62526:155-62526:158. 

—9007130010 Advises that chart of correction factors posted on side of meters as cor- 
rective action to Item 3 in licensee 900423 ltr.per W Hendricks & W King conversa- 
tion. 

ROHLEDER.H,E Licking Memorial Hosp., Newark. OH. 90/05/08. MCCANN.G.M. 
Region 3 (Post 820201). Ip. 62526:156-62526:156. 

-9007130012 Responds to violations noted in insp of Ucense 34-17013-01. Corrective 
actions:license amend request adding Mason as authorized user being prepared & ra- 
diation committee meeting wilt be scheduled on quarterly basis. 

ROHLEDER.H.E. Ucking Memorial Hosp., Newark. OH. 90/04/23. MCCANN.G.M. 
Region 3 (Post 820201). 2pp. 62526:157-62526:158. 

-9007130058, Submits supplemental response to violations noted in insp of Ucense 34- 
01131-03 on 900320-21 .per 900523 telcon. Corrective actionsrintercomparison correc- 
tion factor for monthly spot check output being included in record. 

BECK,G.E. St. Elizabeth Hosp. Medical Center. Youngstown, OH. 90/05/25. Region 3 
(Post 820201). Ip. 62527:022-62527.*027. 
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-^7130062 Responds to NRC 900411 Itr re violations noted in insp of License 34- 
01131-03 on 900320-21. Corrective actions: intercomparison correction factor for 
monthly spot check output being included in record. 

BECK,G.E. SL Elizabeth Hosp. Medical Center, Youngstown, OH. 90/05/04. Region 3 
(Post 820201). Ip. 62527:023-62527:027. 

-90071 3(K)84 Provides addi info re violations noted in safety insp of License 34-01131- 
01 on 900320-21. Corrective actions: radiation safety committee will review appropri- 
ateness of physicians authorized by license & areas where matls stored. 

BECK.G.E. St. Elizabeth Hosp. Medical Center, Youngstown, OH. 90/05/25. Region 3 
(Post 820201). Ip. 62526:324-62526:328. 

, -9007130085 Responds to NRC 900411 Itr re violations noted in safety insp of License 
34-01 131 -01 .Corrective actions:Xe-133 gas trap will be checked for leakage every 
Friday afternoon after last study performed. 

BECK,G.E. St. Elizabeth Hosp. Medical Center, Youngstown, OH. 90/05/03. Region 3 
(Post 820201 ). 2pp. 62526:325-62526:326. 

-9007130087 Application for amend to License 34-01 131 -01 .authorizing author to use 
Group l-VI matls & relocating storage area. Diagram end. 

LEE,J.J. St. Elizabeth Hosp. Medical Center, Youngstown, OH. 90/03/27. Region 3 
(Post 820201). 2pp. 62526:327-62526:328. 

-9(N)7190378 Safety insp on 900709 of License 34-03362-03.lnsp findings: no violations 

Ot3SOfV0C) 

GIBBONS,D.R. Region 3 (Post 820201). * Akron General Medical Center. Akron, OH. 
90/07/09. ip. 62527:116-62527:116. 

-9007250299 Confirms 900731 enforcement conference in Region III ofc to discuss vio- 
lations re two misadministrations. 

NORELIUS.C.E. Region 3 (Post 820201). EA-90-128. 90/07/23. JENEY.J. St. Luke’s 
Hosp., Cleveland. OH. Ip. 62525:277-62525:277. 

-9008060149 Responds to NRC 900516 Itr re violations noted during insp of Licenses 
34-17397-01 & 34-17397-02.Corrective actions: calculated time needed to reduce 
concentration of radioactive gas within regulatory limits posted in hot lab. 

KEENEY.M. Clermont Mercy Hosp.. Batavia, OH (formerly Clermont County Hosp.). 
90/05/29. Region 3 (Post 820201). Ip. 62526:080-62526:080. 

-9008060157 Responds to W Reichhold telcon reouesting review mechanism for assur- 
ing that technologist surveying hands & clothing for contamination before leaving area 
& calculated time needed to reduce concentration of radiation gas. 

SAUNDERS.G. Clermont Mercy Hosp., Batavia, OH (formerly Clermont County Hosp.). 
90/07/19. Region 3 (Post 820201). Ip. 62526:079-62526:079. 

-9008070337 Forwards Safety Insp Rept 30-17512/90-01 on 900627-29. Violation 
noted.Licen8ee will be notified by separate correspondence of NRC decision re en- 
forcement action based on findings of insp. 

NORELIUS.C.E. Region 3 (Post 820201). EA-90-128. 90/07/26. JENEY.J. St Luke’s 
Hosp., Cleveland. OH. 2pp. 62525:237-62525:271. 

-9008070339 Partially withheld Insp Rept 30-17512/90-01 on 900627-29. Violations 
noted.Major areas inspected.circumstances surrounding two apparent therapeutic mis- 
administrations reported to NRC on 900420 & 0625. 

SLAWINSKI.W.J. Region 3 (Post 820201). 90/07/26. 18pp. 62525:239-62525:271. 

-9008220195 Forwards Enforcement Conference Rept 30-17512/90-02 on 900731. 
NORELIUS,C.E. Region 3 (Post 820201). EA-90-128. 90/08/15. JENEY.J. St Luke's 
Hosp.. Cleveland. OH. Ip. 62525:273-62525:276. 

-9008220196 Enforcement Conference Rept 30-17512/90-02 on 900731. Major areas 
di8Cussed:review of two therapeutic misadministrations & apparent causes, violations & 
concerns identified during insp.licensee corrective actions & NRC enforcement policy. 
SLAWINSKI,W.J. Region 3 (Post 820201). 90/08/10. 3pp. 62525:274-62525:276. 

-9012100200 Discusses safety insp of License 34-01312-05 on 901107 & forwards 
notice of violation. 

SCHULTZ, W.H. Region 3 (Post 820201). 90/11/26. HEDRICK, W. Aultman Hosp., 
Clanton, OH. Ip. 62&7:308-62527:309. 

-9012100204 Notice of violation from insp on 901 107. Violation noted: licensee used 
5,538 Cl Go-60 as sealed source in Theratron 780C unit 
SCHULTZ,W.H. Region 3 (Post 820201). 90/11/26. Ip. 62527:309-62527:309. 

-9101020351 Responds to NRC 901126 Itr re violations noted in insp of License 34- 
01312-01 on 901107.Corrective actions:blood irradiation.uslng Co-60 teletherapy 
unitdiscontinued & technologists informed that irradiation prohibited. 

HEDRICK,W.R. Aultman Hosp., Canton, OH. 90/12/11. SCHULTZ.W,H. Region 3 
(Post 820201). 1p. 62527:307-62527:307. 

-9101110137 Discusses insp of Ucense 34-00305-04 on 901128 & forwards notice of 
violatbn. 

SCHULTZ,W.H. Region 3 (Post 820201). 91/01/04. 0’NEAL,R. Mercy Hosp., Toledo, 
OH. 1p. 62525:317^2525:310. 

-9101110148 Notice of violation from insp on 901128.Violations noted: full & monthly 
calibrs did not include determination of timer linearity & monthly spot checks did not 
include checking electrical & mechanical stotm. 

SCHULTZ, W.H. Region 3 (Post 820201). 91/01/04. 1p. 62525:318-62525:318. 

-9102120152 Safety insp on 910129 of License 34-1331 7-01. Insp findings: leak tests of 
Co-60 sealed sources not performed at proper frequencies. 

CAMERON.J.L Region 3 (Post 820201 ). 91 /01 /29. 1 p. 62526:248-62526:248. 

-9103120018 Forwards safety insps for Licenses 34-00774^07 & 34-00774-04.No viola- 
tions obsenred. 

PATTERSON,J.W. Region 3 (Post 820201). 91/03/06. MARTiN,S.C. Mt. Carmel Medi- 
cal Center, Columbus, OH. Ip. 62525:132-62525:133. 

-9103120020 Safety insp on 910222 & 0228 of Ucenses 34-00774-07 & 34-00774- 
04.lnsp finding8:no violations observed. 

PATTERSON,J.W. Region 3 (Post 820201). * ML Carmel Medical Center, Columbus, 
OH. 91/02/28. ip. 62525:133-62525:133. 

-9104120007 Discusses safety insp of licenses 34-00852-02 & 34-00852-03 on 910305 
& fonwaids notice of violation. 

SCHULTZ.W.H. Region 3 (Post 820201). 91/03/28. HENSON.E.J. Mercy Medical 
Center Springfield,OH. 2pp. 62525:027-62525:031. 


-9104120010 Notice of violation from insp on 910305.Violation noted: failure to post 
calculated time & safety measures to be instituted in case of spill of Xe-1 33 gas at 
area of use. 

SCHULTZ, W.H. Region 3 (Post 820201). 91/03/28. 3pp. 62525:029-62525:031. 

-9104120100 Safety insp on 910325 of license 34-021 76-01 .Insp findings: licensee 
failed to perform daily constancy check of dose calibrator. ^ 

GIBBONS,D.R. Region 3 (Post 820201). * St. Elizabeth Medical Center, Dayton, OH. 
91/03/25. Ip. 62527:147-62527:147. 

-9104160111 Discusses safety insp on 910326 of licenses 34-02007-01 & 34-02007-02 
& forwards notice of violation for license 34-02007-01. 

SCHULTZ. W.H. Region 3 (Post 820201). 91/04/10. CHIN.D. Mansfield General Hosp., 
Mansfield. OH. Ip. 62527:205-62527:207. 

-9104160115 Notice of violation from insp on 910326.Violation noted’.dose calibr used 
to measure patient doses of radiopharm & was not checked for constancy.failure to 
survey kit preparation area & Tc-99m eluted from generator not assayed for Mo-99. 
SCHULTZ. W.H. Region 3 (Post 820201). 91/04/10. 2pp. 62527:206-62527:207. 

-9105020008 Safety Insp on 910411-12 of licenses 34-01869-01 & 34-01 869-02.lnsp 
findings:survey instrument calibr records did not include all info, per 10CFR35.51(b). 

• Region 3 (Post 820201). * Lutheran Medical Center. Cleveland, OH. 91/04/12. Ip. 
62527:240-62527:240. 

-9105020311 Discusses insp of Ucenses 34-00746-02 & 34-00746-03 on 910410-11 & 
forwards notice of violation. 

SCHULTZ,W.H. Region 3 (Post 820201). 91/04/22. HOLLEFREUND.B. Mt. Sinai 
Medical Center, Cleveland, OH. 1 p. 62525:1 72-62525:1 75. 

-9105020313 Notice of violation for insp on 91 0410-11. Violation noted: survey instru- 
ments not calbr 1 /3 & 2/3 of full scale on each scale up to 1 R/hr.Thyroid burden of 
two patients not measured within three days after administration of dosage. 
SCHULTZ.W.H. Region 3 (Post 820201). 91/04/22. 3pp. 62525:173-62525:175. 

-9105080005 Responds to NRC 910318 Itr re violations noted in insp of licenses 34- 
00852-02 & 34-00852-03.Corrective actions: radiation committee met on 910412 & 
approved addition of GT Bretz & B Mervin as authorized users of matls. 

NAIR.R.P. Mercy Medical Center, Durango, CO. 91/04/16. SCHULTZ.W.H. Region 3 
(Post 820201). 4pp. 62525:032-62525:035. 

-9105140325 Responds to NRC 910104 Itr re violations noted In insp of License 34- 
00305-04.Corrective actions:head swivel angle tests will commence w/Feb 1991 spot 
test.Disputes violation re nondetermination of timer linearity. 

O’NEAUR.E. Mercy Hosp., Toledo, OH. 91/01/30. SCHULTZ.W.H. Region 3 (Post 
820201). 9pp. 62525:308-62525:316. 

-9105150158 Responds to NRC Itr re violations noted in insp of License 34-00305- 
04.Corrective actions:beginning 910414 three timer measurements will be made during 
monthly spot check of cobalt teletheraoy unit 

0’NEAL.R.E. Mercy Hosp., Toledo, OH. 91/04/15. SCHULTZ.W.H. Region 3 (Post 
820201). 2pp. 62525:305-62525:306. 

-9105150180 Ack receipt of 910130 Itr informing NRC of steps taken to correct viola- 
tions noted during insp of Ucense 34-00305-04 & requests response within 30 days 
describing actions to prevent violations from recurring. 

SCHULTZ, W.H. Region 3 (Post 820201). 91/03/18. 0’NEAL.R. Mercy Hosp., Toledo. 
OH. 1p. 62525:307-62525:307. 

-9105160037 Responds to NRC 910422 Itr re violations noted during insp of Ucenses 
34-00746-02 & 34-00746-03.Corrective actions:all future instruments calibrs will be 
performed by Victoreen.lnc. 

STEFANAKOS.T.K. Mt Sinai Medical Center. Cleveland. OH. 91/05/02. Region 3 
(Post 820201). 2pp. 62525:170-62525:171. 

-9105230184 Responds to violations noted in insp of License 34-02007-01. Corrective 
actions:technoiogists given copy of Itr of violations to read,sign & date for inclusion in 
policy & procedures manual. 

CHIN.D. Mansfield General Hosp., Mansfield, OH. 91/05/06. SCHULTZ.W.H. Region 
3 (Post 820201). 2pp. 62527:203-62527:204, 

-9106180105 Safety insp on 910604 of license 34-17397-02.lnsp findings: no violations 
noted. 

GIBBONS, D.R. Region 3 (Post 820201). 91/06/04. Ip. 62526:102-62526:102. 

-9107160236 Discusses safety insp of license 34-00799-03 & forwards notice of viola- 
tion. 

SCHULTZ,W.H. Region 3 (Post 820201). 91/07/03. ZIEGENHORN.D. Veterans 
Admin. Medical Center, Cincinnati, OH. Ip. 62525:090-62525:096. 

-9107160241 Notice of violation from insp on 910513-14.Violation noted: wipe test sur- 
veys not preformed at required frequencies between Sept 1990 & May 1991. 

SCHULTZ, W.H. Region 3 (Post 820201). 91/07/03. 6pp. 62525:091-62525:096. 

-9107260026 Forwards safety insp of license 34-01131-03 on 910522. Violation noted. 
LAMBERT,K.J. Region 3 (Post 820201). 91/06/14. CHHABRA,A.S. St Elizabeth 
Hosp. Medical Center, Youngstown. OH. 1p. 62527:167-62527:168. 

-9107260033 Safety insp on 910522 of license 34-011 31 -03.lnsp findings: records of 
leak tests & monthly spot checks not properly maintained. 

Region 3 (Post 820201). * St Elizabeth Medical Center, Dayton, OH. 91/06/07. Ip. 
62527:168-62527:168. 

-9106020332 Safety insp on 910724 of license 34-1 701 3-02Jnsp findings: no violations 
observed. 

* Region 3 (Post 820201). * Ucking Memorial Hosp., Newark, OH. 91/07/24. 1p. 
62526:178-62526:178. 

-9108260056 Discusses insp of license 34-00203-03 on 910723-24 & forwards notice 
of violation. 

SCHULTZ.W.H. Region 3 (Post 820201). 91/08/20. QERBER.C. Veterans Admin. 
Hosp., Cleveland, OH. 2pp. 62526:004-62526:015. 

-9108260059 Notice of violation from insp on 910723-24.Violation noted: licensee used 
ir-192 in manner not authorized by part 35 & individuals in Lab K108 used between 
200 & 2600 uO of I-125 as sodium iodide in iodination procedures. 

SCHULTZ.W.H. Region 3 (Post 820201). 91/08/20. 10pp. 62526:006-62526:015. 
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-0109100106 Ack receipt of 910801 Itr informing NRC of steps taken to correct viola- 
tions noted in insp of license 34-00799-03. 

SCHULT2.W.H. Region 3 (Post 820201). 91/08/30. ZIEGENHORN.D. Veterans 
Admin. Medical Center, Cincinnati. OH. Ip. 62525:083-62525:089. 

-0109100117 Responds to NRC 910731 Itr re violations noted in insp of license 34- 
00799-03 on 910613-14.Correctlve actions:NRC instructed Nuclear Medicine Staff to 
correctly identify patients before performing any type of procedures. 

ZIEGENHORN.D.L Veterans Admin. Medical Center, Cincinnati, OH.' 91/08/01. 
SCHULTZ.W.H. Region 3 (Post 820201). 6pp. 62525:084-62525:089. 

-910924tK)16 Safety insp on 910829 of license 34-01312-01 .insp findings: no violations 
(^served. 

CAMERdN.J.L Region 3 (Post 820201). * Aultman Hosp., Canton, OH. 91/08/29, Ip. 
62627:289-62527:289. 

-9100240019 Safety insp on 910816 of license 34-1 331 7-02.1nsp findings: no violations 
observed. 

SIMMONS.F. Region 3 (Post 820201). * Ohio Valley Hosp., Steubenville, OH. 91/08/ 
16. ip. 62526:265^2526:265. 

-9109270081 Confirmatory action Itr confirming understanding re recommencement of 
patient treatments at facility.per 910923 telcon.Reinterates that cobalt teletherapy unit 
serviced & tested for proper operation by manufacturer. 

DAVIS, A.B. Region 3 (Post 820201). CAL-RIII-91-11. 91/09/24. JENEy,J. St Luke’s 
Hosp., Cleveland, OH. Ip. 62525:278-62525:278. 

-9110070059 Safety insp on 910923 of license 34-0501 5-01. Insp findings: no violations 
noted. 

* Region 3 (Post 820201), * Veterans Admin. Medical Center, Dayton, OH. 91/09/23. 
Ip. 62527:063-62527:063. 

-9110080002 Safety insp on 910920 of license 34-1 7796-01. Insp findings: failure to 
conduct check of dose calibrator linearity before first use/at installation & failure of 
radiation safety committee to moot during second quarter of 1991. 

CAMERON, J.L. Region 3 (Post 820201). • Lorain Community Hosp., Lorain, OH. 91/ 
09/20. 2pp. 62526:058-62526:059. 

-9207200243 Insp ropt 30-07510/90-01 on 900 131. Violation noted.Major areas 
inspected:scope of program,training,radiological protection procedures, matis, facilities 
& instruments,recelpt of matl & personnel radiation protection - external. 

UMBERT,K.J. Region 3 (Post 820201). 90/02/16. 16pp. 62525:011-62525:026.' 

-9207200251 Insp rept 30-02659/91-01 on 91 0305. Violations noted.Major areas 
inspect6d:8Cope of program, Internal audits or Insps, training,retrainlng & instructions to 
workers,faciiities & equipment & radiological protection procedures. 

SIMMONS,!., SCHULT2,W,H. Region 3 (Post 820201). 91/03/25. 18pp. 62525:036- 
62525:062. 

—9207200263 Insp rept 30-07510/91-01 on 91 0305. Violations noted.Major areas 
inspected:scope of program, internal audits or Insps, training, retraining & Instructions to 
workers,facilities, equipment & radiological protection procMures, 

SIMMONS,!., SCHUL!Z.W.H. Region 3 (Post 820201). 91/03/25. 20pp. 62525:063- 


-9207200309 Insp rept 30-02648/91-01 on 910513-U.VIolations noted.Major areas 
inspected.'scope of program,intomal audits or insps, training,retraining & instructions to 
workers, facilities & equipment & radiological protection procedures. 

CAMERON, J.L. SCHUL!Z.W.H. Region 3 (Post 820201). 91/06/30. 17pp. 62525:097- 
62525:1 13. 

-9207200328 Insp ropt 30-11998/89-01 on 890822.No violations noted.Major areas 
lnspected:scope of program, training, radiological protection procodure8.matls.facillties 
& instruments, receipt of matl & personnel radiationprotoctlon - external. 

MADERA. J.R., SRENIAWSKI.D.J. Region 3 (Post 820201). 89/09/01. 17dd, 
62525:115-62525:13! ^ 

-9207200332 Insp rept 30-02653/91-01 on 910222 & telcon on 910228.No violations 
noted.Major areas lnspected:scope of program. Internal audits or 
lns^.training.retraining & instructions to workers & facilities & equipment. 

PATTERSON, J.W., SCHUL!Z,W.H. Region 3 (Post 820201). 91/03/05. 17pp. 
62525:134-62525:152. 

-9207200337 Insp rept 30-11998/9!01 on 910222.No violations noted.Major areas 
in8pected:scope of program, internal audits or insps, training, retraining & instructions to 
workers, facilities, equipment & radiological protection procedures. 

PATTERSON, J.W., ^HUL!Z,W.H. Region 3 (Post 820201). 91/03/05. 17pp. 
62525:153-62525:169. ^ 

-9207200351 Insp rept 30-02651/91-01 on 910410-1!Violation noted.Major areas 
ln 8 pected: 8 C 0 pe of program,intomal audits or insps, training.retraining & Instructions to 
workers, facilities & equipment & radiological protection procures. 

SCHUL!Z,W.H. Region 3 (Post 820201). 91/04/22. 18pp. 62525:176-62525:197. 

-9207210025 Insp rept 30-15270/91-01 on 910410-1!Vlolation noted.Major areas 
in8pected:8Cope of program,intomal audits or inspections, training.retraining & instruc- 
tions to workers, facilities, equipment & radiological protection procedures. 
S!EWARD,W.J., SCHULTZ.W.H. Region 3 (Post 820201). 91/04/22. 18pp. 
62525:198-62525:217. 

-9207210101 Insp rept 30-17512/89-01 on 920426.No violations noted.Major areas 
inspected:8C0pe of program.training.radiological protection procedure8,matis,facilitie8 
& instruments, receipt of matl & personnel radiation protection - external. 

• Region 3 (Post 820201). 91/05/02. 17pp. 62525:220-62525:236. 

-9207210154 Provides instnictions put into effect immediately, including that no patient 
will be treated unless check between two technicians at machine to set up sheet indi- 
cating field of treatment & time of treatment. 

CA!ANZARO,P.J., MAMACO$,J.P. St. Luke's Hosp.. Cleveland, OH. 90/06/26. 
MCCANN, M. Region 3 (Post 820201). Ip. 62525:272-62525:272. 

-9207210223 Insp rept 30-02641/89-01 on 890510. Violations noted.Major areas 
inspected:8cope of program,internal audits or insps, training, retraining & instructions to 
worker8.radiotogical protection procedures & matl8.facilities & instruments. 
MULLAUER.J., * Region 3 (Post 820201). 89/05/23. 19pp. 62525:286-62525:304. 


-9207210244 Insp rept 30-12134/90-01 on 901 128. Violations noted.Major areas 
inspected:organization, scope of program, radiological protection 

procedures,matIs, facilities & instruments, receipt of matl & personnel radiation protec- 
tion - external. 

REICHHOLD.W.P.. SCHUL!2,W.H. Region 3 (Post 820201). 91/01/03. 20pp. 
62525:319-62525:335. 

-9207210276 Responds to NRC Itr re insp of nuclear medicine facility. Provides assur- 
ance that licensee now recording radiation levels & activities of all sites which are 
surveyed,ln accordance w/NRC concern. 

GARVIN.J.C. Frederick C. Smith Clinic, Marion, OH. 89/07/06. LYNCH, J. Region 3 
(Post 820201 ). 1 p. 62526:021 -62526:021 . 

-9207210301 Insp rept 30-02637/89-01 on 890523.Violations noted.Major areas 
lnspocted:scope of program.training.retraining & instruction to workers.radiological pro- 
tection procedures & matls.facilities & instruments. 

CASEY.C. Region 3 (Post 820201). 89/06/02. 17pp. 62526:025-62526:04! 

—9207210318 Insp rept 30-13621/89-01 on 890427.No violations noted.Major areas 
inspected:scope of program, internal audits or insps, training.retraining & instruction to 
workers.radiological protection procedures & matis, facilities & instruments. 

• Region 3 (Post 820201). 89/05/02. 15pp. 62526:043-62526:057. 

-9207210335 insp rept 30-13621/91-01 on 890427.Violations noted.Major areas 
in8pected:8cope of program.internal audits or insps, training.retraining & instructions to 
workers,faciiities & equipment & radiological protection procedures. 

CAMERON,J.L.. SCHUL!Z,W.H. Region 3 (Post 820201). 91/10/03. 19pp. 62526:060- 
62526:078. 

-9207220149 Insp rept 30-22539/90-01 on 900405. Violations noted.Major areas 
inspected:scope of program.training.radiological protection procedures, matls.facilities 
& Instruments, receipt of matl & personnel radiation protection - external. 
REICHHOLD.W.P., MCCANN.G.M. Region 3 (Post 820201). 90/05/0! 17pp. 
62526:085-62526:10! 

-9207220155 Insp rept 30-22539/91-01 on 910604.No violations noted.Major areas 
in 8 pected:organi 2 atlon,scope of program.lntemal audits or insps, training, retraining & 
instructions to workers, facilities, equipment & matis. 

GIBBONS.D.R.. SCHUL!Z.W.H. Region 3 (Post 820201). 91/06/1! 17pp. 62526:103- 
62526:119. 

-9207220158 Insp rept 30-12173/90-01 on 90022!No violations noted.Major areas 
in8pected:scope of program.lntemal audits or insps, training.retraining & instructions to 
workers,radiolgoical protection procedures & matls.facilities & Instiuments. 

KINQ.W. Region 3 (Post 820201). 90/03/02. 15pp. 62526:121-62526:135. 

-9207220193 Insp rept 30-13048/90-01 on 900226.No violations noted.Major areas 
lnspected:8copo of program.training.radiological protection procedures.matls, facilities 
& instruments, receipt of matl & personnel radiation protection - external. 

KING.W.!., MCCANN.G.M. Region 3 (Post 820201). 91/03/13. 17pp. 62526:138- 
62526:154. 

-9207220250 Insp rept 30-12054/90-01 on 90041 0. Violations noted.Major areas 
inspected:scope of program.lntemal audits or insps, training.retraining & instruction to 
workers,radiological protection procedures & matls.facilities & instrument. 

KING.W.!. Region 3 (Post 820201). 90/04/10. 15pp. 62526:163-62526:177. 

-9207220260 Insp rept 30-13048/91-01 on 910724.No violations noted.Major areas 
in8pected:scope of program.lntemal audits or insps, training.retraining & instructions to 
workers.facilities. equipment & radiological protection procMures. 

MULLAUER,J., SCHUL!Z,W.H. Region 3 (Post 820201). 91/07/30. 17pp. 62526:179- 
62526:195. 

-9207220278 Insp rept 30-10064/88-01 on 890926-27.No violations noted. Major areas 
inspected:scope of program.training.radiolgical protection procedures, matls.facilities & 
instrument8,receipt of matl & personnel radiation protection - external. 

GIBBONS.D.R. Region 3 (Post 820201). 89/10/03. 17pp. 62526:197-62526:213. 

-9207220292 Insp rept 30-00429/89-01 on 890111-12.Violations noted.Major areas 
inspected:8cope of program.training.radiological protection procedures, matis, facilities 
& instruments.receipt of matl & personnel radiation protection - external. 
GIBBONS,D.R. Region 3 (Post 820201). 89/01/19. 17pp. 62526:215-62526:232. 

-9207220365 Insp ropt 30-07576/89-01 on 8901 11 -12. Violations noted.Major areas 
inspected:scope of program.lntemal audits or insps, training.retraining & instructions to 
workers,radiolo^cal protection procedures & matls,facilitie8 & instruments. 
GIBBONS.D.R. Region 3 (Post 820201). 89/01/19. 15pp. 62526:233-62526:247. 

-9207220381 Insp rept 30-00429/91-01 on 910l29.Violations noted.Major areas 
inspected:8COpe of program.training.radiological protection procedures, matis, facilities 
& Instruments, receipt of matl & personnel radiation protection - external. 

CAMERON. J.L Region 3 (Post 820201). 91/01/29. 15pp. 62526:249-62526:264. 

-9207220392 Insp rept 30-07576/91-01 on 910816.No violations noted.Major areas 
in8pected:8cope of program.lntemal audits or insps, training.retraining & instructions to 
workers, facilities & equmant & radiological protection procedures. 

SIMMONS,!., SCHUL!Z.W.H. Region 3 (Post 820201). 91/09/14. 17pp. 62526:266- 
62526:282. 

-9207220406 Insp rept 30-02765/89-01 on 89-01.No violations noted.Major areas 
inspected:8cope of program,intemal audits or insps. training,retraining & Instruction to 
worker8,radiologicai protection procedures & matis l^cilities & instruments. 
PATTERSON, J^W. Region 3 (Post 820201). 89/03/22. 17pp. 62526:284-82526:300. 

-9207240051 Insp rept 30-02665/88-01 on 881214.Violations noted.Major areas 
inspected:scope of program.lntemal audits or insps, training.retraining & instruction to 
workers, radiological protection procedures & matl8.faciltties & instruments. 

* Region 3 (Post 820201 ). 88/ 1 2/28. 1 5pp. 62526:309-62526:323. 

-9207240064 Insp rept 30-02670/90-01 on 900320-2!Vioiations noted.Major areas 
inspected:8cope of program.lntemal audits or insps, training.retraining & instruction to 
workers.radiolgical protection procedures & matis, facilities & instruments. 
REICHHOLD.W.P., MCCANN,G.M. Region 3 (Post 820201). 90/04/30. 50pp, 
62526:333-62527:02! 
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-S207240074 Insp rept 30-19865/90-01 on 900320-21 .Violations noted.Major areas 
inspectedrscope of program, radiological protection procedures, matls, facilities & 
instruments, receipt of matl, personnel radiation protection - external & surveys. 
REICHHOLD.W.P., MCCANN,G.M. Region 3 (Post 820201). 90/04/03. 15pp. 
62527:028-62527:042. 

--9207240088 Insp rept 30-02735/89-01 on 890523.No violations noted.Major areas 
inspected;scope of program, internal audits or insps, trainlng,retraining & Instructions to 
workers, radiolgical protection procedures & matls,facilities & instruments. 

* Region 3 (Post 820201). 89/05/31. 21pp. 62527:044-62527:062. 

—9207240(}95 Insp rept 30-02735/91-01 on 910923.No violations noted.Major areas 
inspected.scope of program, internal audits or insps, training, retraining & instructions to 
workers,facilities & equipment & radiological protection procedures. 

SCHULTZ, W.H. Region 3 (Post 820201). 91/09/28. 18pp. 62527:064-62527:080. 

-9207240100 Insp rept 30-10343/89-01 on 89051 1. Violations noted.Major areas 
inspected.scope of program,training,radiological protection procedures,matls, facilities 
& instruments, receipt of matl & personnel radiation protection - external. 
REICHHOLD,W.P. Region 3 (Post 820201). 89/05/22. 18pp. 62527:083-62527:100. 

-9207240112 Insp rept 30-02718/8901 on 890727.Violations noted.Major areas 
inspected:scope of program, internal audits or insps, training, retraining & instruction to 
workers, radiological protection procedures & matls,facilities & instruments. 

* Region 3 (Post 820201). 89/08/02. 12pp. 62527:104-62527:115. 

-9207240132 Insp rept 30-10343/90-01 on 900709.No violations noted.Major areas 
inspected:scope of program,training,radioiogical protection procedures, matls,facilities 
& instruments,receipt of matl & personnel radiation protection - external. 

GIBBONS, D.R., MCCANN,G.M. Region 3 (Post 820201). 90/07/12. 15pp. 62527:117- 
62527:131. 

-9207240140 Insp rept 30-12065/90-01 on 9001 12. Violations noted.Major areas 
lnspected:scope of program, training, radiological protection procedures, matls,facilitles 
& instruments,receipt of matl & personnel radiation protection - external. 

* Region 3 (Post 820201). 90/02/02. 14pp. 62527:133-62527:146. 

-9207240147 Insp rept 30-02700/91-01 on 91 0325.Violations noted.Major areas 
inspected:scope of pro 9 ram, internal audits or insps, training, retraining & instructions to 
workers,faciiities & equipment & radiological protection procedures. 

GIBBONS.D.R. Region 3 (Post 820201). 91/04/01. 19pp. 62527:148-62527:166. 

-9207240159 Insp rept 30-19865/91-01 on 91 0522. Violations noted.Major areas 
inspectedrscope of program,intemal audits or insps, training, retraining & instructions to 
workers,faciiities, equipment & radiological protection procedures. 

LAMBERT,KJ. Region 3 (Post 820201). 91/06/13. 17pp. 62527:169-62527:185. 

-9207240164 Insp rept 30-00407/89-01 on 890920.No violations noted.Major areas 
Inspectedrscope of program,trainlng, radiological protection proceduro8,matls, facilities 
& instruments, receipt of matl & personnel radiation protection - external. 

CASEY, C.C. Region 3 (Post 820201). 89/11/21. 15pp. 62527:188-62527:202. 

-9207240176 Insp rept 30-00407/91-01 on 910326.No violations noted.Major areas 
inspected:scope of program,intemal audits or insps, training, retraining & instructions to 
workers.facilities, equipment & radiological protection procedures. 

GIBBONS.D.R., SCHULTZ.W.M. Region 3 (Post 820201). 91/04/10. 17pp. 62527:208- 
62527:224. 

-9807240179 Insp rept 30-00404/89-01 on 891218.No violations noted.Major areas 
inspectedrscope of program.training,radiological protection procedures.matls, facilities 
& instruments.receipt of matl & personnel radiation protection - external. 
MCCANN,G.M. Region 3 (Post 820201). 90/01/11. 14pp. 62527:226-62527:239. 

-9807240196 Insp rept 30-02690/91-01 on 91 041 1-1 2. Violations noted.Major areas 
inspectedrscope of program.internal audits or insps, training, retraining & instructions to 
work6rs,facilities & equipment & radiological protection procedures. 

SCHULTZ,W.H. Region 3 (Post 820201). 91/04/19. 17pp. 62527:241-62527:258. 

-9207240207 Insp rept 30-00404/91-01 on 91 041 1-1 2. Violations noted.Major areas 
inspectedrscope of program.internal audits or insps, training.retraining & instructions to 
workers, facilities, equipment & radiological protection procedures. 

SCHULTZ,W.H. Region 3 (Post 820201). 91/04/19. 17pp. 62527:259-62527:275. 

-9207240213 Insp rept 30-02675/89-01 on 890509.No violations noted.Major areas 
inspectedrscope of program, training.retraining & instructions to workers, radiological 
protection procedures, matls, facilities & instruments & posting of notices. 
REICHHOLD.W.P. Region 3 (Post 820201). 89/05/16. 12pp. 62527:277-62527:288. 

-9207240219 Insp rept 30-02675/91-01 on 910829.No violations noted.Major areas 
inspectedrscope of program.internal audits or insps, training.retraining & instructions to 
workers.facilities & equipment & radiological protection procedures. 

CAMERON. J.L, SCHULTZ, W.H. Region 3 (Post 820201). 91/09/14. 17pp. 62527:290- 
62527:306. 

-9207240236 Insp rept 30-00401/90-01 on 901 107. Violation noted.Major areas 
inspectedrscope of program.training,radiological protection procedures, matls, facilities 
&. instruments, receipt of matl & personnel radiation protection - external. 
CAMERON.J.L Region 3 (Post 820201). 90/11/14. 16pp. 62527:314-62527:331. 

-9207260326 Forwards log of leak tests conducted on 891031 & 900424, in response to 
NRC 901107 Insp. 

HEDRICK.W.R. Aultman Hosp., Canton. OH, 90/11/09. CAMERON.J.L. Region 3 
(Post 820201). 4pp. 62527:310-62527:313, 

9207220267 FOIA request for revised MOU between NRC & Federal Bureau of Investi- 
gation (FBI) dtd 910529 & MOU promulgated in 1979. 

FUNDERBURK, C.J. Hopkins. Sutter. Hamel & Park (formerly Hopkins & Sutter). 91/ 
10/21. GRIMSLEY.D.H. NRC - No Detailed Affiliation Given. Ip. 62462:334- 
62462:334. 

9207220302 Partial response to FOIA request for documents-Records identified in app 
A Already available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 91/11/15. FUNDERBURK, C.J. Hopkins, Sutter, Hamel & Park (formerly Hop- 
kins & Sutter). 2pp. 62462:332-62462:333. 


9207220307 FOIA request for end 4 to CRGR meeting 201 held on 910226, which 
deals w/ review of draft generic Itr requesting revised TS & exceptions to 
10CFR50,app J. 

WILLIAMS.O.G. JRA Associates. OGW-91-131. 91/10/11. GRIMSLEY.D.H. Division of 
Freedom of Information & Publications Services (Post 890206). Ip. 62462:325- 
62462:325. 

9207220309 Final response to FOIA request for documents-Records in app A end & are 
being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Sen/ices (Post 
890205). 91/11/15. WILLIAMS.O.G. JRA Associates. 2pp. 62462:326-62462:331. 

-9207220312 End 4 to minutes of CRGR meeting 201 re draft generic Hr on changes in 
TS surveillance interval & exceptions to 10CFR50,app J to accommodate 24 month 
fuel cycle. 

* Committee to Review Generic Requirements. 91/11/15. Committee to Review Ge- 
neric Requirements. 4pp. 62462:328-62462:331. 

9207220318 FOIA request for results of INPO most recent insp of Byron Station. 

VON ZELLEN.B.W. DeKalb Area Alliance for Responsible Energy. 91/10/26. 
GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post 
890205). Ip. 62462:339-62462:339. 

9207220322 Final response to FOIA request for results of INPO most recent insp of 
plant. No agency records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. VON ZELLEN.B.W. DeKalb Area Alliance for Responsible Energy. 
Ip. 62462:340-62462:340. 

9207220323 Partial response to FOIA requesLApp G documents in PDR.App H & I doc- 
uments being made available in PDR.App J documents withheld (ref FOIA exemptions 
5-7).App I documents partially withheld (ref FOIA exemptions 5-7). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. ZACK,C. Zack Co. 9pp. 62455:164-62456:023. 

-8208190047 Forwards NRR rept re allegations concerning LaSalle HVAC reptResults 
of Region 3 matl test program & Part 21 notification re welder qualification need to be 
reconciled to declare sys structurally acceptable. 

BOSNAK,R.J. Mechanical Engineering Branch. 82/07/31. NOVAK, T.H. Assistant Di- 
rector for Licensing. 34pp. 62455:175-62455:211. 

-9207220332 Forwards stated 820607 decision finding that Zack Co improperly sus- 
pended employee for making allegation re plant. 

LIEBERMAN.J. Ofc of Inspection & Enforcement, Director (820201-870413). EA-82- 
095. 82/07/19. WARNICK.R. Region 3 (Post 820201). Ip. 62455:174-62455:174. 

-9207220340 Forwards M Sinclair interrogatories on Contentions 6,8 & 16 re investiga- 
tions on plant. 

SHAFER.W.D. Region 3 (Post 820201). 82/10/06. FOSTER, J.E. Region 3 (Post 
820201). Ip. 62455:212-62455:223. 

-9207220346 Forwards statements of former plant employee re alleged harassment by 
Zack Co mgt,to be included in ongoing insp. 

SPESSARD,R.L. Region 3 (Post 820201). 83/11/03. PAWLIK,E.T. Region 3 (Post 
820201). Ip. 62455:224-62455:224. 

-9207220348 Forwards Investigation Rept Q3-82-057 re alleged improper termination of 
employees by Zack Co for reporting deficiencies at plant. 

PAWLIK,E.T. Region 3 (Post 820201). 87/03/20. DAVIS, A.B. Region 3 (Post 820201). 
Ip. 62455:225-62455:225. 

-9207220352 Investigation rept Q3-82-057 re alleged improper termination of plant em- 
ployees by Zack (Do.Case closed due to lack of resources. 

PAUUR.C., PAWLIK,E.T. Region 3 (Post 820201). 87/03/20. 2pp. 62455:226- 
62455:227. 

-9207220358 Details allegations reported through util on 811005 re Zack Co.Info par- 
tially deleted. 

WEIL,C.H. Region 3 (Post 820201). 82/07/22. KEPPLER,J.G. Region 3 (Post 
820201). 3pp. 62455:228-62455:230. 

-9207220363 Partially deleted memo re investigation into discrimination complaint in- 
volving Zack Co at plant. 

FOSTER, J.E. Region 3 (Post 820201). 82/08/16. KEPPLER.J.G. Region 3 (Post 
820201). Ip. 624W:231-62455:231. 

-9207220367 Partially deleted memo describing actions taken re inquiry into termination 
of Zack Co employees, per 820816 memo. 

FITZGERALD,Ia. Ofc of Inspection & Enforcement Director (820201-870413). 82/ 
08/20. Ofc of Inspection & Enforcement Director (820201-870413). Ip. 62455:232- 
62455:233. 

-9207220371 Partially deleted memo re Ofc of Investigations issue. 

KEPPLER,J.Q. Region 3 (Post 820201). 82/10/04. FOSTER, J.E. Region 3 (Post 
820201 ). 1 p. 6245^234-62455:234. 

-9207220376 Partially deleted memo re Ofc of Investigations issues.Addl info end. 
WEIUC.H. Region 3 (Post 820201). 82/10/06. FOSTER, J.E. Region 3 (Post 820201). 
9pp. 62455:235-62455:243. 

-9207220378 Requests info re employment at Zack Co for investigation. Info withheld. 
FOSTER,J.E. Region 3 (Post 820201). 82/10/28. CIONI.M. Affiliation Not Assigned. 
7pp. 62455:244-62455:253. 

-9207220385 Forwards affidavits of former Zack Co employees re insp at stated 
plants.lnfo deleted. 

KEPPLER.J.G. Region 3 (Post 820201). 83/08/09. CUMMINGS, J.J. Office of Inspec- 
tor & AudHor (Pre 890417). Ip. 62455:254-62455:255. 

-9207220301 Forwards deposition & exhibits re former Zack Co employee, for investi- 
gation of plant deficiencies.Info deleted. 

KEPPLER,J.G. Region 3 (Post 820201). 83/08/31. CUMMINQS,J.J. Office of Inspec- 
tor Sl Auditor (Pre 890417). Ip. 62455:256-62455:256. 

-9207220395 Interview of B Garde on 830926.Pp 1-73. 

GARDE,G. Government Accountability Project. 83/09/26. 100pp. 62455:257- 
62455:329. 
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-920722039S Forwards Insp Repts 50-329/83-08 & 50-330/83-08 re concerns w/const 
deficiencies involving Zack Co.W/o encl.lnfo withheld. 

WEIL,C.H. Region 3 (Post 820201). 84/06/29. Affiliation Not Assigned. 1p. 
62455:330-62455:330. 

-9207220399 Informs that investigation into Zack Co QA program (ref insp repts 50- 
329/83-08 & 50-330/83-06) clewed due to lack of resources.tnfo deleted.Addl info 
end. 

WEIL,C.H. Region 3 (Post 820201). 88/07/12. Affiliation Not Assigned. 5pp. 
62455:331-62455:335. 

-9207220403 Undated memo re interview re Zack Co harassment allegations, (ref B 
Garde 840208 telcon).Addl info encl.lnfo deleted. 

PAUUR.C. Region 3 (Post 820201). 91/11/15. Region 3 (Post 820201). 49pp. 
62455:336-62456:023. 

9207220329 FOIA request for results of INPO most recent Insp of Maine Yankee Nucle- 
ar Power Plant 

HALL,D.W. Affiliation Not Assigned. 91/11/01. GRIMSLEY.D.H. Division of Freedom 
of Information & Publications Services (Post 890205). Ip. 62462:335-62462:335. 

9207220334 Final response to FOIA request for results of INPO most recent insp of 
plantNo agency records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. HALL, D.W. Affiliation Not Assigned. 1p. 62462:336-62462:336. 

9207220339 FOIA request for results of INPO most recent insp of Davis Besse Nuclear 
Power Plant 

JOHNSTON.C.B. Toledo Coalition for Safe Energy. 91/10/31. GRIMSLEY.D.H. Divi- 
sion of Freedom of Information & Publications Senrices (Post 890205). Ip. 62462:337- 
62462:337. 

9207220343 Final response to FOIA request for results of INPO most recent insp of 
plantNo agency records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. JOHNSTON.C.B. Toledo Coalition for Safe Energy. Ip. 
62462:338-62462:338. 

9207220350 FOIA request for results of INPO most recent insp of Trojan plant 
MARBET.LK. Don’t Waste Oregon (Committee. 91/10/22. GRIMSLEY.D. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 62456:027- 
62456:027. 

9207220353 Rnal response to FOIA request for results of INPO most recent insp of 
plantNo agency records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. MARBET.LK. Don’t Waste Oregon Committee. Ip. 62456:028- 
62456:028. 

9207220368 FOIA request for documents dtd prior to 1983 showing deoxygenation 
using hydrazine followed by activatod carbon to catalyze hydrogen-oxygen reaction & 
ion exchange resin to eliminate carbon contaminants & excess hydrazine. 
MCMILLIN.T.W. Gerstman & Ellis. Ltd. 91/10/17. Office of Administration (Post 
890205). 2pp. 62456:024-62456:025. 

9207220375 Final response to FOIA request for documents re hydrazine to reduce 
owgen levels in fluids.No agency records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. MCMILLIN.T.W. Gerstman & Ellis, Ltd. Ip. 62456:026-62456:026. 

9207270290 FOIA request for documents re incident that occurred on 910827 concern- 
ing pump motor from facility & release of approx five gallons of low level radioactive 
water. 

GARDNER, M.J. Clark & Stant, P.C. 91/08/30. NRC - No Detailed Affiliation Given. Ip. 
62546:069-62546:069. 

9207270302 Final response to FOIA request for documents re 910827 incident involving 
pump motor & release of approx five gallons of low level radioactive water.Forwards 
a|^ A documents which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/13. GARDNER,M.J. Clark & Stant P.C. 3pp. 62546:070-62546:208. 

-9207270325 Rev 1 to Procedure Change 91-5 to Procedure HP-7.1.40, “Packaging & 
Shipment of Radioactive Matl.” 

* Virginia Power (Virginia Electric & Power Co.). 01/04/09. 86pp. 62546:073- 
62546:181. 

-9207280194 Partially deleted one liners for 910830. 

STOHR,J.P. Region 2 (Post 820201). 91/11/13. EBNETER.S.D. Region 2 (Post 
820201). 3pp. 62546:182-62546:184. 

-9207280196 Partially deleted items of interest for wk ending 910830. 

* Region 2 (Post 820201). 91/08/30. Region 2 (Post 820201). 11pp. 62546:185- 
62546:195. 

-9207280214 Expresses appreciation for group participation in Region II response to 

g iant transportation evenlRequests that antique items from response be forwarded to 
e included in lessons leamedJnfo requested before 910904. 

HUFHAM.J. Region 2 (Post 820201). 91/06/30. MILHOAN.J. Region 2 (Post 820201). 
Ip. 62546:196-62546:208. 

9207270310 Partial response to FOIA request for documents re const, 
operation.licensing & relicensing of facility & insp &/or enforcement issues.App OO 
documents end & being made available in PDR. 

GRIMSLEY.D.H. Diwsion of Freedom of Information & Publications Services (Post 
8SK)205). 91/12/03. (^URRAN.D. Harmon. Curran. Gallagher & ^ielberg (formerly 
Harmon, Curran & Tousley). CURRAN, D. Native Americans for a Clean Environment. 
2pp. 62519:352-62519:359. 

-9207270348 Discusses NRC 860319 Itr re followup efforts on Kerr-McGee Sequoyah 
facility. 

STELLO.V. Ofc of the Executive Director for Operations. 86/04/22. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners (Post 750119). 2pp. 62519:354-62519:355. 

-9207270353 Provides list of topics discussed w/M Nichols during period 901204-07. 
GARCIAPJ- Uranium Recovery Field Ofc. R4. 90/12/21. BEACH.A.B. Uranium Re- 
coveiy Field Ofc. R4. 2pp. 62519:356-62519:369. 


9207270315 FOIA request for documents re NRC insp rept that resulted from special 
insp on 820413-14 at Cleveland Cline Foundation.Cleveland.OH.due to teietherapy ad- 
ministration at hosp. 

DAVIS.D. Plain Dealer, Cleveland, OH. 91/11/07. NRC - No Detailed Affiliation Given. 
Ip. 62519:291-62519:291. 

9207270317 Final response to FOIA request for documents re special insp of Cleveland 
Clinic Foundation.Cleveland.OH on 820413-14. Fonwards documents listed in App 
A, which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/19. DAVIS.D. Plain Dealer. Cleveland. OH. 2pp. 62519:292- 
62519:308. 


9207270333 Responds to FOIA appeal for Chairman Seaborg 640515 Itr. Ltr end. 
THOMPSON, H.L Dep Exec Dir for Nuc Matls Safety.Safeguards & Operations Sup- 
port (Post 890205). 91/11/14. SPENCER.M. Shaw. Pittman. Potts & Trowbridge. IP. 
62519:339-62519:351. 

-9207270361 Summarizes Commission answers & questions re making of findina of 
practical value & what sources of cost info Commission would rely upon in maxing 
such finding. 

SEABORG, G.T. Atomic Energy Commission (Pre 750119). 64/05/15. PASTORE 
Senate. 7pp. 62519:340-62519:351. 

9207270341 FOIA request for documents re any contract NRC currently has w/PHH Ho- 
mequity Corp. 

FREN(5h,A.G. Zuckert, Scoutt, Rasenberger & Johnson. 91/11/01. REED,C.A. Free- 
dom of Information & Local Public Document Room Branch. 1p. 62519:309- 
62619:309. 

9207270342 Appeals denial of FOIA request for documents re 640515 Itr from Chairman 
Seaborg. 

SPENCER.M.S. Shaw, Pittman, Potts & Trowbridge. 91/10/08. TAYLOR. J.M. Ofc of 
the Executive Director for Operations. 2pp. 62519:337-62519:338. 

9207270344 Final response to FOIA request for documents re any contract NRC cur- 
rently has w/PHH Homequity Corp.Forwards documents listed in App A,which are 
being made available in PDR. 

GRIMSLEY.D.H. Office of Information Resources Management (Post 890205). 91/11/ 
19. FRENCH,A.G. Zuckert. Scoutt, Rasenberger & Johnson. 2pp. 62519:310- 
62519:336. 


-9207270355 Package consisting of NRC purchase orders w/Homequity.Inc. 

HOYLE.A., NIEMEYER.E., SMITH, P. NRC - No Detailed Affiliation Given. 91/11/19. 
25pp. 62519:312-62519:336. 

9207280171 FOIA request for documents re “bidders" on contracts or 
solicitations, NRC-28-90-240.NRC-38.91-346,NRC-33-90-204. RS-Per-90-339,RFP- 

NRR-91-028,IRM-90-208,NRC-03-90-033 & NRC.89-133. 

NASH,E.C. Volt Temporary Services. NRC-28-91.240. NRC-38-91-346. 91/10/05. 
REED,C.A. Freedom of Information & Local Public Document Room Branch. Ip. 
62512:095-62512:095. 

9207280183 Final response to FOIA request for documents re listed contracts & 
solic'itations.Forwards documents listed in App A which are being made available for 
PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/12/09. NASH.E.C. Volt Temporary Services. 2pp. 62512:096-62512:105. 

-9207280186 Bidder list for NRC-38-91-346/RS-PER-90-339 & NRC-33-90-208/ IRM- 

90- 208. 

* Division of Freedom of Information & Publications Services (Post 890205). NRC-38- 

91- 346. NRC-33-90-208. 91/12/09. 8pp. 62612:098-62512:105. 

9207280201 FOIA request for documents that formed basis of NRC 900412 Itr from SD 
Ebneter to WG Hairston entitled, "Completion of Confirmation of Action Ltr Commit- 
ments" & any Internal NRC TIA review of 900320 loss of off-site power at plant 
LAMBERSKI,J. Troutman, Sanders, Lockerman & Ashmore. CAL. 91/10/22. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890206). 1 p. 6251 9:246-6251 9:255. 

9207280206 Partial response to FOIA request for documents.0ocument8 listed in App 
KK enci & are being made available in PDR.App LL documents withheld in part (ref 
FOIA exemption 6) & Info In App MM withheld entirely (ref FOIA Exemption 7A). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/19. CURRAN, D. Harmon, Curran, Gallagher & Spielbeig (formerly 
Harmon, Curran & Tousley). 6pp. 62512:021-62512:094. 

-9207280227 Package consisting of info re constoperatlon, licensing, event 
notification.teicon record.incident repts,memo & correspondence of Sequoyah U proc- 
essing plant In Gore.OK. 

* Sequoyah Fuels Corp. 91/11/19. 67pp. 62512:029-62512:094. 

9207280210 Partial response to FOIA request for documents re NRC TIA review of 
900320 loss of off-site power event at plant. Forwards documents listed in App C 
which are being made available for P0R.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/12/09. LAMBERSKI.J. Troutman, Sanders. Lockerman & Ashmore. 3pp. 
6251 9:256-6261 9:290, 

-9(K)8100157 Responds to 900712 memo re telecommunications problems during plant 
eventCommercial portion of problem due to power source for telephone sys being 
damaged.Recommendation made to Incident Response Branch that test be conduct- 
ed. 

KELLAM.T.B, Telecommunications Branch. 90/07/27. WEISS.E.W. Incident Response 
Branch. 2pp. 62519:288-62519:289. 

-9207280218 Discusses AIT investigation of 900320 event at plant, involving loss of off- 
site power & failure of onsite power on demand at Unit 1. 

ALDERMAN.H. ACRS - Advisory (Committee on Reactor Safeguards. 90/03/28. 
LEWIS,H.W. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 62519:259- 
62519:260. 
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-9207280225 Summarizes NRC IIT Rept,NUREG-1410. “Loss of Vital AC Power & RHR 
During Mid-Loop Operations At Vogtie Unit 1." Excerpts from NUREG-1410 end. 
BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 90/06/08. 
CARROLL, J. ACRS - Advisory Committee on Reactor Safeguards. 27pp. 62519:261- 
62519:287. 

-9207280232 Discusses ACRS briefing on status of NRC staff actions resulting from IIT 
investigation of plant loss of power/loss of decay heat removal event of 
900320.AEOD memo providing status rept encl.W/o end. 

BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 91/03/26. ACRS 
- Advisory Committee on Reactor Safeguards. Ip. 62519:290-62519:290. 

9207280285 FOIA request for documents re most recent INPO insp rept for plant & util. 
BOWLES, D.K. Affiliation Not Assigned. 91/11/07. GRIMSLEY.D. Division of Freedom 
of Information & Publications Services (Post 890205). 1p. 62514:159-62514:159. 

9207280273 Final response to FOIA request for documents re most recent INPO insp 
results for plant & utll.No records subj to request located. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/27. BOWLES,D. Affiliation Not Assigned. Ip. 62514:158-62514:158. 

9207280282 FOIA request for documents re 910806 presentation of course entitled, 
“NRC:What It Is & What It Does.” 

UNNERSTALL.K. Newman & Holtzinger. 91/10/23. GRIMSLEY,D.H. Division of Free- 
dom of Information & Publications Services (Post 890205). Ip. 62514:008-62514:008. 

9207280287 Final response to FOIA request for documents.Forwards copies of hand- 
outs at 910806 presentation of course entitled, “NRC: What It Is & What It Does," 
which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/19. UNNERSTALL.K. Newman & Holtzinger. Ip. 62514:009- 
62514:157. 

—9207280291 Forwards NUREG-0325,rev 14 dtd 900815 consisting of functional organi- 
zation charts for all NRC ofcs.reglons & components. 

BIRD.P.E. NRC - No Detailed Affiliation Given. 90/09/20. NRC - No Detailed Affiliation 
Given. 2pp. 6251 4:01 0-6251 4:1 57. 

9207280289 FOIA request for documents re contract NRC-33-90-206 awarded by NRlC 
for procurement of voice mail sys. 

JACKSON,J.A. Dickstein, Shapiro & Morin. NRC-33-90-206. 91/08/22. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 2pp. 62546:209-62546:210. 

9207280294 FOIA request for document re Cost Proposal for Data General Equipment 
Maint (RS-IRM-91-198). 

HOYT.J. Data General Corp. 91/09/09. WEBBER.R.B. Division of Freedom of Infor- 
mation & Publications Services (Post 890205). 2pp. 62519:201-62519:202. 

9207280298 Final response to FOIA request for documents re contract NRC-33-90- 
206.App A partially withheld document end (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). NRC-33-90-206. 91/11/27. JACKSON.J.A. Dickstein, Shapiro & Morin. 4pp. 
62546:21 1 -62546:224. 

-9207280302 Partially withhold "VSSI Cost Response To NRC RFP RS-IRM-89-148.” 
* Voice Systems & Services, Inc. (VSSI). RS-IRM-89-148. 89/09/25. lOpp, 
62546:215-62546:224. 

9207280322 FOIA request for documents re winning proposal submitted by Westing- 
house Electric (}o resulting in contract NRC-04-91-049 dtd 910603 for severe accident 
training. 

KIDD.Y. Kidd & Co. NRC-04-91-049. 91/09/06. REED.C.A. Division of Freedom of In- 
formation & Publications Services (Post 890205). Ip. 62547:001-62547:001. 

920728032S FOIA request for documents re technical proposal submitted by Sys Auto- 
mation Corp in response to solicitation RFP ORM-86-264. 

WEIGLE,R.F. Aronson, Fetridge, Welgle & Stem. 91/08/14. GRIMSLEY.D. Division of 
Freedom of Information & Publications Services (Post 890205). Ip. 62514:160- 
62514:160. 

9207280328 FirmI response to FOIA request for documents re shutdown & low power 
operations.App N documents being placed in PDR. App O documents withheld (ref 
FOIA Exemption 4).App P documents partially withheld (ref FOIA Exemption 4 & 6). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/25. REDDA.T. Southern Technical Senrices, Inc. 5pp. 62546:225- 
62546:246. 

-9004230293 Trip rept of 900219-27 visit to Fontenay-aux-Roses.France & Flamanvill# 
& Chinon Nuclear Power Plants.Expresse8 appredatlon for assistance in setting mp 
tfto. 

JONES, W.R. Reactor Operations Analysis Branch. STEIN, S.R. Special Inspeqtion 
Branch. 90/04/04. BURKE, K. International Programs (870413-911116). 16pp. 
62546:230-62546:246. 

9207280330 Final response to FOIA request for documents re technical proposal sub- 
mitted by Sys Automation Corp in response to solicitation RFP ORM-86-264.Partlailly 
withheld App A document enci & placed in PDR (ref FOIA Exemption 4). 
GRIMSLEY.D.H. Division of Freedom of Information & PubliOBitions Services (Post 
890205). 91/11/25. WEIGLE,R.F. Aronson, Fetridge, Welgle & Stem. 3pp. 62514:161- 
6251 4:299. 

9207280331 Rnal response to FOIA request for document8.App A documents available 
in PDR.Forwards app B documents wNch are being made available In PgR.Portions 
of app B documents being withheld (ref FOIA Exemimon 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/15. KIDD.Y. Kidd & Co. 4pp. 62547:002-62547:166. 

-9207280338 Forwards best & final offer in remnse to 910405 request in order to im- 
plement program on development of criteria for severe accident training.per NRC so- 
licitation RS-RES-91-049. 

MILLER.W.G. Westinghouse Electric Corp. 91/04/18. TAYLOR, S. NRC - No Detailed 
Affiliation Given, ip. 62647:006-62547:006^^ 

-9207280348 RS-RES-91-049,Vol 1, "Development of Criteria for Severe Accident 
Trainir^” technical & mgt propo8al.Apr 1991. 

FOSTW.T.M. Westinghouse Electric Corp. RS-RES-91-049. 91/11/15. 150pp. 
62547:007-62547:166. 


9207280366 Final response to FOIA request for documentS-Document listed in App A 
being withheld in entirety (ref FOIA Bcemption 4). Nonproprietary versions of request- 
ed technical & best & final offer end. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/27. HOYT.J. Data Genera! Corp. 3pp. 62519:203-62519:245. 

-9207280377 Partially deleted package consisting of request for proposal RS-IRM-91- 
1 98 re Data General equipment maint. 

* NRC - No Detailed Affiliation Given. 91/11/27. 40pp. 62519:206-62519:245. 

9207280378 Final response to FOIA request for revised MOU between NRC Federal 
Bureau of Investigation dtd 910529 & MOU promulgated in 1979.App B documents 
being placed in PDR. 

GRIMSLEY.D.H, Division of Freedom of Information & Publications Services (Post 
890205). 91/11/27. FUNDERBURK, C. Hopkins, Sutter, Hamel & Park (formerly Hop- 
kins & Sutter). 2pp. 62512:106-62512:114. 

-9207280387 MOU between NRC & Federal Bureau of Investigation re nuclear threat 
incidents involving NRC licensed facilities, matls or activities. 

CARR.K. Commissioners (Post 750119). SESSIONS.W.S. Federal Bureau of Investiga- 
tion. 91/05/29. 6pp. 62512:109-62512:114. 

9207290100 FOIA request for documents re NRC rept to ACRS concerning Connecticut 
Yankee Atomic Power Co application for const permit to build Haddam Neck Plant. 
LAWRENCE.J.W. Winston & Strawn. 91/10/24. ROBINSON.L Division of Freedom of 
Information & Publications Services (Post 890205). 2pp. 62548:001-62548:004. 

9207290109 FOIA request for documents re ACRS meeting on 640214 concerning info 
requested in FOIA request 91-463. 

LAWRENCE,J.W. Winston & Strawn. 91/11/01. HARDZOG.R.C. Division of Freedom 
of Information & Publications Services (Post 890205). 2pp. 62548:003-62548:004. 

9207290115 Partial response to FOIA request for documents.Forwards app C docu- 
ments which are being made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/12/19. UWRENCE,J.W. Winston & Strawn. 3pp. 62548:005-62548:295. 

-9207290118 Forwards 640203 rept concerning util. 

CASE,E.G. Atomic Energy Commission (Pre 750119). 64/02/03. KOUTS.H. ACRS - 
Advisory Ck)mmlttee on Reactor Safeguards. Ip. 62548:008-62548:008. 

-9207290134 Rept to ACRS on Connecticut Yankee Atomic Power Plant, Unit 1. 

* Atomic Energy Commission (Pre 750119). 64/02/03. 18pp. 62548:009-62548:026. 

-9207290140 Discusses 670224 telcon w/Okrent re ACRS Subcommittee meeting on 
Connecticut Yankee.AddI info provided. 

BOYD.R.S. Atomic Energy Commission (Pre 750119). 67/02/27. ROSEN, M. Atomic 
Energy Commission (Pre 7501 19). 2pp. 62548:027-62548:030. 

-9207290147 Rept 3 to ACRS providing addi info re Connecticut Yankee Power Co. 

* Atomic Energy Commission (Pre 750119). 67/03/09. 24pp. 62548:031-62548:064. 

-9207290158 Informs that based on results of 670321 meeting w/util, NRC agrees w/ 
position taken by Connecticut Yankee in amend 15 to license. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 67/03/28. PALLADINO.N. 
ACRS - Advisory Committee on Reactor Safeguards. 1 p. 62548:065-62548:065. 

-9207290180 Forwards rept on listed reactor w/ref to matter of steel liner.Nelson studs 
& containment pressure criteria. 

NEWMARK,N.M. Nathan M. Newmark Consulting Engineering Services. 67/04/07. 
MORRIS, P.A. Atomic Energy Commission (Pre 750119). Ip. 62^8:066-62548:070. 

-9207290192 Forwards safety evaluation re proposed issuance of provisional OL au- 
thorizing Connecticut Yankee Atomic Power Co to operate Haddam Neck Plant nucle- 
ar reactor. 

MORRIS, P.A. Atomic Energy Commission (Pro 750119). 67/05/12. KNAPP,S.R. Con- 
necticut Yankee Atomic Power Co. Ip. 62548:071-62548:071. 

-9207290197 Safety evaluation concluding that Haddam Neck Plant can be operated as 
proposed w/o endangering health & safety of public. 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 67/05/11, 45pp. 62548:072- 
62548:116. 

-9207290208 Forwards rept to ACRS on Connecticut Yankee Atomic Power Co applica- 
tion for full term OL for Haddam Neck plant,for review. 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 71/01/26. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 62548:117-62548:117. 

-9207290210 Rept fo ACRS re Connecticut Yankee Atomic Power Co full term OL 
review. 

* Atomic Energy Pommission (Pre 750119). 71/01/26. 61pp. 62548:118-62548:178. 

-9207290274 Forwards status of thirty four Items of Interest identified by Subcommittee 
concerning Connecticut Yankee Atomic Power CO application for full term license on 
710113. 

MORRIS,PA Atomic Energy Commission (Pro 750119). 71/02/22. BUSH,S.H. ACRS 

- Advisory Committee on Reactor Safeguards. 1p. 62548:179-62548:179. 

-9207290277 Supp1 1 to rept to ACRS dtd 710126. 

* Atomic Energy Commission (Pro 750119). 71/02/22. 13pp. 62548:180-62548:192. 

-9207290281 Safety evaluation accepting performance of (Onnecticut Yankee Atomic 
Power CO including qualifications of support group & administrative controls estab- 
lished to maintain level of competence of operating personnel. 

* Atomic Energy Commission (Pre 750119). 71/07/01. 20pp. 62548:193-62548:212. 

-9207290292 SuppI to safety evaluation approving design & performance of reactor 
plant & competence of operating organization. 

* Atomic Energy commission (Pre 750119). 74/12/27. 83pp. 62548:213-62548:295. 

-9207290118 Forwards 640203 rept concerning util. 

CASE,E.G. Atomic Ene^ Commission (Pre 750119). 64/02/03. KOUTS,H. ACRS - 
Advisory committee on Reactor Safeguards. 1 p. 62548:008-62548:008. 

-^9207290134 Rept to ACRS on Connecticut Yankee Atomic Power Plant,Unlt 1. 

* Atomic Energy Commission (Pro 750119). 64/02/03. 18pp. 62548:009-62548:026. 
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“9207290140 Discusses 670224 telcon w/Okrent re ACRS Subcommittee meeting on 
Connecticut Yankee.Acldl info provided. 

BOYD,R.S. Atomic Energy Commission (Pre 750119). 67/02/27. ROSEN, M. Atomic 
Energy Commission (Pre 750119). 2pp. 62548:027-62548:030. 

“9207290147 Rept 3 to ACRS providing add! info re Connecticut Yankee Power Co. 

* Atomic Energy Commission (Pre 750119). 67/03/09. 24pp. 62548:031-62548:064. 

“9207290156 Informs that based on results of 670321 meeting w/util, NRC agrees w/ 
position taken by Connecticut Yankee in amend 15 to license. 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 67/03/28. PALLADINO.N. 
ACRS - Advisory Committee on Reactor Safeguards. Ip. 62548:065-62548:065. 

“9207290180 Forwards rept on listed reactor w/ref to matter of steel liner, Nelson studs 
& containment pressure criteria. 

NEWMARK,N.M. Nathan M. Newmark Consulting Engineering Services. 67/04/07. 
MORRIS.P.A. Atomic Energy Commission (Pre 750119). Ip. 62548:066-62548:070. 

“9207290192 Forwards safety evaluation re proposed issuance of provisional OL au- 
thorizing Connecticut Yankee Atomic Power Co to operate Haddam Neck Plant nude- 
fir rofictor 

MORR1S.P.A. Atomic Energy Commission (Pre 750119). 67/05/12. KNAPP.S.R. Con- 
necticut Yankee Atomic Power Co. Ip. 62548:071-62548:071. 

“9207290197 Safety evaluation concluding that Haddam Nock Plant can be operated as 
proposed w/o endangering health & safety of public. 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 67/05/11. 45pp. 62548:072- 
62548:116. 

“9207290206 Forwards rept to ACRS on Connecticut Yankee Atomic Power Co applica- 
tion for full term OL for Haddam Nock plant,for review. 

MORRIS, P.A. Atomic Energy Commission (Pre 750119). 71/01/26. BUSH.S.H. ACRS 

- Advisory Committee on Reactor Safeguards. Ip. 62548:117-62548:117. 

“9207290210 Rept to ACRS re Connecticut Yankee Atomic Power Co full term OL 
ffiviow* 

* Atomic Energy Commission (Pre 750119). 71/01/26. 61pp. 62548:118-62548:178. 

“9207290274 Forwards status of thirty four items of interest Identified by Subcommittee 
concerning Connecticut Yankee Atomic Power Co application for full term license on 
710113. 

MORRIS,P.A. Atomic Energy Commission (Pre 750119). 71/02/22. BUSH,S.H. ACRS 

- Advisory Committee on Reactor Safeguards, Ip. 62548:179-62548:179. 

“9207290277 Supp1 1 to rept to ACRS dtd 710126. 

* Atomic Energy Commission (Pre 750119). 71/02/22. 13pp. 62548:180-62548:192. 

“9207290281 Safety evaluation accepting performance of Connecticut Yankee Atomic 
Power Co including qualifications of support group & administrative controls estab- 
lished to maintain level of competence of operating personnel. 

* Atomic Energy Commission (Pre 750119). 71/07/01. 20pp. 62548:193-62548:212. 

“9207290292 SuppI to safety evaluation approving design & performance of reactor 
plant & competence of operating organization. 

* Atomic Energy Commission (Pre 750119). 74/12/27. 83pp. 62548:213-62548:295. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


9207020041 Advises that responses to Generic Ur 88-20,Suppl 4 re IPEEE methods ac- 
ceptable & submittal schedule not acceptable. Requests that schedule be reassessed 
for closure of severe accident issues. 

LE,N.B. Project Directorate 11-1. TAG M83627. 92/06/26. WATSON.R.A. Carolina 
Power & Light Co. 4pp. 62183:329-62183:332. 

9207020054 Informs that response to Generic Ltr 88-20, SuppI 4, IPEEE methods accept- 
able & submittal schedule not acceptable. Requests that licensee reassess schedule 
& rept results no later than 920918. 

WUNDER.G. Project Directorate 11-1. TAC M83680. 92/06/26. SKOLDS.J.L. South 
Carolina Electric & Gas Co. 4pp. 62183:298-62183:301. 

9207020139 Commits to maintain five elements of Section 1.2 of Reg Guide 1.155, 
“SBO,” pending resolution & upon resolution of Generic Issue B-56, "EDG Reliabil- 
ity," per NRC supplemental SE provided w/920312 ltr approving stated SBO submit- 
tals. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 92-356. 92/06/24. 
Document Control Branch (Document Control Desk). 3pp. 62219:347-62219:349. 

9207020165 Summary of 920608-09 meeting w/Owners Groups to discuss status of ac- 
tivities for resolving comments on draft STS & related matters.Ll8t of attendees enci 
respectively 

GRIMES, C.I. Technical Specifications Branch. 92/06/25. ROSSI,C.E, Division of Oper- 
ational Events Assessrmnt (Post 870411). 2:^p. 62184:305-62184:326. 

9207020314 Notification of contract execution, mod 15, to "Regulatoiy Analysis for Ge- 
neric Issue 23,Reactor Coolant Pump Seal Failure.” 
Contractor.SBA.Subcontractor:Scientech,lnc. 

NEFF,D. Division of Contracts & Property Management (Post 890205). NRC-04-87- 
397. 92/05/08. GUSTAVE,R.P. Program Management, Policy Development & Analysis 
Staff (Post 870413). SHAUKAT.S. NRC - No Detailed Affiliation Given. Ip. 62194:341- 
62194:345. 

“9207020325 Mod 15, revising indirect rates e8tabiished,rescinding mod 15 & incoporat- 
ing FAR clauses assodated w/CPFF contract inadvertently omitted in mod 3, to ^'Reg- 
ulatory Analysis for Generic Issue 23,Reactor Coolant Pump Seal Failure.” 

BAKER,L Small Business Administration. RESEIGKM.M. SCIENTECH, Inc. 
MATTIA,M.J. Division of Contracts & Property Management (Post 890205). 92/05/08. 
4pp. 62194*842-62194:345. 

9207060168 Informs that licensee 920316 response meets reporting requirements set 
forth in GL 91-13, “Request For Info Re Resolution Of Gl 130, ‘Essential Svc Water 
Sw Failures At Multi-Uriit Sttes,' per 10CFR50.54(f).” 

BERGMAN, T.A. Project Directorate IV-2. GL-91-13. 92/07/01. CAHILUW.J. Texas 
Utilities Electric Co. CTU Electric). 2pp. 62197:345-62197:346. 


6207060213 Accepts licensee selected IPEEE methods,in response to GL 88-20,Suppl 
4.lnforms that IPEEE submittal schedule not acceptable.Requests that licensee reas- 
sess schedule & report results no later than 920918. 

CONICELLA,N.F. Project Directorate 1-1. GL-88-20. 92/06/29. BEEDLE.R.E. Power 
Authority of the State of New York (New York Power Authority). 5pp. 62209:040- 
62209:045. 


9207070270 Advises that licensee 911025 response to generic ltr 91-06, “Adequacy of 
Safety-Related DC Power Supplies," satisfies reporting requirements of generic ltr. 
LE,N.B, Project Directorate 11-1. TAC M81447. 92/06/30. WATSON,R.A. Carolina 
Power & Light Co. 3pp. 62236:338-62236:340. 

9207080050 Fonvards response to NRC 920421 request for addl info re proposed reso- 
lution of Generic Issue 130, “Essential Svc Water Sys Failures at Multi-Unit Sites," as 
part of response to Generic Ltr 88-20 re individual plant exams. 

MCMEEKIN.T.C. Duke Power Co. GL-88-20. 92/06/30. Document Control Branch 
(Document Control Desk). 12pp. 62269:186-62269:197. 

9207080128 Discusses review of response to generic ltr 88-20, suppI 4 re individual plant 
exams for external events.Util 911220 submittal did not identify methods for perform- 
ing seismic portion of IPEEE. 

ROSS,T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
TAC M83596. 92/07/02. MEDFORD, M.O. Tennessee Valley Authority. 4pp. 
62243:303-62243:306. 


9207080138 Advises that util 911028 response to 910429 generic ltr 91-06, “Request 
for Action Related to Resolution of Generic Issue A-30, ‘Adequacy of Safety-Related 
DC Power Supplies,”’ acceptable. 

BERGMAN.T.A. Projrot Directorate IV-2. GL-91-06. 92/07/02. CAHILL, W.J, Texas 
Utilities Electric Co. fTU Electric). 2pp. 62259:350-62259:351. 

9207080151 Advises that util 911219 response to suppI 4 to generic ltr 88-20 re IPEEE 
acceptable.Submittal schedule unacceptable & util requested to reassess opportuni- 
ties for submitting IPEEE results on more expeditious schedule. 

MCDONALD,D.G. Project Directorate 1-1. GL-88-20. 92/06/30. CREEL,G.C. Baltimore 
Gas & Electric Co. 4pp. 62259:352-62259:355. 

9207080153 Partial response to FOIA request for documents.App J records end & 
being made available for PDR.App K records completely withheld (ref FOIA exemp- 
tions 4 & 5). 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/28. REDDA,T. Southern Technical Services, Inc. 4pp. 62325:001- 
62325:036. 


“8812300104 Forwards response to items in 880929 memorandum re 880908-10 341st 
ACRS meeting followup items. 

STELLO,V. Ofc of the Executive Director for Operations. 88/12/21. FRALEY,R.F, 
ACRS - Advisory Committee on Reactor Safeguards. 31pp. 62325:006-62325:036. 

9207080173 Advises that licensee selected IPEEE methods as described in 911220 re- 
sponse to generic ltr 88-20, acceptable. 

DEAGAZIC),A. Project Directorate 1-4. TAC M83590. 92/06/30. SIEBER,J.D. Du- 
quesne Light Co. 3pp. 62260:001-62260:003. 

9207080248 Advises that util 911223 response to 910628 suppI 4 to generic ltr 88-20 re 
IPEEE acceptable.Util requested to update IPEEE plans & provide projected mile- 
stones & schedules to NRC no later than 920928. 

JABBOUR.K.N. Project Directorate 11-3. GL-88-20. 92/07/01. HAIRSTON.W.G. Geor- 
gia Power Co. 4pp. 62260:004-62260:007. 

9207080253 Advises that util response to 910628 suppI 4 to generic ltr 88-20 re 
IPEEE,acceptable.Util requested to update plans & provide projected milestones & 
schedules to NRC no later than 920918. 

WILLIAMS,F.J. Project Directorate 1-1. GL-88-20. 92/06/30. BRAM,S.B. Consolidated 
Edison Co. of New York, Inc. 5pp. 62259:356-62259:360. 

9207130237 Conveys appreciation for assistance rendered by util at plant on 920527 & 
28 re Generic Issue 143, “Availability of Chilled Water Sys & Room Coolers.” 
LABARGE,D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). 92/07/08. MEDFORD, M.O. Tennessee Valley Authority. 3pp. 62338:010- 
62338:012. 

9207130272 Forwards priorization evaluation re Generic Issues 156.2.2, “Design 
Codes,Criteria & Load Combinations” which will be incorporated into NUREG-0933, 
“Prioritization of Generic Safety Issues.” 

BECKJORD,E.S. Office of Nuclear Regulatory Research (Post 860720). 92/07/09. 
MINNERS,W. Division of Safety Issue Resolution (Post 880717). 4pp. 62337:187- 
62337:190. 


9207140260 Approves response to GL 91-06, “Resolution of Generic Issue A-30, ’Ade- 
quacy of Safety-Related DC Power Supplies."’ TAC M81480 closed out 
EATON, R.B. Project Directorate 1-3. GL-91-06. 92/07/08. ANDERSON.RA Boston 
Edison Co. 2pp. 62378:241-62378:242. 

9207140285 Comments on concerns re Generic Issue 143, “Availability of Chilled Water 
Sys and Room (k>oling,” that impact of failures on proper functioning of air cooling 
sys have not been generally reflected in final PRAs. 

COTTLE,W.T. Entergy Operations. Inc. GNRO-92/00082. 92/07/07. Document Con- 
trol Branch (Document Control Desk). 2pp. 62384:350-62384:351. 

9207150313 Advises of implementation of Staff Positions 1 & 2 of Enel A to Generic Ltr 
90-06, “Resolution of Generic Issue 70, ’PORV & Block Valve Reliability' & Generic 
Issue 94, ’Addl Low Temp Overpressure Protection for LWRs.”’ 

MCCARTHY.D.C. Carolina Power & Ught Co. NLS-92-164. 92/07/09. Document Con- 
trol Branch (Document Control Desk). 3pp. 62412:343-62412:345. 

9207150342 Forwards prioritization evaluation of Generic Issue 78, “Monitoring of Fa- 
tigue Transient Limits for RCS.” Evaluation will be Incorporated into NURSa-0933, 
“Prioritization of GSIs.” 

BECKJORO,J.S. Office of Nuclear Regulatory Research (Post 860720). 92/07/10. 
MINNERS.W. Division of Safety issue Resolution (Post 880717). 10pp. 62396:350- 
62396:359. 
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9207170094 Advises that util 91 1224 response to suppi 4 to generic Itr 88-20 re IPEEE 
acceptabl 0 .Util should reassess opportunities for submitting IPEEE results on more 
expeditious schedule, preferable either in 1994 or early 1995. 

RECKLEY.W.D. Project Directorate IV-2. TAG M83696. 92/07/10. WITHERS.B.D. 
Wolf Creek Nuclear Operating Corp. 3pp. 62403:093-62403:095. 

9207170195 Application for amends to Licenses DPR-39 & DPR-48, revising Specs 3/ 
4.3.1. F & 3/4.3.2.G to address concerns in Generic Ltr 90-06, “Resolution of Generic 
Issue 70, ‘PORV & Block Valve Reliability & Generic Issue 94, ’AddI Low....”’ 
STIMAC.S.F. Commonwealth Edison Co. GL-90-06. 92/07/08. MURLEY.T.E. Office of 
Nuclear Reactor Regulation, Director (Post 870411). 13pp. 62436:123-62436:172. 

9207220249 Summary of ACRS 385th meeting on 920506-09 re policy issues for certifi- 
cation of evolutionary & passive nuclear power plant designs, containment perform- 
ance criteria to accomodate severe accidents & Generic Issues B-56. 

WARD, D. A. ACRS - Advisory Committee on Reactor Safeguards. 92/06/18. THE 
CHAIRMAN. SELlN.l. Commissioners (Post 750119). 7pp. 62476:264-62476:270. 

9207220282 Advises that generic issue 2, “Failure of Protective Devices on Essential 
Equipment” has very little safety significance & will be dropped from further 
pursuit.Encl evaluation will be incorporated into NUREG-0933. 

BECKJORD,E.S. Office of Nuclear Regulatory Research (Post 860720). 92/07/01, 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 5pp. 62453:313- 
62453:317. 

9207220396 Informs that 920227 response meets recommendations of Generic Ltr Oi- 
ls, “ Request for Info re Resolution of Generic Issue 130,Essential Svc Water Sys 
Failures at Multi-Unit Sites.” 

REED,T.A. Project Directorate II-3. TAG M81179. 92/07/15. MCMEEKIN,T.C. Duke 
Power Co. 4pp. 62443:319-62443:322. 

9207230109 Ack receipt of 911223 Itr in response to generic Itr 88-20, suppi 4 concern- 
ing individual plant exams for external events.Response acceptable. 

SHIRAKI.C.Y. Project Directorate III-3. TAC M83618. 92/07/17. LIU.L. Iowa Electric 
Light & Power Co. 3pp. 62459:023-62459:025. 

9207230218 Forwards request for addi info re individual plant exam submittal for generic 
issue GI-23 & draft reg guide DG-1008. Response to request should be submitted 
within 30 days of Itr receipt. 

BUCKLEY.B.C. Project Directorate 11-2. TAC M74477. 92/07/17. STEWART, W.L Vir- 
ginia Power (Virginia Electric &. Power CJo.). 25pp. 62459:123-62459:147. 

9207230229 Accepts 920430 response to generic Itr 91-11, “Resolution of Generic 
issues 48, ’LCOs for Class IE Vital Instrument Buses,' & 49. 'Interlocks & LCOs for 
Class IE Tie Breakers,' per 10CFR50.54(f).” 

ROSS.T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
TAC M82385. 92/07/16. MEDFORD.M.O. Tennessee Valley Authority. 3pp. 
62478:316-62478:318. 

9207230251 Fonvards correction Itr for 920630 ltr re generic Itr 91-06, generic issue A- 
30, “Adequacy of Safety-Related DC Power Supplies.” 

LE.N.B. Project Directorate 11-1. TAC M81447. 92/07/17. WATSON.R.A. Carolina 
Power & Ught Co. 2pp. 62459:006-62459:009. 

-9207230264 Submits corrected 920630 Itr re generic itr 91-06.generic issue A-30, 
“Adequacy of Safety-Related DC Power Supplies.” 

LE,N.B. Project Directorate 11-1. TAC M81447. 92/06/30. WATSON.R.A. Carolina 
Power & Ught Co. 2pp. 62459:008-62459:009. 

9207240128 Application for amends to licenses DPR-57 & NPF-5,revl8ing TSs to add 
addi electrical sys requirements, per Generic Ltr 91-11, "Resolution of Generic Issues 
48, 'LCOs for Class IE’ & 49, 'interlocks & LCOs for Class 1 E Tie Breakers....”' 
BECKHAM,J.T. Georgia Power Co. HL-2225. 92/07/17. Document Control Branch 
(Document Control Desk). 16pp. 62516:001-62516:045. 

9207290159 Proposed amend 101 B to license DPR-43, adding TS 3.1.a.1.C to TSs to 
prohibit starting of RCP when RCS bulk temp less than or equal to 338 F & temp 
difference between SG & RCS greater than 100 F,per QL 90-06 re GIs 70 & 94. 
STEINHARDT,C.R. Wisconsin Public Servico Corp. NRC-92-094. 92/07/24. Document 
Control Branch (Document Control Desk). 23pp. 62610:300-62610:350. 

-9267290190 Proposed tech spec 3.1.a.1.C re requirements for starting reactor coolant 
pump,in response to GL 90-06 concerning resolution of GIs 70 6 94. 

* Wisconsin Public Service Corp. GL-90-06. 92/07/24. 28pp. 62610:323-62610:350. 

9207300113 Accepts licensee clarification that normal source of power supply to Class 
1E buses is through reserve station svc transformers, per 920624 submittal in re- 
sponse to reg guide 1.155 on SBO pending resolution of Generic Issue B-56. 
BUCKLEY,B.C. Project Directorate II-2. TAC M68612. 92/07/22. STEWART,W.L Vir- 
ginia Power (Virginia Electric & Power Co.). 2pp. 62580:327-62580:328. 

9207300194 Forwards request for addi info re plant IPE submittal for generic issues 
105, “Interfacing SYS LOCA at LWRs,” 153, “Loss of essential Svc Water in LWRs” 
& 23 F*O0!ttjro3 ** 

WIENS, LA. Project Directorate 11-3. TAC M74441. 92/07/21. HAMPTON, J.W. Duke 
Power Co. 30pp. 62581:217-62581:246. 

9207310064 Advises that 901221 & 910620 re^nse to Generic Ltr 90-06 do not meet 
10CFR50.109 requirements & unacceptable.Requests that response be resubmitted. 
STONE,J.C. Project Directorate I-2. TAC M77375. 92/07/24. MILTENBERGER.S. 
Public Service Electric & Gas Co. of New Jersey. 4pp. 62588:200-62588:203. 


I&E INSPECTION AND ENFORCEMENT 

9206230193 NRC Info Notice 92-047, “Intontional Bypassing of Automatic Actuation of 
Rant Rotective Features.” 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:018-62480:021. 

9206260043 NRC Info Notice 92-048, "Failure of Exkto Batteries.” 

ROSSI,C.E. Division of (^rational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9206290237 NRC Info Notice 92-050, "Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys." 

ROSSI.C.E. t)lvision of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62480:017. 


9207010031 PNO-l-92-033:on 920621, Unit 2 reactor was manually tripped, due to loss 
of main condenser vacuum.Vacuum lost due to failure of 21 condenser expansion 
jointUnit 2 will be cooled to cold shutdown (mode 5) to support repairs. 

HOWE.A., NICHOLSON, L. Region 1 (Post 820201). 92/06/25. 2pp. 62143:039- 
62143:040. 

9207010045 PNO-l-92-034:on 920625, util reported positive drug indication for licensed 
(inactive) SRO based on results from random test on 92061 9.Security dept pulled site 
access & referred individual to employee assistance program. 

FISH.T, CONTE,R. Region 1 (Post 820201). 92/06/25. 2pp. 62234:050-62234:051. 

9207010054 PNO-V-92-01 9:on 920620,notlfication of unusual event declared as result 
of spill of hazardous & noxious gases entering turbine bldg.Caused by exothermic 
reaction.Only small areas remain chemically contaminated. 

MILLER,M., JOHNSON, P. Region 5 (Post 820201). 92/06/22. 2pp. 62230:290- 
62230:291. 

9207010095 PNO-l-92-031 :on 920622,subsequont to administration of 150 mCi I-131 for 
treatment of cancerous thyroid, patient died. Body will be wrapped in lead btanketRSO 
will accompany body to funeral home & instruct funeral home iDersonnel. 
COURTEMANCHE,S., SHANBAKY.M. Region 1 (Post 820201). 92/06/23. 2pp. 
62143:299-62143:300. 

9207010126 PNO-lll-92-036:on 920622,licensee shut down unit because of reduced 
flow in component cooling water sys for B reactor recirculation pump seal water 
cooler.Cause under investigation. 

LARKSBURY,R.. GREGER,R. Region 3 (Post 820201). 92/06/23. Ip. 62143:328- 
62143:328. 

9207010249 PNO-lll-92-037:on 920624,lllinol8 Commerce Commission established 20% 
reserve margin as criterion for determining if new generating facility used & 
useful.Charge may affect facility rate base.Final decision due in Jan 1993. 

LICKUS,R., STRASMA,J. Region 3 (Post 820201). 92/06/25. Ip. 62254:073- 
62254:073. 

9207010336 Notification of 920723 meeting in Rockville, MD to discuss suppi to generic 
bulletin 90-01 re Rosemount transmitters. Meeting agenda end. 

NEWBERRY,S. Instrumentation & Control Systems Branch. IEB-90-001. 92/06/24. 
THADANI,A. Division of Systems Technology (Post 890827). 5pp. 62194:020- 
62194:024. 

9207020211 Fonwards draft rev of “Monthly Maint Observation" insp procedure IP 
62703. 

CORREIA,R.P. Performance & Quality Evaluation Branch (Post 890101). 92/06/26. 
ZECH,G.G. Performance & Quality Evaluation Branch (Post 890101). 10pp. 
71372:344-71372:354. 

9207020233 NRC Info Notice 92-051, “Misapplication & Inadequate Testing of Molded- 
Case Circuit Breakers.” 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207060002 PNO-l-92-035:on 920623,scrap metal dealer erroneously removed approx 
68 spent Mo-99/Tc99m generators from licensee facility.Surveys of scrap metal 
dealer property revealed no contamination. Dealer stilt in possession of shielding. 
JOUSTRA.J., SHANBAKY,M. Region 1 (Post 820201). 92/06/26. 2pp. 62249:358- 
62249:359. 

9207060207 EN-92-048:on 920625,notioe of violation & proposed imposition of civil pen- 
alty in amount of $1,250 will be issued.based on use of licensed matl in Agreement 
State w/o meeting wpropriate reciprocity requirements. 

HOLODY.D., MARTIN,T.T. Region 1 (Post 820201). EA-92-099. 92/06/22. 1p. 
62292:130-62292:130. 

9207060211 EN-92-049:notice of violation & proposed imposition of civil penalty will be 
Issued on 920626 based on brachytherapy misadministration on 920324-25 due to 
failure to instruct supervised individuals re radiation safety. 

JENKINS, G. Region 3 (Post 820201). LIEBERMAN.J. Ofc of Enforcement (Post 
870413). EA-92-083. 92/06/23. Ip. 62292:131-62292:131. 

9207070046 PNO-l-92-036:on 920701 .licensee measured radiation levels of 3.5 rem per 
hour on contact & 130 mrem per hour at one meter from wooden shipping crate re- 
ceived from Ciba-Geigy Corp of Alabama,during routine receipt survey. 

ULLRICH, E. Region 1 (Post 820201). 92/07/01. 2pp. 62205:106-62205:107. 

9207070324 PNO-lll-92-038:on 920626,licensee reported that NRC-licensed reactor op- 
erator tested positive for cocaine use.Operator removed from duty & subsequently 
resigned-State of Ml informed. 

CREED,J., PEDERSON,C. Region 3 (Post 820201). 92/06/29. Ip. 62206:228- 
62206:228. 

9207080278 PNO-IV-92-030:on 920703,plant entered alert due to LOCA that exceeded 
40 gpm when output of inverter began oscillating between 0 & 120 volts.Plant cooled 
down & placed on shutdown coollng.NRC will confirm util actions. 

BEACH,A.B. Region 4 (Post 820201). 92/07/06. 2pp. 62277:274-62277:275. 

9207090146 EN-92’0S0:on 920702, two notices of violation & proposed imposition of 
civil penalty in amount of $150,000 will be issued.based on failure to take prompt cor- 
rective action re cable test program & maintain configuration control. 

LUEHMAN,J.. LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-92-021. 92/06/ 
29. 2pp. 62338:154-62338:155. 

9207100264 PNO-V-92-020:on 920628,two major earthquakes occurred In State of CA 
desertUnusuai event declared at San Onofre & Diablo Canyon.Tremors felt at Palo 
Verde & at two research reactors & fuel fadlity.Peak accelerations listed. 

GARCIA, E. Region 5 (Post 820201). 92/06/29. 3pp. 62365:001-62365:003. 

9207100316 EN-92-019A:on 920630.cxrder imposing civil penalty in amount of $6,550 
based on lack of mgt attention to & oversight of licensed activitiesjkmount reduced by 
$950 due to withdrawal of one of eight violations. 

DELMEDICO,J., LIEBERMAN,J. Ofc of Enforcement (Post 870413). EA-92-027. 92/ 
06/30. Ip. 62382:170-62382:170. 

9207106322 PNO-V-92-02T.on 920701 .licensee contacted Region V re necessity of re- 
porting loss of 53 lr-192 brachytherapy seed8.0n 020702.region notified licensee that 
event was rmrtable.Licensee still attempting to locate lost seeds. 

MONTGOMERY, J. Region 5 (Post 820201). 92/07/02. 2pp. 62366:189-62366:190. 
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9207130017 PNO-V-92*099:on 920706, while testing SRVs from alternate remote shut- 
down panel, SRV 3B opened & failed to close. Ongoing investigation to determine 
cause in progress. 

JOHNSON, P.H. Region 5 (Post 820201). 92/07/06. 2pp. 62366:299-62366:300. 

9207130134 PNO-lll-92-039:on 920701, annunciators on four control room panels lost 
three times in 5 s period.Caused by movement of spare cables In preparation for 
major nK>d.Addl operator stationed in control room to monitor instrumentation. 
KNOP,R.. CLAVTON.B. Region 3 (Post 820201). 92/07/01. 2pp. 62366:250- 
62366:251. 

9207140184 PNO-lll-92-040:on 920706.licensee reported that apparent radiation overex- 
posure to two radiographers occurred.Cause of radiation exposure under 
inves^ation.Uconsee planning to reenact incident on 920707 to calculate e)qx>sure. 
SHEAR, a. GROBE.J. Region 3 (Post 820201). 92/07/07. 2pp. 62311:183-62311:184. 

9207150106 PNO-l-92-037:on 920708, two sealed radioactive matl shipping containers 
found.State plans to remove bolts & survey interior of containers for radioactive mails. 
KIRKWOOD.A.. SWETLAND.P. Region 1 (Post 820201). 92/07/09. Ip. 62335:083- 
62335:083. 

9207160191 PNO-l-92-038:ln late 1 988,PANELEC.received allegation that in 1975 or 
1976, drums suspected of containing radioactive mail received at Williamsburg, PA 
site.Evidence from Investigation of allegation did not support alleger concern. 

JOYNER. J. Region 1 (Post 820201). 92/07/10. 2pp, 62429:320-62429:321. 

6207160265 PNO-V-92-023:on 920702.vendor preliminary investigation disclosed that 
empty drum contaminated w/low enriched U.On 920706, discovered that 16 of 24 po- 
tentially contaminated drums used to store radwaste w/o being surveyed. 

PATE,R. Region 5 (Post 820201). 92/07/08. 2pp. 62453:234-62453:235. 

9207160290 Update to PNO-V-92-023:on 920708,16 barrels excavated from landfill & 
surveyed for internal & external contamination. No contamination detected. Ucensee 
evaluation & root cause analysis will be submitted to Region V. 

PATE,R. Region 5 (Post 820201). 92/07/10. 1p. 62416:323-62416:323. 

9207170011 Updated PNO-IV-92-030A:on 920703,plant entered alert due to LOCA that 
exceeded 40 gallons per minute.Caused by weak solder connection on printed circuit 
board.Pressurizer code safety valves sent to Wyle Labs for insp/repair. 

BEACH.A.B. Region 4 (Post 820201). 92/07/10. 2pp. 62440:335-62440:336. 

9207170213 PNO-l-92-039:on 920714, util reported confirmed positive drug test resuite 
of licensed reactor operator, based on random drug test administered on 920708.lndi- 
vidual site access authorization removed for min of 14 days. 

BRIGGS.L Region 1 (Post 820201). 92/07/15. 2pp. 62440:337-62440:338. 

9207170246 PNO-IV-92-031:on 92071 3.health physics technldan experienced respirato- 
ry distress & transported to hosp & pronounced dead.Cause of death 
unknown.Autopsy will be conducted in Kansas City. 

HOWELL, A.T. Region 4 (Post 820201). 92/07/14. Ip. 62436:233-62436:233. 

9207210084 PNO-t-92-040:on 92071 3,licensee informed Region I ofc of contaminated 
room at one fadlity.Cause of containment contamination has not yet been determined. 
COURTEMANCHE.S.. SHANBAKY,M. Region 1 (Post 820201). 92/07/15. 3pp. 
62420:046-62420:048. 

9207220077 EN-92-052:on 92071 6.notice of violation & proposed imposition of civil pen- 
alty in amount of $5,625 will be issued to licensee.Action based on violations noted 
during 920609 insp re unauthorized use of radiopharm. 

MILHOAN,J., SANBORN.G. Region 4 (Post 820201). EA-92-121. 92/07/13. 2pp. 
62432:207-62432:207. 

9207220311 PNO-l-92-042:on 92071 6, catheter inerted into lung & adjusted to location 
of tumor prior to insertion of iridium source.Actuai dose to patient was 500 to each 
nasal cavity instead of 2,000 rads planned.Patient will be followed. 

SHANBAI^,M.. NESSEN.P. Region 1 (Post 820201). 92/07/17. 2pp. 62457:360- 
62457:361. 

9207220349 PNO-l-92-041 :on 92071 6,Region I notified of therapeutic misadministration 
involving Co-60 teletherapy treatment. Investigation indicated that patient actually re- 
ceived 2,070 rads.Patient will be followed closely. 

SHANBAKY.M., NESSEN,P. Region 1 (Post 820201). 92/07/17. 2pp. 62457:350- 
62457:351. 

9207230246 Forwards for info.btweekly listing of generic communications being consid- 
ered or under development by NRG, including buTietins,info notices & generic Itrs. 
BERLINGER.C.H. Generic Communications Branch. 92/07/02. WAGNER.P. Institute 
of Nuclear Power Operations. 5pp. 62459:118-62469:122. 

9207240008 EN-92-053:on 92071 5, notice of proposed imposition of civil penalty in 
amount of $2,500 will be issued.based on diagnostic misadministration, including prob- 
lems in reporting event & ordering, receiving & assaying dose. 

DELMEDICO.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91.031. 92/ 
07/14. Ip. 62587:115-62587:115. 

9207240013 EN-92-051A:on 92071 3, notice of proposed imposition of civil penalty in 
amount of $50,000 instead of initial amount of $62,500 issued^based on reevaluation 
of applied escalation & mitigation factors associated w/EA-91-1 14. 

TRdSKOSKI.W.. UEBERMAN,J. Ofc of Enforcement (Post 870413). EA-92-093. 92/ 
07/13. Ip. 62587:116-62587:116. 

9207260018 PNO-tll-92-040A:on 92071 7.radiographer received apparent 

overexposure.Caused by radiation source shifting from shielded position in radiogra- 
phy camera when device was moved.Radiographer reenacted movements. 

SHEAR.G., GROBE.J. Region 3 (Post 820201). 92/07/17. 2pp. 62488:006-62488:007. 

9207280020 PNO-V-92-025;on 92071 6, licensee discovered moisture in low enriched U 
powder in vacuum suction portion of newly installed targe lot blender.Residuat low en- 
riched U will be sampled & removed-Confirmation of action Itr will be issued. 

PATE.R. Region 5 (Post 820201 ). 92/07/17. 2pp. 62567:026-62567:027. 

9207280032 PNO-i-92-043:on 920720, licensee received package containing cutter/ 
shear used to perform underwater cutting of highly radioactive control rod 
blades, which was found to exhibit radiation levels of about 1 .000 - 1 ,500 mR/h. 
NIMITZ,R., JOYNER. J. Region 1 (Post 820201). 92/07/21. 2pp. 62488:030- 
62488:031. 


9207280065 PNO-l-92-044:on 920721 .eight operators at unit 1 & three non-licensed op- 
erators at unit 2 falsified operator rounds record8.0perators suspended from site 
access w/pay. Issue generated media interest & region I responded to inquiries. 
SCHMIDT.W., NICHOLSON, L Region 1 (Post 8^201). 92/07/21. 2p p. 62488:111- 
62488:112. 

9207280092 PNO-IV-92-030B:update of PNQ^IV-92-030 re declaration of alert at 
plantConfirmatory action Itr Items completed. 

BEACH,A.B. Region 4 (Post 820201). CAL 92/07/22. 2pp. 62497:036-62497:037. 

9207280115 Comment on proposed suppi 1 to NRC bulletin 90-01, "Loss of Rll 01 in 
Transmitters Mfg by Rosemount” Endorses NUMARC & BWR Owners Group 
commonts.Enhanced surveillance programs appropriate & effective in resolving trans- 
mitter concerns. 

LYSTER,M.D. Centerior Energy. 57FR11732 00014. 92/07/20. MEYER.D.L NRC - No 
Detailed Affiliation Given. 6pp. 62488:345-62488:350. 

9207310042 Forwards biweekly listing of generic communications being considered or 
under development by NRC. 

BERLINGER.C.H. Generic Communications Branch. 92/07/16. WAGNER.P. Institute 
of Nuclear Power Operations. 5pp. 62588:205-62588:209. 


MISC PUBLIC DOCUMENT R(X>M MISCELLANEOUS 


9207270018 Requests repte regularly produced by NRC.New author address listed. 
ROYEN.J. Organization for EcorK>mic Cooperation & Develr^ment EN/S/2514. 92/ 
07/03. NRC - No Detailed Affiliation Given. Ip. 62528:118-62528:118. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


9205280108 SECY-92-187 Informs Commission of staff planned publication of end 
NUREG-1422, “Summary of Chernobyl Followup Research Activities.” 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/05/21. 79pp. 
62645:092-62645:175. 

9207020022 NUREG/BR-0117 N92-2 NMSS LICENSEE NEWSLETTER.Number 92-2. 

* Office of Nuclear Material Safety & Safeguards. 92/06/30. 12pp. 62219:032- 
62219:043. 

9207020027 NUREG/BR-0045 R02 LETS DO BUSINESS WITH NRC. 

* Ofc of Small & Disadvantaged Business Utilization & Civil Rights. 92/07/02. 1 9pp. 
62189:036-62189:054. 

9207020031 NUREG-0540 VI 4 N04 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE.April 1-30, 1992. 

* Division of Freedom of Information & Publications Services (Post 890205). 92/06/ 
30. 325pp. 62189:066-62190:036. 

9207020033 NUREG-1456 AN ALTERNATIVE FORMAT FOR CATEGORY I FUEL 
CYCLE FACILITY PHYSICAL PROTECTION PLANS. 

DWYER,P.A. Division of Safeguards & Transportation (Post 870413). 92/06/30. 28pp. 
62189:001-62189:033. 

9207020041 Advises that responses to Generic Ltr 88-20, Suppi 4 re IPEEE methods ac- 
ceptable & submittal schedule not acceptable. Requests that schedule be reassessed 
for closure of severe accident issues. 

LE,N.B. Project Directorate 11-1. TAC M83627. 92/06/26. WATSON.R.A. Carolina 
Power & Light Co. 4pp. 621 83:329-621 83:332. 

9207020042 NUREG-0837 VI 2 N01 NRC TLD DIRECT RADIATION MONITORING 
NETWORK-Progress Report. January-March.1992. 

STRUCKMEYER.R.. MCNAMARA,N. Region 1 (Post 820201). 92/06/30. 230pp. 
62188:103-62188:336. 

9207020054 Informs that response to Generic Ltr 88-20,Suppl 4,IPEEE methods accept- 
able & submittal schedule not acceptable. Requests that licensee reassess schedule 
& rept results no later than 920918. 

WUNDER.G. Project Directorate II-1. TAC M83680. 92/06/26. SKOLDS,J.L South 
Carolina Electric & Gas Co. 4pp. 62183:298-62183:301. 

9207020152 Forwards preliminary unedited Section 3.8 of new STS. Suggests that lead 
plant licensees wait for receipt of edited.reviewed version to prepare plant specific ap- 
plications. 

GRIMES, C.l. Technical Specifications Branch. 92/05/21. BUSH.L Westinghouse 
Electric Corp. ROBERTSON, J,L Entergy 0>erations, Inc. WOODS,B. ABB Combus- 
tion Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). 600pp. 
62185:001-621^:309. 

9207020185 Summary of 920608-09 meeting w/Owners Groups to discuss status of ac- 
tivities for resolving comments on draft SiS & related matters.Llst of attendees end 
respeNCtively. 

GRIMES,C.I. Technical Specifications Branch. 92/06/25. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 87041 1 ). 22pp. 621 84:305-621 84:326. 

9207020291 Forwards preliminary unedited Section 3.3 of Westinghouse Owners Group 
version of new STS. 

GRIMES, C l. Technical Specifications Branch. 92/05/27. BUSH.L Westinghouse 
Electric Corp. ROBERTSON, J.L Entergy Operations, Inc. WOODS, B. ABB Combus- 
tion Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). 200pp. 
62203:004-62203:238. 

9207020323 Advises that licensee response to Generic Ltr 88-20, Suppi 4 re IPEEE sub- 
mittal schedule & selected methods acceptable. 

CAPRA, RA Project Drectorate 1-1. TAG M83645. 92/06/29. SYLVIA.B.R. Niagara 
Mohawk Power Corp. 4pp. 62194:056-62194:059. 

9207060032 Informs that licensee 900831 IPEEE submittal schedule & selected 
methods, in response to GL 88-20, Suppi 4, acceptable. 

ROONEY, V.L Project Drectorate 1-4. TAC M83643. 92/06/30. OPEKA,J.F. Connecti- 
cut Yankee Atomic Power Co. OPEKA.J.F. Northeast Nuclear Energy Co. 2pp. 
62209:031-62209:032. 
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92071560042 NUREG/CR-5445 PERFORMANCE OF INTACT AND PARTIALLY DE- 
GRADED CONCRETE BARRIERS IN LIMITING MASS TRANSPORT. 

WALTON, J.C. EG&G Idaho, Inc. FIN A-6858. EGG-2662. 92/06/30, Division of Engi- 
neering (Post 87041 3). 39pp. 62 1 97:032-621 97:074. 

9207060049 NUREG/CR-S672 V02 CHARACTERISTICS OF LOW-LEVEL RADIOAC- 
TIVE WASTE. Decontamination Waste Program, Annual Report For Fiscal Year 1991. 
MORCOS.N., MCCONNELL.J.W., AKERS.D.W. EG&G Idaho, Inc. FIN A-6359. EQG- 
2635. 92/06/30. Division of Regulatory Applications (Post 870413). 58pp. 62197:075- 
62197:136. 

9207060056 NUREG/CR-5693 AGING ASSESSMENT OF COMPONENT COOLING 
WATER SYSTEMS IN PRESSURIZED WATER REACTORS. 

LOFARO,R.. GUNTHER.W., SUBUDH!,M. Brookhaven National Uboratory. FIN A- 
3270. BNL-NUREG-52283. 92/06/30. Division of Engineering (Post 870413). 150pp. 
62197:137-62197:186. 

9207060061 NUREG/CR-5805 IDENTIFICATION AND ASSESSMENT OF CONTAIN- 
MENT AND RELEASE MANAGEMENT STRATEGIES FOR A BWR MARK II CON- 
TAINMENT. 

LIN.C.C., LEHNER,J.R. Brookhaven National Laboratory. FIN L-1240. BNL-NUREG- 
52306. 92/06/30. Division of Systems Research (Post 880717). 128pp. 62195:124- 
62195:249. 

9207060067 NUREG/CR-6806 APPLICATION OF CONTAINMENT AND RELEASE 
MANAGEMENT STRATEGIES TO PWR DRY-CONTAINMENT PLANTS. 

YANG,J.W., LEHNER,J.R. Brookhaven National Laboratory. FIN L-1240. BNL-NUREG- 
52307. 92/06/30. Division of Systems Research (Post 880717). 96pp. 62195:001- 
62195:099. 

9207060061 NUREG/CR-5865 GENERIC SERVICE WATER SYSTEM RISK-BASED IN- 
SPECTION GUIDE. 

STEWART.M.A., SMITH,C.L. EG&G Idaho. Inc. FIN A-6553. EGG-2674. 92/05/31. Di- 
vision of Radiation Protection & Emergency Preparedness (Post 870411). 21pp. 
62195:100-62195:123. 

9207060062 Forwards initial exam rept 50-356/OL-92-01, administered on 920602 to fa- 
cility employee that applied for license to operate licensee LOPRA reactor. 
GALLO,R.M. Operator Licensing Branch. 92/06/30. JONES, B.G. Illinois, Univ. of, 
Urbana, IL. 2pp. 62204:199-62204:202. 

920706006S NUREG/CR-4551 V2R1P4 EVALUATION OF SEVERE ACCIDENT RISKS: 
QUANTIFICATION OF MAJOR INPUT PARAMETERS.Experts’ Determination Of 
Source Term issues. 

HARPER.F.T., BREEDING, R.J., BROWN.T.D. Sandia National Uboratories. FIN A- 
1322. SAND86-1309. 92/06/30. Division of Safety Issue Resolution (Post 880717). 
500pp. 62195:250-62197:031. 

9207060090 Fon^rards initial exam rept 50-005/OL-92-01 administered on 920626-27 to 
two facility employees who had applied for license to operate PA State Breazeale Re- 
actor. 

GALLO, R.M. Operator Licensing Branch. 92/06/29. SHIRLEY, D.A, Pennsylvania State 
Univ., Harrisburg, PA. 2pp. 62204:093-62204:150. 

-9207060094 Exam rept 50-005/OL-92-01 on 920526-27.Exam re8ulta:written & operat- 
ing exams administered to one SRO,lnstant applicant & one SRO,Upgrade 
applicant.SRO,instant applicant passed both exams & SRO,Upgrade failed operating 
exam. 

COLLINS,J.F., CALDWELL.J.L Operator Licensing Branch. 92/06/29. 55pp. 
62204:095-62204:150. 

9207060096 Forwards initial exam rept 50-151/OL-92-01 administered on 920602 to fa- 
cility employees who applied for license to operate TRIGA Reactor. 

GALLO, R.M. Operator Licensing Branch. 92/06/30. JONES.B.G. Illinois, Univ. of, 
Urbana, IL 2pp. 62204:052-62204:092. 

9207060157 Discusses licensee 911226 response to generic Itr 88-20, suppl 4, “Individ- 
ual Plant Exams for External Events.” Recommends that licensee update IPEEE plans 
to bo consistent w/approaches provided in NUREG-1407. 

JOHNSON,A. Project Directorate 1-3. GL-88-20. 92/06/30. MECREDY,R,C. Rochester 
Gas & Electric Corp. 4pp. 62242:225-62242:228. 

9207060178 Forwards comments based on technical review of reactor operator & 
senior reactor operator licensing exams administered on 920622,per NUREG-1021 
(Operator Licensing Examiner Std). 

GATES,W.G. Omaha Public Power District. LIC-92-212R. 92/06/30. PELLET, J.L. 
Region 4 (Post 820201). 27pp. 62254:279-62254:305. 

9207060213 Acc^ts licensee selected IPEEE methods, in response to GL 88-20.Suppl 
4.lnforms that IPEEE submittal schedule not acceptable.Requests that licensee reas- 
sess schedule & report results no later than 920918. 

CONICELLA,N.F. Project Directorate 1-1. GL-88-20. 92/06/29. BEEDLE.R.E. Power 
Authority of the State of New York (New York Power Authority). 5pp. 62209:040- 
62209:045. 

9207060254 Discusses need for power factor constraints for EDG 
surveiilance8.Conclude8 that imposition of power factor constraint for monthly surveil- 
lances mw not be warranted. 

GRIMES,C.I. Technical Specifications Branch. 92/06/23. BUSH.L. Westinghouse 
Electric Corp. WCX>DS.B. ABB Combustion Engineering Nuclear Fuel (formerly Com- 
bustion Engineering, Inc.). WUNDERLY.B. Bab^k & Wilcox Co. 5pp. 62197:347- 
62197:351. 

9207060304 Notification of 920715 meeting w/public in Rockville,MD to discuss Industry 
comments re Proposed Rre Protection requirements. 

CARUSO, M.A. Reactor Systems Branch. 92/06/25. JONES, R.C. Reactor Systems 
Branch. 2pp. 62203:341-62203:342. 

9207070254 Requests clarification & approval of change to decommissioning plan re 
control of heavy loads. Equipment associated w/disposal of radwaste burial liner 
meets requirements specified in NUREG-0612. 

HILULM. Long Island Power Authority. LSNRC-1970. 92/07/01. BERNERO.R. Office 
of Nuclear Material Safety & Safeguards. 2pp. 62260:353-62260:354. 

9207070318 Forwards revised pages to emermncy response data sys data point 
library, per Section 3.6 to Rev 1 to NUREG-13^.Human engineering deficiency mods 
comr^eted for Unit 2.Addl changes for Unit 1 will be submitted. 

JUMP.W.J. Houston Lighting & Power Co. ST-HL-AE-4122. 92/06/30. Document Con- 
trol Branch (Document Control Desk). 2pp. 62273:342-62273:346. 


9207060173 Advises that licensee selected IPEEE methods as described in 911220 re- 
sponse to generic Itr 88-20, acceptable. 

DEAGA2IO,A. Project Directorate 1-4. TAC M83591. 92/06/30. SIEBER,J.D. Du- 
quesne Light Co. 3pp. 62260:001-62260:003. 

9207090107 Informs of issuance of rev 0 of improved STS for proof & review for any 
errors or differences from comment resolution decisions. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/ 
30. MCCOY, K. Westinghouse Operating Plants Owners Group. BEARD, P.M. Babcock 
& Wilcox Operating plants Owners Group. CONWAY,W.F. C-E Operating Plants 
Owners Group. 4pp. 62269:291-62269:295. 

9207090162 Forwards nonproprietary & proprietary repts,in response to GL 92-01, Rev 
1, “Reactor Vessel Structural Integrity.” in ref to NUREG-0712 & NRC 890919 Itr re 
closeout of GL 88-11 & License Condition 2.C.7. Proprietary repts withhold. 
ROSENBLUM,R.M. Southern California Edison Co. GL-92-01. 92/07/06. Document 
Control Branch (Document Control Desk). 13pp. 62339:035-62339:232. 

9207090243 Forwards Resident Safety Insp Repts 50-272/92-11, 50-311/92-07 & 50- 
354/92-07 on 920503-061 3. Violations noted. 

WENZINGER,E.C. Region 1 (Post 820201). EA-92-050. 92/07/02. 
MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey. 3pp. 
62309:242-62309:305. 

-9207090253 Notice of violation from insp on 920503-061 3. Violation noted:licensee 
failed to satisfy requirement of NUREG 0737 Item III.D.3.4 re release of ammonium 
hydroxide. 

* Region 1 (Post 820201). 50-311/92-07. 92/07/02. 2pp. 62309:245-62309:246. 

91^7090317 Forwards SER re implementation of NUREG-061 9, concluding that proposal 
is not acceptable re effectivoness of UT sys to detect thermal fatigue cracks that are 
0.172 inch in depth. 

DROMERICK,A.W. Project Directorate 1-4. TAC M83157. 92/07/08. BARTON, J.J. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 62293:336-62293:345. 

-9207090332 Safety evaluation concluding that proposal is not acceptable to eliminate 
future NUREG-061 9 routine PT examinations. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/08. 7pp. 
62293:339-62293:345. 

9207100219 Forwards nonproprietary ANF-1358(NR(A) & proprietary ANF-1358(P)(A) 
topical repts entitled, “Loss of Feedwater Heating Transient in BWRs,” for compliance 
w^rocedures in NUREG-0390.Proprietaiy ANF-1358(P)(A) withheld. 
HERSHBERGER,D. Siemens Power Ctorp. (formerly Siemens Nuclear Power Corp., 
Advanced Nuclear Fuel. DEH:043:92. 92/06/25. MURLEY Office of Nuclear Reactor 
Regulation, Director (Post 870411). Ip. 62329:170-62329:219. 

9207100228 Forwards results of review of Rev 1 1 to emergency preparedness plan & 
Revs 13 & 14 to EPIP 13. 1.1. Emergency action level scheme in EPIP 13.1.1 less con- 
servative than guidance established in NUREG-0654. 

SCARANO,R.A. Region 5 (Post 820201). 92/06/30. SORENSEN.G.C. Washington 
Public Power Supply System. 21pp. 62364:285-62364:305. 

9207130272 Forwards priorization evaluation re Generic Issues 156.2.2, "Design 
Code8,Criteria & Load Combinations” which will be incorporated into NUREG-0933, 
“Prioritization of Generic Safety Issues.” 

BECKJ0RD,E.S. Office of Nuclear Regulatory Research (Post 860720). 92/07/09. 
MINNERS,W. Division of Safety Issue Resolution (Post 880717). 4pp. 62337:187- 
62337:190. 

9207140017 NUREG/IA-0071 ANALYSIS OF THE UPTF SEPARATE EFFECTS TEST 
11 (STEAM-WATER CXDUNTERCURRENT FLOW IN THE BROKEN LOOP HOT LEG) 
USING RELAP5/MOD2. 

DILLISTONE,M.J. Winfrith Technology Ontre (United Kingdom). FIN A-4662. AEEW- 
M2555. 92/06/30. Office of Nuclear Regulatory Research (Post 860720). 31pp. 
62399:001-62399:033. 

9207140022 NUREG/IA-0080 ASSESSMENT OF RELAP5/MOD2 USING SEMISCALE 
INTERMEDIATE BREAK LOSS-OF-COOLANT EXPERIMENT S-IB-3. 

CHOU,G-H., HORNG,T-S., LIA,L-Y. Institute of Nuclear Energy Research (Taiwan). 
FIN A-4682. 92/06/30. Office of Nuclear Regulatory Research (Post 860720). 200pp. 
62373:271-62374:120. 

9207140031 NUREG/CR-5860 FRACTURE-MECHANICS-BASED FAILURE ANALYSIS. 
ROSENFIELD,A.R., MARSCHALL,C.W. Battelle Memorial Institute. * Oak Ridge Na- 
tional Laboratory. FIN B-0119. ORNLSUB821 76241. 92/06/30. Division of Engineer- 
ing (Post 87041 3). 38pp. 62373:227-62373:270. 

9207140034 NUREG-0725 R08 PUBLIC INFORMATION CIRCULAR FOR SHIPMENTS 
OF IRRADIATED REACTOR FUEL 

* Division of Safeguards & Transportation (Post 870413). 92/06/30. 35pp. 62373:189- 
62373:226. 

9207140229 NUREG/BR-0088 R02 LOCAL PUBLIC DOCUMENT ROOM DIRECTORY. 

* Division of Freedom of Information & Publications Services (Post 890205). 92/06/ 
30. 34pp. 62373:150-62373:184. 

9207140232 NUREQ/CP-01 1 9 V03 AD PROCEEDINGS OF THE NINETEENTH WATER 
REACTOR SAFETY INFORMATION MEETING. 

WEISS,A.J. Brookhaven National Laboratory. FIN A-398e. 92/06/30. Office of Nuclear 
Regulatory Research (Post 860720). 24pp. 62373:122-62373:148, 

9207140233 Revises 920131 submittal of ERDS data point library & plant attribute 
library, per Rev 1 to NUREG-1394.Softwaro Spec ERDS-SRS-I.OO-I, “ERDS Data 
Point Library ” end. 

PARKER, T.M. Northern States Power Co. 92/07/08. Document Control Branch (Doc- 
ument Control Desk). 2pp. 62394*.294-62394:353. 

9207140239 NUREQ-0847 S09 SAFETY EVALUATION REPORT REUTED TO THE 
OPERATION OF WATTS BAR NUCLEAR PLANT, UNITS 1 AND 2.Dockot Nos. 50- 
390 And 50-391 .(T ennesse Valley Authority) 

TAM,P.S. Division of Reactor Projects - I/ll (Post 870411). 92/06/30. 200dd. 
62372:327-62373:119. 
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9207140243 NUREG/CR-5892 A HIGHWAY ACCIDENT INVOLVING UNIRRADIATED 
NUCLEAR FUEL IN SPRINGFIELD.MASSACHUSETTS.ON DECEMBER 16,1991. 
CARLSON, R.W.. FISCHER,LE. Lawrence Livermore National Laboratory. FIN A-0291. 
UCRL-ID-1 10638. 92/06/30. Division of Safeguards & Transportation (Post 870413). 

1 08pp. 62397:001-62397:1 06. 

9207140248 NUREG/CR-5885 METALLURGICAL EVALUATION OF WELD OVERLAID 
PIPE SECTIONS FROM BRUNSWICK UNIT 2 NUCLEAR POWER STATION. 
CZAJKOWSKl,C.J., BOWERMAN.B., SCHUSTER.M. Brookhaven National Laboratory. 
FIN L-1438. BNL'NUREG-52331. 92/06/30. Division of Engineering Technology (Post 
890827). 113pp. 62372:098-62372:221. 

9207140262 NUREG/CR-5877 ASPECTS OF MONITORING AND QUALITY ASSUR- 
ANCE FOR RADIOUBELED ANTIBODIES. 

BARBER.D.E. Minnesota. Univ. of. Minneapolis, MN. * Brookhaven National Laborato- 
ry. FIN L-1284. BNL-NUREG-52328. 92/06/30. Division of Regulatory Applications 
(Post 870413). 47pp. 62372:046-62372:097. 

9207140266 NUREG/CR-5875 EXPERIMENTAL MODELING OF HEAT AND MASS 
TRANSFER IN A TWO- FLUID BUBBLING POOL WITH APPLICATION TO MOLTEN 
CORE-CONCRETE INTERACTIONS. 

GREENE.G.A. Brookhaven National Laboratory. FIN L-1259. BNL-NUREQ-52325. 92/ 
06/30. Division of Systems Research (Post 880717). 106pp. 62371:299-62372:045. 

9207140273 NUREG/CR-5871 V01 DEVELOPMENT OF EQUIPMENT PARAMETER 
TOLERANCES FOR THE ULTRASONIC INSPECTION OF STEEL 
COMPONENTS-Application To Components Up To 3 Inches Thick. 

GREEN, E.R., DOCTOR.S.R., HOCKEY, R.L Battelle Memorial Institute, Pacific North- 
west Laboratory. FIN B-2289. PNL-8064. 92/06/30. Division of Engineering (Post 
870413). 67pp. 62371:232-62371:296. 

9207140276 Informs of closure of TAC M54545 re control room habitability issue.New 
TAC will be assigned when GL issued. 

ANDERSON.J.W. Project Directorate 1-4. TAC M54545. 92/07/09. OPEKA.J.F. Con- 
necticut Yankee Atomic Power Co. 3pp. 62378:238-62378:240. 

9207140288 NUREG/CR-5720 MOTOR-OPERATED VALVE RESEARCH UPDATE. 
STEELE,R., WATKINS, J.C.. DEWALL.K.G. EG&G Idaho. Inc. FIN A-6857. EGG-2643. 
92/06/30. Division of Engineering (Post 870413). 99pp. 62371:129-62371:231. 

9207140291 NUREG-1458 EMERGENCY RESPONSE TO A HIGHWAY ACCIDENT IN 
SPRINGFIELD. MASSACHUSETTS.ON DECEMBER 16,1991. 

* Division of Safeguards & Transportation (Post 870413). 92/06/30. 144pp. 
62371:001-62371:128. 

9207140307 Final response to FOIA request for documents re 810909 memo from NRC 
to F Rhodes re in-service testing (AbME Code 11).App A records end & are being 
made available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/06. WILLIAMS, D. JRB Associates. 2pp. 62383:186-62383:189. 

-9207140309 Requests that ASME operations & maint committee revise requirements 
to ensure ability of certain pumps & valves to perform hydraulic & mechanical safe^ 
functions. 

RICHARDSON, J.E. Division of Engineering Technology (Post 890827). GL-89-04. 91/ 
09/09, RHODES.F.T. Wolf Creek Nuclear Operating Corp. 2pp. 62383:188-62383:189. 

9207150342 Forwards prioritization evaluation of Generic Issue 78, “Monitoring of Fa- 
tigue Transient Limits for R(;;S." Evaluation will be incorporated into NURK-0933, 
“Prioritization of GSIs." 

BECKJORD.J.S. Office of Nuclear Regulatory Research (Post 860720). 92/07/10. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 10pp. 62396:350- 
62396:359. 

9207160275 NUREG-0750 V35 101 INDEXES TO NUCLEAR REGULATORY COMMIS- 
SION ISSUANCES. January-March 1992. 

Division of Freedom of Information & Publications Services (Post 890205). 92/06/ 
30. 38pp. 62404:269-62404:302. 

9207170037 Responds to 920521 Itr to I Selin, soliciting NRCs assistance in determining 
alternatives to releasing radwaste water to city sewer sys & requesting current status 
of NRCs studies in area. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. CCS. 92/06/30. 
SCHIFF,S. House of Rep. 3pp. 62453:236-62453:241. 

“9207170040 Solicits assistance in determining alternatives to releasing radwaste water 
into city sewer sys. 

SCHIFF,S. House of Rep. CCS. 92/06/21. THE CHAIRMAN, SELIN.I. Commissioners 
(Post 760119). 2pp. 62453:239-62463:241. 

9207200023 Summajy of 920520 & 21 meetings w/utils,Entergy,EXCEL, 
Westinghouse,NUMARC & owners groups re new STS. 

GRIMK,C.I. Technical Specifications Branch. 92/06/29. ROSSI, C.E. Division of Oper- 
ational Events Assessment (Post 870411). 26pp. 62427:322-62427:347. 

9207200284 Notification of 920730 meeting w/util in Spring City,TN to discuss 
status, needed actions & priorities of various licensing issues ref in NUREG-0847,suppl 
9. 

TAM,P.S. Project Directorate tl-4 (formerly TVA Project Directorate) (Post 900603). 
TAC M72494. 92/07/14. Project Directorate 11-4 (formerly TVA Project Directorate) 
(Post 900603). 3pp. 62438:091-62438:093. 

9207210188 Forwards quideiines & ref matl requirements necessary in preparing for 
evaluation visit scheduled for period of 921116-2S.Requalification exams will be per- 
formed per sections 601 & 604 of NUREQ-1021. 

MILLER, LF. Region 5 (Post 820201). 92/07/13. SORENSEN, G.C. Washington Public 
Power Supply System. 10pp. 62421:170-62421:179, 

9207220127 Discusses requaiification program evaluation visit scheduled for wk of 
920906 for licensed personnel at plant & requests ref metis listed in end. 
PEEBLES.T.A. Region 2 (Post 820201). 92/07/10. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 7pp. 62432:344-62432:350. 

9207220282 Advises that generic issue 2, “Failure of Protective Devices on Essential 
Equipment" has very little safety significance & will be dropped from further 
pursuitEnol evaluation will be incorporated Into NUREG-0933. 

BECKJORD.ES. Office of Nuclear Regulatory Research (Post 860720). 92/07/01. 
MINNERS.W. Division of Safety Issue Resolution (Post 880717). 5pp. 62453:313- 
62453:317. 


9207230134 Forwards request for add! info to complete review of chapters 4 & 15 of 
FSAR submittals through amend 84, per NU REG-0800, “Std Review Plan.” Response 
requested within 30 days of receipt of Itr. 

HOLIAN.B. Project Directorate IV-2. TAC M82075. 92/07/20. CAHiLL.W.J. Texas Utili- 
ties Electric Ck). (TU Electric). 4pp. 62459:032-62459:035. 

9207230236 Discusses change to promote use of improved STS such as NUREG-1433 
for GE BWR-4 reactors when proposed changes have potential generic 
applications-Encloses Section 3.1.7 & Bases 3.1.7 from STS as an alternative to 
changes. 

CLARK,R.J. Project Directorate 1-2. TAC M83237. 92/07/16. BECK,G.J. Philadelphia 
Electric Co. 16pp. 62459:099-62459:114. 

9207240036 Forwards initial exam rept 50-407/OL-92-02 on stated date. 

GALLO.R.M. Operator Licensing Branch. 92/07/22. GEHMLICH,D.K. Utah, Univ. of, 
Salt Lake City, UT. 2pp. 62479:1 35-62479:1 87. 

“9207240043 Exam rept 50-407/OL-92-02 on stated date.Exam results:all candidates 
passed first test (disregarded), four passed second exam & one candidate 
withdrew.constituting failure, 

CALDWELL.J.L., DOYLE.P.W. Operator Licensing Branch. 92/07/22. 49pp. 
62479:137-62479:187, 

9207270006 Advises that rev 31 to plant emergency plan consistent w/provislons of 
10CFR50.47(b) & app 1 of NUREG-0654. 

CLINE,W.E. Region 2 (Post 820201). 92/06/30. SKOLDS.J.L South Carolina Electric 
& Gas Co. 3pp. 62475:001-62475:003. 

9207270187 Fonvards unedited copy of Section 3.3 for BWR owners group BWR/4 & 
BWR/6 versions of new STS. 

GRIMES,C.I. Technical Specifications Branch. 92/06/04. BUSH,L. Westinghouse Op- 
erating Plants Owners Group. ROBERTSON.J.L BWR Owners Group. WOODS, B. C-E 
Operating Plants Owners Group. 203pp. 6251 7:001-6251 7:21 1 . 

9207270209 Forwards preliminary unedited copy of Section 3.6 Bases for 
B&W, Westinghouse & C-E owners groups versions of new STS. 

GRIMES.G,!. Technical Specifications Branch. 92/06/01. BUSH,L. Westinghouse Op- 
erating Plants Owners Group. ROBERTSON.J.L. BWR Owners Group. WOODS.B. C-E 
Operating Plants Owners Group. 203pp. 62485:001-62486:244. 

9207270224 Forwards response to NRC 920713 telcon questions re amend to Ucense 
NPF-1 1 .changing TS re residual gadolinium, evaluation of reactor bldg crane for com- 
pliance w/NUREG-0612 & estimated total expected exposure re reracking mod. 
SHIELDS.J. Commonwealth Edison Co. 92/07/20. SIEGEL.B., PHILLIPS.C. NRC - No 
Detailed Affiliation Given. 3pp. 62528:176-62528:178. 

9207270252 Reqyests industry views on SRP formaLAppllcable portions of ACRS brief- 
ing handouts & ACRS May 1992 meeting transcripts enci. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/ 
15. RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nu- 
clear Utility Manage. 43pp. 62486:245-62486:287. 

9207270263 NUREG/CR-6009 V02 DEVELOPING AND ASSESSING ACCIDENT MAN- 
AGEMENT PLANS FOR NUCLEAR POWER PLANTS. Evaluation Of A Prototype Proc- 

HANSON.D.J., JOHNSON.S.P., BUCKMAN.H.S. EG&G Idaho. Inc. FIN B-5723. EG6- 
2682. 92/07/31. Division of Systems Research (Post 880717). 188pp. 62509:178- 
62509:359. 

9207270274 NUREG/CP-0123 PROCEEDINGS OF THE SECOND NRC/ASME SYMPO- 
SIUM ON PUMP AND VALVE TESTING.Held At The Hyatt Regency 
Hotel, Washington, DC, July 21-23, 1992. 

* EG&G Idaho. Inc. FIN A-6812. EGG-2676. 92/07/31. Office of Nuclear Regulatory 
Research (Post 860720), 600pp. 62510:001-62511:202. 

9207270284 NUREG/CR-5867 GRADIENT STUDY OF A LARGE WELD JOINING TWO 
FORGED A 508 SHELLS OF THE MIDLAND REACTOR VESSEL 
IRWIN, G.R,, ZHANG,X.J. Maryland. Univ. of, College Park. MD. * Oak Ridge National 
Uboratory. FIN B-0119. ORNLSUB79777810. 92/06/30. Division of Engineering (Post 
870413). 19pp. 62508:287-62508:307. 

9207270292 Fonvards preliminary unedited copy of Section 3.3 for B&W owners group 
version of new STS. 

GRIMES.C.l. Technical Specifications Branch. 92/05/22. BUSH.L Westinghouse Op- 
erating Plants Owners Group. ROBERTSON.J.L. BWR Owners Group. WOODS.B. C-E 
Operating Plants Owners Group. 600pp. 62483:001 -62484:31 3. 

9207270295 NUREG/CR-5819 PROBABILITY AND CONSEQUENCES OF RAPID 
BORON DILUTION IN A PWR.A Scoping Study. 

DIAMOND, D.J., KOHUT.P., NOURBAKHSH.H. Brookhaven National Laboratory. FIN 
A-3868. BNL-NUREG-52313. 92/06/30. Division of Systems Technology (Post 
890827). 94pp. 6251 2:1 1 5-6251 2:21 2. 

9207270306 Forwards preliminary, unedited Section 3.3 for CEOG version of new STS. 
GRIMES.C.I. Technical Specifications Branch. 92/05/29. BUSH.L Westinghouse 
Electric Corp. WOODS.B. ABB Combustion Engineering Nuclear Fuel (formerly Com- 
bustion Engineering, Inc.). WUNDERLY.B. Babcock & Wilcox Co. 200pp. 62518:001- 
62519:102. 

9207270307 NUREG-0304 VI 7 N01 REGULATORY AND TECHNICAL REPORTS (AB- 
STRACT INDEX JOURNAL). Compilation For First Quarter 1992,Januafy-March. 

* Division of Freedom of Information & Publications Services (Post 890205). 92/06/ 
30. 41pp. 62508:242-62508:284. 

9207270318 NUREG/CR-5854 UNIVERSAL TREATMENT OF PLUMES AND 
STRESSES FOR PRESSURIZED THERMAL SHOCK EVALUATIONS. 
THEOFANOUS.T.G., ANGELINI.S., YAN.H. California, Univ. of. Santa Barbara, CA. 
FIN D-1634. 92/06/30. Division of Systems Research (Post 880717). 96pp. 
62508:146-62508:241. 

9207270321 NUREG/CR-3960 V07 FUEL PERFORMANCE ANNUAL REPORT FOR 
1989 

BAILEY, W.J., BERTING.F.M. Battelle Memorial Institute, Pacific Northwest Laboratory. 
WU.S.L Reactor Systems Branch. FIN L-1478. PNL-5210. 92/06/30. Division of Sys- 
tems Technology (Post 890827). 200pp. 62508:31 0-62509:1 77. 
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9207280210 Partial re^nse to FOIA request for documents re NRC TIA review of 
900320 loss of off-site power event at plant. Forwards documents listed in App C 
which are being made available for PDR.App B documents also available in PDR. 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/12/09. LAMBERSKI.J. Troutman, Sanders, Lockerman & Ashmore. 3pp. 
62519:256-62519:290. 

-9207280225 Summarizes NRC NT Rept.NUREG-1410. “Loss of Vital AC Power & RHR 
During Mid-Loop Operations At Vogtie Unit 1." Excerpts from NUREG-1410 end. 
BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 90/06/08. 
CARROLL, J. ACRS - Advisory Committee on Reactor Safeguards. 27pp. 62519:261- 
62519:287. 

9207280252 Forwards corrected data point library for ERDS, initially submitted In 920317 
Itr.Encl corrects Section 3.6 re administrative implementation requirements, per Rev 1 
to NUREG-1394. 

MCCOY, C.K. Georgia Power Co. ELV-03884. 92/07/20. Document Control Branch 
(Document Control Desk). 4pp. 62535:018-62535:021. 

9207280287 Final response to FOIA request for documents.Forwards copies of hand- 
outs at 910806 presentation of course entitled, “NRC: What It Is & What It Does,” 
which are being made available in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/19. UNNERSTALL.K. Newman & Holtzinger. Ip. 62514:009- 
62514:157. 

-9207280291 Forwards NUREG-0325,rev 14 dtd 900815 consisting of functional organi- 
zation charts for all NRC ofcs,regions & components. 

BIRO.P.E. NRC - No Detailed Affiliation Given. 90/09/20. NRC - No Detailed Affiliation 
Given. 2pp. 62514:010-62514:157. 

9207310044 Forwards proposed draft rev 7 of operating licensing exam stds.NUREG- 
1021, for commenLNRC will Implement rev 7 of examiner stds for Initial & requalifica- 
tion exams scheduled to be 180 days or more after final comment published. 

ROE,J.W. Division of Licensee Performance & Quality Evaluation (Post 87041 1). 92/ 
07/23. TIPTON, T. Nuclear Management & Resources Council (NUMARC) (formerly 
Nuclear Utility Manage. 200pp. 62685:012-62585:347. 

9207310083 Provides data point library for plant.Data ix>int library submittal completes 
emergency response data sys info requirements for plant contained in NUREG- 
1394,Rev 1. 

MCCARTHY,D.C. Carolina Power & Ught Co. NLS-92-166. 92/07/27. Document Con- 
trol Branch (Document Control Desk). 57pp. 62612:264-62612:320. 

9207310124 Concludes that technical rationale provided by util to justify operability of 
unit 2 brand rex cables for one more fuel cycle acceptable, per NUREG-1232,vol 
3,S(^I 2. 

RO^,T.M. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
92/07/24. MEDFORD,M.O. Tennessee Valley Authority. 3pp. 62585:354-62585:356. 

9207310158 Forwards completed ERDS survey questionrmire^per Rev 1 to NUREG- 
1394 re ERDS implementation, consisting of quality codes & descriptions for plant 
process computer sys at facility. 

MECREDY.R.C. Rochester Gas & Electric Corp. 92/07/20. JOHNSON, A.R. Project Di- 
rectorate 1-3. 7pp. 62613:348-62613:354. 
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9208230193 NRC Info Notice 92-047, “Intentional Bypassing of Automatic Actuation of 
Plant Protective Features.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/06/29. 
Consolidated Edison Co. of Now York, Inc. 4pp. 62480:018-62480:021. 

9208280043 NRC Info Notice 92-048, “Failure of Exkto Batteries.” 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 92/07/02. 
Consolidated Edison Co. of New York, Inc. 4pp. 62480:007-62480:010. 

9208290237 NRC Info Notice 92-050, “Cracking of Valves in Condensate Return Lines 
of BWR Emergency Condenser Sys.” 

ROSSI,C.E. OKrision of Operational Events Assessment (Post 870411), 92/07/02. 
Consolidated Edison Co. of New York, Inc. 7pp. 62480:011-62460:017. 

9207010301 Forwards 920601 memo from JG Partlow & WT Russell to NRR Div 
Director.for placement In PDR. 

DUNNING,T.G. Technical Specifications Branch. 92/06/25. Document Control Branch 
(Document Control Desk). 1p. 62178:120-62178:133. 

-9207010308 Provides interim guidance for Project Managers & Technical Reviewers 
on identifying & processing TS amend requests as either generic line-item improve- 
ments or plant-specific changes. 

PARTLOW. J.G. Associate Director for Projects (Post 870411). RUSSELL,W.T. Associ- 
ate Director for Inspection & Technical Amssment (Post 870411). 92/06/01. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 13pp. 62178:121-62178:133. 

9207010307 Responds to 920430 & 0602 Itrs on behalf of Union of Concerned Scien- 
tists re substantive contents of & process for drafting Rev 1 to GL 92-01, “Reactor 
Vessel Structural Integrity.” 

TAYLOR,J.M. Ofc of the Executive Director for Operations. GL-92-01. 92/06/22. 
CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran & 
Tousl^). 10pp. 62194:001-62194:019. 

-9207010312 ExpressiM concern re substantive contents of process for drafting GL-92- 
01, rev 1 re reactor vessel structural integrity. 

CURRAN.D. Harmon, Curran, Gallagher & Spielbera (formerly Harmon, Curran & 
Tousley). GL-92-01. 92/04/30. THE CHAIRMAN, SELIN.I., ROGERS,K.C. Commis- 
sioners (Post 750119). 8pp. 62194:012-62194:019. 

9207010322 Advises that memos re research user needs for advanced passive reactors 
& regulatory needs for human factors research released from NRR & should be in- 
cluded in NRC PDR FOIA file. 

COFFMAN.F.D. Human Factors Branch. 92/06/30. YEATES.E. NRC - No Detailed Af- 
filiation Given. 1p. 62182:345-62182:360. 


-9207010326 Outlines regulatory needs for human factors research of NRR. Three 
functional areas developed, including human performance, personnel issues & ad- 
vanced technologies & sys. 

MURLEY.T.E. Office of Nuclear Regulatory Research (Post 860720). 91/06/03. 
BECKJORD,E.S. Office of Nuclear Reactor Regulation. Director (Post 870411). 3pp. 
62182:346-62182:348. 

-9012280074 Forwards research user needs for advanced passive reactors. AddI re- 
search user need requests in other areas such as matls & chemistry will follow. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/12/ 
11. BECKJORD,E.S. Office of Nuclear Regulatory Research (Post 860720). 12pp. 
62182:349-62182:360. 

9207020010 Forwards FEMA final “Exercise Evaluation Rept for Off-Site Radiological 
Emer|iency Plans & Preparedness Ingestion Pathway Exercise at SONGS on 

PATE.R.J. Region 5 (Post 820201). 92/06/23. RAY.H.B. Southern California Edison 
Co. 2pp. 62247:001-62247:066. 

-9206160422 Forwards final rept for 911120 ingestion pathway exercise of radiological 
emergency response plans site-specific to faciiity.No deficiencies observed. 
KWIATKOWSKI,D. Federal Emergency Management Agency. 92/05/28. CONGEL.F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 1p. 
62247:004-62247:004. 

-9208170097 Final “Exercise Evaluation Rept of Off-site Radiological Emergency Plans 
& Prep^edness,lngestion Pathway Exercise on 911120.” 

SCOTT,E. Federal Emergency Management Agency. 92/04/24. 57pp. 62247:005- 
62247:066. 

9207020199 Forwards notice of applications & amends to OLs involving NSHC.W/o 
end. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/ 
22. GRAHAM, B. Senate, Environment & Public Works. KOSTMAYER.P.H. House of 
Rep., Interior & Insular Affairs. SHARP.P.R. House of Rep., Energy & Commerce. 2pp. 
62194:267-62194:268. 

9207020228 Responds to 920522 Itr re AW Uppitt Itr concerning licensing extension of 
civilian nuclear plants by NRC. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. 92/06/22. NUNN.S. 
Senate. 40pp. 62186:310-62186:349. 

9207020233 NRC Info Notice 92-051, "Misapplication & Inadequate Testing of Molded- 
Case Qrcuit Breakers.” 

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 92/07/09. 
Consolidated Edison Co. of New York, Inc. 6pp. 62480:001-62480:006. 

9207080179 Request for OMB review & supporting statement re operator licensing & 
requalification exams.Estimated respondent burden is 160 h. 

CRANFORD.G. Office of Information Resources Management (Post 890205). OMB 
5150-0131. 92/06/26, 9pp. 62209:001-62209:009. 

9207080290 Request for OMB review & supporting statement re intergrated schedules 
policy statementEstimated respondent burden is 2,800 h. 

CRANFORD.G.F. Office of Information Resources Management (Post 890205). 92/ 
06/29. 39pp. 62243:247-62243:282. 

9207070224 Discusses FEMA Sept 1991 exercise of offsite radiological emergency re- 
sponse plans for plantApprovat of plans will remain in effect.Util should interact w/ 
offsite officials to resolve outstanding concerns identified by FEMA.W /0 end. 
MCCORMICK-BARGE Region 3 (Post 820201). 92/06/26, EVERS,K.H. Washington 
Public Power Supply System. 2pp. 62206:029-62206:030. 

9207070239 Request for OMB review & supporting statement re 48CFR20, NRC acqui- 
sition regulation.Estimated respondent burden is 120,441 h. 

CRANFORD.G.F. Office of Information Resources Management (Post 890205). OMB- 
3150. 92/07/01. 200pp. 62236:001-62236:259. 

9207070427 Request for OMB review & supporting statement re survey for fabricators & 
Users of DOT Specification Packages.Estlmated respondent burden is 171 h. 
CRANFORD.G.F. Office of Information Resources Management (Post 8£K)205). 92/ 
07/01. 2pp. 62242:163-62242:178. 

9207090205 Forwards final rept "Diagnostic Methods & Measurements Approaches to 
Detect Incipient Defects Due to Aging of Cables.” 

FARMER, W.S. Electrical & Mechanical Engineering Branch (Post 880717). 92/07/01. 
VAGINS,M.. VORA,J. Office of Nuclear Regulatory Research (Post 860720). ROSAF. 
Office of Nuclear Reactor Regulation. Director (Post 870411). 2pp. 62313:081- 
62313:308. 

-0207090200 NISTIR4485 “Diagnostic Methods & Measurement Approaches to Detect 
Incipient Defects Due to Aging of Cables." 

MARTZLOFF.F.D., PERR^.A.Q. National Institute of Standards & Technology (for- 
merly National Bureau of Standa. 92/07/31. 70pp. 62313:083-62313:308. 

9207000273 Expresses appreciation for assistance provided by D Pereira during two wk 
rotational assignment on 920518-29. 

ROE,J.W. Division of Licensee Performance & Quality Evaluation (Post 870411). 92/ 
07/06. ZIMMERMAN, R.P. Region 5 (Post 820201). Ip. 62271:210-62271:210. 

9207090313 NRR ofc Itr 1101, "Procedures for Insp Development Activities Under As- 
sociate Director for Insp & Technical Assessment'’ 

MURLEY.T.E. Office of Nuclear Reactor Rwulation, Director (Post 870411). NRRL- 
1101. 92/06/29. Office of Nuclear Reactor Regulation, Director (Post 870411). 10pp. 
62269:312-62269:321. 

9207100083 Forwards FEMA 920603 Itr & assodated final rept for Nov 1991 exercise of 
offsite radiologicai emergency response pians.FEMA identified one deficiency. 
MCCORMICK-BARGE Region 3 (Post 820201). 92/07/01. ELIASON.LR. Northern 
States Power Co. 2pp. 62382:171-62382:260. 

-9206170082 Forwards final rept for 911105 exercise of offsite radiological emergency 
response plans site-specific to Monticello PlantOne defidency & two areas requiring 
corrective action identified. 

KWIATKOWSKI,D. Federal Emergency Management Agency. 92/06/03. CONGEL,F.J. 
Division of Radiation Protection 8 Emergency Preparedness (Post 870411). 2pp. 
62382:173-62382:173. 
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-9206170109 “Exercise Rept Monticello Plant NSP Joint Exercise on 911105." 

* Federal Emergency Management Agency. 92/03/30. 85pp. 62382:174-62382:260. 

9207130113 Forwards current update of OGCB 10CFR21 tracking sys. 

BERLINGER,C.H. Generic Communications Branch. 92/06/26. PARTLOW,J:G., 
RUSSELUW.T., ROSSI.C.E Office of Nuclear Reactor Regulation, Director (Post 
87041 1). 11pp. 62337:191-62337:201. 

9207140011 Responds to 920514 Itr forwarding constituent JR Keough Itr protesting 
NRC prevention of foundries from competing in mfg of cast iron casks for high level 
radwaste.Concems raised re suitability of nodular cast iron as structural matl. 

TAYLOR, J.M. Ofc of the Executive Director for derations. CCS. 92/06/18. LEVIN.C. 
Senate. 2pp. 62384:340-62384:346. 

->9207140012 Forwards constituent JR Keough (Applied Process,lnc) 920205 Itr re NRC 
refusal to allow transport of nuclear waste in ductile iron cask8.Response requested. 
LEVIN, C. Senate. CCS. 92/05/14. RATHBUN.D. Office of Congressional Affairs (Post 
911117). 4pp. 62384:342-62384:346. 

9207140093 CMscusses 920625 meeti'rra w/RL Morby & other members of MO Dept of 
Natural Resources re remediation of firing range at Dept of Army Lake City Army Am- 
munition Plant 

GROBE,J.A. Region 3 (Post 820201). 92/07/02. MORBY.R.L Environmental Protec- 
tion Agency. Ip. 62299:295-62299:295. 

9207150309 Forwards notice of opportunity for public comment for proposed generic 
communication for transmittal to Ctc of FR for publication. 

BOGER.B.A. Division of Reactor Projects - III,IV,V (Post 901216). 92/06/22. 
MEYER, D.L Division of Freedom of Information & Publications Services (Post 
890205). Ip. 62378:246-62378:251. 

-9207150332 Notice of opportunity for public comment on proposed generio 
communication,suppl 1 to generic Itr 83-28, “Required Actions Based on Generic Im- 
plications of Salem ATWS Events." 

BOGER,B.A. Division of Reactor Projects - III.IV.V (Post 901216). GL-83-28. 92/06/ 
22. 5pp. 62378:246-62378:251. 

9207160169 Advises that recipient contact listed public health unit re 920622 request 
for physician info to assist in seeking medical attention. 

GLENN,J.E. Medical, Academic & Commercial Use Safety Branch. 92/07/07. 
IACONO,C. Affiliation Not Assigned. Ip. 62555:289-62555:289. 

9207160315 Documents resolution of all comments received during Peer Review of 
draft AEOO rept, “Experience w/Reactor Coolant Pump Seals Installed in Reactor 
Coolant Pumps Mfg by Bwon Jackson." 

O’REILLY.P.D. Trends & Patterns Analysis Branch. 92/06/17. Trends & Patterns 
Analysis Branch. 46pp. 62395:292-62395:338. 

9207160354 Summary of operating reactors events meeting 92-10 on 920708 re select- 
ed events occum'ng since last briefing on 920701. List of attendees, significant ele- 
ments of discussed events & reactor scram statistics for wk ending 920705 encl. 
CHAFFEE,A.E. Events Assessment Branch. OREM-92-010. 92/07/10. ROSSI.C.E. Di- 
vision of Operational Events Assessment (Post 870411). 15pp. 62396:039-62396:053. 

9207170109 Responds to 920506 Itr requesting assistance in determining need for re- 
authorization of small business innovation research program. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/06/02. LEVIN.C. 
Senate. 2p. 62423:359-62423:361. 

-9207170122 Requests assistance in determining need for reauthorization of small busi- 
ness innovation research program. 

LEVIN.C. Senate. 92/05/06. NRC - No Detailed Affiliation Given. Ip. 62423:360- 
62423:361. 

9207200035 Summary of operating reactors events meeting 92-09 on 920701. 
CHAFFEE.A.E. Events Assessment Branch. OREM-92-009. 92/07/07. ROSSI.C.E. Di- 
vision of Operational Events Assessment (Post 870411). 17pp. 62429:258-62429:274. 

9207200320 Updates 920123 memo re AEOD Reactor Operations Branch participation 
in events assessment paneLRepresentation for next eight months listed. 

ROSENTHAL, J.E. Reactor Operations Analysis Branch. 92/07/13. CHAFFEE,A.E. 
Events Assessment Branch. 2pp. 62418:359-^418:360. 

9207210286 Request for OMB review & supporting statement re cumulative occupation- 
al exposure history & occupational expc^re record for monitoring period.Totai esti- 
mated re^ndent burden is 4,828 h. 

CRANFORD, G.F. Office of Information Resources Management (861109-870412). 
OMB 3150-0006. 92/07/13. 25pp. 62440:146-62440:168. 

9207220064 Discusses FEMA findings during plant exercise on 920602. Two deficien- 
des involving public alert & notificatbn process noted.W/o end. 

CUNE.W.E Region 2 (Post 820201). 92/07/02. WATSON, R.A. Carolina Power & 
Ught Co. 3pp. 62432:173-62432:175. 

9207230051 Consent agreement & order by & betvt^n EPA A listed parties re Metallur- 
gical Com of America site. 

SEGEL.O.W. Environmental Protection Agency. 88/07/27. 65pp. 62441:273- 
62441:338. 

92072^)003 Comments on vmrk plan two for Metcoa restart site (xepared by GSX 
Svcsjnc. 

KINNEMAN,J.D. Region 1 (Post 820201). 92/03/20. MANNING.C. Environmental Pro- 
tection Agency. 1 p. 62442:1 27-62442*.304. 

-9207230096 Forwards Metcoa Work Plan ZComments requested. 

MANNING.C. Environmental Protection Agency. 92/03/20. KINNEMAN.J. Region 1 
(Post 820201). ip. 62442:128-62442:128. 

-9207230102 “Work Plan Number Tvm, Metcoa Restart Site,Pula8ki.Pa." 

* GSX Services, Inc. 90/12/21 . 1 60pp. 62442:1 29-62442:304. 

9207230240 Summary of 920612 meeting w/Thermai Science, Inc in Rockville,MO re 
recent fire testing^or thermo4ag 330 fire barrier sys for wide trays. 

MCCRACKEN,c!e. Rant ^sterns Branch. 92/07/16. NRC - No Detailed Affiliation 
Given. 39pp. 62517:291-62517:329. 


9207240105 Discusses Public Law 97-415 authorizing NRC to issue & make immediate- 
ly effective any amend to operating license upon determination by Commission that 
amend involves NSHC. 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/ 
14. GRAHAM.B. Senate, Environment & Public Works. 2pp. 62501:143-62501:144. 

9207240220 Forwards comments on draft medical svcs guidance memo GM MS-1, rev 

1 . 

KANTOR.F. Emergency Preparedness Branch. 92/06/29. WINGERT.V. Federal Emer- 
gency Management Agency. 4pp. 62501:146-62501:149. 

9207240222 Forwards health physics po^on re redefinition of restricted area bound- 
aries to exclude area to be used for residential quarters. 

CUNNINGHAM.LJ. Radiation Protection Branch. 92/07/06. CCX>PER.R.W. Region 1 
(Post 820201). STOHR,J.P. Region 2 (Post 820201). NOREUUS.C.E Region 3 (Post 
820201). 4pp. 62501:150-62501:153. 

9207240230 Fonvards mailing label used to send documents to Research Reactors Divi- 
sion at OR NL Requests that records be updated w/iisted address & that SE Troy 
name be removed since SE Troy no longer works for div. 

HARRIS, J.G. Oak Ridge National Uboratory. 92/07/20. NRC - No Detailed Affiliation 
Given. 2pp. 62528:224-62528:225. 

9207270301 Compilation of abstracts, slides & summaries of papers for NRC regulatory 
info conference on 920721 & 22 in Washington, DC. 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/ 
21. 200pp. 62500:001-62501:019. 

9207280161 Ack reciept of 920429 Itr forwarding final rept for Oct 1991 exercise of off- 
site radiological emergency response plans tor util.No deficiencies noted & twelve 
areas requinng correcwe actions identified. 

MCCORMICK-BARGE Region 3 (Post 820201). 92/07/16. REED.C. Commonwealth 
Edison Co. 2pp. 62489:110-62489:224. 

-9205290181 Forwards final exercise rept for 911009 joint exercise of offsite radblogi- 
cal emergency response plans site-specific to plant. 

KWIATKOWSKLD. Federal Emergency Management Agency. 92/04/29. CONGEL,F.J. 
Division of Radiation Protection & Emergency Preparedness (Post 870411). 2pp. 
62489:112-62489:112. 

-9205290185 Joint Exercise Rept for Dreklen Nuclear Power Station. 

* Federal Emergency Management Agency. 92/03/24. 112pp. 62489:113-62489:224. 

9207280187 Summary of 920630 meeting w/lndustry Siting Group re technical & regula- 
tory review of siting issues-emergency planning area. 

ZALCMAN.B. License Renewal Project Directorate (Post 920517), 92/07/13. License 
Renewal Project Directorate (Post 920517). 43pp. 62528:266-62528:309. 

9207280203 Notification of 920720 meeting w/BWR/6 licensees in Rockville, MD to dis- 
cuss individual plant exams, licensee performed safety sys function insp, improved TS 
implementation & drywell radiation source term reduction. 

OCONNOR.P.W. Project Directorate IV-1. 92/07/15. MURLEY.T., MIRAGLIA,F.. 
RUSSELL,W. NRC - No Detailed Affiliation Given. 5pp. 62530:290-62530:294. 

9207280263 Documents understanding of 920714 telcon re 10CFR1 50.20 & procedural 
matters involving processing of NRC form 241 . Concurrence of clarification requested. 
YUHAS.G.P. Region 5 (Post 820201). 92/07/16. GLENN.J.E. Medical, Academic & 
Commercial Use Safety Branch. 2pp. 62497:109-62497:110. 

9207300261 Forwards third set of questions & answers on major rev of 10CFR20.Rev 
of answer to question 54 also encl. 

CX)NGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 92/07/23. MILLER, V.L, RAGLIN.K.A. NRC - No Detailed Affiliation Given. 
COOPER.R.W. Region 1 (Post 820201). 15pp. 62580:294-62580:308. 

9207310024 Forwards biweekly notice of applications & amends to OLs involving NSHC 
published in FR on 920708, for info. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/ 
21. GRAHAM.B. Senate, Environment & Public Works. KOSTMAYER.P.H. House of 
Rep., Interior & Insular Affairs. SHARP, P.R. House of Rep., Energy & Commerce. 2pp. 
62645:038-62645:039. 
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9207020228 Responds to 920522 Itr re AW Lippitt Itr concerning licensing extension of 
civilian nuclear plants by NRC. 

TAYLOR.J.M. C5fc of the Executive Director for Operations. CCS. 92/06/22. NUNN.S. 
Senate. 2pp. 62427:173-62427:178. 

-9207170026 Requests info re licensing extension of civiiian nuclear plants by NRC.per 
encl Itr.dtd 920409 from constituent AW Lippitt 

NUNN.S. Senate. CCS. 92/05/22. RATHBUN.O.K. Office of Congressional Affairs 
(Post 911117). 3pp. 62427:175-62427:178. 

9207080047 Comment supporting 57FR20525 re NRC proposal to allow U mill facilities 
to accept non-1 1 (e)2 wastes & NRC guidance for use of U mill feed matis oth«r than 
natural ores. 

ANDERSON, LF. Utah, State of. 57FR20525. 92/07/02. NRC - No Detailed Affiliation 
Given. 3pp. 62218:306-62218:310. 

9207080054 Comment supporting 57FR20525 re NRC proposal to allow U mill facilities 
to accept non-1 1(e)2 wastes & NRC guidance for use or U mill feed matis other than 
natural ores. 

ANDERSON.LF. Utah. State of. 57FR20525. 92/07/02. NRC - No Detailed Affiliation 
Given. 4pp. 62218:327-62218:330. 

9207130004 Forwards T Dunning comments on proposed rule tOCPRSO re rev to sta- 
tion blackout rule.10CFR50.63.W/o encl. 

KNIEEK. Reactor & Plant Safety Issues Branch. 57FR14514. 92/07/01. JULIAN,E 
Docketing A Services Branch. Ip. 62285:003-62285:003. 

9207130006 Comment on proposed rule 10CFR50 re rev to station blackout 
rule.10CFR50.63. 

DUNNING.T. Technical Specifications Branch. 57FR14514 00001. 92/05/28. 
SERKIZ.A. Reactor A Plant &ifety Issues Branch. Ip. 62285:004-62285:004. 
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92071 3CMWS Comment supporting low-level radwaste after treatment to reduce volume 
& represents safest,most cost effective solution. 

SCHNELL.D.F. Union Electric Co. 57FR15034 00010. 92/06/26. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 62285:006-62285:006. 

9207130013 Comment supporting proposed rule 10CFR50.54 re receipt of byproduct & 
special nuclear mat!. 

BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
57FR 15034 00009. 92/07/06. Docketing & ^rvices Branch. 2pp. 62285:010- 
62285:011. 

9207130016 Comment supporting proposed rule re “Receipt of Byproduct & SNM." 
JACKSON, M.A. Commonwealth Edison Co. 57FR 15034 00008. 92/06/30. Office of 
the Secretary of the Commission. 2pp. 62285:014-62285:015. 

9207130019 Comment opposing proposed rule 10CFR110 re import & export radwaste. 
LEWIS.M.I. Affiliation Not Assigned. 57FR17859 00003. 92/06/22. Office of the Sec- 
retary of the Commission. 10pp. 62285:017-62285:027. 

9207130020 Comment supporting proposed rule 10CFR50 re “Receipt of Byproduct & 
SNM." 

EDWARDS, D.W. Yankee Atomic Electric Co. 57FR15034 00004. 92/07/02. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 62285:028-62285:028. 

9207130023 Comment supporting proposed rule 10CFR50.54 re rulemaking lo amend 
regulations governing “Conditions of Licenses’* to allow reactor licensee to receive 
back of low-level radwaste. 

ORSER.W.S. Detroit Edison Co. 57FR15034 00006. 92/07/02. Docketing & Services 
Branch. 3pp. 62285:030-62285:032. 

9207130025 Comment supporting proposed rule 10CFR110 re import & export of rad- 
wastes. 

BEEDLE,R.E. Power Authority of the State of New York (New York Power Authority). 
57FR17859 00004. .92/06/26. CHILK.S.J. Office of the Secretary of the Commission. 
2pp. 62285:034-62285:035. 

9207130026 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
special nuclear matl. 

BOHLKE,W.H. Florida Power & Light Co. 57FR15034 00005. 92/07/01. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 62285:036-62285:037. 

9207130029 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
special nuclear matl. 

RUEGER.G.M. Pacific Gas & Electric Co. 57FR15034 00004. 92/06/25. Docketing & 
Services Branch. 2pp. 62285:040-62285:041 . 

9207130034 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
special nuclear matl. 

FITZPATRICK, E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). 57FR15034 00003. 92/06/26. CHILK.S.J. Office of the Secretary of the Commis- 
sion. 2pp. 62285:045-62285:046. 

9207130035 Comment supporting proposed rules 10CFR19 & 20 re extension of Imple- 
mentation date of revised stds for protection against radiation. 

NICHOLSON,N.A. Affiliation Not Assigned. 57FR21216 00035. 92/06/18. COOL.D.A 
Office of Nuclear Regulatory Research (Post 860720). 2pp. 62285:047-62285:048. 

9207130036 Comment supporting proposed rules 10CFR19 & 20 re extension of Imple- 
mentation date for revised stds for protection against radiation. 

* Air Force, Dept. of. 57FR21216 00034. 92/06/24. Docketing & Services Branch. 1p. 
62285:049-62285:049. ^ 

9207130040 Comment supporting proposed rules 10CFR19 & 20 re extension of imple- 
mentation date of stds for protection gainst radiation. 

MARTIN, J.B. Pacific Gas & Electric Co. 57FR21216 00033. 92/06/24. Docketing & 
Services Branch. Ip. 62285:052-62285:052. 

9207130041 Comment on supporting proposed rules 10CFR19 & 20 re extension of Im- 
plementation date for stds for protection against radiation. 

BECK,G.J. Philadelphia Electric Co. 57FR21216 00032. 92/06/19. CHILK,S.J. Office 
of the Secretary of the Commission. 1 p. 62285:053-62285:053. 

9207130044 Comment supporting proposed rules 10CFR19 & 20 re extension of imple- 
mentation date for revised stds for protection against radiation. 

ANDERSON, R.A, Boston Edison Co. 67FR21216 00031. 92/06/24. CHILK,S.J. Office 
of the Secretary of the Commission. Ip. 62285:066-62285:056. 

9207130045 Comment supporting proposed rule 10CFR50.63 re proposed rev to "Loss 
of All Alternating (Xirrent Power.'' 

WOODARD, J.D. Southern Nuclear Operating Co. 57FR14514 00007. 92/07/02. 
CHILK,S.J. Office of the Secretary of the Commission. 1p. 62285:057-62285:057. 

9207130049 Comment supporting proposed rule 10CFR50.63 re “Loss of All Alternating 
Current Power." 

MCCOY, C.K. Georgia Power Co. 57FR14514 00006. 92/07/02. CHILK,S.J. Office of 
the Secretary of the Commission. 2pp. 62285:060-62285:061. 

9207130060 Comment on proposed rule 110 re import & export of radwa8te8.Mods & 
clarifications provided. 

BARBOUR,D.A. Fuel Cycle Facilities Forum. 57FR17859 00005. 92/07/01. Docketing 
& Services Branch. 6pp. 62285:062-62285:066. 

9207130057 Comment on proposed rule 10CFR50.63 re SBO rule & EDG reliability. 
CHAN.T.N. Tennessee Valley Authority. 57FR14514 00005. 92/07/01. Docketing & 
Services Branch. 5pp. 62286:068-62285:072. 

9207130056 Comment supporting proposed rule 10CFR50 re RG DG-1021 on SBO & 
EDG reliability. 

GEORGE, J.B., HENDRIX, C.W. Duke Engineering & Services. 57FR14514 00004. 92/ 
07/01. Docketing & Services Branch. 4pp. 62285:074-62285:077. 

9207130061 Comment opposing proposed rule 10CFR60 on RG DG-1021 re SBO & 
EDG reliability. 

STRAMBACK,G.B. General Electric Co. 57FR14514 00003. 92/06/30. Docketing & 
Services Branch. 3pp. 62285:079-62285:082. 

9207130063 Comment opposing proposed mie 10CFR50 re loss of all ac power. 
RASIN,W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Uti% Manage. S7FR14514 00002. 92/07/02. CHILK.S.J. Office of the Secretary of 
the Commission. 12pp. 62285:084-62285:095. 


9207130065 Comment supporting proposed rules 10CFR19 & 20 re draft revisions to 
reg guide 8.7, Rev 1, “Instructions for Recording & Reporting Occupational Radiation 
Exposure Data." 

SCHMITT,J.F. Nuclear Management & Resources Council (NUMARC) (formerly Nucle- 
ar Utility Manage. 57FR21216 00030. 92/06/19. COOL,D.A. Radiation Protection & 
Health Effects Branch. 7pp. 62285:096-62285:102. 

9207130067 Comment supporting proposed rules 10CFR20 & 61 re low level radwaste. 
WOOD.D.G. Air Force, Dept. of. 57FR14600 00003. 92/06/24. Office of the Secretary 
of the Commission. 1 p. 62285: 1 03-62285:1 03. 

9207130069 Comment supporting NUMARC comments on proposed rule 10CFR50 re 
loss of all alternating power. 

KNUBEL.J. General Public Utilities Corp. - GPU Service Corp. 57FR14514 00009. 92/ 
07/06. Office of the Secretary of the Commission. 5pp. 62285:104-62285:108. 

9207130078 Comment supporting proposed rule 10CFR50 re loss of all alternating cur- 
rent power. 

HIATT,S.L. Ohio Citizens for Responsible Energy. 57FR14514 00050. 92/07/05. 2pp. 
62285:109-62285:110. 

9207130097 Comment supporting proposed rules 10CFR31 & 32 & requests 920606 Itr 
be placed in rulemaking docket. 

SILBERG,J.E. Shaw, Pittman, Potts & Trowbridge. 56FR67011. 92/06/25. 
PARLER,W.C. Office of the General (Counsel (Post 860701). 1p. 62285:111- 
62285:111. 

9207140054 Comment supporting proposed rules 10CFR30 & 35 re elimination of rec- 

WOODaS'. Air Force, Dept. of. 57FR24763 00001. 92/06/24. Office of the Secretary 
of the Commission. Ip. 62299:141-62299:141. 

9207140128 Comment supporting proposed rule re termination of record keeping re- 
quirements of Immediately Effective Interim Final Rule. 

MARCUS, C.S. California, Univ. of, Los Angeles, Medical School. 57FR24763 00002. 
92/06/24. CHILK,S. Office of the Secretary of the Commission, Ip. 62311:358- 
62311:358. 

92071401M Comment on proposed rule 10CFR51 re environ review for renewal of op- 
Grcitino liconsos ^ 

GALLO,J. Gallo’ & Ross. 56FR47016 00120. 92/06/24. CHILK,S.J. Office of the Sec- 
retary of the Commission. 10pp. 62310:352-62310:361. 

9207140178 Proposed rules 10CFR30 & 35 “Departures from Manufacturer 
InstructionsiElimination of Recordkeeping Requirements.” Rule would eliminate rec- 
ordkeeping requirements re justification for & precise description of departure. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/05/28. 10pp. 
62311:104-62311:113. 

9207160006 Osmment supporting proposed rule 10CFR50 re regulations for receipt of 
byproduct & SNM.Believes rule will provide for more efficient low level waste mrt for 
roQctor liconsoos ^ 

HOUSE, W.B. Chem-Nuclear Systems, Inc. 57FR15034 00015. 92/07/02. Docketing & 
Services Branch. 1 p. 62375:001 -62375:001 . 

9207160018 Comment supporting proposed rule 10CRF30 & 35 re eliminate certain rec- 
ordkeeping requirements concerning preparation & use of radiopharms. 

LULL,R.J., MURPHY,P.H. American College of Nuclear Physicians. 57FR24763 00003. 
92/07/09. CHILK,S.J. Office of the Secretary of the Commission. 2pp. 62375:002- 


920716KX)19 Comment supporting proposed rule 10CFR50 to allow reactor licensees to 
receive back byproduct & SNM sent off site for vol reduction when faced w/no dis- 
posal options. 

MARSHALL, S.W. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 57FR15034 
00016. 92/07/06. Docketing & Services Branch. 1p. 62375:004-62375:004. 

9207160024 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
special nuclear matl. 

MILLS,LE. Edison Electric Institute. 57FR16034 00022. 92/07/08. CHILK,S.J. Office 
of the Secretary of the Commission. 6pp. 62375:006-62375:011. 

9207160025 Comment supporting proposed rule 10CFR30 & 35 to eliminate certain rec- 
ordkeeping requirements re preparation & use of radiopharms. 

KEESEE,R.E. Syncor International Corp. 57FR247^ 00004. 92/07/07. CHILK,S.J. 
Office of the Secretary of the Commission. 2pp. 62375:012-62375:013. 

9207160026 Comment opposing proposed rules 10CFR20 & 50 re changes to reduce 
regulatory burden-Believes that proposed change would reduce protection of public 
health & safety & should be abandoned. 

HIRSCH,D. Committee to Bridge the Gap. 57FR27187 00003. 92/07/06. Docketing & 
Services Branch. 1 p. 62375:01 4-62375:01 4. 

9207160028 Comment supporting proposed amend to 10CFR50 which would allow 
compacted low-level radioactive wastes to return to reactor sHe where they were gen- 
erated. 

FUDALA,J.F. Affiliation Not Assigned. 57FR 15034 00023. 92/06/24, Office of Public 
Affairs (Post 911117). Ip. 62375:015-62375:015. 

9207160031 Comment opposing proposed rule 10CFR50 re receipt of byproduct & 
SNM.Believes increased exposure obviously results in greater risks of harmful effects 
topubllc. 

ROUNTREE,G. Rountree & Seagle. 57FR15034 00017. 92/07/07, CUNNINGHAM,L.J. 
Docketing & Services Branch. 2pp. 62375:161-62375:162. 

9207160033 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. 

TOOTHMAN.E.H. Bethlehem Steel Corp. 57FR27187 00002. 92/07/02. Docketing & 
Services Branch. 2pp. 62375:016-62375:017. 

9207160036 Comment supporting proposed rule 10CFR50 to allow licensees to receive 
back byproduct & spedai nuclear matl that has been sent offsite to be reduced In vol 
bv compaction or incineration. 

JUMP,W.J. Houston Lighting & Power Co. 57FR16034 00024. 92/07/07. Docketing & 
Services Branch. 1 p. 62375:01 8-62375:01 8. 
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9207160037 Comment supporting proposed rule 10CFR30 & 35 to eliminate unneces- 
sary recordkeeping requirements re preparation & use of radiophaims. 

PRICE, G.W. Amencan College of Radiology. 57FR24763 00005. 92/07/09. Docketing 
& Services Branch. Ip. 62375:019-62375:019. 

9207160039 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
SNM. 

KNOTTS.J.B. Winston & Strawn. 67FR15034 00018. 92/07/08. CHILK.S.J. Office of 
the Secretary of the Commission. 4pp. 62375:022-62375:025. 

9207160040 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
special nuclear matl. 

SHELTON.D.C. Centerior Energy. 57FR15034 00025. 92/07/08. CHILK,S.J. Office of 
the Secretary of the Commission. Ip. 62375:026-62375:026. 

9207160045 Comment supporting proposed rule 10CFR30 &. 35 re elimination of record- 
keeping requirements. 

COLLINS, S. Illinois. State of. 57FR24763 00006. 92/07/10. Docketing & Services 
Branch. 2pp. 62375:029-62375:030. 

9207160047 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
special nuclear matl. 

WITHERS, B.D. Wolf Creek Nuclear Operating Corp. 57FR15034 00026. 92/07/08. 
Docketing & Services Branch. 1p. 62375:033-62375:033. 

9207160053 Comment supporting proposed rules 10CFR20 & 50 re elimination of re- 
quirements which have marginal or no safety benefiLBelieves rule changes represent 

g ositive first step toward important intiative for future. 

ARKLEY.R.S. Affiliation Not Assigned. 57FR27187 00001. 92/06/30. Docketing & 
Services Branch. Ip. 62375:035-62375:035. 

9207160055 Comment opposing proposed rule 10CFR50 re receipt of byproduct & 
SNM. 

JOHNSRUD,J.H. Environmental Coalition on Nuclear Power. 57FR15034 00019. 92/ 
07/05. Docketing & Services Branch. 4pp. 62375:037-62375:040. 

9207160056 Comment supporting proposed rule 10CFR30 & 35 re elimination of record- 
keeping requirements. 

BAKER.B.W. Amersham Corp. 57FR17859 00006. 92/07/09. Docketing & Services 
Branch. 2pp. 62375:041-62375:042. 

9207160060 Proposed rule 10CFR20 & 50, “Reducing Regulatory Borden on Nuclear 
Licensees.” Rule would remove unnecessary regulatory requirements re frequency of 
reporting info & ECCS analysis for operating power reactors. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/11. 22pp. 
62375:044-62375:065. 

9207160062 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
SNM. 

BEARD, P.M. Florida Power & Ught Co. 57FR15034 00020. 92/07/06. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 62375:071-62375:072. 

9207160066 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9,task OG-1021. Opposes rule. 

MCQAHA.J.R. Entergy Operations, Inc. 57FR14514 00010. 92/07/02. CHILK.S.J. 
Office of the Secretary of the Commission. 8pp. 62375:074-62375:081. 

9207160066 Comment supporting proposed rule 10CFR110 re export & import of rad- 
waste 

MILLS, LE. Edison Electric Institute. 57FR17859 00007. 92/07/13. CHILK.S.J. Office 
of the Secretary of the Commission. 4pp. 62375:082-62375:085. 

9207160070 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
SNM. 

ANDERSON, R.A. Boston Edison Co. 57FR15034 00021. 92/07/10. CHILK,S.J. Office 
of the Secretary of the Commission. 1p. 62375:086-62375:086. 

9207160074 Comment opposing proposed rule 10CFR50 re loss of all alternating cur- 
rent power & draft reg guide l.9.task DG-1021. 

THAYER, J.K. Yankee Atomic Electric Co. 57FR14514 00018. 92/07/10. Docketing & 
Services Branch. 3pp. 62375:088-62375:090. 

9207160076 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft r^ guide 1.9.task DG-1021. Nuclear Util Backfitting & Reform Qroup be- 
lieves that backfitting analy^s required, per 10CFR50.109,for proposed requlation. 
STENGER.D.F. Nuclear Utility Backfitting & Reform Group. STENGER.D.F, Winston & 
Strawn. S7FR14514 00011. 92/07/06. CHILK.SJ. Office of the Secretary of the Com- 
mission. 6pp. 62375:171-62376:176. 

9207160061 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide I.S.task DG-1021 .Opposes rule. 

OPEKA,J.F. Nor^east Utilities. 57FR14514 00019. 92/07/06. CHILK,S.J. Office of the 
Secretaiy of the Commission. 6pp. 62375:091-62375:095. 

9207160083 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9,task DG-1021 .Opposes rule. 

CAHILL,W.J., MARSHALL.J.S. Texas Utilities Electric Co. (TU Electric). 57FR14514 
00012. 92/07/06. Docketing & Services Branch. 7pp. 62375:096-62375:102. 

9207160087 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
SNM. 

ORTCIGER.T.W. Illinois, State of. 57FR15034 00011. 92/07/07. Docketing & Services 
Branch. 2pp. 62375:103-62375:104. 

9207160089 Comment on proposed rule 10CFR50 re loss of all alternating currant 
power & draft reg guide 1 .9,task DQ-1 021 .Supports rule. 

TOSCH.K.W. New Jersey, State of. 57FR14514 00020. 92/07/07. Office of the Secre- 
tary of the Commission. 2pp. 62375:105-62375:106. 

9207180090 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9.ta8k DQ-1 021 .Opposes rule. 

SKOLDS,J.L Southern Califomia Edison Co. 57FR14614 00014. 92/07/06. Docketing 
& Services Branch. 5pp. 62375:107-62375:111. 

9207180093 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG-1021 .Opposes rule. 

TUCKER,H.B. Duke Power Co. 57FR14514 00021. 92/07/06. Docketing & Services 
Branch. 4pp. 62375:112-62375:115. 


9207160094 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
SNM. 

BUREN,M.A. Shaw, Pittman, Potts & Trowbridge. 57FR15034 00012. 92/07/08. 
CHILK,S.J. Office of the Secretary of the Commission. 6pp. 62375:1 16-62375:121. 

9207160098 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG-1021 .Supports rule. 

GRAZIO,R.E. Florida Power & Ught Co. 57FR14514 00015. 92/07/06. Docketing & 
Services Branch. 3pp. 62375:122-62375:124. 

9207160101 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9,task DG-1021 .Supports rule. 

JUMP,W.J. Houston Ughting & Power Co. 57FR14514 00016. 92/07/06. Docketing & 
Services Branch. Ip. 62375:125-62375:125. 

9207160103 Comment on proposed rule 10CFR50 re loss of ail alternating current 
power & draft reg guide 1.9,task DG-1021 .Supports rule. 

SHELTON,D.C. Centerior Energy. 57FR14514 00022. 92/07/06. CH1LK,S.J. Office of 
the Secretary of the Commission. 2pp. 62375:126-62375:127. 

9207160104 Comment on proposed rule 10CFR50 re loss of ail alternating current 
power & draft reg guide 1.9, task DG-1021 .Opposes rule. 

ODELL, W.H. Guff States Utilities Co. 57FR14514 00017. 92/07/06. Office of the Sec- 
retary of the Commission. 6pp. 62375:128-62375:133. 

9207160111 Comment on proposed rule 10CFR50 re loss of ail alternating current 
power & draft reg guide 1.9,task DG-1021 .Supports rule.Responds to four questions in 

JACKSON.M.A. Commonwealth Edison Co. 57FR14514 00023. 92/07/08. Docketing 
& Services Branch. 4pp. 62375:134-62375:137. 

9207160114 Comment supporting proposed rule 10CFR50 re loss of all alternating cur- 
rent power & draft reg guide DC-1021. 

MEDFORD,M.O. Tennessee Valley Authority. 57FR14514 00013. 92/07/02. 
CHILK.S.J. Office of the Secretary of the Commission. 5pp. 62375:138-62375:142. 

92^71^147 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 

TIPTON,T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR15034 00014. 92/07/08. CHILK.S.J. Office of the Secretary of 
the Commission. 2pp. 62375:165-62375:166. 

9207160158 Comment opposing proposed rule 10CFR50 re regulations that would allow 
nuclear wastes to be returned to reactor sites. 

LORION.J. Floridians for Safe Energy. 57FR16034 00013. 92/07/08. Docketing & 
Services Branch. 4pp. 62375:167-623/5:170. 

9207170015 Responds to 920519 Itr transmitting constituent V Sahadevan (Dag Ham- 
marskjold Cancer Treatment Ctr) Itr re recent revs to 10CFR170 & 171.NRC published 
30-day comment period on proposed FY92 fee schedules on 920429. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 56FR14870. 92/06/11. 
BYRD,R.C. Senate. Ip. 62436:331-62436:344. 

-9207170016 Forwards V Sahadevan (Dag Hammarskjold Cancer Treatment Ctr) 
920515 Itr re reduced fee schedule for nuclear byproduct license. 

BYRD,R.C. Senate. 56FR14870. 92/05/19. RATHBUN.D.K. Office of Congressional 
Affairs (Post 911117). 2pp. 62436:340-62436:344. 

9207170018 Responds to 920225 & 0410 requests for info re waiver of time to termi- 
nate license for constituent PL Romano (Dept of Public Works, City of 
Norwalk, Crn.NRC eliminated previous fee exemptions for state & local govts. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 57FR18095. 92/06/10. 
SHAYS, C. House of Rep. Ip. 62437:355-62437:361. 

-9206150446 Responds to 920218 Itr requesting waiver of FY91 annual fee for Ucense 
06-20903-01 .Invoice AM01 330-91. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 57FR 18095. 92/06/08- 
ROMANO.P.L Nonvalk, CT. 3pp. 62437:356-62437:357. 

-9207170019 Requests response to constituent PL Romano (Dept of Public Work8,City 
of Norwalk,CT) request. 

SHAYS, C. House of Rep. 57FR14870. 92/04/30. THE CHAIRMAN. SELIN, I. Commis- 
sioners (Post 750119). Ip. 62437:358-62437:361. 

9207170028 Responds to 920428 Itr written on behalf of constituent, W Green,of W 
Green & Assoaates re NRC fee schedules in 1 0CFR1 70 & 1 71 . 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 92/06/02. 
DANFORTH,J.C. Senate. 2pp. 62436:345-62436:353. 

-9207170053 Fonvards constituent W Green Itr re Part 170 & 171 fees. 
DANFORTH,J.C. Senate. CCS. 92/04/28. RATHBUN.D.K. Commissioners (Post 
750119). 4pp. 62436:349-62436:353. 

9207170058 Responds to 920610 itr submitted on behalf of constituent. Northern Mon- 
tana Health Care, re increase in fees charged by NRC. 

TAYLOR,J.M. Ofc of the Executive Director for Operations. CCS. 92/06/25. 
BURNS.C. Senate. 2pp. 62456:301-62456:308. 

-9207170064 Forwards Itr from constituent concerned w/Commis^n fee cost in- 
creases. 

BURNS,C. Senate. CCS. 92/06/10. RATHBUN.D. Office of Congressional Affairs 
(Post 91111 7). 5pp. 62456:303-62456:308. 

9207200043 Responds to 920506 Itr concerning issues raised by constituent B Mason 
re assessment of insp fee of $1,200 by NRC for insp activities authorized by License 
34-26127-01. 

TAYLOR.J.M. Ofc of the Executive Director for Operations. CCS. 92/06/03. 
MCEWEN.B. House of Rep. 2pp. 62451:233-62451:240. 

-9207200049 Requests assistance in replying to enci Hr from constituent B Mason re 
NRC insp fees. 

MCEWEN.B. House of Rep. CCS. 92/05/06. CARR,K.M. Commissioners (Post 
7501 1 9). 2pp. 62451 :235-62451 :236. 
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“92072CK^53 Forwards check in amount of $1,200 for insp conducted on 920206 Li- 
censee feel that fee extremely outrageous. 

JONES, D.M. Miller-Mason Paving Co. CCS. 92/04/10. License Fee & Debt Collection 
Branch (Post 890827). 2pp. 62451 :237-6245 1 :238. 

“9^72pCNJ57 Ack receipt of 920606 Itr transmitting corresp 
NRC insp fees-Response being prepared & will be f 


>ndence from B Mason re 

^ngressionaT Affairs (S)8t 91 Ill^'^tX^ 92/05/1 8. 
MCEWEN,B. House of Rep. Ip. 62451:239-62451:240. 

9^200114 Comment on proposed rules 10CFR170 & 171 re 100% fee recovery for 
rY92.0pposes rules. 

0207210225 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
special nuclear matl. « 

CREEL, G.C. Baltimore Gas & Electric Co. 57FR15034 00027. 92/07/08. Docketino & 
Services Branch. Ip. 62421:206-62421:206. ® 

9M7210226 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. ^ « y 

0M721O228 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. ^ ^ 

UETO,R.P. Henry Ford Hosp., Detroit Ml. 57FR27187 00004. 92/07/02. Docketing & 
Services Branch. Ip. 62421:208-62421:209. ^ 

9207210232 Comments on proposed rule 10CFR20 & 50 re reduced regulatory burden 
on nuclear licensees. “ ^ 

College of Nuclear Physicians. 57FR27187 00006. 92/07/15. 
UHILK,S.J. Office of the Secretary of the Commission. 2pp. 62421:221-62421:222. 

9207210241 Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensees.Believes that monitoring should be required If evidence of poten- 
tial excessive radiation level found. ^ 

SMI"m,D,A. Affiliation Not Assigned. 57FR27187 00008. 92/07/14. Docketing & Serv- 
ices Branch. 3pp. 62421 :223-62421 :224. ^ 

9M7210242 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. ^ ^ ^ 

Nudear Management & Resources Council (NUMARC) (formerly Nuclear 
Utili^ Manage. 57FR27187 00007. 92/07/16. CHILK,S.J. Office of the Secretary of 
the CkDmmission. 2pp. 62421 :225-62421 :226. ^ 

®^7210245 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 

iS'aiS: 

GATES, W.G. Omaha Public Power District. 57FR27187 00010. 92/07/13, CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 62441:001-62441:001. 

92072^13 Comment on proposed rules 10CFR20 & 61 re low level waste shipment 
manifest info.Offers no comment on proposed rules. 

Environmental Protection Agency. 67FR 14500 00007. 92/07/13. 
CHILK,S.J. Office of the Secretary of the Commission. Ip. 62441:002-62441:002. 

9207230014 Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensee8.0ppo8e8 proposed changes to 10CFR50.59,reAR updates & ra- 
dioltMical effluent repts. 

HIATT, S.L Ohio Citizens for Responsible Energy. 57FR27187 00009. 92/07/14. NRC 
- No Detailed Affiliation Given. Ip. 62441:003-62441:003. 

9207230015 Comment supporting proposed rules 10CFR20 & 61 re proposed low level 
waste shipment manifest info. 

Interstate Low-Level Radioactive Waste Commission. 
00008. 92/07/15. Docketing & Services Branch. 4pp. 62441:004- 

I .vUr • 

9207230016 Comrnent opposing proposed rules 10CFR20 & 61 re low level waste ship- 
ment manifest info. 

““'‘““"a * 

9207230017 Ck)mment supporting proposed rules 10CFR20 & 61 re low level waste 
shipment manifest info. 

T1HAYER.J.K. Yankee Atomic Electric Co. 57FR14500 00011. 92/07/17. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 62441:011-62441:012. 

9207230019 Comment on proposed rules 10CFR20 & 50 re redudng regulatory burden 
on nuclear Hcensees-Propo^ rule would allow util to eliminate one FSAR update 
event that util elect to perform maint outage every year. 

57FR27187 00011. 92/ 
Secretary of the Commission. 2pp. 62441:013- 

62441 :01 6. 

9207230020 Cornment opposing proposed rules 10CFR20 & 61 re low level waste ship- 
ment manifest info. ^ 

*. Nuclear Physicians. 57FR14500 00012. 92/07/20. 

CHILK.S.J. Office of the Secretary of the Commission. 2pp. 62441:016-62441:017. 

92072^1 Comrnent supporting proposed rule 10CFR20 & 61 re low level waste ship- 
ment manifest info & reporting. ^ 

9207230023 Comment supporting proposed rules 10CFR20 & 61 re low level waste 
shipment manifest info. 

^^^® 57FR14500 00013. 92/07/20. CHILK,S.J. Office 

of the Secretary of the Commission. 2pp. 62441:019-62441:020. 

92072^20 Cornmerrt supporting proposed rule 10CFR20 & 61 re low level waste ship- 
ment manifest info & reporting. 

HIATT S.L. qhk) CItizons for Responsible Energy. 57FR14500 00005. 92/07/15. 
Docketing & Services Branch. 1p. 62441:021-62441:021. 


9207230028 Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensees.Supports rules. y uumci. 

PRICE.G.W. Arnerican College of Radiology. 57FR27187 00012. 92/07/16. Office of 
the Secretary of the (^mmlssion. 2pp. 62441:022-62441:023. 

9207230031 ^mment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensees.Supports rules. 

Backfitting & Reform Group. REYNOLDS,N.S. Win- 
don & Strawn. 57FR27187 00013. 92/07/20, CHILK.S.J. Office of the Secretary of 
the Commission. 3pp. 62441 :024-62441 :026. ^ 

9207230034 Comment supporting proposed rules 10CFR20 & 61 re low level waste 
shipment manifest info. 

PELLETIER.R.F Energy. Dept. of. 57FR14500 00006. 92/07/17. CHILK.S.J. Office of 
the Secretary of the Commission. 13pp. 62441:027-62441:039. 

9207230042 Comment supporting proposed rules 10CFR20 & 61 re low level radwaste 
Shipment manifest info. 

HOUSE, W.B. Chem-Nuclear Systems. Inc, 57FR14500 00014. 92/07/20. Docketing & 

ServicesBranch. 2pp. 62441:339-62441:340. a 

9207230047 ^mment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nucle^ licen^es.Utll believes that limitation of interval between successive FSAR 
not to exceed 24 months unnecessary. 

El^ARDS.p.W. Yankee Atomic Electric Co. 57FR27187 00014. 92/07/20. Docketing 
& Services Branch. 2pp. 62441 :341 -62441 :342. 

9207230121 Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licenseeaSupports rule. uuiu«ii 

n® 5*!?® f'^®* Authority). 

00015. 92/07/15. Docketing a Services Branch. 2pp. 62441:355- 

62441:356. 

9207230124 Comment on proposed rules 10CFR20 a 50 re redudng regulatory burden 
on nuclear licensees.Supports rule. » » / 

MARSHALU.S. Texas Utilities Electric Co. (TU Electric). 57FR27187 00016. 92/07/ 
17. Docketing a Services Branch. 2pp, 62441:357-62441:357. 

workpapers for 10CFR170 a 171 in support of FY 
1992 Final Rule ^heduled for publication in Federal Register.One sat to PDR for 
time-stamp a display for immediate perusal a other for processing through NUDOCS 

[;|oLlOWAY,C.J. Office of the Controller (Post 890205). 92/07/22. LANHAMDH 
Document Control Branch (Document Control Desk). 400pp. 62458:002-62459:005. * 

9^7240012 Comment supporting proposed rule re minor mods to nuclear power reac- 
tor event reporting requirements. ^ 

* Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 571^28642. 92/07/20. MEYER, D.L. Division of Freedom of Informa- 
tion a Publications Services (Post 890205). 2pp. 62456:055-62456:056. 

9207270020 Comment supporting proposed rule 10CFR50,54 re receipt of byproduct a 
special nuclear matl. 

Virginia Power (Virginia Electric a Power Co.). 57FR 15034 00030. 92/ 
07/17. Docketing a Services Brancli. Ip. 62475:047-62475:047. 

9M7270021 Comment supporting proposed rule 10CFR50.54, "Receipt of Byproduct a 
Specid Nuclear Matl. 

DICU^G.J. Arkan^, State of. 57FR15034 00029. 92/07/10. SOLOMAN.S. Office of 
State Programs (Post 91 1 1 1 7). 1 p. 62475:048-62475:048. 

9207270031 Comment supporting proposed rules 10CFR20 a 61 re low level waste 
shipment manifest info a reporting.Suggests mods to resolve Inconsistencies a ambi- 
guities relating to direct land disposal a vol reduction processing. 

BARBOUR,D,A. Nuclear Metals, Inc. 57FR14500 00019. 92/07/20. CHILK,S, Office of 
the Secretary of the Commission. 4pp. 62475:103-62475:106. 

9M72700M Comm®nt on proposed rule 10CFR110 re "Import a Export of Radioactive 
Wastes. Recommends that listed details be addressed in proposed rule. 

(formerly Nuclear Engineering, Inc.). 57FR17859 
00010. 92/07/13. Docketing a Services Branch. Ip. 62475:120-62475:120. 

9207270039 Comment supporting proposed rules 10CFR20 a 61 re low-level waste 
^^ipment a manifest info a reporting-Concerns listed re several aspe^ of proposed 

Edison Electric Institute. 57FR14500 00018. 92/07/20. CHILK,S.J. Office 
of the Secretary of the Commission. 25pp. 62475:204-62475:228. 

Comment opposing proposed rule 10CFR110 re import a export of rad- 

GLEA^N.E.J. New York. State of. 57FR17859 00009. 92/07/13. CHILK.S.J. Office 
of the Secretary of the Commission. 2pp. 62475:229-62475:230, 

9207270043 Comment supporting proposed rules 10CFR20 a 61 re low level waste 
shipment manifest Info a reporting.Standardization on nationwide basis contains pit- 
falls. 

(formerly Nuclear Engineering, Inc.). 57FR14500 
00017. 92/07/20. Docketing a Services Branch. 7pp. 62475:231-62475:237. 

Comment supporting proposed rule 10CFR110 re import a export of radio- 
active wastes. 

HIAp^.L (Ohio atizens for Responsible Energy. 57FR17859 00008. 92/07/13. 
Docketing a Services Branch. Ip. 62475:238-62475:238. 

9M7270047 Comment supporting proposed rule 10CFR20 a 50 re reduction of regula- 
reducing^protection for public health a safety. 
ORTCIGER.T.W. Illinois, State of. 57FR27187 00019. 92/07/20. Docketing I 
Branch. 7pp. 62475:239-62475:245. < 


. Docketing a Sen/ices 


9207270050 Comment on proposed rules 10CFR20 a 50 re reducing regulatory burden 
on nuclear licensees-Supports rule. ® ^ ^ 

Power (Virginia Electric a Power Co.). 57FR27187 00018. 92/ 
07/20. Docketing a Services Branch. 3pp. 62475:247-62475:249. 
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9207270052 Comiront supporting proposed rules 10CFR30 & 35 re administering drugs 
in manner not approved on package insert. 

FRiEDLANDER,M. Polyctinic Medical Center, Harrisburg. PA. 57FR24763 00007. 92/ 
07/10. Docketing & Services Branch. Ip. 62475:250-62475:250. 

9207270054 Comment on proposed rule 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensee.Supports rules. 

BOHLKE,W.H. Florida Power & Ught Co. 57FR27187 00017. 92/07/17. CHILK.S.J. 
Office of the Seaetary of the Commission. 2pp. 62475:251-62475:252. 

9207270055 Comment supporting proposed rules 10CFR20 & 61 re LLW shipment 
manifest & reporting. 

BULLARD, C.W. Central Midwest Interstate Low-Level Radioactive Waste Commission 
(formerly Cent. 57FR14500 00016. 92/07/18. Docketing & Services Branch. Ip. 
62475:253-62475:253. 

9207270058 Comment on proposed rule 10CFR20 & 61 re low-level waste shipment 
manifest & reporting. 

ORTCIGERJ.W. Illinois. State of. 57FR14500 00026. 92/07/20. Docketing & Services 
Branch. 6pp. 62475:271-62475:276. 

9207270062 Comment opposing proposed rule 10CFR20 & 61 re low-level waste ship- 
ment manifest, information & reporting. 

FERTEUM.S. US Council for Energy Awareness. 57FR14600 00025. 92/07/20. 
CHILK,S.J. Office of the Secretary of the Commission. 2pp. 62475:277-62475:278. 

9207270064 Comment supporting proposed rule 10CFR20 & 61 re low-level waste ship- 
ment manifest info & reporting. 

WCX)DWARD.J.D. Southern Nuclear Operating Co. 57FR14500 00024. 92/07/17. 
CHILK,S.J. Office of the Secretary of the Commission. 2pp. 62475:279-62475:280. 

9207270067 Comment supporting proposed rules 10CFR20 & 61 re low-level radioac- 
tive waste shipment manifest info & repts. 

PENZA, S.F. New Jersey, State of. 57FR14500 00015. 92/07/16. Docketing & Serv- 
ices Branch. 2pp. 62475:281-62475:282. 

9207270069 Comment supporting proposed rule 10CFR110 re import & export of rad- 
W&St€^ 

ORTCIGER.T.W. Illinois, State of. 57FR17859 00015. 92/07/20. Docketing & Services 
Branch. 2pp. 62475:283-62475:284. 

9207270070 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG-1 021. Endorses comments made by NUMARC on 
proposed rev to SBO Rule. 

BEARD.P.M. Florida Power Corp. 57FR14514 00027. 92/07/16. CHILK.S.J. Office of 
the Secretary of the Commission. 2pp. 62475:285-62475:286. 

9207270073 Comment supporting proposed rule 10CFR20 & 61 re low-level waste ship- 
ment manifest info & rep^ng. 

GATES.W.G. Omaha Public Power District. 57FR14600 00023. 92/07/17. CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 62475:287-62475:287. 

9207270074 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9,task DG-1 021 .Opposes rule. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 57FR14514 00028. 92/ 
07/17. Docketing & Services Branch. 4pp. 62475:288-62475:291. 

9207270075 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9.task DG-1 021 .Supports detailed comments submitted by 
NUMARC, as representing licensee views. 

SORENSEN.G.C. Washington Public Power Supply System. 57FR14514 00026. 92/ 
07/10, CHILK,S.J. Office of the Secretary of the Commission. Ip. 62475:292- 
62475:292. 

9207270060 Comment supporting proposed rule 10CFR20 & 61 re low-level waste 
manifest info & reporting. 

PAINE,D. Nuclear Fuel Services, Inc. 57FR14500 00022. 92/07/16. Docketing & 
Services Branch. 2pp. 62475:323-62475:324. 

9207270084 Comment supporting proposed rule 10CFR20 & 61 re low-level radwaste 
manifest info & reporting. 

RETnG,H., LOISELLEA. DuPont Merck Pharmaceutical Co. 57FR14500 00021. 92/ 
07/16. Docketing & Senrices Branch. 2pp. 62475:326-62475:327. 

9207270087 Comment supporting proposed rule 10CFR20 & 61 re low-level waste ship- 
ment & manifest info & reporting. 

SLCAK,S.T., NAGLE, J.C. ACURI Association, Inc. (Appalachian Compact Users of Ra- 
dioactive Isotopes). 57FR14600 00020. 92/07/20. CHILK,S.J. Office of the Secretary 
of the Commission. 6pp. 62475:329-62475:334. 

9207270060 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9,ta8k DQ-1 021 .Endorses comments offered by NUMARC. 
ANDERSON, R.A. Boston Edison Co. 57FR14514 00025. 92/07/10. CHILK,S.J. Office 
of the Secretary of the Commission. 1 p. 62475:338-62475:338. 

9207270093 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide I.S.task DG-1 021 .Endorses comments submitted by 
NUMARC. 

RUEGER,G.M. Pacific Gas & Electric Co. 57FR14614 00024. 92/07/09. CHILK,S.J. 
Office of the Secretary of the Commission. 4pp. 62475:339-62475:342. 

9207270119 Comment on proposed rule 10CFR1 10 re import & export of radwaste. 
PELLETIER,R.F, Energy. Dept. of. 57FR17859 00014. 92/07/20. CHILK,S.J. Office of 
the Secretary of the Commission. 3pp. 62476:078-62476:081. 

9207270123 Comment opposing proposed rule 10CFR110 re import & export of rad- 

JOHNSRUD,J.H. Environmental Coalition on Nuclear Power. 57FR 17859 00013. 92/ 
07/08. Docketing & Services Branch. 9pp. 62476:082-62476:090. 

9207270127 Comment opposing proposed rule 10CFR110 re import & export of rad- 
waste. 

FERTEL,M.S. US Council for Energy Awareness. 57FR17859 00011. 92/07/13. 
CHILK,S.J. Office of the Secretary of the Commission. 2pp. 62476:091-62476:092. 

9207270131 Comments on proposed rule 10CFR110 re import & export of radwaste. 
CARRIKER,A.W. Affiliation Not Assigned. 57FR17859 00012. 92/07/13. Docketing & 
Services Branch. 2pp. 62476:093-62476:094. 


9207290050 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. 

BECK,G.J. Philadelphia Electric Co. 57FR27187 00025. 92/07/20. CHILK,S.J. Office 
of the Secretary of the Commission. 2pp. 62506:(^5-62506:066. 

9207290053 Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear Ilcensees.Opposes rule. 

LEWIS, M.l. Lewis. M. 57FR27187 00026. 92/07/23. Docketing & Services Branch. 
4pp. 62506:069-62506:072. 

9207290059 Advises that author unable to attend 920720 Workshop on Standardized 
Reactor Design Certification & Rulemaking Procedures.Rulemaking process for design 
certification seems designed to ensure that public comments will not be heeded. 
MARIOTTE,M. Nuclear Information & Resource Service. 92/07/17. CAMERON.C. 
NRC - No Detailed Affiliation Given. 2pp. 62567:288-62567:295. 

-9207290066 “Statement of Michael Mariotte.Executive Director, Nuclear Info & Re- 
source Svc Before House Interior Subcommittee on Energy & Environ." 

MARIOTTE,M. Nuclear Information & Resource Service. 91/04/30. 6pp. 62567:290- 
62567:295. 

9207290062 Comment requesting changes to proposed rule 10CFR20 in App F of NRC 

AAOA <vd1 A *^9 A *^9A 

STATON, J.W. Newport News Shipbuilding & Dry Dock Co. 57FR14500 00009. 92/07/ 
15. Docketing & Services Branch. 7pp. 62506:083-62506:089. 

9207290063 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. 

MCCOY.C.K. Georgia Power Co. 57FR27187 00020. 92/07/20. CHILK,S.J. Office of 
the Secretary of the (Commission. 2pp. 62506:090-62506:090. 

9207290068 Comment supporting proposed rule 10CFR20 & 61, “Low-Level Waste 
Shipment Manifest Info & Reporting." 

MCCCOY.C.K. Georgia Power Co. 67FR14500 00027. 92/07/20. CHILK,S.J. Office of 
the Secretary of the (Commission. 2pp. 62506:092-62506:093. 

9207290069 (Comment supporting proposed rules 10CFR30 & 35 re elimination of rec- 
ordkeeping requirements from departure of manufacturers instructions. 
MATTMULLER.S. St. Johns Mercy Medical Center. St. Louis, MO. 57FR24763 00008. 
92/07/22. Docketing & Services Branch. Ip. 62506:094-62506:094. 

9207290071 (Comment supporting proposed rules 10CFR20 & 61 re LLW shipment 
manifest info & reporting. 

TUITE,P.T. WMG, Inc. formerly Waste Management Group. Inc.). 57FR14500 00028. 
92/07/17. Office of the Secretary of the (Commission. 4pp. 62506:109-62506:112. 

9207290077 (Comment on proposed rule 10CFR50 re nuclear waste dumps.AII energy 
should be put into developing safe sustainable energy & that nuclear should be 
phased out. 

COPPS.R.A. Affiliation Not Assigned. 57FR15034 00031. 92/07/17. Office of the Sec- 
retary of the (Commission. Ip. 62506:114-62506:114. 

9207290079 (Comment on proposed rules 10CFR20 & 61 re low-level waste manifest 
info & reporting. 

BOVINO.M.J. Interstate Nuclear Services Corp. dba INS Corp. 57FR14500 00029. 92/ 
07/17. Docketing & Services Branch. Ip. 62506:115-62506:115. 

9207290084 (Comment on proposed rule 10CFR50 re minor mods to nuclear power re- 
actor event reporting requirements.Requirement to submit LER (10CFR50.73) should 
bo rotdinod 

HIATT.S.L. Ohio Citizens for Responsible Energy. 57FR28642 00001. 92/07/15. 2pp. 
62506:126-62506:127. 

9207290088 (Comment on proposed rules 10CFR170 & 171 re 100% fee recovery for 
FY92. 

FORNACE,J. Suburban General Hosp., Norristown. PA. 57FR18095 00029. 92/05/06. 
KASSIRER.J.P. Affiliation Not Assigned. 2pp. 62506:129-62506:130. 

9207290093 Proposed rule 10CFR50, “Minor Mods to Nuclear Power Reactor Event 
Reporting Requirements.” Rule would reduce industry reporting burden & NRC re- 
sponse burden in event review & assessment. 

Taylor, J.M. Ofc of the Executive Director for Operations. 57FR28642. 92/06/19. 
1 6pp. 62506:1 33-62506:1 48. 

9207290151 (Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensees.Support8 rules. 

SHELTON.D.C. (Centerior Energy. 57FR27187 00021. 92/07/17. CHILK,S.J. Office of 
the Secretary of the Commission. 2pp. 62506:184-62506:185. 

9207290162 (Comment opposing proposed rule 10CFR50 re minor mods to nuclear 
power reactor event repo^ng requirements. 

LEWIS,M.I. Lewis, M. 67FR28642 00002. 92/07/23. Docketing & Services Branch. 
4pp. 62506:186-62506:189. 

9207290165 (Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensees.Supports rule. 

BURZYNSKI,M.J. Tennessee Valley Authority. 57FR27187 00024. 92/07/21. 
CHILK,S.J. Office of the Secretary of the (Commission. 2pp. 62506:190-62506:191. 

9207290170 (Comment opposing propo^ rule 10CFR30 & 35 re dept from mfg 
in8truction:6limination of recordkeeping requirements. 

LEWIS,M.I. Lewis, M. 57FR24763 00009. 92/07/23. Docketing & Services Branch. 
4pp. 62506:192-62506:195. 

9207290182 (Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensees. Util believes rule to be good first step but should go further w/ 
respect to two listed items. 

TUCKER,H.B. Duke Power Co. 57FR27187 00023. 92/07/20. Docketing & Services 
Branch. 3pp. 62506:196-62506:199. 

9207290191 (Comment on proposed rules 10CFR20 & 50 re reducing regulatory burden 
on nuclear licensees.Supports rule. 

SCHNELL.D.F. Union El^c Co. 57FR27187 00022. 92/07/21. CHILK,S.J. Office of 
the Secretary of the (Commission. 3pp. 62506:200-62506:202. 
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©207300167 Expresses appreciation for invitation to participate in NRC Workshop on 
Design Certification Procedures.Believes process excludes local citizens participation 
& therefore, recipient declines offer. 

BECKER. J., RICCIO.J.P. Public Citizen Utigafon Group. 92/07/16. MIZUNO.G.S. 
Office of the General Counsel (Post 860701). 1p. 62581:210-62581:210. 

9207300198 Transcript of 920720 public workshop on std design certification rulemaking 
procedures.Pp 1-231. 

* NRC - No Detailed Affiliation Given. 92/07/20. 232pp. 62584:001-62584:234. 

92073(MS243 Forwards 920716 Itr from DK Rathbun which discusses Public Law 101-508 
& transmits final rule 10CFR170 & 171 re rev of fee schedules;100% fee 
recovery, FY92. 

FOLDS, L Office of Congressional Affairs (Post 911117). 92/07/23. Document Control 
Branch (Document Control Desk), ip. 62581:019-62581:197. 

-9207300265 Forwards final rule 10CFR170 & 171 re rev of fee schedules; 100% fee 
recovery, FY92. 

RATHBUN.D.K. Office of Congressional Affairs (Post 911117). 92/07/16. SASSER. J. 
Senate. PANETTA,LE. House of Rep. JOHNSTON, J.B. Senate, Appropriations. 15pp. 
62581:020-62581:034. 

-9207300281 Final rule 10CFR170 & 171, “Rev of Fee Schedulos;100% Fee 
Recovery, FY92,’’ amending licensing.insp & annual fees charged to applicants & li- 
censees. 

TAYLOR. J.M. Ofc of the Executive Director for Operations. 92/07/08. 163pp. 
62581:035-62581:197. 

9207310027 Comment requesting Commission promptly answer two questions listed in 
920623 Itr by way of rule, regulation, or order & & order NRC staff action proposed by 
920513 57FR20525 be held abeyance until such relief requested is granted. 

DARKE, J.F. Affiliation Not Assigned. 57FR20525. 92/07/13. BERNERO.R.M. Office of 
Nuclear Material Safety & Safeguards. SURMEIER,J., BANGART.R.L. Division of Low- 
Level Waste Management & Decommissioning (Post 870413). 12pp. 62583:218- 
62583:233. 

9207310047 Comment commending proposed suppi one to GL 83-28 4.2.3 & 4.2.4 clos- 
ing all GL 83-28 actions for Callaway but staff conclusion should be expanded. 
PASSWATER,A.C. Union Electric Co. 57FR29540. 92/07/23. NRC - No Detailed Affili- 
ation Given. 2pp. 62549:084-62549:085. 

9207310055 Comment on proposed guidelines on disposal of Non-Atomic Energy 
Act,Sectlon ll.e.(2) By-Product Matl in Tailings Impoundments. 

MATHES,D.E. Energy, Dept. of. 57FR2052^ 92/07/22. FLIEGEL,M. Office of Nuclear 
Material ^fety & Safeguards. 2pp. 62549:086-62549:087. 

9207310062 Forwards 920715 Itr from DK Rathbun re NRC amend of 10CFR50.82 on 
timing of collection of funds for decommissioning of plants that shut down before ex- 
pected end of operating life. 

FOLDS,L. Office of Congressional Affairs (Post 911117). 92/07/23. Document Control 
Branch (Document Control Desk). Ip. 62595:333-62595:359. 

-9207310067 Discusses NRC amend to regulations in 10CFR50.82 on timing of collec- 
tion of funds for decommissioning for plants that shut down before expected end of 
operating life. 

RATHBUN.D.K. Office of Congressional Affairs (Post 911117). 92/07/15. SHARP.P. 
House of Rep., Energy & Commerce. KOSTMAYEH.P. House of Rep., Interior & Insu- 
lar Affairs. GRAHAM.B. Senate, Environment & Public Works. 4pp. 62595:334- 
62595:337. 

-9207310077 Rnal rule 10CFR50 re decommissioning funding for prematurely shut 
down power reactors. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 56FR41493. 92/06/26. 
22pp. 62595:338-62595:359. 


PRM PETITION FOR RULEMAKING 


9207100032 Partial response to FOIA request for documents not previously released & 
re petition of Oregon & Washington for rulemaking on classification of high level rad- 
waste at DOE facilitie8.App A & B documents available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Senrices (Post 
890205). 91/10/31. FACAROS.N. Affiliation Not Assigned. 6pp. 62314:245-62314:308. 

-9207100052 Forwards eleven comments & two related documents received in re- 
sponse to notice of petition for rulemaking (PRM-60-4). Comment period expired 
91 031 S 

MEYER, D.L Regulatory Publications Branch. 91/04/12. HUSSEMAN.T. Washington, 
State of. 1p. 62314:251-62314:308. 

9207130001 Comment supporting petition for rulemaking PRM-35-10A re 

confinement,8afety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

KIPPER,M.S. North County Medl-Scan, Ltd., Vista, CA. 57FR21043 00022. 92/07/01. 
Docketing & Sendees Branch. 1p. 62285:001-62285:001. 

9207130003 Ck>mment supporting petition for rulemaking PRM-35-10A re 

confinement.safety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

GRIEPSJ. Pacific Medical Center, Seattle. WA. 57FR21043 00021. 92/07/01. 
CH1LK,S.J. Office of the Secretary of the Commission. Ip. 62285:002-62285:002. 

9207130008 Comment supporting petition for rulemaking PRM-35-10A re 

confinement,saf6ty instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

KARVELiS.K.C. Henry Ford Hosp., Detroit, Ml. 57FR21043 00020. 92/06/30. 
CHILK,S.J. Office of the Secretary of the Commission. Ip. 62285:005-62285:005. 

9207130010 Comment on petition for rulemaking PRM-35-tOA re confinement,8afety in- 
structions & precautions used for patients receiving radiopharm doses greater than 30 
mCl. 

HEO,J. Presbytarian-Univ. of Pennwivania Medical Center, Philadelphia,. 57FR21043 
00019. 92/06/30. Docketing & Services Branch. 1p. 62285:007-62285:007. 


9207130011 Comment supporting petition for rulemaking PRM-35-10A re 

confinement,safoty instructions & precautions used for patients receiving radiophanm 
doses greater than 30 mCi. 

KOLODNY.G.M. Harvard Medical School. Boston. MA. KOLODNY.G.M. Beth Israel 
Hosp., Boston, MA. 57FR21043 00012. 92/06/29. CH1LK.S.J. Office of the Secretary 
of the (Dommission. Ip. 62285:008-62285:008. 

9207130012 Comment supporting petition for rulemaking PRM-35-10A re 

confinemenLsafety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

HECK,L.L. Methodist Hosp. of Indiana, Inc., Indianapolis, IN. 57FR21043 00018. 92/ 
06/30. CHILK,S.J. Office of the Secretary of the Commission. Ip. 62285:009- 
62285:009. 


9207130014 (Comment supporting petition for rulemaking PRM-35-10A re 
confin6ment,safety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

SELBY, J.B. Medical Univ. of South Carolina, Charleston, SC. 57FR21043 00017. 92/ 
06/30. CHILK,S.J. Office of the Secretaiy of the Commission. Ip. 62285:012- 
62285:012. 


9207130015 Comment supporting petition for rulemaking PRM-35-10A re 
confinement, safety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

PARKB=l,J.A. Beth Israel Hosp., Boston, MA. PARKER,J.A. Harvard Medical School, 
Boston, MA. PARKER, J.A. Brigham & Women's Hosp., Boston, MA. 57FR21043 
00011. 92/06/29. CHILK,S.J. Office of the Secretary of the Commission. Ip. 
62285:013-62285:013. 


9207130018 (Comment supporting petition for rulemaking PRM-35-10A re 
confinemenLsafety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

POWELL,M.R. Nuclear Medicine Consultants, San Francisco, CA. 57FR21043 00016. 
92/06/30. CHILK,S.J. Office of the Secretary of the Commission. Ip. 62285:016- 
62285:016. 


9207130021 comment supporting petition for rulemaking PRM-35-10A re 
confinement, safety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

FREEDMAN,G.S. Freedman & Associates-Nuclear Medicine. 57FR2104d 00015. 92/ 
06/30. CHILK,S.J. Office of the Secretary of the commission. Ip. 62285:029- 
62285:029. 


9207130024 Comment opposing petition for rulemaking PRM 35-1 OA re 
confinement,safety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

KAREL1TZ.J.R. St. John’s Hosp. & Health COnter, Santa Monica, CA. 57FR21043 
00014. 92/06/29. CHILK,S.J. Office of the Secretary of the Commission. Ip. 
62285:033-62285:033. 


9207130027 (Comment supporting petition for rulemaking PRM-35-10A re 
confinemenLsafety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

STRADER,W.J. El Paso Nuclear Medicine Associates, El Paso. TX. 57FR21043 
00013. 92/06/29. CHILK,S.J. Office of the Secretary of the Oommission. Ip. 
62285:038-62285:038. 


9207130028 Comment on PRM 35-1 OA re confinemenLsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports rule. 
DONOH(!>E.K.J. Beth Israel Hosp., Boston, MA. 57FR21043 00010. 92/06/29. 
CHILK,S.J. Office of the Secretary of the Commission. Ip. 62285:039-62285:039. 

9207130030 Comment on PRM 35-1 OA re confinemenLsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports rule. 
ELTON, W.J. Lower Columbia Pathologists, P.S., Longview & Centralia, WA. 
57FR21043 00009. 92/06/29. CHILK,S.J. Office of the Secretary of the Commission. 
1p. 62285:042-62285:042. 

9207130032 Comment on PRM-35-10A re confinemenLsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi. 

G0DWIN,A.V. Conference of Radiation Control Program Directors, Inc. 57FR21043 
00005. 92/06/16. CHILK,S.J. Office of the Secretary of the Oommission. 2pp. 
62285:043-62285:044. 


9207130037 Comment on PRM 35-1 OA re confinemenLsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Not in favor of limi- 
tations on Quotient or home therapy. 

DOCKRAY,K.T. Dockray, K.T.. MD. 57FR21043 00008. 92/06/29. CHILK.S.J. Office 
of the Secretaiy of the commission. 1 p. 62285:050-62285:050. 

9207130038 Comment on PRM 35-1 OA re confinement, safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Support8 rule. 
GODWIN, I.D. American Medical Laboratories, Inc. 57FR21043 00007. 92/06/29. 
CHILK,S.J. Office of the Seaetary of the Ck)mmi88lon. Ip. 62285:051-62285:051. 

9207130042 Comment on PRM 35-1 OA re confinement, safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mO.Oppose8 rule. 
GARNER, D.M. Dexter Memorial Hosp., Dexter, MO. 57FR21043 00006. 92/06/12. 
LESAR,M.T. Office of Administration (Post 890205). Ip. 62285:054-62285:054. 

9207130043 Comment on PRM 35-1 OA re confinemenLsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Support8 rule. 
NELP,W.B. Washington, Univ. of, Medical Center. Seattle, WA. 57FR21043 00023. 
92/07/01. CHILK.S.J. Office of the Secretary of the (Commission. 1p. 62285:055- 
62285:055. 


9207130047 Comment on PRM 35-10 re access to affordable quality care by providing 
outpatient option to patients who medically quality.Supports rule. 

GODWIN, A. v. Conference of Radiation Control Program Directors, Inc. 57FR8282 
00031. 92/06/16. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 
62285:058-62285:059. 
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®2071300S6 Comment supporting petition for rulemaking PRM-35-10A re 
5>nfinement.safety instructions & precautions used for patients receiving radiopharm 
do^ qreater than 30 mCi. . , 

BREWER G.F. internal Medidne Associates of Yakima, Inc., P.S., Yakima, WA. 
57FR210^ 00024. 92/06/26. CHILK,S.J. Office of the Secretary of the Commission, 
ip. 62285:067-62285:067. 

S207130059 Comment on PRM 35-10 re access to affordable quality care by providing 
outoatient option to patients who medically qualify.Supports rule. 

Ss D.H Hait^ Medical Center, Seattle, WA. 57FR8282 00033. 92/06/25. 
CH 1 LK,’S.J. Office of the S^retaiy of the Commission. Ip. 62285:073-62285:073. 


9207270026 Comment supporting petition for rulemaking PRM 35-10A re safety mgt for 
ambulatory patients receiving radiopharms in amount greater that 30 mCi. 

DODGE.J.T. Internal Medicine Associates of Yakima. Inc., P.S., Yakima. WA. 
57FR21043 00039. 92/07/01. CHILK,S.J. Office of the Secretary of the Commission. 
Ip. 62475:095-62475:095. 

9207270026 Comment on petition for rulemaking PRM-35-10A re addi days of confine- 
ment within hosp.Urges that petition be brought before ACMUl to assist in getting 
balanced, professional judgement on impact of petitioner request for change. 
PRICE,Q.W. American College of Radiology. 67FR21043 00047. 92/07/15. Docketing 
& Services Branch. 2pp. 62475:096-62475:097. 


9207130060 Comment on PRM 35-10 re access to affordable quality care by providing 
outoatient option to patients who medically qualify.Opposes rule. 

Gt^VlN AV. Alabama, State of. 57FR8282 00032. 92/06/15. Office of the Secretary 
of ttie Commission. Ip. 62285:078-62285:078. 


9207270029 Comment on PRM 35-1 OA re confinement, safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi. 

SAEGNER.E.L. Cincinnati, Univ. of. Medical Center. Cincinnati. OH. 57FR21043 
00038. 92/07/14. Docketing & Services Branch. 5pp. 62475:098-62475:102. 


9207130062 Comment on PRM 35-10 re access to affordable quality care by providing 
outpatient option to patients who medically qualify.Supports rule. 

MiSrELL,H.J. Murrei & Westgate, Inc., Columbia. MO. 67FR8282 00034. 92/06/30. 
CHILK,S.J. Office of the Seaetary of the Commission. Ip. 62285:083-62285:083. 


9207270033 Comment supporting petitions for rulemaking PRM-35-10 & PRM-35-10A re 
outpatient practice of nuclear medicine as related to radiopharm therapy involving 
medical dosages greater that 30 mCi 1-131. 

AaEN.H.C. Allen, H.C., Jr.. MD. 57FR21043 00046. 92/07/14. CHILK,S.J. Office of 
the Secretary of the Commission. 2pp. 62475:107-62475:108. 


9207130242 Transmits strawman rule language, dtd 920629, “Proposed Resolution of 
PRM-35-9’’ to be placed in PDR. 

TS^A. Regulation Development Branch. 92/07/09. LANHAM.D. Document Control 
Branch (Document Control Desk). 25pp. 62337:337-62337:360. 


9207270036 Comment supporting petition for rulemaking PRM-35-10A re use of radio- 
pharm therapy in amounts greater than 30 mCi. 

CALCE,J.V. Affiliation Not /Signed. 57FR21043 00037. 92/06/30. CHILK,S.J. Office 
of the Secretary of the Commission. 1 p. 62475:203-62475:203. 


9207140164 Comment on petition for rulemaking PRM-20-20.Provkles addendum to 
901226 petition incorporating timely upgrade of NCRP 37 for radionuclides in present 
& possible anticipated use in nuclear medicine. 

MARCUS,C.S. California, Univ. of, Los Angeles. CA 56FR26945 00139. 92/06/12. 
CHILK,S.J. Office of the Secretary of the Commission. 13pp. 62311:217-62311:229. 


9207270049 Comment supporting petition for rulemaking PRM-35-10A re diagnostic &. 
therapeutic use of radiopharms in amounts greater than 30 mCi. 

SH^RER.D.M. Shearer, D.M., MD. 57FR21043 00041. 92/07/14. CHILK.S.J. Office 
of the Secretary of the Commission. 1 p. 62475:246-62475:246. 


9207160023 CkHTiment on PRM 35-1 OA re confinement,safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 ma.Supports rule. 
BASSO.LV. Affiliation Not Assigned. 57FR21043 00028. 92/07/03. CHILK.S.J. Office 
of the Secretary of the Commission. Ip. 62375:005-62375:005. 

9207160034 Comment on PRM 35-1 OA re confinement,safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCl.Supports rule. 
ARNOLD. J.S. Affiliation Not Assigned. 57FR21043 00029. 92/07/07. CHILK,S.J. 
Office of the Secretary of the Commission. 2pp. 62375:159-62375:160. 

9207180041 Comment on PRM 35-1 OA re confinement, safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports rule. 
MOALLEM,A Affiliation Wot Assigned. 57FR21043 00030. 92/07/13. CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 62375:027-62375:027. 

9207160046 Comment on PRM 35-1 OA re confinement,safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports 
ruie.Resoiution from American College of Nuclear Medicine end. 

PUTERBAUGH.M. Affiliation Not Assigned. 57FR21043 00031. 92/07/03. Docketing 
& Services Branch. 2pp. 62375:031-62375:032. 

9207160049 Comment on PRM 35-1 OA re confinement,safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Sujpports rule. 
HEYMAN.S. Affiliation Not Assigned. 57FR210^ 00032. 92/07/08. Docketing & Serv- 
ices Branch. Ip. 62375:034-62375:034. 

9207160054 Comment on PRM 35-1 OA re confinement.safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports rule. 
D‘ABREO,J.E. Affiliation Not Assigned. 57TO1043 00033. 92/07/02. CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 62375:036-62375:036. 

9207160058 Comment on PRM 35-1 OA re confinement,safoty insttuctlons & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports rule. 
LLAURADO.J.G. Affiliation Not Assigned. 57FR21043 00034. 92/07/06. CHILK.S.J. 
Office of tifie Seaetaiy of the Commission. Ip. 62375:043-62375:043. 

9207160061 Comment on PRM 35-1 OA re confin6ment,safety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mO'.Supports rule. 

SAIN A A Affiliation Not Assigned. 57FR21043 00035. 92/07/06. CHILK,S.J. Office of 
the Secretary of the Commission. 5pp, 62375:066-62375:070. 

92071(k)064 Comment on PRM 35-1 OA re confinementsafety Instructions & precautions 
used for patients receiving radiopharm dosesgreater than 30 ma.Support8 rule. 
DEVRIES.D.F. Affiliation Not Assigned. 57TO1043 00036. 92/07/08. CHILK.SJ. 
Office of the Secretary of the Commission. Ip. 62375:073-62375:073. 

920716012tiZ Gomnwit on PRM ^lOA re confinementsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCLSupports rule. 
EBYJ.B. Affiliation Not Assigned. 57FR21043 00025. 92/07/02. CHILK,S.J. Office of 
the Secretary of the Commission. Ip. 62381:119-62381:119. 


9207270076 Comment on PRM 35-1 OA re confinementsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports rule. 
FRIEDMAN.S.E. Pitts Radiological Associates. Columbia. SC. 57FR21043 00044. 92/ 
07/14. Docketing & Services Branch. 1p. 62475:293-62475:293. 

9207270081 Comment on PRM 35-1 OA re confinementsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Opposes rules. 
COLVIN.G.L Affiliation Not Assigned. 57FR21043 00043. 92/07/08. CHILK.S.J. Office 
of the Secretary of the Commission. 1 p. 62475:325-62475:325. 

9207270085 Comment on PRM 35-1 OA re confinement.safety Instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports rule. 
MCCREARY.T.W. Medical Center, Inc., Beaver, PA. 57FR21043 00042. 92/07/14. 
CHILK.S.J. Office of the Secretary of the Commission. Ip. 62475:328-62475:328. 

9207270088 Comment on PRM 35-1 OA re confinementsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports rule. 
KIM.H.H. Lower Columbia Pathologists, P.S., Longview & Centralia. WA. 57FR21043 
00045. 92/07/13. CHILK,S.J. Office of the Secretaiy of the Commission. 3pp. 
62475:335-62475:337. 

9207270113 Forwards corrected copy of 920616 comments on PRM 35-1 OA re 
confinementsafety instructions & precautions used for patients receiving radiopharm 
doses greater than 30 mCi. 

HARDIN,C.M. Conference of Radiation Control Program Directors, Ina 57FR21043. 
92/07/10. CHILK,S.J. Office of the Secretary of the Commission. 1p. 62524:172- 
62524:174. 

-9207290199 Comment on PRM 35-1 OA re confinementsafety instructions & precau- 
tions Used for patients receiving radiopharm doses greater than 30 mCi. 

GODWIN.A.V. Affiliation Not Assigned. 57FR21043 00005. 92/06/16. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 62524:173-62524:174. 

9207270158 Comment on PRM 35-1 OA re confinementsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Supports rule. 
WALKER.R.C. Radiology Consultants of Uttle Rock, P.A.. Little Rock, AR. 57FR21043 
00040. 92/07/13. Docketing & Services Branch. 1p. 62475:359-62475:359. 

9207290057 Comment on PRM 35-1 OA re confinementsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mCi.Opposes rule. 
THOMAS, F.D. Syracuse Univ.. Syracuse. NY. 57FR21043 00050. 92/07/17. Docket- 
ing & Senrices Branch. Ip. 62506:081-62506:081. 

9207290091 Comment supporting petition for rulemaking PRM-35-10A re 
confinementsafety instructions & precautions used for patients receiving radbpharm 
doses greater than 30 mCi. 

ROSE,J.H. Huntington Memorial Hosp., Pasadena. CA. 57FR21043 00051. 92/07/21. 
CHILK,S.J. Office of the Secretary of the Commission. 1p. 62506:132-62506:132. 
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9207160127 Comment on PRM 35-1 OA re confinementsafety instructions & precautions 
used for patiertts receiving radiopharm doses greater than 30 mO.Opposes rule. 
SEIWERt.V.J. Affiliation Not Assigned. 57FR21043 00026. 92/07/03. CHILK.SJ. 
Office of the Secretary of the Commission. Ip. 62375:164-62375:164. 

9207160129 Comment on PRM 35-10A re confinementsafety instructions & precautions 
used for patients receiving radiopharm doses greater than 30 mQ.Supports rule. 
CHASE.PJ. Kenney Memorial Hosps., Cherry Hill, Stratford & Washington Town- 
ships, NJ (form. 57FR21043 00027. 92/07/08. CHILK.SJ. Office of the S^etary of 
the Commission. Ip. 62375:177-62375:177. 


9207270017 Comment on petition for rulemaking PRM-35-10A for deletion of require- 
ment in 10CFR35.72(a)(2) re release of patients containing ^ mCi (or less) from 
^confinement 

BASS,W.B. Alabama. Univ. of, Birmingham, AL 57FR21043 00049. 92/07/17. Dock- 
eting & Services Branch. 2pp. 62475:045-62475:046. 

92 OI 57 OOM Co^nt supporting petition for rulemaking PRM-35-10A re confinement of 
racBonudide ther^ patients. 

I®®®* o*- Houston, TX. 57FR21043 00048. 92/07/ 

17. CHILK,SJ. Office of the Secretary of the Commission. 2pp. 62475:049-62475:050. 


9208100146 Forwards staff requirements memos dtd 920420,22 & 28 & SECY-92-120. 
“NRC Staff Review Schedules for Westinghouse AP600 & GE Simplified BWR De- 
signs," for info. 

MCX)REE.V.M. Standardization Project Directorate (Post 920517). 92/06/02. 
MARRIOTT, P.W. General Electric Co. 2pp. 61968:336-61968:343. 


-9206100180 Discusses SECY-92-120, “NRC Staff Review Schedules for Westing- 
house AP600 & GE SBWR Designs." . 

REMICK,F.J. Commissioners (Post 750119). 92/04/20. CHILK,S.J. Office of the Sec- 
retary of the Commission. Ip. 61968:342-61968:342. 

-9206100181 Discusses SECY-92-120. “NRC Staff Review Schedules for Westing- 
house AP600 & GE SBWR Destans." 

CURTISS,J.R. Commissioners (Post 750119). 92/04/22. CHILK.S.J. Office of the Sec- 
retary of the Commission. Ip. 61968:343-61968:343. 


9207010272 Forwards proprietary Rev 0 to DOE-HTGR-88486, “Effects of Water Vapor 
on Release of Gaseous Rsslon Products from High-Temp Gas-Cooled Reactor Fuel 
Exposed U Oxycarbide Fuel" rept for info.Rept withheld. 
WILLIAMS, P.M. Energy. Dept. of. 92/06/25. Document Control Branch (Document 
Control Desk). 1 p. 62248:1 59-62248:1 59. 
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9207060171 Ack receipt of NRC 920601 Itr responding to vendor 920507 Itr re pro- 
posed rulemaking for certificate of compliance for TN-24 storage cask.Concurs w/ 
combined rulemaking initiated by NRC in order to avoid any threatened delays. 
HANSON, A.S. Transamerica Delaval, Inc. 92/06/26. HAUGHNEY.C.J. Source Con- 
tainment & Devices Branch (Post 911213). 2pp. 62254:277-62254:278. 

9207060261 Forwards "Standardized BWR Testing Program for TRACG Qualification,” 
per NRC request at 920529 meeting, 

STARK.S.J. General Electric Co. MFN 138-92. 92/06/29. PIERSON.R.C. Standardiza- 
tion Project Directorate (Post 920517). 1p. 62248:247-62248:329. 

-9207060263 "Standardized BWR Testing Program for TRACG Qualification." 

RAO.A.S. General Electric Co. 92/06/30. 80pp. 62248:248-62248:329. 

9207060286 Forwards request for addi info re experimental data base' info to support 
CANDU 3 design. Response required within 90 days of receipt of Itr. 

KENNEDY,J.L Advanced Reactors Project Directorate (Post 920517). 92/06/29. 
SHIFLETT.D.R. AECL Technologies. 9pp. 62203:324-62203:333. 

9207070112 Forwards Westinghouse AP600 security rept,per 10CFR50.34(c), 
10CFR50.4 & GL 82-39.Rept withheld (ref 10CFR73.2, 10CFR73.21(b) & 
10CFR2.790(d)). 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-371 7. 92/06/30. MCKEE.P. 
Document Control Branch (Document Control Desk). 2pp- 62451:32862451:329. 

9207070117 Forwards proprietary App F, "Ref Panthers PCCS Test Matrix," per request 
during 920529 meeting w/NRC on SBWR testing program.Encl Withheld. 

STARK,S.J. General Electric Co. MFN 139-92. 92/06/29. PIERSON.R.C. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 4pp. 62262:26862262:271. 

9207070419 Requests that preliminary discussions w/NRC safeguards licensing staff be 
initiated. Lists safeguard topics to be discussed. 

DESELULJ. Energy, Dept. of. 92/06/29. STURZ,F.C. Division of Industrial & Medical 
Nuclear Safety (Post 870729). 1p. 62274:125-62274:125. 

9207080186 "Independent Q'tizens Investigative Committee Rept of Phase I Feasibility 
Studies - Monitored Retrievable Storage Facility." 

KALLIS.J. North Dakota, State of. 92/03/03. 146pp. 62304:231-62305:015. 

9207090094 Rev 1 to EIP-24, “Emergency Preparedness Training Program." 
UNDBERGH.B.E.. SCHIFFHAUER,C., DAMERON.M. West Valley Nuclear Services 
Co., Inc. 92/06/19. 16pp. 62309:31262309:327. 

9207090099 Forwards proprietary slides from 920601 AP600 presentation on integral 
sys testlng.Slides withheld (ref 10CFR9. 17(a)(4)). 

LjPARULO.N.J. Westinghouse Electric Corp. ET-NRC-926713. 92/06/25. MURLEY.T. 
Document Control Branch (Document Control Desk). 2pp. 62309:10062309:108. 

-9207090101 Requests that proprietary slides from 920601 AP600 presentation on inte- 
gral sys testing be withheld (ref 10CFR2.790). 

LIPARULO.N.J. Westinghouse Electric Corn. AW-92-328. 92/06/25. MURLEY,T. Doc- 
ument Control Branch (Document Control Desk). 7pp. 62309:10262309:108. 

9207090124 Forwards application for final design approval & design certification for 
Westinghouse AP600 reactor design.NRC should provide requests for addi info no 
later than 921030. 

CRUTCHFIELD, D. Associate Director for Advanced Reactors & Ucense Renewal 
(Post 910918). 92/06/29. JOHNSON,G.Q Materials & Chemical Engineering Branch. 
NORBERG,J.A. Mechanical Engineering Branch. BAGCHI,G. Generic Communications 
Branch. 14pp. 62271:00162271:014. 

9207090138 Forwards proprietary slides used during 920623 presentation to ACRS 
Thermal Hydraulic Phenomena Subcommittee meeting on 1ST programs,in support of 
AP600 d^n.Slides withheld (ref 10CFR2.790). 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-371 6. 92/06/30. MURLEY,T. 
Document Control Branch (Document Control Desk). Ip. 62309:35362309:361. 

-9207090150 Forwards slides used during presentation to ACRS 920623 thermal iw- 
draulic phenomena subcommittee meeting on 1ST programs in support of AP600 
de8ign.Detail8 withheld (ref 10CFR2.790\ 

LIPARULO.N.J. Westinghouse Electric Coro. AW-92-330. 92/06/30. MURLEY.T. Doc- 
ument Control Branch (Document Control Desk). 8pp. 62309:35462309:361. 

9207090156 Rev 3 to EIP-7, “Duties & Responsibilities of Uaison Manager." 
LINDBERGH,B.E.. SCHIFFHAUER.C.. DAMERON.M. West Valley Nuclear Services 
Co., Inc. 92/06/24. 13pp. 62339:23362339:245. 

9207090228 Ack receipt of ACRS 920610 Itr re testing & analysis of programs in sup- 
port of simplified BWR design certification. Scaling armiysis important element in over- 
all testing program. 

TAYLOR.XM. Ofc of the Executive Director for Operations. 92/06/29. WARD,D.A 
ACRS - Advisory Committee on Reactor Safeguards. 5pp. 62271:05562271:063. 

-9207090266 CMscusses testing & analysis programs in support of simplified BWR 
destan certification,per ACRS 385th 8 386th 02(^06-09 & 060465 meetings. 
WAhD,D.A. ACRS - Advisory Committee on Reactor Safecajards. 92/06/10. THE 
CHAIRMAN, SELIN.I. Commissioners (Post 750119). 4pp. 62271:06062271:063. 

9207100278 Ack receipt of 920417 & 0515 Itrs containlng^caiculations & analy8es.8pecs 
& floppy di8cs.per NRC 920323 questions. Status of NRC comments on standardized 
NUHOMS end. 

STURZ,F.C. Source (Containment & Devices Branch (Post 911213). 92/07/06. 
LEHNERT,RA Pacific Nuclear Systems, Inc. 11pp. 62364:33362364:343. 

92071 3(M>05 Forwards draft Commisston paper re design certification A licensing policy 
issues concemIfM passive & evolutionaiy ALWR designs. 

CRUTCHFIELD, D. Associate Director for Advanced Reactors & License Renewal 
(Post 910918). 92/07/06. KINTNER,E.E. ALWR Utility Steering Committee. 44pp. 
62375:27362375:315. 

92071 M125 Forwards discusskMi of twm "ctocommissioning" as term relates to ad- 
vanced LWR requirement8,per NRC request 

BOCKHOLO.G. Electric Power Research Institute. 92/07/06. HILTZ.T.Q. NRC - No 
Detailed Affiliation Given. 9pp. 62366:24162366:249. 

9207180219 Forwards data base of issues identified for Chapters 2-10 of draft SER for 
passive plant util requirements document & list of issues in Chapters 2-10 which have 
responses outstanding. 

BOCKHOLO.G. Electric Power Research Institute. 92/07/02. Document Control 
Branch (Document Control Desk). 600pp. 62393:001-62394:006. 


9207140135 Requests copies of proposed certificates of compliance.in ref to Vol 
57,Number 124 of FR.dtd 920626 re proposed rule for addition of casks to “List of 
Approved Spent Fuel Storage Casks." 

HANSON, A.S. Transnuclear, Inc. 92/07/07. SCHNEIDER.J.F. Office of Nuclear Mate- 
rial Safety A Safeguards. 1p. 62385:311-62385:311. 

9207140174 Responds to 920323 Itr to JR Wolf suggesting that NRC prescribe thresh- 
old limit of transuranic waste to be 100 nCi/g.Staff does not believe rulemaking war- 
ranted at this time for listed reasons. 

BERNERO,R.M. Office of Nuclear Material Safety A Safeguards. 92/06/08. 
OLSEN, M.D. Energy, Dept, of, Idaho Operations Office. 2pp. 62338:029-62338:031. 

9207150186 Notification of 920710 meeting w/ACRS to discuss review of EPRI ALWR 
requirements document for evolutionary plant designs. 

PIERSON.R.C. Standardization Project Directorate (901216-920516). 92/07/01. 
THADANI.A.. HOLAHAN.G., PERCH.R, NRC - No Detailed Affiliation Given. 17pp. 
62378:27662378:292. 

9207150207 Forwards proprietary slides from 920709 meeting w/ACRS on integral sys 
test programs in support of AP60O design.Slides withheld (ref 10CFR9.1 7(a)(4)). 
LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3721 . 92/07/08. MURLEY.T. 
Document Control Branch (Document Control Desk). Ip. 62415:10162415:109. 

-9207150209 Requests that proprietary slides from 920709 meeting w/ACRS on AP600 
testing A analysis program be withheld (ref 10CFR2.790). 

LIPARULO,N.J. Westinghouse Electric Corp. AW-92-33. 92/07/08. MURLEY.T. Docu- 
ment Control Branch (Document Control Desk). 8pp. 62415:102-62415:109. 

9207150218 Forwards proprietary matl presented to ALWR Utility Steering Committee 
on 911114 re Post 72 h licensing design basis. Mat! reflects list of portable equipment 
required by AP600 for post-72 h operation.Matl withheld (ref 10CFR9.1 7(a)(4)). 
LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3689. 92/06/30. 

HASSELBERG.R. Document Control Branch (Document Control Desk). 3pp. 
62409:32562409:334. 

-9207150220 Requests that proprietary matl re AP600 equipment required after 72 
hours be withheld (ref 10CFR2.790). 

LIPARULA.N.J. Westing^se Electric Coro. AW-92-331. 92/06/30. MURLEY.T. Doc- 
ument Control Branch (Document Control Desk). 7pp. 62409:32862409:334. 

9207150303 Ack receipt of application for final design approval under app O of 
10CFR52 A std design certification under 10CFR52 for Westinghouse AP600 std plant 
design. WCAP repts ref in application should be submitted for review. 

PIERSON.R.C. Standardization Project Directorate (Post 920517). 92/07/06. 
MCINTYRE.B.A. Westinghouse Electric Corp. 4pp. 62395:28862395:291. 

9207150347 Forwards stated docucments.in response to 920602 Itr re DOE request for 
rulemaking on transuranic limit in West Valley Demonstration Project wastes. 
COMFORT.G.C. Fuel Cycle Safety Branch. 92/07/09. VAUGhfAN.R.C. Coalition on 
West Valley Nuclear Wastes. 2pp. 62412:33362412:340. 

-9207150348 Requests NRC prescription of stds to define transuranic per West Valley 

OLSEN,M.D. Ener^, Dept of. Idaho Operations Office. 92/03/23. WOLF.J.R. Office 
of the General Counsel (Post 860701). 4pp. 62412:33562412:338. 

-9207150349 Responds to 920323 suggestion that NRC pre$cribe,per West Valley 
Demonstration Project Act, threshold limit of transuranic wastes to be 100 nCI/g.NRC 
does not believe rulemaking is warranted at this time for listed reasons. 
BERNERO.R.M. Office of Nuclear Material Safety A Safeguards, 92/06/08. 
OLSEN.M.D. Energy. Dept of. Idaho Operations Office. 2pp. 62412:33962412:340. 

9207150352 Fonwards proprietary drawings C-110-D-1 9005-006, Rev 0, C-110-B-19005- 
007, Rev 0,C-110-B-1 9006-007, Rev 0 A C-110-D-1 9006-008, Rev 0,por 920624 Itr re 
topical SAR for General Nuclear Sys.Inc.W/two oversize drawings. 

PAQUIN.P.L. General Nuclear ^tems, Inc. 611-0449-92. 92/07/08. SCHNEIDER, J. 
Source Containment A Devices Branch (Post 911213). 3pp. 62446:36362446:355. 

9207160108 Forwards proprietary & nonproprietary ‘‘AP600 PRA,” "AP600 SAR," pro- 
prietary WCAP-13276, "AP600 PRA Fault Trees Output Files," "AP600 ITAAC Pro- 
gram Plan A Pilot ITAACs," WCAP-13405 A WCAP-13404.W/233 oversize figures. 
CASO.C.L Westinghouse Electric Corp. ET-NRC-92-371 0. 92/06/26. MURLEY.T. 
Document Control Branch (Document Control Desk). 4pp. 62724:00162742:213. 

-9207160110 Requests withholding of proprietary WCAP-13275 A WCAP-13276 per 
10CFR2.790(b)(1). 

LIPARULO.NJ. Westinghouse Electric Corp. AW-02626. 92/06/26. MURLEY.T. Doc- 
ument Control Branch (Document Control uesk). 7pp. 62724:00562724:01 1 . 

-9207160131 “AP600 ITAAC Program Plan A Pilot ITAACs." 

* Westinghouse Electric Corp. 92/06/26. 59pp. 62724:01262724:071. 

-9207160134 WCAP-13405 “AP60O PRA Fault Trees Output Files." 

* Westinghouse Electric Corp. 92/06/26. 22pp. 62724:07262724:095. 

-9207180135 WCAP-13404 "AP60O PRA Fault Trees." 

* Westinghouse Electric Corp. 92/06/26. 17pp. 62724:09662724:114. 

-9207160137 “AP600 PRA,” Vote 16. 

* Westinghouse Electric Corp. 92/06/26. 600pp. 62724:11562728:286, 

-9207160141 “AP600 Std SAR," Vote 1-11. 

^ Westinghouse Electric Corp. 92/06/26, 1,400pp. 62728:28762742:213. 

9207160201 Requests addi info to support review of CANDU 3 reactivlW coeffidente. 
KENNEDY, J.L Advanced Reactors Roject Directorate (Post 920517). 92/07/08. 
SHIFLETT.D.R. AECL Technologies. 2pp. 62396:27562396:276. 

9207160273 Forwards Rev 1 to proposed Certificate of Compliance 1007 A SER for 
Ventilated stonuje cask (VSC) sys VSC-24 issued on 920505 A 06,re8pectivety.Revs 
associated w/crnicality SE & associated operating procedures A Tech Specs. 
STURZ.F.C. Source Containment A Devices Branch (Post 911213). 92/07/08. 
MASSEY,J.V. Pacific Sierra Nuclear Associates. 10pp. 62429:32462429:345. 

-6207160278 Rev 1 to SER for ventilated storage cask sys. 

* NRC - No Detailed Affiliation Given. 92/07/08. 12pp. 62429:33462429:345. 
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9207170168 Approves 920228,0513,18 & 0605 requests/affidavits for withholding listed 
topical repts re matl properties of basket for Castor V storage cask &. mati properties 
of steel basket (ref 10CFR2.790). 

CUNNINGHAM, R.E. Division of Industrial & Medical Nuclear Safety (Post 870729). 
92/07/15. BARNHART, V.J. General Nuclear Systems, Inc. 3pp. 62431:340- 
62431:342. 

920717023® Informs that in 920513 Itr.listed & end repts on thermal analyses of 
CASTOR X improperly contained prohibitions against repts being cited & 
reproduced.Proprietary repts on subj also end. Proprietary repts wthheld. 

PAQUIN.P.L General Nudear Systems, Inc. 611-0341-92. 92/05/21. STURZ.F.C. 
Source Containment & Devices Branch (Post 911213). Ip. 62446:227-62446:279. 

-9207170245 Forwards nonprojpHletary & proprietary repts on thermal analyses of 
CASTOR X to address <x>mments from 910522 Itr & 910523 meeting at 
LLNLPrqprietary repts withheld. 

PAQUIN,IP.L General Nudear Systems, Inc. 611-0320-92. 92/05/13. Source Contain- 
ment & Devices Branch (Post 911213). 4pp. 62446:228-62446:231. 

-9207170255 GNS B 11 2/91 E R01 "Calculation of Temps Within Wall of CASTOR X/ 
33 CJask as Function of Cask Thermal Power." 

* General Nuclear Systems, Inc. 92/03/31. 25pp. 62446:232-62446:256. 

-9207170258 GNS B 58/92 ROO "QFD - Computer Code for Calculation of Fuel Rod 
Temps in Transport & Storage Casks." 

* General Nuclear Systems. Inc. 92/03/31. 23pp. 62446:257-62446:279. 

9207200064 Summary of 920622 meeting w/Westinghouse in Rockville, MD re 
insps, tests, analyses & acceptance criteria for AP600. Overview of Westinghouse pro- 
gram for development of Tier 1 matl & list of atterKlees end. 

BOYCE, T.H. Standardization Projed Directorate (Post 920517). 92/07/07. Standardi- 
zation Project Directorate (Post 920517). 59pp. 62429:192-62429:250. 

9207200087 Notification of 920721 & 22 meetings w/Westinghouse in Monroeville, PA to 
discuss computer analysis input parameter data for AP600 research. 
HASSELBERG,F.W. Standardization Project Directorate (Post 920517). 92/07/13. 
MURLEY.T., MIRAGLIA.F.. RUSSELL.W. NRC - No Detailed Affiliation Given. 3pp. 
62429:252-62429:254. 

9207200232 Forwards proprietary draft “Scaling Analysis for Oregon State Univ AP600 
Integral Sys & Long term Cooling Test Facility," in response to ACRS request in sup- 
port of AC;RS review of AP600 test program.Rept withheld. 

LiPARULA,N.J. Westinghouse Electric Corp. CT-NRC-92-3715. 92/07/07. MURLEY.T. 
Document Confrol Branch (Document Control Desk). 3pp. 62459:310-62459:319. 

—9207200242 Requests that proprietary draft "Scaling Analysis for Oregon State Univ 
AP600 Integral Sys & Long Term Cooling Test Facility” be withheld (ref 10CFR2.790). 
LIPARULO,N.J. Westinghouse Electric Coro. AW-92-329. 92/07/07. MURLEY.T. Doc- 
ument Control Branch (Document Control Desk). 7pp. 62459:313-62459:319. 

9207200254 Notification of 920724 meeting w/Pacific Nuclear Fuel Svcs in 
Rockville, MD to review unresolved items re SAR & to discuss important items such as 
structural/mechanical, thermal.criticality evaluation & radiological protection. 

LEU.K.C. Source Containment & Devices Branch (Post 911213). 92/07/17. 
HAUGHNEY,C.J, Source Containment & Devices Branch (Post 911213). Ip. 
62451:322-62451:322. 

9207200295 Discusses acceptance review evaluation of application for final design cer- 
tification for Westinghouse AP600 reactor design. 

CX)NGEL,F.J. DKrision of Radiation Protection & Emergency Preparedness (Post 
870411). 92/07/14. CRUTCHFIELD.D. Associate Director for Advanced Reactors & 
License Renewal (Post 910918). 2pp. 62418:357-62418:358. 

9207200307 Summary of 920611 meeting w/EPRI re generic sys da8Sification.reliabiiity- 
based TS & shutdown risk considerations for ALWRs. 

HILTZ,T.G. Standardization Project Directorate (Post 920517). 92/07/07. Standardiza- 
tion Project Directorate (Post 9^517). 36pp. 62438:154-62438:190. 

9207230029 Forwards si^lemental info for West Valley Waste Form Qualification Pro- 
gram for cement solidification of sludge wash waste ijquid,consi8ting of Rev 0 to Test 
Summary Rwt WVNS-TSR-044, "Waste Form Qualification Work for Slu^e...." 
ROWLAND.T.J. Energy, Dept of. Idaho Operations Office. 92/07/14. (X)MFORT,Q.C. 
NRC - No Detailed Affiliation Given. 10pp. 62486:292-62486:357. 

-9207230030 WVNS-TSR.044 ROO Rev 0 to Test Summary Rept WVNS-TSR-044, 
"Waste Form Qualification Work for Sludge Wash Liquids." 

MAHONEY, J.L Energy, Dept of, Idaho cSperations Office. BAKER.M.N., MICHNIK,LE. 
Energy, OepL of. 927^/29. 56pp. 62486:295-62486:357. 

9207230142 Summary of ACRS 381 st meeting on 920109-11 in Bethesda,MD re inte- 
gral sys testing for Westingl^use AP-600 Nuclear Plant & key technical issues for 
future nudear power plants. 

* ACRS - Advisory (!k>mmittee on Reactor Safeguards. 92/07/23. ACRS - Advisory 
Committee on Reactor Safeguards. 44pp. 62586:245-62586:288. 

9207230210 Fonwards requests for addi info re AP600 desigmlnfo to be used in prepa- 
ration of RELAP-5 input data for research activities in support of application for final 
design approval & desbn certification of AP600. 

HA^ELBERG.F.W. Sumdardization Projert Directorate (Post 920517). 92/07/14. 
LIPARULO,N.J. Westinghouse Electiic Co^. 3pp. 62459:041-62459:043. 

9207230268 Notification of 920723 & 24 meetings w/Westinghouse in Roclcville,MD to 
discuss low-pressure (long-term cooling) testing of WestingmHJse AP600 design. 
HASSELBERG.F.W. Standardization Directorate (Post 920517). 92/07/15. 

MURLEY.T., MIRAGUA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 4pp. 
62478:252-62478:255. 

9207230274 Notification of 920720 meeting w/QE Nuclear Energy in Rockville, MD to 
discuss simplified BWR testing. 

MCCREE.V.M. Standardizatton Project Directorate (Post 920517). 92/07/15. 
MURLEY.T., MIRAGLIA,F.. RUSSELL,W. NRC - No Detailed Affiliation Given. 3pp. 
62478:165-62478:167. 

920724013$ Advises that proprietary version of 920403 topical rept WCAP-13277 wilt be 
withheld from public di 8 cl 08 ure,ba 8 ed on listed reasons. 

HASSELBERG.F.W. Standardization Project Directorate (Post 920517). 92/07/15. 
LIPARULO.N J. Westinghouse Electric Corp. 3pp. 62479:227-62479:229. 


9207270362 Requests addI info re AP600 testing program by 920817. 

H1LTZ,T.G. Standardization Project Directorate (Post 920517). 92/07/21. 

LIPARULO,N.J. Westinghouse Electric Corp. 3pp. 62517:330-62517:332. 

9207280329 Notification of 920723 meeting w/Westinghouse in Rockville, MD to discuss 
AP600 PRA. 

HASSELBERG.F.W. Standardization Project Directorate (Post 920517). 92/07/20. 
MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 4pp. 
62530:301-62530:304. 


9207290137 Fonvards technical paper, “Consequences of Failure to Shutdown Follow- 
ing Loss of Coolant Accident in Pickering NGS A Unit" 

SHIFLETT.D.R. AECL Technologies. 92/07/23. Document Control Branch (Document 
Control Desk). 1 7pp. 62506:1 64-62506:1 80. 

9207300003 Summary of ACRS 387th meeting on 920709-1 1 re programs of integral 
sys & separate effects testing in support of Westinghouse AP6(X> plant design certifi- 
cation. 

SHEWMON.P. ACRS - Advisory Committee on Reactor Safeguards. 92/07/17. THE 
CHAIRMAN, SELIN,I. Commissioners (Post 750119). 6pp. 62587:338-62587:343. 

9207300147 Ack receipt of 920601 Itr informing NRC of steps taken to correct noncon- 
formance noted in QA insp rept 72-1007/92-01. 

MACDONALD, C.E. Transportation Branch. 92/07/23. MASSEY, J.V. Pacific Sierra Nu- 
clear Assodates. 3pp. 62580:346-62580:348. 

9207300259 Advises of major problem areas associated w/chapter 12 of Westinghouse 
AP-600 SSAR,including inadequate description of radiation sources in plant & Tack of 
listing of very high radiation areas in plant 

CUNNINGHAM.LJ. Radiation Protection Branch. 92/07/23. PIERSON.R.C. Associate 
Director for Advanced Reactors & License Renewal (Post 910918). 2pp. 62580:285- 
62580:286. 

920731fM)19 Forwards EPRI util requirements document, voi 3,chapter l.app A, rev 3, 
"PRA Key Assumptions & Ground Rules.” Document to be treated as proprietary info. 
POHIDA,M. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 92/07/22. ELLISON.P. EG&G Idaho, Inc. Ip. 62^:204-62588:204. 

9207310174 Forwards revised Chapter 9 data base for passive plant draft SER 
issues.lssues include.balance-of-plant fire protection program,independence of ventila- 
tion sys inside containment & requirements for smoke removal capability. 
BCX;KH0LD,G. Electric Power Research Institute. 92/07/17. Documerrt Control 
Branch (Document Control Desk). 25pp. 62615:325-62615:349. 


PT21 NONCOMPLiANCE REPORTS AND RELATED CORRESPONDENCE 


9207060188 Final deficiency rept & Part 21 rept re inadequacies in motor-operated diag- 
nostic equipment supplied by ITI Movats Corp.lnitiaily reported on 920403.Closing 
torque switch settings for motor-operated valves will be recalibr. 

MUSELER.W.J. Tennessee Valley Authority. WBRD-50-391/92-06. 92/07/01. Docu- 
ment Control Branch (Document Control Desk). 4pp. 62254:345-62254:348. 

9207060248 Rnal Part 21 rept re defect in assembly process for GH Bettis containment 
atmosphere control sys valve replacement actuators.lnitially reported on 920529.Air 
filter installed in compressor main air line to prevent contamination. 

LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. NLR-N92085. 92/06/ 
29. Document Control Branch (Document (Control Desk). 5pp. 62254:306-62254:310. 

9207070221 Corrected Part 21 rept re defects in MSIV poppets supplied by Atwood & 
Morrill (k>,lrK:.originally submitted via 920619 itr.Corrects info in corrective action sec- 
tion to indicate that poppet S/N 4 not S/N 3 installed at facility. 

LYSTER.M.D. Centerior Energy. PY-CEI/NRR-1518. 92/07/01. Document Control 
Branch (Document Control Desk). Ip. 62451:330-62451:330. 

9207080003 Part 21 rept re discovery of Klockner-Moeiler 480-vott breaker in tripped 
condition due to fracture of plastic arm within breaker.Two of three failed breakers 
sent to mto for analysis. Results expected by end of Jul 1992. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 92-441. 92/07/01. 
Document Control Branch (Document Control Desk). 3pp. 62276:355-62276:357. 

9207080018 Amend 1 to Part 21 Rept 158 re gear-wear induced failures in engine- 
driven jacket water pump in DSRV-16-4 standby OQ sys. Initially reported on 
911029.Grand Gulf station observed wear characteristics in as little as 500 operating 
hours. 

GUNTRUM.B.C. Cooper Industries, Inc. 92/06/26. Office of Nuclear Reactor Regula- 
tion, Director (Post 870411). 4pp. 62305:344-62305:347. 

9207080186 Part 21 rept re potential capacitor problem in KD-10 reiay.Caused by dissi- 
pation of paper used as dielectric in capadtor.Product advisory Itr sent to ABB Relay 
Div customers encl. 

WILSON.J.G., SUN.S.C. ASEA Brown Boveri, Inc. 92/06/26. Office of Nuclear Reac- 
tor Regulation. Director (Post 870411). 9pp. 62284:352-62284:360. 

9207080270 Part 21 rept re potential that covers on Roseraount Model 1152,1153 & 
1154 transmitters not torqued to specs.Problem noted during normal scheduled calibr 
of production equipmentUst of affected utils encl. 

HENKENIUS.M.A. Rosemount, Inc. 92/06/30. Document Control Branch (Document 
Control Desk). 16pp. 62304:206-62304:221. 

9207090088 Initiai Part 21 r^t re non-segregated phase electrteal bus duct mfg in 
1972.lnitially reported on 920427.Detaiied calculations being done by FPC to evaluate 
momentary fault current against supplied ratings of all bus sections. 

METCALFE.W.A. Calvert Co.. Inc. 92/06/30. NRC - No Detailed Affiliation Given. 3pp. 
62306:341-62308:343. 


9207090081 Part 21 rept re replacement swing arm not being completely interchange- 
able w/original partinitially rejxHled on 91K)116.Vendor will inform customers of poten- 
tial for stated interference between stud & valve body. 

GODWIN.G.C. BW/iP International. Inc. (formerly Byron Jackson Pump Division). 92/ 
06/30. Region 5 (Post 820201). 7pp. 62306:354-62308:360. 
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9207140051 LER 92-011 -01 :on 920608, discovered possibility of potential secondary 
containment bypass leakage paths & control room boundary leakage paths.On 
91 1009, temporary shaft sea! installed in SGTS.AIso reported per Part 21.W/920706 
Itr. 

ZINKE,GA, COTTLE,W.T. Entergy Operations, Inc. GNRO-92/00080. 92/07/06. 8pp. 
62437:234-62437:241. 

9207150165 Part 21 rept re failure to comply w/1 minute rating of NCX-17 cells mfg by 
GNB Battery Co (formally Gould).Addl testing of cell sizes & end voltages scheduled 
to begin on 920713 & be completed on 920815. 

SE1KEN,A. Nuclear Logistics, Inc. (NLl). NCR-02-01. 92/07/08. Document Control 
Branch (Document Control Desk). 2pp. 62409:357-62409:358. 

9207150212 Part 21 rept re defect in forged elbow SA234 WPC.InItially reported by util 
on 920625.Connex will audit quality sys prior to awarding purchase orders to Ram 
Forge to verify measurements taken on elbow. 

LEININGER.D.J. Connex Pipe Systems, Inc. 92/07/08. Document Control Branch 
(Document Control Desk). 4pp. 62415:146-62415:188. 

9207150335 Final Part 21 rept re failure of Byron Jackson River water pump 
couplings.lnltially reported on 91 11 21 .Couplings failed in svc due to lack of 
toughness.Couplings examined & suspect matl removed from svc. 

NOONAN,T.P. Duquesne Light Co. ND3MNO:3295. 92/07/07. Document Control 
Branch (Document Control Desk). 6pp. 62399:356-62399:361 . 

9207200071 Part 21 repLup^ating 911230 Interim Rept 91-028 re list of questions which 
may include possible deviation in Westinghouse small break fuel rod thermal analysis 
computer code.Questions under review. 

LIPARULO,N.J. Westinghouse Electric Corp. ET-NRC-92-3718. 92/07/01. Document 
Control Branch (Document Control Desk). 2pp. 62451:311-62451:312. 

9207200125 Part 21 rept re access hole cover (AHC) radial cracking.AHC cracking first 
exprienced in 1987.SIL 462 SuppI 3 issued to BWR utils on 920608 to rept observa- 
tions & to provide new insp recommendations for AHCs. 

STRAMBACK.G.B. General Electric Co, GBS92030.WP. 92/07/09. BERLINGER.C.H. 
Generic Communications Branch. 4pp. 62464:357-62464:360. 

9207270046 Part 21 rept re blown fuse In Elgar inverters.high inrush current to inverter 
& missing resistor on R14.Caused by improper timing curcuit,lack of retrievable 
records & workmanship error.Resistor changed & sites notified. 

• Elgar Corp. 92/07/15. TOMLINSON.R. %xas Utilities Electric Co. (TU Electric). 
10pp. 62516:345-62516:354. 

9207280024 Interim Part 21 rept re temp increases in one hot leg of reactor vessel 
upper pienum.Caused by flow switching between adjacent hot leg nozzles. Vendor will 
actively work w/utils to initiate evaluation program leading to resolution. 

LIPARULO,N.J. Westinghouse Electric Corp. ET-NRC-92-3724. 92/07/24. Document 
Control Branch (Document Control Desk). 3pp. 62562:103-62562:105. 

9207280159 Fart 21 rept re listed defects w/Elgar inverters during testing. Licensee 
plans to correct defects before placing equipment in svc.Written rept to be submitted 
within 30 days. 

SKIBA Texas Utilities Electric Co. (TU Electric). 92/05/13. JOLLIFFE Office for Analy- 
sis & Evaluation of Operational Data, Director. Ip. 62562:333-62562:333. 

9207280168 Part 21 rept re QA program breakdown of Kranco,lnc,supplier of Units 1 & 
2 polar cranos.Unit 1 not impacted by problem. Adequacy of parts installed in Unit 2 
will be established prior to conduct of critical lifts. 

AGLES.J. Texas Utilities Electric Co. (TU Electric). 92/07/16. MACKINNON, J. Office 
for Analysis & Evaluation of Operational Data, Director. Ip. 62562:341-62562:341. 

9207280177 Part 21 rept re defect discovered in degraded grid trip/bus transfer scheme 
for Class IE vital bus equIpmentTime delay of .7 s Incorporated in loading scheme to 
allow loads to drop off of auto-swapped Class IE buses. 

LABRUNA Public Service Electric & Gas Co. of Now Jersey. 92/05/08. SCARFO.G. 
Office for Analysis & Evaluation of Operational Data. Director. Ip. 62584:291- 
62584:291. 

9207280188 Part 21 rept re 911107 C feedwater isolation valve actuator failure due to 
defect in poppet seal.Seal replaced & testing by independent lab being performed to 
determine physical properties of original poppet seals. 

HAILE,D. &uth Carolina Electric & Gas Co. 92/07/10. SCARFO.G. Office for Analysis 
& Evaluation of Operational Data, Director. 2pp. 62584:292-62584:293. 

9207280255 Part 21 rept re discrepancy in procedure used to analyze feedwater con- 
troller failure event using COTRANSA2 code, initially reported by Siemens Nuclear 
Power Corp on 920617. Caused by transient analysis error, 

FIES.C., WHITCOMB.D.L, REIS.M.P. Washington Public Power Supply System. PER 
292-706. 92/07/09. ANDREWS.T. NRC - No Detailed Affiliation Given. 4pp. 
62562:119-62562:123. 

9207280257 Part 21 rept re cracking of stellite 21 hardfacing on guide nose of poppets 
supplied as part of MSIV leakage improvement mod.initially reported by CLEI on 
920522. Recommends that liquid penetrant exam be performed. 

SHIELDS, S.N. Atwood & Morrill Co.. Inc. 92/06/24. BERLINGER NRC - No Detailed 
Affiliation Given. 4pp. 62568:340-62568:344, 


QA999 (DUALITY ASSURANCE INSPECTIONS 

9207080027 Forwards updated organizational charLsImllar to Figure 1-1 of Rev 8 to 
NEDO-11209-04A,per NRC 920601 request U|xlated chart incorporates changes de- 
lineated in vendor 920415 Itr to NRC. 

CASE.J.M. General Electric Co. 92/06/23. ZECH.G.G. Performance & Quality Evalua- 
tion Branch (Post 890101). 2pp. 62250:085-62250:086. 

9207080083 Notification of 920612 meeting w/Thermai Science.Inc & NIST in 
Rockville.MD to discuss Thermo-Lag fire bamer test program & technical issues. 
MCCRACKEN.C.E. Plant Systems Branch. 92/06/05. RUSSELL.W.T. Associate Direc- 
tor for Inspection & Technical Assessment (Post 870411). 3pp. 62250:066-62250:067. 

9207080057 Responds to 920615 Itr requesting NRC position on applicability of 
10CFR21 to equipment that will perform safety related function in nuclear facility not 
based in US. Equipment installed in foreign country not subj to 10CFR21. 
NORRHOLM.U. Vendor inspection Branch. 92/06/26. MCQUILLAN, P.G. Umitorque 
Corp. Ip. 62218:331-62218:331. 


9207090152 Forwards list of former customers who no longer receive error notices & 
working list of error notice transmittals from 3 former suppliers.Requests confirmation 
from NRC re receipt of supplier error notices. 

ORR.R.S. Boeing Computer Services Co. (div. of Boeing Co.). 92/06/12. Ofc of En- 
forcement (Post 870413). 7pp. 62341:310-62341:316. 

9207170114 Informs that,in$ofar demand in ASME-ll-A justified & will be demanded in 
future, in response to Nonconformance A re flattening test used for pipes for bending 
in pipeline. 

LIESEGANG,G. LISEGA GmbH. 92/06/17. NORRHOLM.LJ. Vendor Inspection 
Branch. 2pp. 62440:212-62440:213. 

9207220141 Responds to NRC Itr re violations noted in insp rept 99901 246/92-01. Cor- 
rective actions:iist created & being maintained.covering ail G cells & nuclear plant 
holding cells. 

BENDER,R.P. Yuasa Exide, Inc. 92/07/13. NORRHOLM.U. Vendor Inspection 
Branch. 5pp. 62472:350-62472:354. 

9207270066 Advises effective 92071 0.company name changed from Slemans Nuclear 
Power Corp to Siemans Power Corp.per Section 2.9 of approved Topical Rept EMF- 
1A,Rev 25.Change will be reflected in rev of topical rept to be sent at end of yr, 
VOLMER,C.J. Siemens Power Corp. (formerly Siemens Nuclear Power Corp., Ad- 
vanced Nuclear Fuel. CJV:92:79. 92/07/17, ZECH.G.G. Performance & Quality Eval- 
uation Branch (Post 890101). Ip. 62528:192-62528:192. 

9207270130 Responds to Westinghouse Pensacola Plant 920618 reply to NOV & notice 
of nonconformance issued 920521. Replies to NOV & notice of nonconformance & C/ 
A taken determined to be adequate for ail violations & nonconformances identified. 
NORRHOLM.LJ. Vendor Inspection Branch. 92/07/14. SMELSTOYS.B.R. Westing- 
house Electric Corp. 2pp. 62476:095-62476:096. 


REQGD REGULATORY GUIDES 


9207010034 Forwards reg guide 1 .97 safety insp rept 50-293/92-06 on 920504-08.Staff 
determined that licensee had established program to meet recommendations of reg 
guide 1.97. Understands that program will be fully implemented in 1993. 
ANDERSON.C.J. Region 1 (Post 820201). GL-82-33. 92/06/23, ANDERSON,R.A. 
Boston Edison Co. 4pp. 62143:041-62143:059. 

-9207010038 Reg guide 1.97 safety insp rept 50-293/92-06 on 920504-08. No viola- 
tions noted.Major areas inspected:licensee implementation of rag guide 1.97,Rev 3, re 
post-accident monitoring instrumentation; 

CHEUNG, L. RULAND.W.H. Region 1 (Post 820201). 92/06/22. 14pp. 62143:045- 
62143:059. 

9207020113 Fonwards SE approving use of Category 3 instrumentation for accumulator 
level & pressure. 

PULSIFER,R.M. Project Directorate III-2. GL-82-33. 92/06/23. KOVACH, T.J. Common- 
wealth Edison Co. 3pp. 62183:269-62183:274. 

-9207020114 SE approving use of Category 3 instrumentation for accumulator level & 
pressure. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/23. 3pp. 
62183:272-62183:274. 

9207020139 Commits to maintain five elements of Section 1.2 of Reg Guide 1.155, 
“SBO," pending resolution & upon resolution of Generic Issue B-^, “EDG Reliabil- 
ity," per NRC supplemental SE provided w/920312 Itr approving stated SBC submit- 
tals. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Ck).). 92-356. 92/06/24. 
Document Control Branch (Document Control Desk). 3pp. 62219:347-62219:349. 

9207080230 Forwards response to Reg Guide 1.97, “Accident Monitoring Instrumenta- 
tion,” in response to NRC 920312 Itr forwarding results of Reg Guide 1.97 insp per- 
formed during wk of 920224-28. 

SCHROCK,C.A. Wisconsin Public Service Corp. NRC-92-080. 92/07/01. Document 
Control Branch (Document Control Desk). 23pp. 62247:331-62247:353. 

9207070308 Forwards info re status of Reg Guide 1.97 activities at facility, consisting of 
accident monitoring instrumentation program.Updated version of table of Reg Guide 
1.97 variable8,submitted on 850703,al8o end. 

FRANZ.J.F. Iowa Electric Light & Power Co. NG-92-2629. 92/06/26. MURLEY,T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 23pp. 62267:307- 
62267:329. 

9207100044 Forwards response to Rev 1 to Generic Ltr 92-01, “Reactor Vessel Struc- 
tural Integrity." End rept documents compliance w/IOCFRSO & guidance provided in 
Reg Guide 1.99, Rev 2. 

TERRY.C.D. Niagara Mohawk Power Corp. GL-92-01. 92/07/02. Document Control 
Branch (Document Control Desk). 2pp. 62366:132-62366:158. 

9207100147 Informs of plans to revise fuel oil testing program by repladng accelerated 
stability test w/particuiate te8t.R6vs & justifications listed-CompiBulson of DAEC fuel oil 
QA program to Reg Guide 1.137 end. 

FRANZ, J.F. Iowa Electric Light & Power Co. NG-92.2216. 92/07/01. MURLEY,T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 5pp. 62334:259- 
62334:263. 

9207100201 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.No data from surveillance program have exceeded mean-plus-two std 
deviation tx>und predicted by Reg Guide 1.99,Rev 2. 

STARKEY,R.B. (Carolina Power i Ught Co. NLS-92-178. 92/07/06. Document Control 
Branch (Document Control Desk). 4pp. 62334:264-62334:267. 

9207130058 Comment supporting proposed rule 10CFR50 re RQ DQ-1021 on SBO & 
EDG reliability. 

QEORGE.J.B., HENDRIX,C.W. Duke Engineering & Services. 57FR1 451 4 00004, 92/ 
07/01. Docketing & Services Branch. 4pp. 62285:074-62265:077. 

9207130081 Comment opposing proposed rule 10CFR50 on RG DQ-1021 re SBO & 
EDG reliability. 

STRAMBACK,G.B. General Electric Co. 57FRt4514 00003. 92/06/30. Docketing & 
Services Branch. 3pp. 62285:079-62285:082. 
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92071 3CK)65 Comment supportir^ proposed rules 10CFR19 & 20 re draft revisions to 
reg guide 8J. Rev 1, “Instructions for Recording & Reporting Occupational Radiation 
Btposure Data.” 

SCHMITT, J.F. Nuclear Management & Resources Council (NUMARC) (formerly Nucle- 
ar Utility Manage, 57FR21216 00030. 92/06/19. COOL.D.A. Radiation Protection & 
Health Effects Branch. 7pp. 62285:096-62285:102, 

9207130149 Summary of 920512 CRGR meeting 220 re rev 1 to Reg Guide 8.7 on re- 
cording & reporting ORE & other Issues. 

JORDAN.E.L. Regional Operations & Generic Requirements, EDO (Pre 870413). GL- 
83-28. 92/06/17. TAYLOR, J.M. Ofc of the Executive Director for Operations. 38pp. 
62418:004-62418:041. 

9207130204 Forwards SE accepting licensee initial response to SBO rule, per 920331 
submittal. 

HOPKINS,J.B. Project Directorate 111-3. TAG M68536. 92/07/01. SHELTON.D.C. 
Toledo Edison Co. 2pp. 62338:023-62338:028. 

—9207130209 Safety evaluation accepting licensee initial response to SBO rule. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/01. 4pp. 
62338:025-62338:028. 

9207130234 Forwards request for addi info re util responses to reg guide 1.97, Rev 3 on 
conformance w/emergency response capability. 

JOHNSON,A.R. Project Directorate 1-3. TAG M80439. 92/07/07. MECREDY.R.C. 
Rochester Gas & Electric Corp. 10pp. 62338:013-62338:022. 

9207140272 Responds to NRG SER re conformace to Rev 2 to Reg Guide 1.97 re vari- 
ables for containment pressure & containment hydrogen monitoring.transmitted via 
92041 3 Itr. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Utilities. 
A10333. 92/07/06. Document Control Branch (Document Control Desk). 15pp. 
62385:067-62385:081. 

920716(N)38 Ck)mment on draft reg guide DG-1021, “Selection.Design, 

Qualification, Tasting S Reliability of Emergency Diesel Generator Units Used as Class 
IE Onsite Electric Power Sys & Nuclear Power Plants.”Endor8as NUMARC comments. 
SHELTON.D.C. Centerior Energy. 57FR 14593 00002. 92/07/06. Regulatory Publica- 
tions Branch. 2pp. 62375:020-62375:021. 

9207160044 Comment supporting draft reg guide DQ-1021, “Selection, 

Design,Quallficatlon,Testing & Reliaoility of EDG Units Used as Class IE Onsite Elec- 
tric Power Sys at Nuclear Power Plants.” 

JUMP.W.J. Houston Lighting & Power Co. 57FR14593 00001, 92/07/06. Regulatory 
Publications Branch. Ip. 62375:028-62375:028. 

9207160066 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1 .9,task DG-1021. Opposes rule. 

MCGAHA,J.R. Bitergy Operations, Inc. 57^14514 00010. 92/07/02. CHILK.S.J. 
Office of the Secretary of the Commission. 8pp. 62375:074-62375:081. 

9207160074 Comment oppHOsIng proposed rule 10CFR50 re loss of all alternating cur- 
rent power & draft reg guide 1.9, task DG-1021. 

THAYER,J.K. Yankee Atomic Electric Co. 57FR14514 00018. 92/07/10. Docketing & 
Sendees Branch. 3pp. 62375:088-62375:090. 

9207160076 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1 .9, task DG-1021 .Nuclear Util Backfitting & Reform Group be- 
lieves that backfitting analysis required,per 10CFR50.109,for proposed regulation. 
STENGER,D.F. Nuclear Utility Backfitting & Reform Group. STENGER.D.F. Winston & 
Strawn. 57FR14514 0001 1. 92/07/06. CHILK,S.J. Office of the Secretary of the Com- 
mission. 6pp. 62375:171-62375:176. 

9207160081 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1 .9, task DG-1021 .Opposes rule. 

OPEKA,J.F. Northeast Utilities. 57FR14514 00019. 92/07/06. CHILK.S.J. Office of the 
Secretary of the Commission. 5pp. 62375:091-62375:095. 

9207160083 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG-1021 .Opposes rule. 

CAHILL, W.J., MARSHALL.J.S. Texas Utilities Electric Co. (TU Electric). 57FR14514 
00012. 92/07/06. Docketing & Services Branch. 7pp. 62375:096-62375:102. 

9207160089 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG-1021 .Supports rule. 

TOSCH,K.W. New Jersey. State of. 57FR14514 00020. 92/07/07. Office of the Secre- 
tary of the Commission. 2pp. 62375:105-62375:106. 

9207160090 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1 .9, task DG-1021 .Opposes rule. 

SKOLDS.J.L Southern California Edison Co. 57FR14514 00014. 92/07/06. Docketing 
& Services Branch. 5pp. 62375:107-62375:1 11. 

9207160093 Comment on proposed rule 10CFR50 re loss of etil alternating current 
power & draft reg guide 1 .9,task DG-1021 .Opposes rule. 

TUCKER, H.B. Duke Power Co. 57FR14514 00021. 92/07/06. Docketing & Services 
Branch. 4pp. 62375:1 1 2-62375:1 1 5. 

9207160098 Comment on proposed rule 10CFRS0 re loss of all altemating current 
power & draft reg guide 1 .9, task DQ-1021 .Supports rule. 

GRAZIO,R.E. Florid Power & Ught Co. 57FR14514 00015. 92/07/06. Docketing & 
Services Braknch. 3pp. 62375:1 22-82375:1 24. 

9207160101 Comment on proposed rule 10CFR50 re loss of all altemating current 
power & draft reg guide 1.6, task DG-1021 .Supports rule. 

JUMP,W.J. Houston Lighting & Power Co. 57FR14514 00016. 92/07/06. Docketing & 
Services Branch. 1p. 62375:125-62375:125. 

9207160103 Comment on proposed rule 10CFR50 re loss of all altemating current 
power & draft reg guide 1 .9, task DG-1021 .Supports rule. 

SHELTON, D.C. Centerior Energy. 57FR14514 00022. 92/07/06. CHILK,S.J. Office of 
the Secretary of the Commission. 2pp. 62375:126-62375:127. 

9207160104 Comment on proposed rule 10CFR50 re loss of all alternating current 
power a draft reg guide 1 .9.task DQ-1021 .Opposes rule. 

ODELL.W.H. Guff States Utilities Co. 57FR14514 00017. 92/07/06. Office of the Sec- 
retary of the Commission. 6pp. 62375:128-62375:133. 


9207160111 Comment on proposed rule 10CFR50 re loss of all altemating current 
^wer & draft reg guide 1.9, task DG-1021 .Supports rule.Responds to four questions in 

JACKSON,M.A. Commonwealth Edison Co, 57FR14514 00023. 92/07/08. Docketing 
a Sendees Branch. 4pp. 62375:134-62375:137. 

9207160114 Comment supporting proposed rule 10CFR50 re loss of all alternating cur- 
rent power & draft reg guide DG-1021. 

MEDFORD, M.O. Tennessee Valley Authority. 57FR14514 00013. 92/07/02. 
CHILK,S.J. Office of the Secretary of the Commission. 5pp. 62375:138-62375:142. 

9207160286 Forwards Safety Insp Rept 50-029/92-03 on 920428-0702.0ne deviation 
noted re Reg Guide 1 .97 instrumentation identification a four unresolved items closed 
out 

LINVILLE.J.C. Region 1 (Post 820201). 92/07/09. THAYER,J.K. Yankee Atomic Elec- 
tric Co. 3pp. 62416:311-62416:322. 

9207160365 Forwards amends 159 & 149 to licenses DPR-77 & DPR-79, respectively & 
safety evaluation.Amends revise TS to incorporate balance of RG 1.97 instrumenta- 
tion involving PAM & Cl valves instrumentation. 

LABARGE,D.E. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603). TAC M80256. 92/07/09. MEDFORD,M.C). Tennessee Valley Authority, 3pp. 
62397:188-62397:223. 


-9207160387 Amends 149 & 159 to licenses DPR-79 & DPR-77.rospectively, revising 
TS to incorporate balance of RG 1.97 instrumentation involving PAM & Ci valves in- 
strumentation. 

HEBDON,F.J. Project Directorate II-4 (formerly TVA Project Directorate) (Post 
900603). DPR-79 A 149. 92/07/09. 28pp. 62397:191-62397:218. 

-0207180388 Safety evaluation supporting amends 159 & 149 to licenses DPR-77 & 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/09. 5pp. 
62397:219-62397:223. 


9207170031 Suppis response to NRC supplemental safety evaluation re station blackout 
rule. Procedure for DG reliability program developed & issued which implements guid- 
ance in NUMARC 87-00, App D & incorporates Reg Guide 1.1 55, Section 1.2. 
WCX)DARD,J.D. Southern Nuclear Operating Co. 92/07/13. Document Control Branch 
(Document Control Desk). 3pp. 62440:214-62440:217. 

9207200192 Requests that end documents re CRGR meeting 220 be made publicly 
available 

ALLISON, D. NRG - No Detailed Affiliation Given. 92/07/09. Document Control Branch 
(Document Control Desk). 3pp. 62418:001-62418:306. 

-9207200197 Forwards rev 1 to reg guide 8.7, “Instmctions for Recording & Reporting 
ORE Data,” for CRGR approval for publication w/o formal review. 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/04/10. 
JORDAN, E.L. Committee to Review Generic Requirements. 38pp. 62418:042- 
62418:079. 


9207200203 Informs that util currently does not plan to replace or downgrade qualifica- 
tion of safety injection tank level & pressure instruments.in response to NRC 920401 

SAGEF?E>.A. Florida Power & Light Co. L-92-194. 92/07/14. Document Control 
Branch (Document Control Desk). Ip. 62451:323-62451:323. 

9207210243 Comment opposing draft rev 3 to reg guide 01.009. 

ANDERSON, R.A. Boston Edison Co. 57FR14593. 92/07/10. Regulatory Publications 
Branch. Ip. 62421:227-62421:227. 

9207230218 Forwards request for addI info re individual plant exam submittal for generic 
issue GI-23 & draft reg guide DG-1008. Response to request should be submitted 
within 30 days of Itr receipt. 

BUCKLEY,B.C. Project Directorate 11-2, TAC M74476. 92/07/17. STEWART.W.L. Vir- 
ginia Power (Virginia Electric & Power Co.). 25pp. 62459:1 23-62459t:1 47. 

9207270070 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG-1021 .Endorses comments made by NUMARC on 
proposed rev to SBO Rule. 

BEARD.P.M. Florida Power Corp. 57FR14614 00027. 92/07/16. CHILK,SJ. Office of 
the Secretaiy of the Ck>mmi8sion. 2pp. 62475:285-62475:286. 

9207270074 Comment on proposed rule 10CFR50 re loss of alt altemating current 
power & draft reg guide 1 .9,task DQ-1 021 .Opposes rule. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 57FR14514 00028. 92/ 
07/17. Docketing & Services Branch. 4pp. 62475:288-62475:291. 

9207270075 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9,ta8k DQ-1 021 .Supports detailed comments submitted by 
NUMARC.as representing licensee views. 

SORENSEN, G.C. Washington Public Power Supply System. 57FR14514 00026. 92/ 
07/10. CHILK.S.J. Office of the Secretary of the Commission. Ip. 62475:292- 
62475:292. 


9207270090 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG^I 021 .Endorses comments offered by NUMARC. 
ANDERSON, R.A foston Edison Co. 57FR14514 00026. 92/07/10. CHILK,SJ. Office 
of the Secretary of the Commission, 1p. 62475:338-62475:338. 

9207270093 Comment on proposed rule 10CFR50 re loss of all alternating current 
power & draft reg guide 1.9, task DG-1021. Endorses comments submitted by 
NUMARC. 

RUEGER.G.M. Pacific Gas & Electric Co. DCL-92-157. 92/07/09. CHILK,S.J. Office of 
the Secretary of the Commission. 4pp. 62475:339-62475:342. 

9207270322 Application for amend to L’icenae NPF-12.consi8ting of TS Change TSP 
890005, revising accident monitoring instrumentation in TS 3/4.3.3.6.Table8 3.3-10 & 
4.3-7 for consistency w/accepted program, per Rev 3 to Reg Guide 1.97. 

SKOLDS.J.F. South Carolina Electric & Gas Co. 92/07/22. WUNDER.G.F. Document 
Control Branch (Document Control Desk). 3pp. 62528:131-62528:153. 
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9207280074 Advises that installed instaimentation high quality commercial grade & ex- 
isting range sufficient to ensure compliance w/Tech Specs during normal operating 
conditions, per 881024 Itr re Reg Guide 1.97. 

SCHRCX:K,C.A. Wisconsin Public Sendee Corp. NRC-92-093. 92/07/24. Document 
Control Branch (Document Control Desk). 1 p. 62568:352-62568:352. 

9207300113 Accepts licensee clarification that normal source of power supply to Class 
IE buses is through reserve station sve transformers, per 920624 submittal In re- 
sponse to reg guide 1.155 on SBO pending resolution of Generic Issue B-56. 
BUCKLEY.B.C. Project Directorate II-2. TAC M68611. 92/07/22. STEWART. W.L Vir- 
ginia Power (Virginia Electric & Power Co.). 2pp. 62580:327-62580:328. 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 

920610021S FonA^ards requests for addi info re NP-6628 rept, “Procedure for Seismic 
Evaluation & Design of Small Bore Piping (NCIG-14)." 

NORBERG,J.A. Mechanical Engineering Branch. 92/06/01. RASIN.W. Nuclear Man- 
agement & Resources Council (NUMARC) (formerly Nuclear Utility Manage. 18pp. 
62273:030-62273:046. 

9207010027 Notification of 920707 meeting w/NUMARC in Rockville.MD to discuss 
thermo-lag fire barrier issues & proposed generic Itr. 

MCCRACKEN.C.E. Plant Systems Branch. 92/06/24. THADANI,A.C. Division of Sys- 
tems Technology (Post 890827). 4pp. 62233:336-62233:338. 

9207010297 Requests early release to PDR of SECY document on 10CFR100 revs 
scheduled for NRC Commissioner briefing on 920624. 

TIPTON, T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 92/06/16. CHILK.S.J. Office of the Secretary of the Commission. Ip. 
62182:344-62182:344. 

9207020082 Summary of 920624 meeting w/NUMARC Executive Committee re several 
issues of Importance to both NRC & industry review of existing regulatory require- 
ments. 

ABBATE,C.M. Commissioners (Post 750119). 92/06/26. Commissioners (Post 
750119). 2pp. 62183:278-62183:279. 

9207020097 Notification of 920625 meeting w/NUMARC working groups in 
Rockville.MD to discuss guidance documents for implementation of maint rule. 
CORREIA.R.P. Performance & Quality Evaluation Branch (Post 890101). 92/06/24. 
MURLEY.T., MIRAGLIA,F.. RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 
62184:332-62184:333. 

9207020112 Notifies of canceled 920630 meeting w/NUMARC industry siting group in 
Rockville.MD to discuss review of technical & regulatory issues re siting new nuclear 
power plants. 

^LCMAN.B. License Renewal Project Directorate (Post 920517). 92/06/18. 
CRAIG, J.W. Ucense Renewal Project Directorate (Post 920517). 2pp. 62184:337- 
62184:338. 

9207020116 Submits daily highlight of 920629 meeting w/NUMARC in Rockville.MD to 
discuss industry response to Bulletin 92-001 . 

MASCIANTONIO,A. Project Directorate 111-1. IEB-92-001. 92/06/26. MURLEY.T.. 
MIRAGLIA.F.. RUSSELL. W. NRC - No Detailed Affiliation Given. 3pp. 62184:334- 
62184:336. 

9207020121 Notification of 920626 meeting w/NUMARC in Rockville.MD to discuss 
guidance documents for implementation of maint rule. 

CORREIA.R.P. Performance & Quality Evaluation Branch (Post 890101). 92/06/24. 
MURLEY.T., MIRAGLIA.F., RUSSELL.W. Office of Nuclear Reactor Regulation, Direc- 
tor (Post 870411). 2pp. 62194:047-62194:048. 


9207070209 “Nuclear Power Plant w/Vver-1000 (U-87).Reactor Section: Preliminary 
Project-Smoke Removal from Rooms of "Free Mode" Zone.Explanatory 
Note.Drawings.” W/nine oversize drawings. 

KUTYURIN.G.I. Union of Soviet Socialist Republics. 90/12/31. 75pp. 62270:152- 
62270:294. 

9207070211 Undated, “Thermophysical Safety Test Stand 108." 

FOWLER, G. U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reactor 
Safety. 92/03/31. 17pp. 62237:272-62237:290. 

9207070212 “Operational Operator Support Sys for Voronezh Automated Training Sys." 
KRYT’YEV.I.S. Union of Soviet Socialist Republics. 92/03/31. 35pp. 62237:291- 
62237:325. 

9207070222 Requests that end info provided to NRC by B Lee of NUMARC be placed 
In PDR. 

NORRHOLM.LJ. NRC - No Detailed Affiliation Given. 92/06/15. MCKNIGHT, J. NRC - 
No Detailed Affiliation Given. 12pp. 62237:349-62237:360. 

9207070225 Paper entitled, “Thermophysical Safety Testing Unit T-2." 

FOWLER, G. U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reactor 
Safety. 2633. 92/03/31. 11pp. 62238:336-62238:349. 

9207070234 “Thermophysical Safety Test Stand 108.” 

* Union of Soviet Socialist Republics. 92/03/31. 11pp. 62238:350-62238:360. 

9207070241 “Modern Methods of Substantiating Thermal & Hydraulic Aspects of Nucle- 
ar Power Plant Safety on Oversized Experimental Test Stands." 

NIGMATULIN,B.I. Union of Soviet Socialist Republics. 92/03/31. 29pp. 62236:260- 
62236:289. 

9207070245 “Plan of Measures to Carry Out Memorandum.” 

* Union of Soviet Socialist Republics. 92/03/31. 11pp. 62236:290-62236:300. 

9207070248 “Technical Characteristics of Six Pieces of Firefighting Equipment.” 

* Union of Soviet Socialist Republics. 92/03/31. 26pp. 62236:301-62236:328. 

9207070253 “Free Measures to Improve Fire Safety at Nuclear Power Plants." 

* Union of Soviet Socialist Republics. 92/03/31. 42pp. 62242:183-62242:224. 

9207090140 Fonwards “BWR Vessel Internals License Renewal Industry Rept" & asso- 
ciated comment response document. Rept submitted for NRC review via SER process. 
GRIFFING,E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu- 
clear Utility Manage. 92/06/29. CRAIG,J. Ucense Renewal Project Directorate (Post 
920517). Ip. 62340:001-62340:220. 

-9207090141 “BWR Vessel Internals Ucense Renewal Industry Rept.” 

* Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 92/06/01. 300pp. 62340:002-62340:220. 

9207130050 Comment on proposed rule 110 re import & export of radwastes.Mods & 
clarifications provided. 

BARBOUR,D.A. Fuel Cycle Facilities Forum. 57FR17859 00005. 92/07/01. Docketing 
& ^rvices Branch. 5pp. 62285:062-62285:066. 

9207130063 Comment opposing proposed rule 10CFR50 re loss of all ac power. 
RASIN,W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR14514 00002. 92/07/02. CHILK.S.J. Office of the Secretary of 
the commission. 12pp. 62285:084-62285:095. 


9207060057 Notification of 920707 meeting w/NUMARC in Rockville.MD to discuss 
Thermo-Lag fire barrier issues & proposed generic Itr.Location of meeting changed. 
MCCRACKEN, C.E. Plant Systems Branch. 92/06/30. THADANI,A,C. Division of Sys- 
tems Technology (Post 890827). 3pp. 62250:064-62250:065. 

9207060242 Informs that predecisional info released to nuclear industry re flow chart 
from draft of reg guide for license renewal rule.Flow chart end. 

MURLEY.T.E. CWce of Nuclear Reactor Regulation. Director (Post 870411). 
BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/06/10. 
TAYLOR,J.M. Ofc of the Executive Director for Operations. 3pp. 62209:023- 
62209:025. 

9207070162 “Fire Safety Requirements for Cables Used in NPP (Methodological Rec- 
ommendations)." 

MIKEEV.A.K. Union of Soviet Sodalist Republics. 89/09/19. 33pp. 62235:119- 
62235:181. 

9207070168 “Questions of Formalizing Design of NPP Operator Support System." 
ANOKHIN.A.N. Unfon of Soviet ^ialist Republics. 92/02/28. 40pp. 62235:182- 


9207130065 Comment supporting proposed rules 10CFR19 & 20 re draft revisions to 
reg guide 8.7, Rev 1, “Instructions for Recording & Reporting Occupational Radiation 
Exposure Data.” 

SCHMITT.J.F. Nuclear Management & Resources Council (NUMARC) (formerly Nucle- 
ar Utility Manage. 57FR21216 00030. 92/06/19. COOL,D.A. Radiation Protection & 
Health Effects Branch. 7pp. 62285:096-62285:102. 


9207130095 Forwards draft Commission paper re design certification & licensing policy 
issues concerniiig passive & evolutionary ALWR designs. 

CRUTCHFIELD, D. Associate Director for Advanceef Reactors & License Renewal 
(Post 910918). 92/07/06. KINTNER,E.E. ALWR Utility Steering Committee. 44pp. 
62375:273-62375:315. 


9207130149 Summary of 920512 CRGR meeting 220 re rev 1 to Reg Guide 8.7 on re- 
cording & reporting ORE & other issues. 

JORDAN,E.L. Regional Operations & Generic Requirements, EDO (Pre 870413). GL- 
83-28. 92/06/17. TAYLOR, J.M. Ofc of the Executive Director for Operations. 38pp. 
62418:004-62418:041. 


9207070173 “USSR Ministry of Atomic Energetics & industry of Basic Prindples for 
Selection, Training, Work Clearance & Control of Nuclear Power Plant Personnel in 
Process of Operation." 

VEL'CHINSKIY.V. Union of Soviet Socialist Republics. 90/12/31. 70pp. 62235:223- 
62235:294. 


9207150194 Notification of 920708 & 0709 meetings w/NUMARC in Rockville.MD to 
discuss criteria for radiation surveys of potentially contaminated matl for unrestricted 
use. 

KLEMENTOWICZ,S. Radiation Protection Branch. 92/07/01. CUNNINGHAM, LJ. Ra- 
diation Protection Branch. 2pp. 62378:274-62378:275. 


9207070178 “Fire Prevention Standards for Designing Power Plants VSN 01-87 Minato- 
menergo SSSR.” 

STANfSII,A. Union of Soviet Socialist Republics. 92/03/31. 35pp. 62235:295- 
62235:346. 


9207150262 Notification of 920706 meeting w/NUMARC in Rockville,MD to discuss 
guidance documents for implementation of maint rule, 10CFR50.65. 

CORREIA,R.P. Performance & Quality Evaluation Branch (Post 890101). 92/07/06. 
MURLEY.T., MIRAGLIA,F.. RUSSELL.W. NRC - No Detailed Affiliation Given. 2pp. 
62378:272-62378:273. 


9207070181 “Regulations Governing Procedures for Investigation & Recording of Viola- 
tions in Operation of Nuclear Power Plants." 

SHTEYNBERG.N.A., SIDORENKO,V.A. Union of Soviet Socialist Republics. 91/04/20. 
89pp. 62237:001-62237:090. 


9207160005 Summary of 920602 meeting w/NUMARC re environ issues, emergency 
planning & site suitability. 

Z^LCMAN.B. Ucense Renewal Project Directorate (901216-920516). 92/06/24. Li- 
cense Renewal Project Directorate (901216-920516). 51 pp. 62396:202-62396:252. 


9207070198 “Law of Russian Federation For Use of Nuclear Power.” 

SHOMAKER.E. U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reac- 
tor Safety. 2667. 92/03/31. 64pp. 62237:091-62237:155. 


9207070202 “Regulations Governing Procedures for investigation & Recording of Viola- 
tions In Operation of Nuclear Power Plants." 

* Union of Soviet Socialist Republics. 91/12/31. 132pp. 62237:156-62237:271. 


9207160076 (Comment on proposed rule 10CFR50 re loss of all altematino current 
power & draft rM guide 1.9.task DG-1 021 .Nuclear Util Backfitting & Reform (aroup be- 
lieves that backmting analyse required,per 10CFR50.109,for proposed requiation. 
STENGER,D.F. Nuclear Utility Backfitting & Reform Group. STENGER,D.F. Winston & 
Strawn. 57FR14514 00011. 92/07/06. CHILK,S.J. Office of the Secretary of the Com- 
mission. 6pp. 62375:171-62375:176. 
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9207160106 Notification of 920707 meeting w/NUMARC in Rockville, MD to discuss 
cMjidance documents for implementation of maint aile. 

KiE!A.R.P. Pwformance Evaluation Branch (870411-881231). 92/07/06. 

MURLEY.T., M1RAGL1A,F., RUSSELUW. NRC - No Detailed Affiliation Given. 2pp. 
62396:058-62396:059. 


93K37160147 Comment sup^xnting proposed rule 10CFR50 re receipt of byproduct & 
SNM 

TIPTON, T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR15034 00014. 92/07/08. CHILK.S.J. Office of the Secretary of 
the Commission. 2pp. 62375:165-62375:166. 


9207170046 Forwards "Protective Measures Requirements Reevaluation." Rept ad- 
dresses areas where security resources can be redirected w/o reduction in level of 
security effectiveness. 

WH!TESEL,R.N. Nuclear Management & Resources Council (NUMARC) (formerly Nu- 
clear Utility Manage. 92/06/24. GRIMES.B.K. Division of Reactor Insp^on & Safe- 
guards (Post 870411). Ip. 62456:320-62456:335. 


-9207170047 “Protective Measures Requirements Reevaluation." 

• Nudear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 92/06/30. 15pp. 62456:321-62456:335. 


9207170153 Summary of 920527 meeting w/NUMARC, BNL & NUS Corp re PRAs of 
low power & diutdown operations. 

RAMEY-SMtTH.A. Probabilistic Risk Analysis Branch (Post 910830). 92/06/22. 
CUNNINGHAM.M. Probabilistic Risk Analysis Branch (Post 910830). 2pp. 62403:080- 
62403:081. 


9207170225 Partial response to FCIA request for info.App L records end & are being 
made avdiable in PDR.Records in app M withheld in entirety (ref FOIA exemption 5). 
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/11/13. REDDA,T. Southern Technical Services, Inc. 4pp. 62427:001- 
62427:172. 


-9101220068 Advises that licensee has established shutdown plant issues as priority 
issue & formed NUMARC Shutdown Plant Issues Working Group. 

CCLVIN.J.F. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 90/12/18. SNIEZEK,J.H. Dep Exec Dir for Nuc Reactor Reg, Regional 
Operations I Research (Post 890205). Ip. 62427:063-62427:170. 

9207200023 Summary of 920520 & 21 meetings w/utils,Entergy,EXCEL, 

Westinghouse,NUMARC & owners groups re new STS. 

GRIMK.C.I. Technical Specifications Branch. 92/06/29. ROSSI, C.E Division of Oper- 
ational Events Assessment (Post 870411). 26pp. 62427:322-62427:347. 

9207200192 Requests that end documents re CRGR meeting 220 be made publicly 
Hv&il&biG* 

ALLISON, D. NRC - No Detailed Affiliation Given. 92/07/09. Document Control Branch 
(Document Control Desk). 3pp. 62418:001-62418:306. 

-9207200197 Forwards rev 1 to reg guide 8.7, “Instructions for Recording & Reporting 
ORE Data," for CRGR approval for publication w/o formal review. 

BECKJORD,E.S. Office of Nudear Regulatory Research (Post 860720). 92/04/10. 
JORDAN, EL Committee to Review Generic Requirements. 38pp. 62418:042- 
62418:079. 


-9202200263 Transmits finding that proposed suppi to genenc Itr 83-28 consistent w/ 
10CFR50.65 requirements. 

ROEJ.W. Division of Licensee Performance & Quality Evaluation (Post 870411). GL- 
83-28. 91/10/22. RUSSELL.W.T. Associate Director for Inspection & Technical As- 
sessment (Post 870411). 10pp. 62418:195-62418:204. 


-9202200270 Provides second differing prof opinion re suppi 1 to generic Itr 83-28 con- 

SSDRWsS^ectncal Systems Branch. GL-83-28. 91/01/09. TAYLOR, J.M. Ofc of the 
Executive Director for Operations. 12pp. 62418:205-62418:216. 


-9202200278 Forwards panel rept on C Morris differing prof view on life testing of 
breakers in context of generic Itr 83-28.Author agrees w/panel recommendation to 
revise proposed bulletin. 

SHAO,L.C. Office of Nuclear Reactor Regulation. Director (Post 870411). GL-83-28. 
89/02/28. MURLEY,T.E. Division of Engmeering & Systems Technology (870411- 
890826). Ip. 62418:217-62418:217. 

-9202200318 Forwards panel recommendations on disposition of differing prof view by 
C Morris.Panel believes there are ways to determine breaker reliability other than life 
testing. 

JOYCE,J.P. Instrumentation & Control Systems Branch (870411-890826). GL-83-28. 
89/02/21. SHAO.LC. Division of Engineering & Systems Technology (870411- 
890826). 23pp. 62418:218-62418:240. 


-9202200330 Comments on draft suppi 1 to generic Itr 83-28.NRC will not require life 

MOrSiS.C. NRC - No Detailed Affiliation Given. GL-83-28. 90/08/13. BOYCE.T. NRC 
- No Detailed Affiliation Given. 2pp. 62418:241-62418:242. 


-9202200340 Comments on draft suppi 1 to generic Itr 83-28. Disagrees w/ contents of 
Itr. 

MORRIS, C. Electrical Systems Branch. GL-83-28. 90/09/19. BOYCE.T. Project Direc- 
torate III-2. 13pp. 62418:243-62418:255. 

-9202200345 Comments on draft suppi 1 to generic Itr 83-28, “Required Actions Based 
on Generic Implications of Salem ATWS Events." Rigorous administrative program is 
not substitute for counters. 

MORRIS, C. Electrical Systems Branch. GL-83-28. 90/12/05. ROSA.F. Electrical Sys- 
tems Branch. 2pp. 62418:256-62418:257. 


-9202200363 Requests review of end draft suppi 1 to generic Itr 83-28 re reactor trip 
breaker life testing & refurbishment or replacement. 

MIRAGLIA,F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83- 
28. 90/12/04. JORDAN, EL Committee to Review Generic Requirements. 43pp. 
62418:258-62418:300. 


-9205200280 Provides addi info re draft suppi 1 to Generic Ltr 83-28, "Required Ac- 
tions Based on Generic Implications of Salem ATWS Events." Informs that previous 
assessment concerning RTB life testing valid. 

MIRAGLIAF-J. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-03- 
28. 92/05/05. JORDAN,E.L. Committee to Review Generic Requirements. 2pp. 
62418:301-62418:302. 


-9207200202 Recommends that proposed rulemaking on adding two spent fuel storage 
casks to 10CFR72.214 does not warrant CRGR review. Response requested within 2 
wks of memo date.Draft proposed rule 10CFR72 end. 

BECKJORD,E.S. Office of Nuclear Regulatory Research (Post 860720). 92/02/27. 
JORDAN,E.L Committee to Review Generic Requirements. 13pp. 62418:080- 
62418:092. 


-9207200298 Comments on proposed withdrawal by NRR of recommendations of sec- 
tions 4.2.3 & 4.2.4 of generic Itr 83-28.CRGR should consider listed items before re- 
jecting life testing or ongoing qualification as described In generic Itr suppi. 
MORRIS,C.E. Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-28. 
92/05/12. JORDAN,E.L. Committee to Review Generic Requirements. 4pp, 
62418:303-62418:306. 


-9202200212 Requests review of end draft suppi 1 to generic Itr 83-28, “Required Ac- 
tions Based on Generic Implications of Salem ATWS Events.” 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411). GL-83-28. 
92/01/29. JORDAN,E.L Committee to Review Generic Requirements. 3pp. 
62418:093-62418:094. 


9207200305 Notification of 920708 meeting w/NUMARC in Rockville,MD to discuss 
guidance documents for implementing maint rule. 

uORREIA,R.P. Performance & Quality Evaluation Branch (Post 890101). 92/07/02. 
MURLEY,T., MIRAGLiA,F., RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 
62427:313-62427:314. 


— 91M7200211 Discusses C Morris 910109 differing prof opinion re life testing of reactor 
trip breakers per generic Itr 83-28.List of written record reviewed by NRR Standing 
Panel end. 

RUSSELLW.T. Associate Director for Inspection & Technical /Assessment (Post 
870411). GL-83-28. 92/01/16. MURLl^.T.E Office of Nuclear Reactor Regulation, 
Director (Post 87041 1 ). 6pp. 6241 8^095-6241 8:1 00. 

“92022WJ237 Forwards findings & conclusions on reporting requirements for single 
breaker faiIure,completeness of nuclear plant reliability data sys & work w/C Morris on 
list of reported failures of reactor trip drcuit breakers. 

ROSSI, C;.E. Division of Operational Events Assessment (Post 870411). 91/12/12. 
RUSSELLW.T. Associate Director for Inspection & Technical Assessment (Post 
870411). 80pp. 62418:101-62418:186. 


9207210006 Forwards draft rev 2A to NUMARC 93-01, "Industry Guideline for Monitor- 
ing Effectiveness of Maint at Nuclear Power Plants." Comments requested by 92071 7 
in order to facilitate reg guide development & review schedule. 

CORREIA,R.P. NRC - No Detailed Affiliation Given. 92/07/13. SNIEZEK.J.H. Ofc of 
the Executive Director for Operations. RUSSELL, W.T. Office of Nuclear Reactor Regu- 
lation, Director (Post 870411). HELTEMES.C.J. Office of Nuclear Regulatory Research 
(Post 860720). 2pp. 62440:022-62440:085. 

-9207210010 NUMARC 93-01 R2A DRF Draft rev 2A to "Industry Guideline for Monitor- 
ing Effectiveness of Maint at Nuclear Power Plants." 

* Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 92/07/09. 62pp. 62440:024-62440:08^5. 


--9207200224 Summarizes rewjit of surv^ of regional inspectors re generic Itr 83-28 
maps of reactor test breakers failures, per 91 1 1 12 discussion. 

GAUTAMAS. Special Inspection Branch. GL-83-28. 92/01/07. RUSSELLW. Associ- 
ate Director for Inspection & Technical Assessment (Post 870411). ip. 62418:187- 


-^^K1200^ Repts results of meetings w/C Morris & B Denning.C Morris continues to 
feel ^ breakers are unreliable & that repts do not provide ewdence of improvement 
tn reriabiiity.Ltfe test needed. 

^TAM AS. Special Inspection Branch. 92/01/07. RUSSELUW. Associate Director 
for Inspection & Technical /Assessment (Post 870411). Ip. 62418:188-62418:188. 


-^>2260112 Ctonditoes that listed data reinforces views (reflected in 911017 memc 
that impositiw of any addI requirements, beyond current maint & app I 
^ would not yield addi protection. 

THAD^IA- Division of Sterns Technology (Post 890827). 91/11/12. RUSSELLE 
^18189-S418?80°*^ & Technical Assessment (Post 870411). Ij 


9207210214 Notifies of CRGR meeting 224 on 920717 in Rockville, MD to discuss pro- 
posed amend to emergency planning regulations re exercises & license renewal 
topics tentatively scheduled for CRGR meeting 225 on 920728. 

^RDAN,E.L. Committee to Review Generic Requirements. 92/07/10. ARLOTTO,G.A. 
Office of Nuclear Material Safety & Safeguards. KANE,W.F. Region 1 (Post 820201). 
MIRAGLIAF.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
62501:358-62501:359. ^ 


9M7210242 Comment supporting proposed rules 10CFR20 & 50 re reducing regulatory 
burden on nuclear licensees. 



9M7220309 Final response to FOIA request for documents-Records in app A end & are 
being made available in PDR. 

GRIMSLEY,D.H. Division of Freedom of Information & Publications Senrices fPost 
890205). 91/11/15. WILLIAMS,O.G. JRA Associates. 2pp. 62462:32^61^2:331.^ 


Rea^mends c^rtions A & B to meet intent of items 4.2.3 & 4.2.4 of go- 
nenc Itr 83-28 re tnp breakers. ^ 

890827). GL-83-28. 91/02/20. 

As««sment (Post 


-9M7220312 End 4 to minutes of CRGR meetlno 201 re draft generic Itr on changes in 
TS surveillance interval & exceptions to 10CFR50,app J to accommodate 24 month 
fuol cyciG* 

^ 91/11/15. Committee to Review Ge- 

nenc Requirements. 4pp. 62462:328-62462:331. 
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9207230270 Forwards NUMARC 92-01, “Process for Evaluating Accident-Management 
Capabilities.” Intends to discuss role of evaluation process as outlined in subj rept & 
fundamental issues in development activities at 920514 meeting w/NRC. 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 92/05/01. MURLEY.T.E. Office of Nuclear Reactor Regulation, Direc- 
tor (Post 870411). 2pp. 62478:168-62478:251. 

-9207230271 NUMARC 92-01 “Process for Evaluating Accident-Mgt Capabilities.” 

* Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage. 92/04/30. 83pp. 62478:170-62478:251. 

9207240012 Comment supporting proposed rule re minor mods to nuclear power reac- 
tor event reporting requirements. 

TIPTON, T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 57FR28642. 92/07/20. MEYER.D.L Division of Fre^om of Informa- 
tion & Publications Sennces (Post 890205). 2pp. 62456:055-62456:056. 

9207240216 Discusses NRC review of draft Rev 2A of NUMARC 93-01, “industry 
Guideline for Monitoring Effectiveness of Maint at Nuclear Power Plants.” dtd 920709. 
SNIEZEK,J.H. Dep Exec Dir for Nuc Reactor Reg, Regional Operations & Research 
(Post 890205). 92/07/17. TIPTON.T. Nuclear Management & Resources Council 
(NUMARC) (formerly Nuclear Utility Manage. Ip. 62501:145-62501:145. 

9207270252 Reqyests industry views on SRP formatApplicable portions of ACRS brief- 
ing handouts & ACRS May 1992 meeting transcripts end. 

MURLEY,T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/ 
15. RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nu- 
clear Utility Manage. 43pp. 62486:245-62486:287. 

9207290253 Confirms 920706 telcon w/MP Siemien re placing SQUG GIP in PDR. 
SEARS, P. Project Directorate 1-3. 92/07/09. SMITH, N.P. Commonwealth Edison Co. 
ip. 62555:355-62555:355. 

9207290285 Forwards addi mat! relative to NRCs plans to amend Fitness-for-Duty 
Rule.l 0CFR26.IS8UOS identified as needing further NRC review listed. 

WHITESEL,R.N. Nuclear Management & Resources Coundl (NUMARC) (formerly Nu- 
clear Utility Manage. 92/07/24. QRIMES.B.K. Division of Reactor Inspection & Safe- 
guards (Post 870411). 10pp. 62590:351-62590:360. 

9207290402 Forwards “International Standards for Protection Against Ionizing Radiation 
& for Safety of Radiation Sources.” Requests comment8.W/o end. 

CC)OL,D.A. Radiation Protection & Health Effects Branch. 92/07/23. SCHMIDT,J. Nu- 
clear Management & Resources Council (NUMARC) (formerly Nuclear Utility Manage, 
ip. 62529:353-62529:353. 

9207300215 Forwards third set of questions & answers re new major ref of 
10CFR20.Rev of answer to question 54 also end.W/o end. 

CONGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 92/07/23. SCHMITT, J.F. Nuclear Management & Resources Coundl 
(NUMARC) (formerly Nuclear Utility Manage. 1p. 62581:216-62581:216. 

9207300233 Notification of 920728 CRGR meeting 225 in Rockville,MD to discuss pro- 
posed reg guide & SRP for implementing license renewal rule. 

JORDAN,E.L Committee to Review Generic Requirements. 92/07/23. ARLOTTO,G.A. 
Office of Nuclear Material Safety & Safeguards. KANE,W.F. Region 1 (Post 820201). 
MIRAGUA,F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 
62580:316-62580:317. 

9207310044 Fonwards proposed draft rev 7 of operating licensing exam 8td8,NUREG- 
1021, for commentNRC will implement rev 7 of examiner stds for initial & requaiifica- 
tion exams scheduled to be 180 days or more after final comment published. 

ROE,J.W. Division of Licensee Performance & Quality Evaluation (Post 870411). 92/ 
07/23. TIPTON,T. Nuclear Management A Resources Council (NUMARC) (formerly 
Nuclear Utility Manage. 200pp. 62585:012-62585:347. 

9207310165 Comments on branch technical position on fatigue evaluation for license 
renewal for consideration at CRGR 920728 meeting to review reg guide & SRP for 
license renewal.Reque8t8 that industry position be accepted. 

RASIN.W.H. Nuclear Manaoement & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 92/07/27. JORDAN.E.L Ck>mmittee to Review Generic Requirements. 
6pp. 62636:280-62636:325. 


SECY POSITION PAPERS BEFORE THE COMMISSION 

92052^)311 SECY-92-171 Provides Commission w/ recommended course of action to 
address issue associated w/administration of byproduct matl or radiation from b^od- 
uct matl to patiente who may be pregnant or nursing. 

TAYLOR.J.M. Ofc of the Execute Director for Operations. 92/05/11. 72pp. 
62465:313-62465:361. 

9205210293 SEGY-92-184 Requests Commission approval of change in general state- 
ment of policy & procedure for NRC enforcement actions. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/05/19. 14pp. 
62645:040-62645:052. 

9205200121 SECY-92-186 Informs Commission that EDO intends to publish final rule 
amending requirements contained in 10CFR50.82(a) on timing for collecting decom- 
missioning funds for reactors that shut down prematurely. 

TAYLOR. J.M. Ofc of the Executive Director for Operations. 92/05/21. 27pp. 

62412:069-62412:095. 

9205280108 SECY-92-187 Informs Commission of staff planned publication of enci 
NUREQ-1422. “Summary of (Chernobyl Followup Research Activities.” 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/05/21. 79pp. 

62645:092-62645:175. 

9206020284 SEC^-92-194 Recommends Commission approve proposed policy state- 
ment for implementation of agency 2-yr trial program for conducting open enforce- 
ment conferences. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/05/26. 34pp. 

62412:001-62412:035. 

9208126040 SECY-92-204 Informs Commission of DOE proposed retransfer of spent 
fuel from Switzerland to France for reprocessing & requests for staff authority to act 
on certain DOE retransfer requests. 

DENTON,H.R. Office of International Programs (Post 911117). 92/06/03. 24pp. 
62465:289-62465:312. 


9206160264 SECY-92-212 Requests Commission approval of proposed Itr to President 
providing Commission comments on proposed renewal of US- Bangladesh Agreement 
for Cooperation. 

DENTON.H.R. Office of International Programs (Post 911117). 92/06/10. 38pp. 
62465:251-62465:288. 

9206250196 SECY-92-220 Utigation rept 1992-12. 

CORDES.J.F. Solicitor (Post 860701). 92/06/18. 16pp. 62645:177-62645:192. 

9206290076 SECY-92-21 7 Informs Commission of intent to issue suppi 1 to Generic Ltr 
90-02, “Alternative Requirements for Fuel Assemblies In Design Features Section of 
Tech Specs.” 

TAYLOR. J.M. Ofc of the Executive Director for Operations. GL-90-02. 92/06/16. 8pp. 
62645:053-62645:060. 

9207010299 SECY-92-231 Weekly info rept for wk ending 920619. 

BLAHA.J.L. Assistant for Operations (Post 890205). 92/06/25. 31pp. 62178:134- 
62178:164. 

9207020129 SECY-92-227 Informs Commission that staff issued NRC Bulletin 92-001, 
“Failure of Electrical Raceway Thermo-Lag Fire Barrier Sys to Maintain Cabling in 
Wide Trays & Small Conduits Free From Fire Damage,” to all holders of operating 
licenses. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. IEB-92-001. 92/06/24. 
9pp. 62645:083-62645:091. 

9207020283 SECY-92-226 Litigation rept 1992-13 covering Burton vs NRC & Dutro vs 
BPA. 

CORDES,J.F. Solicitor (Post 860701). 92/06/24. 22pp. 62645:061-62645:082. 

9207020284 SECY-92-228 Responds to 920212 staff requirements memo re perform- 
ance of util plants. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/25. 18pp. 
62465:207-62465:224. 

9207020330 SECY-92-232 Informs Commission of recent exchange of correspondence 
between US & Lithuanian officials re nuclear safety cooperation. 

DENTON, H.R. Office of International Programs (Post 911117). 92/06/30. 26pp. 
62465:225-62465:250. 

9207060309 SECY-92-234 Notifies of completion of remedial action on AMAX site & 
proposes termination of license when DOE takes title & custody of site. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/06/30. 145pp. 
62465:003-62465:147. 

9207090245 SECY-92-192 Requests that NRC security procedures be revised to ban 
signs,banners, posters & similar types of demonstrative paraphernalia & devices at all 
AsLBP adjudicatory proceedings. 

COTTER.B.P. Atomic Safety & Ucensing Board Panel. 92/05/26. 20pp. 62341:181- 
62341:200. 

9207090255 SECY-92-193 Responds to Commissions SRMs M911118 & M920225 
about reconstitution of design bases info by discussing origoing agency activities & by 
recommending future agency actions. Commission approves action recommended by 
staff. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/05/26. 20pp. 
62293:309-62293:328. 

9207100407 SECY-92-235 Informs of status of EEO program. 

TAYLOR, J.M, Ofc of the Executive Director for Operations. 92/07/01. 57pp. 
62465:148-62465:206. 

9207130007 SECY-92-242 Weekly info rept for wk ending 920703. 

BLAHA.J.L Assistant for Operations (Post 890205). 92/07/09. 32pp. 62314:019- 
62314:050. 

9207210317 SECY-92-251 Weekly info rept for wk ending 920710. 

BLAHA.J.L. Assistant for (Operations (Post 890205). 92/07/15. 39pp. 62438:282- 
62438:322. 

9207220411 SECY-92-236 Weekly info rept for wk ending 920626. 

BLAHA,J.L Assistant for Operations (Post 890205). 92/07/01. 41pp. 62442:305- 
62442:346. 


STATE PROG STATE PROGRAMS 

9207010139 Discusses proposed license termination of UN(^ Wood River Junction 
Site.Based on discussions & draft EA NRC staff prepared to recommend license be 
terminated. 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. 92/06/25. 
VARiN,D.W. Rhode Island, State of. 4pp. 62234:296-62234:299. 

9207020120 Notification of cooperative agreement,mod 17,to “Radiation Monitoring Pro- 
gram Requirements.” ContractonState of Missouri. 

CRAMPTON,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8452-2. NRC-30-d3-645. 92/06/23. CONGEL.F.J. DMston of Radiation Protection & 
Emergency Preparedness (Post 870411). WEIOMAN.D.G. NRC - No Detailed Affili- 
ation Given. 1 p. 621 94:1 51 -621 94:1 53. 

--9207020126 Mod 17,providing incremental funding,to “Radiation Monitoring Program 
Requirements.” 

* M^tosouri, State of. TRAVER,D. Division of Contracts & Property Management (Post 
890205). FIN B-8452-2. NRC-30-83-645. 92/06/23. 2pp. 62194:152-62194:153. 

9207020131 Notification of cooperative agreement,mod 16,to “Radiation Monitoring Pro- 
gram Requirements.” ContractonNC Dept of Environ,Health & Natural Resources. 
CRAMPTON,S.A. Division of Contracts A Property Management (Post 890205). FIN B- 
8405-2. NRC-29-d3-627. 92/06/23. CONGEL,F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). DECKER,T. NRC - No Detailcxl Affiliation 
Given. Ip. 62194:145-62194:147. 

-9207020133 Mod 16,providing incremental funding.to “Radiation Monitoring Program 
Requirements.” 

* North Carolina, State of. TARNER,D. Division of Contracts & Property Management 
(Post 890205). FIN B-8405-2. NRC-29-83-627. 92/06/23. 2pp. 62194:146-62194:147. 
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9207020138 Notification of cooperative agreement.mod 17, to “Radiation Monitoring Pro- 
g^ram Requirements.” ContractonMichigan Dept of Health. 

CRAMPTON,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8451-2. NRC-30-83-644. 92/06/23. CONGEL,F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). WEIDMAN.D.G. NRC - No Detailed Affili- 
ation Given. 1p. 62194:139-62194:141. 

-9207020142 Mod 17, providing incremental funding.to “Radiation Monitoring Program 
Requirements.” 

* Michigan, State of. TARNER.D. Division of Contracts & Property Management (Post 
890205). FIN B-8451-2. NRC-30-83-644. 92/06/23. 2pp. 62194:140-62194:141. 

9207020146 Notification of cooperative agreementimod 12, to “Radiation Monitoring Pro- 
gram Requirements." ContractonGeorgia Dept of Natural Resources. 

CRAMPTON,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8404-2. NRC-29-83-625. 92/06/23. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). DECKER,!, NRC - No Detailed Affiliation 
Given. 1p. 62194:142-62194:144. 

-9207020150 Mod 12, providing incremental funding.to “Radiation Monitoring Program 
Requirements." 

* Georgia, State of. TARNER.D. Division of Contracts & Property Management (Post 
890205). FIN B-8404-2. NRC-29-83-625. 92/06/23. 2pp. 62194:143-62194:144. 

9207020167 Notification of cooperative agreement,mod 16,to “Radiation Monitoring Pro- 
gram Requirements." Contractor.Missouri Dept of Health. 

CRAMPTON,S.A. Division of Contracts & Property Management (Post 890205). FIN B- 
8454-2. NRC-30-83-643. 92/06/23. CONGEL.F.J. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). WEIDMAN.D.G. NRC - No Detailed Affili- 
ation Given. Ip. 62194:227-62194:229. 

-9207020169 Mod 16, providing Incremental funding.to “Radiation Monitoring Program 
Requirements." 

* Missouri, State of. TARNER.D. Division of Contracts & Property Management (Post 
890205). FIN B-8454-2. NRC-30-83-643. 92/06/23. 2pp. 62194:228-62194:229. 

9207020171 Notification of cooperative agreement,mod 19, to “Radiation Monitoring Pro- 
gram Requirements." ContractonWisconsIn Div of Health. 

CRAMPTON,S.A, Division of Contracts & Property Management (Post 890205). FIN B- 
8453-2. NRC-30-83-647. 92/06/23. CONGEL.RJ. Division of Radiation Protection & 
Emergency Preparedness (Post 870411). WEIDMAN.D.G. NRC - No Detailed Affili- 
ation Given. Ip. 62194:157-62194:159. 

“9207020175 Mod 19,providlng incremental funding.to “Radiation Monitoring Program 
Requirements.” 

* Wisconsin. State of. TARNER.D. Division of Contracts & Property Management 
(Post 890205). FIN B-8453-2. NRC-30.83-647. 92/06/23. 2pp. 62194:158-62194:159. 

9207020299 Notice of NRC governor designees receiving advance notification of trans- 
portation of nuclear waste. 

KAMMERER.C. State Programs (900112-911116). 92/06/10. 11pp. 62197:303- 
62197:314. 

9207020305 Ack receipt of 920505 Itr informing ofc of personnel changes & notification 
of state adoption of rules on “Financial Assurance & Recordkeeping for Decommis- 
sioning." 

KAMMERER.C. NRC - No Detailed Affiliation Given. 92/06/19. BROWN.D.H. North 
Carolina, State of. 1p. 62197:352-62197:352. 

9207020324 Ack receipt of 920406 response to comments following 1 991 review of ra- 
diation control program. 

KAMMERER.C. NRC - No Detailed Affiliation Given. 92/06/12. LUNA,J.W. Tennes- 
see, State of. 2pp. 621 97:355-621 97:356. 

9207060009 “NPDES Discharge Monitoring Rept for May 1992 for Hope Creek Generat- 
ing Station." W/920625 Itr. 

HAGAN,J. Public Service Electric & Gas Co. of New Jersey. 92/05/31. CAPORALE.G. 
New Jersey, State of. 21pp. 62250:183-62250:203. 

9207060207 EN-92-048:on 920625, notice of violation & proposed imposition of civil pen- 
alty in amount of $1,250 will be issued, based on use of licensed mat! in Agreement 
State w/o meeting appropriate reciprocity requirements. 

HOLODY.D., MARTIN,!.!. Region 1 (Post 820201). EA-92-099. 92/06/22. Ip. 
62292:130-62292:130. 

9207070236 NPDES noncompliance notification:on 920624,grab sample of Outfall 002 
circulating water discharge indicated TRC concentration of 0.33 mg/ 1. Caused by flow 
balance between plant sys.Unit 1 in shutdown condition. 

BAKER.D.L Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
92/06/29. MORLEY.F. Michigan, State of. 2pp. 62265;326-62265;327. 

9207080015 Forwards insp repts 50-352/92-01 & 50-353/92-01 on 920514.No viola- 
tions or deviations noted. 

JOYNER, J.H. Region 1 (Post 820201). 92/06/25. SMITH, D.M. Philadelphia Electric 
Co. 3pp. 62218:238-62218:249. 

-9207080021 Forwards insp repts 50-352/92-01 & 50-353/92-01 performed for LLRW 
shipment LGS-018-92 at facility.lnsp conducted under provisions of MOU between 
Commonwealth of PA & NRC. 

DORNSIFE,W.P. Pennsylvania, Commonwealth of. 92/05/26. COOPER,R.W, Region 
1 (Post 820201). 9pp. 62218:241-62218:249. 

9207080047 Comment supporting 67FR20525 re NRC proposal to allow U mill facilities 
to accept non-1 1 (e)2 wastes & NRC guidance for use or U mill feed matis other than 
natural ores. 

ANDERSON.LF. Utah, State of. 57FR20525. 92/07/02. NRC - No Detailed Affiliation 
Given. 3pp. 62218:308-62218:310. 

9207080054 (Comment supporting S7FR20525 re NRC proposal to allow U mill facilities 
to accept non-1 1(e)2 wastes & NRC guidance for use or U mill feed matis other than 
natural ores. 

ANDERSON,LF. Utah. State of. 57FR20525. 92/07/02. NRC - No Detailed Affiliation 
Given. 4pp. 62218:327-62218:330. 

9207080188 “Independent Citizens Investioative Committee Rept of Phase I Feasibility 
Studies - Monitored Retrievable Storage Facility.” 

KALLtS.J. North Dakota, State of. 92/03/03. 146pp. 62304:231-62305:015. 


9207100032 Partial response to FOIA request for documents not previously released A 
re petition of Oregon A Washington for rulemaking on classification of high level rad- 
waste at DOE faci!ities.App A & B documents available in PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/31. FACAROS.N. Affiliation Not Assigned. 6pp. 62314:245-62314:308. 

-9207100052 Forwards eleven comments A two related documents received in re- 
sponse to notice of petition for rulemaking (PRM-60-4). Comment period expired 
910318. 

MEYER, D.L Regulatory Publications Branch. 91/04/12. HUSSEMAN.T. Washington, 
State of. Ip. 62314:251-62314:308. 

9207100086 Fonwards licensee 920611 A NRC 920617 replies (^posing 920601 re- 
quest for hearing on Amend 1 58 to License DPR-65, changing TSs to modify existing 
two region configuration of spent fuel pool to consist of three regions. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/07/ 
08. MARUCCl.M.E. Affiliation Not Assigned. 4pp. 62334:145-62334:258. 

-9207100106 Forwards ME Marucci 920602 Itr expressing concerns re facility for 
review & response. 

WEICKER.LP. Connecticut. State of. 92/06/12. THE CHAIRMAN. SELIN.I. Commis- 
sioners (Post 750119). 7pp. 62334:185-62334:191. 

-9207100141 Ack receipt of 920612 Itr from Selin.forwarding ME Marucci Itr re 
facility.NRC working on response & copy of reply will be forwarded as ^n as possi- 
ble. 

KAMMERER.C. Office of State Programs (Post 911117). 92/06/25. WEICKER.LP. 
Connecticut. State of. 3pp. 62334:256-62334:258. 

9207100245 "New Hampshire Yankee.State of NH & Commonwealth of 
Massachusetts.Seabrook Station 1992 Graded Exercise on 920604.” 

* Public Service Co. of New Hampshire. * New Hampshire, State of. * Massachusetts, 
Commonwealth of. 92/06/04. 1,000pp. 62598:001-62600:355. 

9207100298 Identifies two key issues re USGS, based on review of DOE Yucca Moutain 
Site Characterization Project Ofc 920422 response to State of NV.Issues include sci- 
entific work done by USGS A work to support Study Plan 8.3.1. 2.2.6. 

GERT2,C.P. Energy, Dept. of. HLWR. 92/07/01. LOUX.R.R. Nevada. State of. 2pp. 
62437:072-62437:073. 

9207130208 Forwards “Ofc of Civilian Radwaste Mgt QA Audit Plan for Audit YMP-92- 
18 of Raytheon Svcs NV Las Vegas,NV," conducted on 920622-26. 

HORTON, D.G. Energy. Dept. of. HLWR. 92/05/12. BULLOCK.R.L. Nevada, State of. 
3pp. 62386:001-62386:295. 

9207140181 Informs of plan to test & evaluate use of hydrogen peroxide in liquid rad- 
waste sys for removal of organics.No NPDES permit noncompliances expected If dis- 
charge into Cooling Tower Kowdown necessary. 

FIELDS. J.S. Pennsylvania Power & Ught Co. PLE-15773. 92/07/07. LEHMAN.S.J. 
Pennsylvania, Commonwealth of. 2pp. 62385:312-62385:313. 

9207150148 Remits payments for 1992-93 Energy Resource Supplier Assessment & 
1991-92 Energy Resource Supplies Assessment Adjustment, in accordance w/OR Re- 
vised Statutes 

WALT.T.D. Portland General Electric Co. 92/06/30. STEWART-SMITH. Oregon, State 
of. 3pp. 62403:096-62403:124. 

9207160045 Comment supporting proposed rule 10CFR30 & 35 re elimination of record- 
keeping requirements. 

COLLINS.S. Illinois, State of. 57FR24763 00006. 92/07/10. Docketing & Services 
Branch. 2pp. 62375:029-62375:030. 

9207160087 Comment supporting proposed rule 10CFR50 re receipt of byproduct & 
SNM. 

ORTCIGER.T.W. Illinois. State of. 57FR16034 00011. 92/07/07. Docketing & Services 
Branch. 2pp. 62375:103-62375:104. 

9207160089 Comment on proposed rule 10CFR50 re loss of all alternating current 
power A draft reg guide 1.9, task DG-1 021 .Supports rule. 

TOSCH,K.W. New Jersey. State of. 57FR14514 00020. 92/07/07. Office of the Secre- 
tary of the Ckjmmission. 2pp. 62375:105-62375:106. 

9207160267 Forwards Insp Rept 15000004/92-04 on 920415 & 0527 & 28. Violation re 
failure to have NRC license to perform radiography in areas under federal jurisdictions 
under review for escalated enforcement action. 

SCARANO,R.A. Region 5 (Post 820201). EA-92-111. 92/06/25. Westex Co.. Inc. 3pp. 
62423:325-62423:334. 

-9207160270 Insp Rept 15000004/92-04 on 920415 A 0527 & 28. Violation noted.Major 
areas inspected:events surrounding purchase of Boothe Twining, Inc assets by Westex 
Corp & use of radioactive matl by Westex in federal jurisdictions. 

MONTGOMERY, J.. PRENDERGAST.K., YUHAS.G. Region 5 (Post 820201). EA-92- 
111. 92/06/25. 7pp. 62423:328-62423:334. 

9207160339 Responds to 920615 correspondence re changes to Indian Point Unit 
3, physical security plan identified as Temporary Addendum, rev S.Extension of tempo- 
raiy addendum until Apr 1993 acceptable. 

JOYNER.J.H. Region 1 (Post 820201). 92/07/10. BEEDLE.R. New York. State of. 
3pp. 62413:360-62413:362. 

9207170012 Forwards summary of State of NH PUC 920602 meeting re New England 
Telephone Co motion to pos^one hearings on docket, order establishing hearing date 
on increases in decommissioning costs A revs to second rate tariff. 

ARNOLD.W.E. New Hampshire, State of. 92/06/22. Affiliation Not Assigned. 8pp. 
62440:323-62440:330, 

9207170033 Responds to 920428 Itr requesting info on concern expressed in RE Sauer 
920313 Itr re GAO rept re LLRW. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. CCS. 92/06/09. GLENN.J. 
Senate. 2pp. 62436:246-62436:252. 

-9207170042 Forwards correspondence from RE Sauer re GAO study on LLRW. 
GLENN. J. Senate. CCS. 92/04/28. Office of Congressional Affairs (Post 911117). 
4pp. 62436:248-62436:252. 
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9207170207 NPOES noncompliance notification:on 920608,10 gallons of hydraulic oil 
discharged to access road west of cooling tower.Caused by failure of hydraulic sys on 
20'ton mobile crane.Broken hydraulic lines replaced. 

SWANSON, R.N. Public Service Electric & Gas Co. of New Jersey. NLR-E92184. 92/ 
07/08. New Jersey, State of. 9pp. 62456:247-62456:255. 

9207170243 Fonivards "NPDES Discharge Monitoring Rept for June 1992 for North 
Anna Power Station.” High pH problems in turbine bldg sumps may be due to residual 
effects of earlier hydrazine spill. 

MARSHALL.B.M. Virginia Power (Virginia Electric & Power Co.). 92/07/09. Virginia, 
Commonwealth of. 4pp. 62436:173-62436:199. 

9207200009 Requests info re scientists outside Yucca Mountain Project accessirra site 
& performing research activities in support of Unsaturated-Zone Gaseous f%ase 
Movement Study Plan & not by USGS as documented,per 920406-10 QA audit 
LOUX.R.R. Nevada, State of. HLWR. 92/04/22. GERTZ.C. Energy, Dept of. 2pp. 
62480:224-62480:225. 

9207200134 “Generator Quarterly Hazardous Waste Rept” for June 1992 for Susque- 
hanna Steam Electric Statlon.vV/920713 Itr. 

STANLEY, H.G.. BELLES.T.D. Pennsylvania Power & Light Co. PLES-51 13. 92/06/30. 
4pp. 62464:31 8-62464:321 . 

9207200208 Partial response to FOIA request for documents.Documents listed in App A 
& B encl & being made available for PDR. 

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post 
890205). 91/10/31. MARBLE,J.P. Huckaby. Fleming. Frailey, Chaffin & Darrah. 17pp. 
62749:002-62750:088. 

-9207220082 Informs recipient of issuance of SNM license to Spencer Chemical Co for 
activities conducted at Jayhawk Works located between Pittsburg.KS & Juplin.MS. 
JOHNSON, L. Atomic Energy Commission (Pre 750119). 58/04/30. RKEED.T.R. 
Kansas. State of. Ip. 62749:076-62749:076. 

-9207240032 Forwards 820614 telcon & insp rept on 800617. 

ALLEN.G.W. Kansas, State of. 82/06/16. CAIN.C.L. NRC - No Detailed Affiliation 
Given. Ip. 62749:340-62749:340. 

-9207220085 Fonvards SNM licenses which have been issued to Spencer 
Co.Mallinckrodt Chemical Works & Univ of Missouri. 

JOHNSON.L. Atomic Energy Commission (Pre 750119). 58/04/30. AMOS,J.R. Mis- 
souri, State of. Ip. 62749:077-62749:077. 


9207220183 "NPDES Discharge Monitoring Rept for June 1992 for Pilgrim Nuclear 
Power Station.” W/920716 Itr. 

WAGNER.E.J. Boston Edison Co. BECO 5.92-086. 92/06/30. 10pp. 62473:340- 
62473:349. 

9207220245 "NPDES Dischcirge Monitoring Rept for June 1992 for Susquehanna Steam 
Electric Statlon.Units 1 & 2.‘^W/920715Ttr. 

FIELDS, J.S. Pennsylvania Power & Ught Co. PLE-15794. 92/06/30. WILKES. J.J. 
Pennsylvania, Commonwealth of. 12pp. 62473:273-62473:284. 

9207220278 Forwards “SAR for Low Enriched Fuel Conversion of Rhode Island Nuclear 
Science Ctr Research Reactor." 

TEHAN.T. Rhode Island, State of. 92/07/17. Docunrjent Control Branch (Document 
Control Desk). Ip. 62474:001-62474:134. 

9207220305 Forwards State of PA Low Level Radwaste Shipment Insp Rept 50-412/ 
PA-92-01 /NRC-92-1 6 on 920504.No violations or deviations noted. 

JOYNER.J.H. Region 1 (Post 820201). 92/07/10. SIEBER.J.D. Duquesne Ught Co. 
3pp. 62474:192-62474:203. 

-9207220306 FonA^ards State of PA Low Level Radwaste Shipment insp Rept 50-412/ 
PA-92-01 on 920504.No violations or deviations noted. Major areas 
insp^ed:radwa$te shipment to burial site including, shipping documentation & pack- 
age inac. 

DORNSIFE,W.P. Pennsylvania, Commonwealth of. 92/05/11. COOPER.R.W. Region 
1 (Post 820201). 9pp. 62474:195-62474:203. 

9207230011 Advises that annual maint of diffuser pipe for facilities completed on 
92061 9.Activity did not interfere w/free discharge of Susquehanna River. 

FIELDS, J.S. Pennsylvania Power & Light Co. PLE-15800. 92/07/16. COUNSIL,E.E 
Pennsylvania, Commonwealth of. Ip. 62476:285-62476:285. 

9207230021 Comment supporting proposed rule 10CFR20 & 61 re low level waste ship- 
ment manifest info & reporting. 

SMITH, G. Tennessee, State of. 57FR14500 00004. 92/07/09. Docketing & Services 
Branch. Ip. 62441:018-62441:018. 

9207230023 Comment supporting proposed rules 10CFR20 & 61 re low level waste 
shipment manifest info. 

GLEASON.E.J. New York, State of. 57FR14500 00013. 92/07/20. CHILK,S.J. Office 
of the Secretary of the Commission. 2pp. 62441:019-62441:020. 


-9207220152 Forwards ^>ecial nuclear mati license issued to Spertcer Chemical Co. 
JOHNSON.L Atomic Energy Commission (Pre 750119). 58/07/11. AMOS.J.R. Mis- 
souri. State of. ip. 62749:09^2749:096. 

-9207220162 Fonvards special nuclear matl licenses which have been issued to Mal- 
linckrodt Chemical Works.Spencer Chemical Co & Univ of Missouri. 

FLUERY,E.R. Atomic Energy Commission (Pro 750119). 58/08/06. AMOS.J.R. Mis- 
souri. State of. Ip. 62749:098-62749:098. 

9207200209 Informs that delay in mailing groundwater withdrawal rept for first quarter 
1992 due to delays experienced in internal routing procedures for such 
correspondence,in response to 920630 Itr.Rept sent on 920505 instead of due date 
920420. 

MARSHALL.B.M. Virginia Power (Virginia Electric & Power Co.). 92/07/10. 
SINHA,B.N. Virginia. Commonwealth of. Ip. 62451:321-62451:321. 


9207230224 Documents activities of OR DOE plant resident inspectors for period from 
920228-0429 & discusses activities & observations & conclusions during subj period. 
BLESS.A.. SARTE.V. Oregon. State of. 92/04/30. STEWART-SMITH Oregon. State 
of. 6pp. 62478:323-62478:328. 

9207270021 Comment supporting proposed rule 10CFR50.54. "Receipt of Byproduct & . 
Special Nuclear Matl.” 

dTcUS.G.J. Arkansas. State of. 57FR 15034 00029. 92/07/10. SOLOMAN.S. Office of 
State Programs (Post 91 1 1 17). Ip. 62475:048-62475:048. 

9207270042 Comment opposing proposed rule 10CFR110 re import & export of rad- 
wastes. 

GLEASON.E.J. New York, State of. 57FR17859 00009. 92/07/13. CHILK,S.J. Office 
of the Secretary of the Commission. 2pp. 62475:229-62475:230. 


9207200240 Raises concerns re release of tritium into State of CO rivers.ltems of imme- 
diate concern inciude.what alternative treatment evaluated & calculations used to de- 
termine where in South Platte River tritium std would be met 
NELSON.P.A. Colorado. State of. 92/07/16. WEISS.S.H. Non-Power Reactors. De- 
commissioning & Environmental Proj. Dir. (Post 920517). COHLMiA.P.J. Public Service 
Co. of Colorado. 2pp. 62451:324-62451:325. 

9207200279 NPDES noncompliance notificationron 920708.fish kill discovered In plant 
circulating water di8charge.Cau8ed by thermal shock from increasing circulating water 
discharge temps. Add! info will be included in 1992 fish kill summary. 

SKOLDS.J.L South Carolina Electric & Gas Co. ONO 920051. 92/07/14. 
KRECKER.W.R. South Carolina. State of. 9pp. 62450:338-62450:346. 

9207210029 Forwards ir^ rept 15000033/92-01 on 920113-15 & investigation Case 4- 
91-020.Violation8 idenufiea & being considered for escalated enforcement 
action.lnvestigation conducted focused on personnel failure to wear ratemeters. 
CALLAN.LJ. Region 4 (Post 820201). EA-92-091. 92/07/16. MANGER.M.G. Midwest 
industrial X-Ray, Inc. 3pp. 62419:246-62419:254. 

-9207210037 Insp rept 15000033/92-01 on 9201 13-1 5. Violations noted & being consid- 
ered for escalated enforcement action.Major areas inspected:review of organization & 
mgt,lk:ensee internal audits & training. 

FISHER.W.L Region 4 (Post 820201). 92/07/1 6. 7pp. 6241 9:249-6241 9:254. 

9207210094 Notification of 920716 meeting w/util to discuss results of most recent 
SALP for util. 

KUNIHIRO.D.M. Region 5 (Post 820201). 92/07/10. SYKES.M.J. Oregon. State of. Ip. 
62420:282-62420:282. 

9207210096 Notification of 920716 meeting w/util to discuss results of most recent 
SALP for plant 

KUNiHtRO,O.M. Region 5 (Post 820201). 92/07/10. LEMIEUXJ. Washington. State 
of. 1p. 62420:287-^420:287. 


9207220091 Ack receipt of rept of proposed activities in Non-^reement States (NRC 
form 241) & receipt of reciprocity recognition fee.Proposed actMties may be conduct- 
ed under gerieral license authorized by 10CFR150.20. 

HOSEY.c!m. Region 2 (Post 820201). 92/06/18. ROBINSON.J. Summit Engineering, 
Inc. 2pp. 62432:28^2432:281. 

9207220103 Forwards insp rept 15000012/92-01 on 92021 2-0327.Six apparent viola- 
tions noted & being considered for escalated enforcement actions.No NOV being 
Ifli^jH K l for subj insp nndings. 

NORELiUS.C.E. Region 3 (Post 820201). EA-92-078. 92/05/19. PRESTON.R. Ameri- 
can Testing & Inspection. 2pp. 62432:295-62432:303. 


-9207220106 Insp rept 15000012/92-01 on 92021 2-0327.Violations noted but not 
cited.Maj^ areas inspectedrlicensed program & enforcement 
hi8tory.audit8,training.field insp, survey meter calibr & personnel monitoring. 
QIBBONS.D.R.. SCHULTZ.W.H.. GROBE.J.A Region 3 (Post 820201). 92/05/18. 7pp. 
62432:297-62432:303. 


9207270047 Comment supporting proposed rule 10CFR20 & 50 re reduction of regula- 
tory burden on licensees w/o reducing protection for public health & safety. 
ORTCIGER.T.W. Illinois. State of. 571^27187 00019. 92/07/20. Docketing & Services 
Branch. 7pp. 62475:239-62475:245. 

0207270058 Comment on proposed rule 10CFR20 & 61 re low-level waste shipment 
manifest & reporting. 

ORTCIGER.T.W. Ilirnois, State of. 57FR14500 00026. 92/07/20. Docketing & Services 
Branch. 6pp. 62475:271-62475:276. 

9207270067 Comment supporting proposed rules 10CFR20 & 61 re low-level radioac- 
tive waste shipment manifest info & repts. 

PENZA.S.F. Now Jersey, State of. 57FR14500 00015. 92/07/16. Docketing & Serv- 
ices Branch. 2pp. 62475:281-62475:282. 

9207270069 Comment supporting proposed rule 10CFR110 re import & export of rad- 
wastes. 

ORTCIGER.T.W. Illinois. State of. 57FR17859 00015. 92/07/20. Docketing & Services 
Branch. 2pp. 62475:283-62475:284. 

9207270096 Forwards insp rept 92-06 on 920616 & 0701-02.Six apparent violations 
identified & are being considered for escalated enforcement action. 

SCARANO,R.A. Region 5 (Post 820201). EA-92-127. 92/07/15. CTI, Inc. (formerly 
Alaska Welding Center). 3pp. 62475:343-62475:358. 

-9207270106 Insp rept 92-06 on 920616 A 0701-02.Violation noted being considered 
for escalated enforcement action.Maior areas inspected:organizatlon & mgt 
controls, internal audits, training & use of licensed matls. 

SKOV.D.D.. YUHAS,G.P. Region 5 (Post 820201). 92/07/14. 13pp. 62475:346- 
62475:358. 

9207270097 Forwards enforcement conference insp rept 15000004/92-09 on 920615. 
SCARANO,RA Region 5 (Post 820201). EA-92-105. 92/07/13. MASSEY, B. Metals 
Evaluation & Testing. Inc. Ip. 62475:294-62475:298. 

-9207270100 Enforcement conference insp rept 15000004/92-09 on 920615. Discus- 
sion re insp finding & violations identified during 920131-0205 insp.corrective 
actions.8afety concerns & enforcement policy. 

PRENDERGAST.K.. YUHAS.G. Region 5 (R>8t 820201). EA-92-105. 92/07/09. 4pp. 
62475:295-62475:298. 

9207270122 Forwards 920702 request for hearing submitted by KL Alkema on behalf of 
State of UT.State requests hearing on amend 30 to license SUA-1358. 

CHILK.S.J. Office of the Secretary of the Commission. #392 13111. MLA. 92/07/17. 
COTTER.B.P. Atomic Safety & Licensing Board Panel. Ip. 62476:223-62476:227. 

-9207270129 Requests hearirig on licensee-initiated amend of matl license subj to 
10CFR40 & for action per 10CFR2.206. Certificate of Svc encl. 

ALKEMA.K.L.. CHANCELLOR, D. Utah. State of. 2.206. 92/07/02. Ofc of the Execu- 
tive Director for Operations. 4pp. 62476:224-62476:227. 
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9207270150 Notification of significant open meeting w/licensee on 920727 in Region V 
ofc re enforcement conference to discuss violations identified during insp. 
SCARANO.RA Region 5 (Post 820201). 92/07/15. Region 5 (Post 820201). 2pp. 
62482:355-62482:356. 

9207270227 Discusses 920519 License Change Request 92-02 to License NPF-57.al- 
lowing exception to Spec 4.0.4 for intermediate range & source range monitors when 
Operation Ckinditions 2 & 3 entered from elation Condition I.No comments offered. 
TOSCH.K. Now Jersey, State of. 92/07/10. Document Control Branch (DocumeVit 
Control Desk). 2pp. 62528:179-62528:180. 

9207280070 Safety insp on 920413 of license.lnsp finding^s:no violations noted. 
PRENDERGAST.K. Region 5 (Post 820201). * M.M.P. Quality Inspections. Inc. 92/04/ 
13. Ip. 62488:125-62488:125. 

9207280085 Safety insp on 920414 of license.lnsp findings:procedures not established 
nor monitored for external radiation, packages containing 1-131 for tracer matl in 1991 
& 1992 

PRENDERGAST.K. Region 5 (Post 820201). * Flo-Log, Inc. 92/04/14. 2pp. 
62488:211-62488:212. 

9207280181 Forwards updated version of NRC site decommissioning mgt plan.revised 
as of May 1992, for info.W/o encl. 

AUSTIN, J.H. Decommissioning[ & Regulatory Issues Branch (Post 901230). 92/07/21. 
GRADERT.M. Aluminum Co. of America. KERRIGAN, J.E. AMAX, Inc. 
HAERTJENS,B.L Babcock & Wilcox Co. 5pp. 62595:270-62595:274. , 

9207290006 Requests mod to NPDES Permit iL0036919,adding contributory waste 
stream listing & changing approx flow value for main condenser cooling water at Out- 
fall 002 & adding special condition re treatment of DG transformer at Outfall 005. 
MARSHALL.B.J. Illinois Power Co. 0-601225. 92/07/15. KLUGE,T.R. Illinois. State of. 
24pp. 62589:002-62589:029. 

9207290251 Forwards listed insp procedures re low level radwaste storage facilities & 
temporary instruction re matls insp of licensees in states denied access to low level 
waste di^sal facilities.W/o encl. 

LENT2.J.J. Low-Level Waste Management Branch (Post 901230). 92/07/23. 
LINSCOTT.S. Connecticut, State of. Ip. 62590:350-62590:350. 

9207290311 NPDES noncompliance notificatlonron 92061 9,util reported oil sheen on 
Delaware River in area between sve water intake structure & circulating water sys 
intake.Sheen did not result from plant operations-Discharge rept retracted. 
THOMSON.F.X. Public Service Electric & Gas Co. of New Jersey. NLR-E92212. 92/ 
07/24. New Jersey, State of. 2pp. 62593:354-62593:355. 

9207290313 Forwards Rev 1 to “SAR for Low Enriched Fuel of Rhode Island Nuclear 
Science Ctr Research Reactor." per telcon w/M Mendonca.Rev updates analysis of 
LOCA to reflect beamport operational & design considerations. 

TEHAN,T. Rhode Island, State of. 92/07/23. Document Control Branch (Document 
Control Desk). 1p, 62611:251-62611:260. 

-9207290315 Rev 1 to "SAR for Low Enriched Fuel of Rhode Island Nuclear Science 

^h<xtet^and,1stete of. 92/07/23. 9pp. 62611:252-62611:260. 

9207300159 Extends invitation for State of AL continued participation in NRC State Liai- 
son Officer program. 

ROGERS, K.C. Commissioners (Post 750119). 92/07/17. HUNT.G. Alabama, State of. 
Ip. 62580:358-62580:358. 

9207300162 Informs that recipients reappointed by Commission as members of ACMUl 
for addi 2 yr term.effective 920701. 

ROGERS.K.C. Commissioners (Post 750119). 92/07/15. MARCUS.C.S. California, 
State of. MCKEOWN,J.A. Pennsylvania, Commonwealth of. SIEGEL,B.A. Missouri, 
State of. 3pp. 62581:207-62581:209. 

9207300182 "NPDES Discharge Monitoring Rept for June 1992." W/920723 Itr. 
VONDRA.C.A. Public Serwee Electric & Gas Co. of New Jersey. 92/06/30. 
CAPORALE.G. New Jersey, State of. 23pp. 62593:180-62593:204. 

9207300289 Fonwards correspondence from OH EPA to Chemetron for info. 

JONES.K. Ohio, State of. 92/07/22. HUFFERT,T. NRC - No Detailed Affiliation Given. 
3pp. 62638;133-62638:135. 

9207310147 “Tennessee Comprehensive Annual Financial Rept for Yr Ended 910630.” 

* Tennessee. State of. 91/()e/30. 144pp. 62640:100-62640:247. 

9207310170 Submits results of review of util 920622 Hr transmitting description & safety 
evaluation summary for certain changes to procedures & mods to plant for 1991, per 
10CFR50.59 .se summaries lacking basis listed in encl. 

TOSCH,K.W. New Jersey, State of. 92/07/21. Document Control Branch (Document 
Control Desk). 4pp. 62613:355-62613:358. 

9207310181 "Tennessee Single Audit R^t for Yr Ended 910630.” 

* Tennessee. State of. 91/06/30. 600pp. 62614:001-62615:225. 


9207010243 Provides summary of data applicable to Point Beach, Units 1 & 2 from encl 
B&W Rept BAW-2166. "B&WOG Response to GL 92-01,” in response to GL 92-01, 
“Reactor Vessel Structural Integrity,” per commitments in response to GL 88-11 
LINK,B. Wisconsin Electric Power Co. VPNPD-92-231. 92/06/25. Document Control 
Branch (Document Control Desk). 10pp. 62223:071-62223:356. 

9207010348 Forwards "Incorporating Risk Perspectives into Present Indicators using 
Risk Categorization Scheme:Procedure Guide,” "Sys Unavailabilify Factors” & “Sh<^- 
Term Indicators of Unavailability & Unreliability." 

JOHNSON.C. Human Factors Branch. 92/06/25. Public Document Branch. Ip. 
62184:001-62184:295. 

-9207010354 Final “Incorporating Risk Perspectives into Present Indicators using Risk 
Categorization Scheme:Procedure Guidance.” 

AZARM,M.A., CARBONARO.J. Brookhaven National Uboratory. VESELY.W.E. Sci- 
ence Applications International Corp. (formerly Science Applications, Inc.). FIN A- 
3295. 87/03/31. Division of Reactor System Safety (860720-870413). 34pp. 
62184:002-62184:035. 

-9207010356 "Short-Term Indicators of Unavailability & Unreliability.” 

AZARM,M.A., CARBONARO,J.F. Brookhaven National Laboratory. VESELY.W.E. Sci- 
ence Applications International Corp. (formerly Science Applications. Inc.). FIN A- 
3295. 88/04/29. Division of Reactor & Plant Systems (870413-880716). 55pp, 
62184:036-62184:090. 

-9207010357 "Sys Unavailability Indicators.” 

VESELY.W.E. Brookhaven National Uboratory. FIN A-3295, 87/09/30. A2ARM,M.A 
Office of Nuclear Regulatory Research (Post 860720). 208pp. 62184:091-62184:295. 

9207020123 Advises that rept BAW-2148P,rev 1 “Low Upper-Shelf Toughness Fracture 
Analysis of Reactor Vessels of Zion Units 1 & 2 for Load Level A & B Conditions,” will 
be wHhheld from public disclosure.per 92051 1 request. 

PATEL, C.P. Project Directorate III-2. 92/06/22. KOVACH,T.J. Commonwealth Edison 
Co. 4pp. 62183:355-62183:358. 

9207020152 Forwards preliminary unedited Section 3.8 of new STS. Suggests that lead 
plant licensees wait for receipt of edited.reviewed version to prepare plant specific ap- 
plications. 

GRIMES, C.l. Technical Specifications Branch. 92/05/21. BUSH.L. Westinghouse 
Electric Corp. 600pp. 62185:001-62186:309. 

9207020165 Summary of 920608-09 meeting w/Owners Groups to discuss status of ac- 
tivities for resolving comments on draft STS & related matter8.List of attendees encl 
respectively. 

GRIMES,C.I. Technical Specifications Branch. 92/06/25. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 22pp. 62184:305-62184:326. 

9207020291 Forwards preliminary unedited Section 3.3 of Westinghouse Owners Group 
version of new STS. 

GRIMES, C.l. Technical Specifications Branch. 92/05/27. BUSH.L. Westinghouse 
Electric Corp. ROBERTSON, J.L Entergy Operations, Inc. WOODS, B. ABB Combus- 
tion Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). 200pp. 
62203:004-62203:238. 

9207060027 Forwards updated organizational chart, similar to Figure 1-1 of Rev 8 to 
NEDO-11209-04A,per NRC 920601 requestUpdated chart incorporates changes de- 
lineated in vendor 920415 Itr to NRC. 

CASE,J.M. General Electric Co. 92/06/23. ZECH.G.G. Performance & Quality Evalua- 
tion Branch (Post 890101). 2pp. 62250:085-62250:086. 

9207060051 Informs that 920430 submittal containing proprietary info will be withheld 
from public disclosure per 10CFR2.790. 

WAMBACH,T.V. Standardization Project Directorate (Post 920517). TAC M80912. 92/ 
06/25. BRINKMAN, C.B. ABB Combustion Engineenng Nuclear Fuel (formerly (Com- 
bustion Engineering, Inc.). 3pp. 62204:213-62204:215. 

9207060060 Forwards summary of confirmatory & open items Identified In final SER for 
chapter 12, “Radiation Protection,” & chapter 14, “Initial Plant Test Programs," for 
info. 

NINH,S.Q. Standardization Project Directorate (Post 920517). 92/06/29. 

MARRIOTT, P.W. General Electric Co. 14pp. 62204:182-62204:195. 

9207060202 Forwards BAW-2168, “Response to Generic Ltr 92-01 for North Anna Unit 
1 & North Anna Unit 2 ” re reactor vessel Integrity. 

STEWART.W.L. Virginia Power (Virginia Ele^c & Power Co.). 92-211 A. 92/06/29. 
Document (Control Branch (Document Control Desk). 3pp. 62259:283-62259:330. 

-9207060203 BAW-2168 “Response to Generic Ltr 92-01 for North Anna Unit 1 & 
North Anna Unit 2.” 

DEVAN, M.J., LOWE,A.L Babcock & Wilcox Co. QL-92-01. 92/06/30. 45pp. 
62259:286-62259:330. 

9207060227 Fonvards BAW-2166, “B&W Owners Group Response to Generic Ltr 92- 
01,” to assess util compliance w/generic Hr re reactor vessel matls sunreHlance pro- 
gram & unirradiated & irradiated properties of reactor vessel matls. 

STEWART,W.L Vlrainia Power (Virginia Electric & Power (Co.). 92-211. 92/06/29. 
Document (Control Branch (Document (Control Desk). 3pp. 62248:172-62248:246. 

9207060254 Discusses need for power factor constraints for EDG 
8unreillances.CConcludo8 that ImposHlon of power factor constraint for monthly surveil- 
lances m^ not be warranted. 

GRIMES,C.I. Technical Specifications Branch. 92/06/23. BUSH,L. Westinghouse 
Electric Corp. W(X)DS,B. ABB Combustion Engineering Nuclear Fuel (formerly (Com- 
bustion Engineering, Inc.). WUNDERLY.B. Babcock & Wilcox Co. 6pp. 62197:347- 
62197:351. 

9207070145 Forwards Rev 1 to Topical Rept CEN-412, “Relaxation of Reactor (Coolant 
Pump Casing Insp Requirements.” Requests that rept be generically reviewed & SER 
suprorting relaxation of subj requirements be issued. 

HUTCHINSON,J.J. C-E Operating Plants Owners Group. CEOQ-92.284. 92/06/25. 
Document (Control Branch (Document (Control Desk). 3pp. 62266:001-62268:355. 

-9207070147 CEN-412 R01 “Relaxation of Reactor (Doolant Pump (Casing Insp Require- 
ments.” 

* ABB (Combustion Engineering Nuclear Fuel (formerly Combustion Engineering, Inc.). 
92/06/30. 400pp. 62268:004-62268:355. 
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9207080215 Appeals prescribed review fee for WCAP-12610.Chronology of review 
listed. Invoice end. 

UPARULO,N.J. Westinghouse Electric Corp. 92/06/25. TREMPER.L. License Fee & 
Debt Collection Branch (Post 890827). 4pp. 62277:014-62277:017. 

9207080334 Forwards response to GL 92-01, Rev 1 re reactor vessel structural 
integrity.B&W Rept BAW-2166. “B&WOG Response to GL 92-01” also end. 
MECREDY.R.C. Rochester Gas & Electric Corp. GL-92-01. 92/07/02. JOHNSON, A.R. 
Project Directorate 1-3. 7pp. 62305:046-62305:103. 

9207090107 Informs of issuance of rev 0 of improved STS for proof & review for any 
errors or differences from comment resolution decisions. 

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/06/ 

30. MCCOY,K. Westinghouse Operating Plants Owners Group. BEARD,P.M. Babcock 
& Wilcox Operating Plants Owners Group. CONWAY,W.F. C-E Operating Plants 
Owners Group. 4pp. 62269:291-62269:295. 

9207090178 Responds to Rev 1 to Generic Ltr 92-01 re reactor vessel structural 
int^rity.Submits info to support extension of submittal date for plant-specific analysis 
until 1993. Conriparison of analytical inputs in BAW-2148 end. 

BROUGHTON,t.Q. General Public Utilities Corp. - GPU Service Corp. GL-92-01. 92/ 
07/02. Document Control Branch (Document Control Desk). 4pp. 62338:150- 
62338:153. 

9207100219 Forwards nonproprietary ANF-1358(NR(A) & proprietary ANF-1358(P)(A) 
topical repts entitled, "Loss of Feedwater Heating transient in BWRs," for compiiance 
w/procedures in NUREG-0390.Proprietary ANF-1358(P)(A) withheld. 
HERSHBERGER.D. Siemens Power Corp. (formerly Siemens Nuclear Power Corp., 
Advanced Nuclear Fuel. DEH:043:92. 92/06/25. MURLEY Office of Nuclear Reactor 
Regulation. Director (Post 870411). 1p. 62329:170-62329:219. 

-9207100222 ANF-1358(NP)(A) Nonproprietary “Loss of Feedwater Heating Transient 
in BWRs” topical rept. 

* Siemens Power Corp. (formerly Siemens Nuclear Power Corp., Advanced Nuclear 
Fuel. 92/06/30. 49pp. 62329:171-62329:219. 

9207100283 Forwards B&W Rept BAW-2167.dtd June 1992 entitled, "Response to GL 
92-01 for Commonwealth Edison Co Byron Units 1 & 2. Braidwood Units 1 & 2 & Zion 
Units 1 & 2.” In response to GL 92-01, Rev 1 & GL 88-1 1 . 

JACKSON,M.A. Commonwealth Edison Co. GL-88-11. 92/07/02. MURLEY.T.E. Office 
of Nuclear Reactor Regulation, Director (Post 870411). 3pp. 62365:156-62365:240. 

-9207100291 BAW-2167 "Response to GL 92-01 for Commonwealth Edison Co Byron 
Units 1 & 2.Braidwood Units 1 & 2 & Zion Units 1 & 2." 

* Babcock & Wilcox Co. GL-92-01. 92/06/30. 79pp. 62365:159-62365:240. 

9207100396 Forwards response to GL 92-01 .Rev 1, "Reactor Vessel Structural Integri- 
ty." Westinghouse repts demonstrating that util has adequate program to monitor re- 
actor vessel structural integrity also end. 

WALT.T.D., CROSS, J.E. Portland General Electric Co. GL-92-01 . 92/07/06. Document 
Control Branch (Document Control Desk). 12pp. 62379:001-62380:037. 

—9207100401 WCAP-8426 “Portland General Electric Co Trojan Unit 1 Reactor Vessel 
Radiation Surveillance Program.” 

DAVIDSON,J.A.. PHILLIP^J.H., CHIRIGOS,J.N. Westinghouse Electric Corp. 75/01/ 

31. 44pp. 62379:013-62380:030. 

9207140190 Forwards request for clarification of util changes for Topical Rept (Duke-1 - 
A), "QA Program". 

JULIAN,C.A. Region 2 (Post 820201). 92/06/30. TUCKER.H.B. Duke Power Co. 6pp, 
62311:230-62311:235. 

9207140278 Comments on end draft NRC Info Notice 91-052,Suppl 1, "Nonconserva- 
tive Errors in Overtemp Delta-Temp Se^nt Caused by Improper Gain Settings.” 
MILLER,R.B. Westinghouse Electric Corp. ET-NRC-92-3719. 92/07/07. Document 
Control Branch (Document Control Desk). 7pp. 62385:060-62385:066. 

9207160108 Forwards proprietary & nonproprietary “AP600 PRA,” “AP600 SAR," pro- 
prieta^ WCAP-13276, "AP600 PRA Fault Trees Output RIes,” "AP600 ITAAC Pro- 
gram Plan & Pilot ITAACs,” WCAP-13405 & WCAP-13404.W/233 oversize figures. 
CASO,C.L. Westinghouse Electric Corp. ET-NRC-92-3710. 92/06/26. MURLEY,T. 
Document Control Branch (Document Control Desk). 4pp. 62724:001-62742:213, 

-9207180119 Requests withholding of proprietary WCAP-13275 & WCAP-13276 per 
10CFR2.790(b)(1). 

LIPARULO,N.J. Westing^se Electric Corp. AW-92-326. 92/06/26, MURLEY, T, Doc- 
ument Contrd Branch (Document Control Desk). 7pp. 62724:005-62724:01 1. 

-9207160131 “AP600 ITAAC Program Plan & Pilot ITAACs." 

* Westinghouse Electric Corp. 92/06/26. 59pp. 62724:012-62724:071. 

-9207160134 WCAP-13405 “AP600 PRA Fault Trees Output Flies." 

* Wastinghouse Electric Corp. 92/06/26. 22pp. 62724:072-62724:095. 

-9207160135 WCAP-13404 "AP600 PRA Fault Trees.” 

* Westinghouse Electric Corp. 92/06/26. 17pp. 62724:096-62724:114. 

9207160109 Notification of 920616 meeting w/BWROQ in Rockville,MD to discuss 
ATWS fuel consequences & mitigation procedure. 

RICHINGS,H. Reactor Systems Branch. 92/07/01. JONES,R.C. Reactor Systems 
Branch. 2pp. 62396:056-62396:057. 

9207160118 Notification of revised 920616 meeting w/BWROQ in Rockville, MD.Date 
changed to 920716. 

RICHINGS,H. Reactor Systems Branch. 92/07/01. JONES, R.C. Reactor Systems 
Branch. 2pp. 62395:361 -62395:36Z 

9207170071 Forwards preliminary FSAR page markups reflecting latest PTS analysis 6 
Westiiwhouse Topical Repts WCAP-13360 & WCAP-13301 virhich provides technical 
bases fw FSAR changes. 

MUSELER,W.J. Tennessee Valley Authority. TAC M7789e. 92/07/17. Document Con- 
trol Branch (Document Control Desk). 12pp. 62471:178-62471:219. 

-9207170079 WCAP-13300 "Evaluation of PTS for Watts Bar Unit 1." 

CHICOTS,J.M., STRAUCH.P.L, MEYER,T.A. Westinghouse Electric Corp. 92/04/30. 
15pp. 62471:190-62471:204. 

-9207170083 WCAP-13301 "Evaluation of PTS for Watts Bar Unit 2." 

CHICOTS,J.M., STRAUCH,P.L, MEYER, T.A. Westinghouse Electric Corp. 92/04/30. 
15pp. 62471:205-62471:219. 


9207170087 Requests that response to end request for addi info re util 920214 request 
for review & approval of Westinghouse topical rept WCAP-13100, “Technical Justifica- 
tion for Eliminating...” be submitted within 30 days of ltr receipt. 

HOLIAN,B.E. Project Directorate IV-2. TAC M82947. 92/07/10. CAHILL,W.J. Texas 
Utilities Electric Co. (TU Electric). 3pp. 62403:090-62403:092. 

9207170118 Determines that submitted info sought to be withheld contains trade se- 
crets/proprietary commercial Info & will be withheld from public disclosure pursuant to 
10CFR2.790(b)(5) & Section 103(b). 

ROONEY. V.L Project Directorate 1-4. TAC M83307. 92/07/13. LIPARULO.N.J. Wes- 
tinghouse Electric Corp. 3pp. 62413:191-62413:193. 

9207170131 Determines that submitted info sought to be withheld contains trade se- 
crets/proprietary commercial info & will be withhold from public disclosure pursuant to 
10CFR2.790(b)(5) of Atomic Energy Act of 1954 as amended. 

STOLZ,J.F. Project Directorate 1-4. TAC M72136. 92/07/13. LIPARULO,N.J. Westing- 
house Electric corp. 5pp. 62413:200-62413:204. 

9207170253 Responds to NRC request for review of WCAP-13360, "Westinghouse Dy- 
namic Rod Worth Measurement Technique.” Util met w/WestInghouse on 920428 to 
discuss technique.Util requests to use technique to evaluate fuel rods. 

LINK.B. Wisconsin Electric Power Co. VPNPD-92-246. 92/07/10. Document Control 
Branch (Document Control Desk). 2pp. 62436:244-62436:245. 

9207200023 Summaiy of 920520 & 21 meetings w/utils,Entergy, EXCEL, 

Westinghouse, NUMARC & owners groups re new STS. 

GRIMES, C.l. Technical Specifications Branch. 92/06/29. ROSSI,C.E. Division of Oper- 
ational Events Assessment (Post 870411). 26pp. 62427:322-62427:347. 

9207200076 Notification of 920730 meeting w/B&WOG in Rockville.MD to discuss 
cavity dosimetry. 

LOIS,L. Reactor Systems Branch. 92/07/13. JONES, R.C. Reactor Systems Branch. 
2pp. 62427:357-62427:358. 

9207230118 Notification of 920730 meeting w/CEOG in Rockville,MD to discuss pro- 
posed study to justify reduction or elimination of response time testing. 

NEWBERRY,S. Instrumentation & Control Systems Branch. 92/07/15. THADANI,A. 
Division of Systems Technology (Post 890827). 2pp. 62479:005-62479:006. 

9207240133 Advises that proprietary version of 920403 topical rept WCAP-13277 will be 
withheld from public di8closure,based on listed reasons. 

HASSELBERG,F.W. Standardization Project Directorate (Post 920517). 92/07/15. 
LIPARULO,N.J. Westinghouse Electric Corp. 3pp. 62479:227-62479:229. 

9207240187 Forwards summary of ponfirmatory & open Items identified in FSER for 
Chapter 19,probabilistic risk assessment of advanced BWR. 

NINH,S.Q. Standardization Project Directorate (901216-920516). 92/07/16.. 

MARRIOTT,P.W. General Electric (Jo. 12pp. 62479:077-62479:088. 

9207270142 Forwards proprietary & nonproprietary versions of "Chem-Nuclear Sys,lnc 
Multi-Use Container High Integrity Container Licensing Topical Rept, Docket WM-107." 
Affidavit encl.Proprietary rept withheld. W/ 10 oversize drawings. 

HOUSE,W.B. Chem-Nuclear Systems, Inc. RA-0629-92. 92/07/22. LOHAUS.P.H. Low- 
Level Waste Management Branch (Post 901230). 3pp. 62595:148-62595:269. 

—9207270147 Nonproprietary version of "Chem-Nuclear Sys,lnc Multi-Use 
Container.High Integrity Container Licensing Topical Rept, Docket Wm-107.” 

• Chem-Nucfear Systems, Inc. 92/07/23. 110pp. 62595:151-62595:269. 

9207270187 Forwards unedited copy of Section 3.3 for BWR owners group BWR/4 & 
BWR/6 versipns of new STS. 

QRIMES,C.I, Technical Specifications Branch. 92/06/04. BUSH.L Westinghouse Op- 
erating Plants Owners Group. WUNDERLY,B. Babcock 6 Wilcox Operating Plants 
Owners Group. 203pp. 62517:001-62517:211. 

9207270197 Advises that util 920622 submittal of WQAP-12774, "Technical Justification 
for Eliminating Pressurizer Surge Line Rupture as Structural Design Basis for Watts 
Bar Units 1 & 2” will be withheld from public disclosure (ref 10CFR£790). 

TAM,P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603). 
TAC M83837. 92/07/21. LIPARULO,N.J. Westinghouse Electric Corp. 4pp. 
62583:214-62583:217. 

9207270209 Forwards preliminary unedited copy of Section 3.6 Bases for 
B&W, Westinghouse & C-E owners groups versions of new STS. 

GRIMES,C.I, Technical Specifications Branch. 92/06/01. BUSH.L. Westinghouse Op- 
erating Plants Owners Group. WUNDERLY.B. Babcock & Wilcox Operating Plants 
Owners Group, 203pp. 62485:001-62486:244. 

9207270269 Informs that GE rept "BWR Beltline Matl Upper Shelf Energy Estimation 
Method8,GE-NE-523-18-1191," dtd June 1992.marked as proprietary wiH be withheld 
from Dublic disclosure per 10CFR2.790(b)(5) as requested. 

CAPRA.R.A, Project Directorate 1-1. TAC M83823. 92/07/17. TULLY.C.L BWR 
Owners Group. TULLY.C.L. Southern Nuclear Operating Co. 4pp. 62486:288- 
62486:291, 

9207270271 Advises that 920324 submittal of C-E SA-ALL-NCR-02-003-00. “Subgroup 
4,5 & 22 CEA Slip Analysis for Reactor Power Cutback Timer" will be withheld from 
public di8ciosure,per 1QCFR2.790. 

THOMPSON,C.M. Project Directorate V. 92/07/21. (X)NWAY,W.F. Arizona Public 
Sendee Co. (fprrperly ArfcEpna Nuclear Power Project). 5pp. 62491:352-62491:358. 

9207270287 Advises that licensee 680324 re^nse to Bulletin 88-002, “Rapidly Propa- 
gating Fatigue Cracks |n Steam Generator Tube" acceptable.Util proposed long-term 
corrective action as required in WCAP-12S92 also acceptable. 

WUNDER.Q.F. Proj^ Directorate 11-1. TAC M67327. 92/07/22. SKOLDS.J.L South 
Carolina Eleptric & Gas Co. 3pp. 62496:31 6-62496:31 8. 

9207270292 Forwards preliminary unedited copy of Section 3.3 for B&W owners group 
version of new STS- 

GRiMES.C.I. Technical Specifications Branch. 92/05/22. BUSH.L Westinghouse Op- 
erating Plants Owners Group. 600pp. 62483:001-62484:313. 

0207270306 Forwards preliminary, unedited Section 3.3 for CEOG version of new STS. 
QRIMES.C.I. Technical Specifications Branch. 92/05/29. BUSH.L Westinghouse 
Electric Corp. 200pp. 62518:001 -6251 9:1 02. 
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S207270337 Forwards proprietary WCAP-13421, “Meeting on Best Estimate LOCA 
Models Held on 920617.” End withheld. 

LIPARULO,N.J. Westinghouse Electric Corp. ET-NRC-92-3720. 92/06/25. SAPP,L 
Planning, Program & Management Support Branch (Post 870411). 2pp. 62527:346- 
62527:354. 

-9207270343 Requests that proprietary WCAP-13421, “Meeting on Best Estimate 
LOCA Models Held on 92061 7," be withheld (ref 10CFR9.5(4)). 

UPARULO.N.J. Westinghouse Electric Corp. AW-92-332. 92/06/25. SAPP.L Planning. 
Program & Management Support Branch (Post 870411). 7pp. 62527:348-62527:354. 

9207270365 Notification of 920723 meeting w/Siemens Nuclear Power Corp in 
Rockville, MD to discuss LOCA evaluation models. 

ORR,F.R. Reactor Systems Branch. 92/07/20. JONES, R.C. Reactor Systems Branch. 
2pp, 62491:338-62491:339. 

9207280164 Notification of 920813 meeting w/Westinghouse Nuclear Corp in 
Rockville, MD to discuss 10CFR50.46 reporting. 

ORR.F.R. Reactor Systems Branch. 92/07/2C). JONES, R.C. Reactor Systems Branch. 
2pp. 62530:288-62530:289. 

9207280228 Submits info for NRC consideration re GL 89-10 on motor operated valve 
mispositioning. Requests that NRC formally notify licensees that requirement to consid- 
er position re changeable valves in GL 89-10 inwpiicable. 

ELIAS2,R.W. Westinghouse Operating Plants Owners Group. OG-92-43. 92/07/21. 
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 4pp. 
62566:275-62566:278. 

9207280249 Forwards response to Rev 1 to Generic Ltr 92-01 re reactor vessel struc- 
tural integrity.consisting of Westinghouse topical repts & SWRI repts.Proprietary 
WCAP-8047 withheld (ref 10CFR2.790). 

FITZPATRICK, E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric 
Co.). GL-92-01. 92/07/13. MURLEY.T.E. Document Control BrarK:h (Document Con- 
trol Desk). 12pp. 62565:002-62566:068. 

-9207280261 WCAP-8S12 “American Electric Power Co DC Cook Unit 2 Reactor 
Vessel Radiation Surveillance Program.” 

DAVIDSON, J.A., YANINCHKO.S.E., CHIRIGOS.J.N. Westinghouse Electric Corp. 75/ 
11/30. 33pp. 62565:015-62566:048. 

9207290293 Notification of 920729 public meeting In Rockville, MD to discuss RV water 
level instrumentation for BWRs. 

THADAN!,A.C, Instrumentation & Control Systems Branch. 92/07/22. MURLEY.T., 
MIRAGLIA,F.. RUSSELL.W. NRC - No Detailed Affiliation Given. 2pp. 62555:356- 
62555:357. 

9207290375 Forwards proprietary suppi to addi info on WCAP-12488, “Westinghouse 
Fuel Criteria Evaluation Process." End withheld (ref 10CFR9.5(4)). 

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3723. 92/07/17. 

JONES.R.C. Reactor Systems Branch (870411-890826). 2pp. 62612:047-62612:049. 

-9207290385 Requests that proprietary suppi to addI info on WCAP-12488. “Westing- 
house Fuel Criteria Evaluation Process," be withheld (ref 10CFR2.790(a)). 
LIPARULO,N.J. Westinghouse Electric Corp. AW-92-337. 92/07/17. JONES.R.C. Re- 
actor Systems Branch ^70411-890826). Ip. 62612:049-62612:049. 

9207300051 Notification of corrected time for 920729 meeting w/BWR Regulatory Re- 
sponse Group Members to discuss reactor vessel water level instrumentation in 
BWRs 

NEWBERRY, S.F. Division of Systems Technology (Post 890827). 92/07/22. 
MURLEY.T., M1RAGLIA.F., RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 
62555:353-62555:354. 

9207300067 Forwards nonproprietary GE-NE-1 67-37-0991, “Shroud Support Access 
Hole Cover SER for Dresden & Quad Cities” to suppi 920221 proprietary subm'ittai.as 
result of GE Svcs Info Ltr (SIL) 462 & assodated suppis. 

SCHRAGE,J.L Commonwealth Edison Co. 92/07/21. MURLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 7pp. 62619:303-62619:344. 

-9207300073 GE-NE-1 87-37-0991 Nonproprietary GE-NE-1 87-37-0991, "Shroud Sup- 
port Access Hole Cover SER for Oresoen & Quad Cities.” 

CHI.LL General Electric Co. 91/09/30. 35pp. 62619:310-62619:344. 

9207300074 Notification of cancelled meeting w/CPL on 900723 to discuss topical 
repts. 

ORR,F.R. Reactor Systems Branch. 92/07/20. JONES, R.C. Reactor Systems Branch. 
2pp. 62580:318-62580:319. 

9207300085 Forwards rewrite of Amend 15 to Duke Power Co Topical Rept DUKE-1 -A. 
“QA Program." Amend supercedes submittal transmitted on 920422. 

PRIORY, r.B. Duke Power Co. 92/07/20. Document Control Branch (Document Con- 
trol Desk). 4pp. 62592:256-62592:315. 

-9207300252 Rewrite of Amend 15 to Duke-1 -A. "QA Program,” Section 17.0 & 
17.3, responding to 920630 request for clarification. Amend 15 supersedes submittal 
transmitted on 920422. 

* Duke Power Co. 92/07/20. 65pp. 62592:260-62592:315. 

9207300086 Nottfication of 920818 meeting w/ABB-CE in Rockville,MD to discuss reac- 
tor core sys topics re ABB-(5E PWR fuel & topical repts. 

KOPP.LI. Division of Systems Technology (Post 890827). 92/07/23. JONES,R.C. Re- 
actor Systems Branch. 3pp. 62580:320-62580:322. 

9207300089 Submits summary of organizational charts effective 920701, per commit- 
ment in Licensing Topical Rept NEDO-11209-04A, Rev B.Revised organizational chart 
end. 

CASE,J.M. General Electric Co. 92/07/22. Document (^trol Branch (Document Con- 
trol Desk). 2pp. 62592:345-62592:346. 

9207300228 Application for amend to License NPF-6,revising surveillance requirements 
for SG tubing,Tech Spec 4.4.5.Detajls of sleeve qualification discussed in end Rept 
CEN-601-P.Rev 01 -P, "ANO Unit 2....” Rept withh^ (ref 10CFR2.790). 

CARNS,N.S. Entergy Operations, Inc. 2CAN079293. 92/07/22. Document Control 
Branch (Document C^trol Desk). 15pp. 62584:235-62584:253. 

9207310089 Forwards proprietary slide presentation given by ABB C-E during 920520 
meeting w/NRC on use of erbium as burnable absorber.Encl withheld (ref 
IOCFRI.790). 

TOELLE,SA ASEA Brown Boveri, Inc. LD-92-074. 92/06/04. PHILLIPS, LE. Reactor 
Systems Branch. 8pp. 62638:139-62638:146. 


9207310199 Forwards amend 15 to Topical Rept SCE-1-A, “QA Program,” updating or- 
ganizational structure, titles and responsibilities as result of senior mgt realignments. 
ROSENBLUM,R.M. Southern California Edison Co. 92/07/27. Document Control 
Branch (Document Control Desk). 3pp. 62615:226-62615:324. 

-9207310211 Amend 15 to Topical Rept SCE-I-A, “QA Program,” updating organiza- 
tional structure, titles & responsibilities as result of senior mgt realignments. 

KAT2.B. Southern California Edison Co. 92/07/31. 95pp. 62615:229-62615:324. 

9207310235 Forwards revised matrix from Rev 12 of Topical Rept CPC-2A, “Quality 
Program Description for Operational Nuclear Plants” annual submittal dtd 920615. 
HOFFMAN.D.P. Consumers Power Co. 92/07/27. Document Control Branch (Docu- 
ment Control Desk). Ip. 62611:268-62611:341. 

-9207310243 CPC-2A R12 Revised matrix from Rev 12 to Topical Rept CPC-2A, “Qual- 
ity Program Description for Operational Nuclear Plants.” 

• Consumers Power Co. 92/07/27. 73pp. 62611:269-62611:341. 


WASTE MGT NUCLEAR WASTE MANAGEMENT 

9207010001 Advises that implementation of CNWRA Technical Operating Procedure 
(TOP) TOP-001-11 for development of compliance determination strategies & meth- 
ods valid. 

HOOKS, K. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/06/24. HOLONICH,J.J. Repository Licensing & Quality Assurance 
Project Directorate (Post 881 120). Ip. 62246:340-62246:340. 

9207010038 Forwards rev 1 to Study Plan 8.3.1. 4.2.2, “Characterization of Structural 
Features in Site Area.” 

ROBERTS,J.P. Energy. DepL of. HLWR. 92/06/15. HOLONICH.J.J. Repository Li- 
censing & Quality Assurance Project Directorate (Post 881120). 2pp. 62231:231- 
62231:347. 

-9207010062 Rev 1 to Study Plan 8.3.1. 4.2.2, "Characterization of Structural Features 
in Site Area.” 

* Energy. Dept of. HLWR. 92/04/22. 115pp. 62231:233-62231:347. 

9207010156 Forwards “NRC Observation Audit Rept 92-10 for Ofc of Civilian Radwaste 
Mgt Audit YMP-92-13 of USGS." 

HOLONICH,J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/06/23. ROBERTS. J.P. Energy, DepL of. 2pp. 62292:001- 
62292:015. 

-9207010165 YMP-92-13 “NRC Observation Audit Rept 92-10 for Ofc of Civilian Rad- 
waste Mgt Audit YMP-92-13 of USGS.” 

HOLONICH.J.J. Energy. Dept of. HLWR. 92/06/04. 12pp. 62292:003-62292:015. 

9207010163 Advises that response to Corrective Action Request YM-92-030 resulting 
from Yucca Mountain QA Div Audit YMP-92-13 of USGS satisfactory. 

SPENCE.R.E. Energy. Dept of. HLWR. 92/06/24. HAYES.LR. Interior, Dept of. Geo- 
logical Survey. 6pp. 62292:016-62292:021. 

9207010215 Forward CNWRA 91-001, “High-Level Radwaste Repository Functional 
Analysis.” 

LATZ,J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
92/03/27. MEARSE,S.D. Division of Contracts & Property Management (Post 
890205). 1 p. 62231 : 142-6223 1:230. 

-9207010226 CNWRA 91-001 “High-Level Radwaste Repository Functional Analysis." 
ROM1NE.D.T. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
92/03/31. NRC - No Detailed Affiliation Given. 68pp. 62231:143-62231:230. 

9207020130 Forwards CNWRA 91-011 repts entitled “Sorption Modeling for HLW Per- 
formance Assessment” W/o end. 

STILTENPOLE.B. Program Management Policy Development & Analysis Staff (PoM 
870413). 92/05/18. MAJOR.R. Advisory Committee on Nuclear Waste. 1p. 
62221:359-62221:359. 

9207020147 Informs that review of available data indicates that licensee property 
cleared of reddual radioactive contamination to extent required by EPA. 
CHERNOFF,A.R. Energy, Dept of. 92/04/24. Bonneville Transioaders. 2pp. 
62242:341-62242:342. 

9207020282 Responds to NRC Phase I review comments on study plan 8.3.1. 9.2.2, 
“Water Resources Assessment of Yucca Mountain, NV." 

ROBERTS.J.P. Energy, Dept of. 92/06/29. HOLONICH,J.J. Division of High-Level 
Waste Management (Post 870413). 2pp. 62292:086-62292:067. 

9207020294 Notice of availability of proposed rev to staff technical position re concen- 
tration averaging & encapsulaTOn. 

LOHAUS,P.H. Low-Level Waste Management Branch (Post 901230). 92/06/17. 16pp. 
62197:287-62197:302. 

9207020300 Forwards USGS Administrative Rept, “Mines,Pro8pect8 & Mineral Occur- 
rences in Esmeralda & Nye Counties,NV,Near Yu(X» Mountain” & OOE/RW-0205, 
“Section 175 ReptSeaet^ of Energy Rept to Congress....” W/two oversize draw- 
ings. 

ROBERTS, J.P. Energy, Dept of. HLWR. 92/06/19. HOLONICH,J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 3pp. 62300:005- 
62302:^. 

-9207020304 “Mine, Prospects & Mineral Occurrences in Esmeralda & Nye 
Countie8,NV,Near Yucca Mountain” 1991 Administrative Rept 
BERGQUIST.J.R., MCKEE.E.D. Interior, Dept of. Geological Survey. HLWR. 91/12/ 
31. 391pp. 62300:008-62301:043. 

-9207020309 DOE/RW-0205 “Section 175 ReptSecretary of Energy Rept to Congress 
Per Section 175 of Nuclear Waste Policy Act,a8 Amended.” 

* Energy. Dept of. HLWR. 88/12/31. 100pp. 62301:044-62301:181. 

-9207020311 Rev 0 to YMP/91-21, “Sodoeconomic Plan." 

* Energy, Dept of. HLWR. 91/06/31. 94pp. 62301:182-62301:276. 
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-9207020318 Paper entitled, “Geostatistical Techniques for Describing & Modeling Het- 
erogeneity in Rock Properties" presented at 910402-05 Characterization of Transport 
Phenomena in Vadose Zone Workshop at Univ of AZ in Tucson, AZ. 

RAUTMAN.CA Sandia National Laboratories. HLWR. 91/12/06. 3po. 62301:277- 


9207080112 Forwards Audit Rept YMP-92-16, "DOE OCRWM Ofc of QA Audit Rept for 
Audit of SAIC Las Vegas, NV & NV Test Site” during period 920618-22. 

HORTON.D.G. Energy. Dept. of. HLWR. 92/06/29. VOEGELE.M.D. Science Applica- 
tions International Corp. (formerly Science Applications, Inc.). 2pp. 62293:047- 
62293:086. 


9207060167 Forwards one oversizo chart of OCWRM integration logic w/ first tier sys 
decisions for use,per request at 920522 sys studies meeting.Much of info on chart 
outdated & will not be updated in near future.W/one oversize drawing. 

ROBERTS, J.P. Energy, Dept. of. HLWR. 92/06/25. LARSON.H.J. Ao^sory Committee 
on Nuclear Waste. 3pp. 62273:130-62273:132. 

9207060180 Forwards Audit Plan YMP-92-19, "Ofc of Civilian Waste Mgt QA Audit Plan 
for Audit YMP-92-19, Rev 1 of Los Alamos Natl Lab.Los AIamos.NM,920707-11." 
HORTON.D.G. Energy, Dept. of. HLWR. 92/06/24. CANEPA,J.A. Los Alamos National 
Laboratory. 2pp. 62292:114-62292:119. 

-9207060181 Audit Plan YMP-92-19, “Ofc of Civilian Radwaste Mgt QA Audit Plan for 
Audit YMP-92-19,Rev 1 of Los Alamos Natl Lab.Los Alamos, NM 920707-11.” 

MARTIN, J.S., HORTON,D.G. Energy, Dept of. HLWR. 92/06/23. 4pp. 62292:116- 


9207060182 Clarifies & document ofc of civilian radwaste mgt does not plan to provide 
TRW mgt & operating contractor QA program description to NRC for acceptance. 
ROBERTS,J.P. Energy, Dept. of. HLWR. 92/06/29. HOLONICH.J.J. Repository Li- 
censing & Quality Assurance Project Directorate (Post 881120). 3pp. 62292:120- 
62292:122. 

9207060198 Forwards Ofc of Geologic Disposal weekly highlights for wks ending 
920605 & 12 & Yucca Mountain Site Ofc field activity rept for wks ending 920^5 & 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 92/06/24. 
HOLONICH,J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). 33pp. 62254:21 5-62254:247. 

9207060262 Forwards CNWRA 91-011, "Sorption Modeling for High-Level Waste Per- 
formance AssessmentLIterature Review,” per Change 1 of May 1991 project plan for 
sorption modelirra for HLW performance assessment research project 
RUSSELL,J.L. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. 
HLWR. 91/08/29. MEARSE,S.D. Division of Contracts & Property Management (Post 
890205). Ip. 62259:043-62259:282. 

9207070217 Submits info describing procedure to follow in requesting extension of time 
period for public comment of FR notice issued by NRC on "Revised Guidance on Dis- 
posal of Non-Atomic Energy Act of 1 954,Section 1 1e(2) Byproduct Matt...” 
BANGART,R.L Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/06/26. DARKE, J. Affiliation Not Assigned. 10pp. 62267:1 46-622e7:1 54. 


-9207080115 YMP-92-16 “DOE OCRWM Ofc of QA Audit Rept for Audit of SAIC Us 
Vegas,NV & NV Test Site” during 92051 8-22.Program elements 

evaluated:instructions,procedures, plans & drawings, document control & control of 
measuring & test equipment. 

MAUDLIN,R.L., HORTON,D.G. Energy, Dept. of. HLWR. 92/06/25. 38pp. 62293:049- 
62293:086. 

92^7080137 Forwards UMTRA-DOE/AL 3501 25.0000, Rev A, “Guidance for Implement- 
ing UMTRA Project Long-Term Surveillance Program - Rnal for Review." 
CHERNOFF,A.R. Energy, Dept of. 92/06/25. SURMEIER,J.J. Uranium Recovery 
Branch (Post 901230). 97pp. 62291:080-62291:274. 

-9207080224 UMTRA-DOE/AL 350125. Rev A to UMTRA-DOE/AL 350125.0000, 
“Guidance for Implementing UMTRA Project Long-Term Surveillance Program - Rnal 
for Review.” 

* Energy. Dept of. 92/04/30. 100pp. 62291:149-62291:274. 

9207080164 Forwards Project Interface Document 06-S-20, outlining design change to 
final RAP for stabilization of inactive U mill tailings sites at Rifle.wD.dtd Feb 1992 for 
review & wproval. 

ARP.S.J. Energy, Dept. of. 92/06/29. MULLINS.A. Division of Low-Level Waste Man- 
agement & Decommissioning (Post 870413). 11pp. 62293:293-62293:303. 

9207080203 Forwards Strips Project Technical Repts (TR) TR 92-09, TR 92-10 & TR 
92-II.W/o ends. 

LEVICH,R.A. Energy. Dept ot HLWR. 92/06/30. STABLEIN.N.K. NRC - No Detailed 
Affiliation Given. 2pp. 62293:094-62293:095. 

9207080214 Forwards comment/response document addressing NRC updated draft 
TER open Issues on Belfieid & Bowman ND sites received by UMTRA Project ofc on 
92061 2.Comment/response document reflects discussions held on issues during 
920609 telcon. 

CHERNOFF.A.R. Energy. Dept ot 92/07/01. SURMEIER.J.J. Uranium Recovery 
Branch (Post 901230). 24pp. 62272:331-62272:355. 

9207080319 Press release announcing ProsWent Bush appointment of D Langmuir to 
second term on Nuclear Waste Technical Review Board. 

ALFORD, P.N. Nuclear Waste Technical Review Board. HLWR. 92/07/07. 2pp. 
62293:116-62293:117. 


9207070242 Fonvards Surveillance Repts YMP-SR-92-001 ,YMP-SR-92-004, YMP-SR- 
92-007,YMP-SR-92-008 & YMP-SR-92-01 1 .reflecting surveillances of drilling exercises 
& field activities by DOE at Yucca Mountain site for info.per 920430 meeting. 
ROBERTS, J.P. Energy, Dept of. HLWR. 92/06/22. HOLONICH.J.J. Repository U- 
oeg^^A Quality Assurance Prefect Directorate (Post 881120). 2pp. 62292:298- 

9207070294 Advises that DOE recentiy received results of Phase I re>riews for listed 
study plans.Sugge8ts that NRC request copies of procedures through DOE/Headquar- 
ters Regulatory Integration Branch. 

ROBERTS,J.P. Energy, Dept of. HLWR, 92/06/30. HOLONICH,J.J. Repository U- 
censin^ Quality Araurance Project Directorate (Post 881120). 2pp. 62292:222- 


9207070392 Foneards Yucca Mountain Site Characterization Project participant monthly 
status repts for info. 

DESELL.LJ. Energy, Dept of. HLWR. 92/06/30. HOLONICH.J.J. Reposrtory Licens- 
6?202 2W***^ Assurance Project Directorate (Post 881120). 29pp. 62292:229- 

-9207070393 "Yucca Mountain Site Characterization Project Monthly Highlights & 
Status Rept” for Apr 1992. 

* Sandia National Laboratories. HLWR. 92/04/30. 32pp. 62292:259-62292:290. 

9207080009 Forwards const review rept of review conducted on 920616 of Grand Junc- 
tion Processing & Disposal Site8.Several open Items noted which need to be ad- 
dressed by DOE.Major areas in8pected:8Cope of const activities & site conditions. 
SURMEIER,J.J. Uranium Recovery Branch (Post 901230). 92/07/06. 

CHERNOFFAR. Energy, Dept of. 5pp. 62305:337-62305:341. 

9207080010 Responds to 920623 Hr re 920513 FR notice on U Mill facilities,request for 
public comments on revised guidance on disposal of Non-Atomic Energy Act of 1954 
byproduct matl.Comment8 received by 920716 to be considered. 

FUEGEL.M. Uranium Recovery Branch (Post 901230). 92/07/02, DARKE,J. Affiliation 
Not Assigned. Ip. 62307:1 2i^62307:1 29. 

9207080013 Responds to 920604 Itr to H Thompson re recovery of potentially radioac- 
tive mat! In Republic of Philippirtes. Recommits consultation w/Philippine Nuclear 
Research Inst re identi^tion & disposition of mati. 

BERNERO,R.M. Office of Nuclear Material Safety & Safeguards. 92/06/29. 
DULAY.EV. Affiliation Not Assigned. 3pp. 62305:356-6^5:368. 

9207080014 Submits comments on "Engineering Test Instruction for Performing Supple- 
mental Waste Form Testing to Support Waste Form Topical Rept Submittal (Rev 1 to 
ETI-92-003).lnterim approval of rept extended until 921231. 

K^E.J. Low-Level Waste M^gement Branch (Post 901230). 92/07/02. 
HOUSE.W.B. Chem-Nudear System8.1nc. 3pp. 62305:353-62305:355. 


i Notification of 920716 meeting w/DOE in Richland,WA to discuss status of 

DOES plans re classification & dia(x>8al m Hanford double-shell tank wastes. 

AUSTIN, J.H. Decommissioning A Regulatory Issues Branch (Post 901230). 92/07/02. 
MEYER.D.L Regulatory Publications Branch. 4pp. 62277:105-62277:108. 

9207080038 Advises that proposed Prpject Interface Document (PID) 05-S-47 re pro- 
posed changes to riprap specs for Grand Junction UMTRAP site unacceptable A will 
not solve const problems w/production of riprap for erosion protection. 

SURMEIER,JJ. Uranium Recovery Branch (Post 901230). 92/06/29. 

CHERNOFFAR. Energy, Dept of. 3pp. 62305:334-62305:336. 


9207080323 Press release announcing President Bush appointment of EJ Cording to 
Nuclear Waste Technical Review Board. 

ALFORD, P.N. Nuclear Waste Technical Review Board. HLWR. 92/07/07. 2pp. 
62334:357-62334:358. 


9207090008 Forwards info re 10CFR960,per request W/o end. 

PRESTHOLT,P.T. Energy. Dept of. 92/07/02. MILTON.D. Clark County. NV. Ip. 
62307:313-62307:313. 

9207090084 Forwards “NRC Observation Audit Rept 92-12 for Yucca Mountain QA DIv 
Audit YMP-92-16 of SAIC Technical A Mgt Sup(^ Sves.” 

HOLONICH,J.J. Repository Licensing A Quality Amirance Project Directorate (Post 
881120). HLWR. 92/06/23. ROBERTS,J.P. Energy, Dept of. 3pp. 62293:126- 


-9207090095 92-12 "NRC Observation Audit Rept 92-12 for Yucca Mountain QA Div 
Audit YMP-92-16 of SAIC Technical A Mgt Support Sves.” 

BELKE,W.L., KALMAN,K.L Repositoty Ucendng A Quality Assurance Project Direc- 
torate (Post 881120). MABRITO.B. Center for Nuclear Waste Regulatory Analyses. 
HLWR. 92/06/18. 10pp. 62293:129-62293:139. 

9207090125 Forwards summary of 920317 NRC/DOE technical exchange in 
Albuquerque.NM re draft staff technical position on geologic repository operations 
area undCNrground facility design - thermal loads. 

HOLONICH,J.J. Repository licensing A Quality Assurance Project Directorate (Post 
881120). HLWR. 92/06/25. ROBERTS. J.P. Energy. Dept. of. 3pp. 62295:093- 
62295:355. 


-9207090130 Summary of 920317 NRC/DOE technical exchange in Albuquerque.NM re 
draft staff technical position on geologic repository operations area underground facili- 
ty design - thermal ioad8.List of attendees A slides end. 

LEE.MP. Repository Licensing A Quality Assurance Project Directorate (Post 881120). 
BUNTON,R. Energy, Dept ot HLWR. 92/04/08. Reposit^ Licensing A ciuaiity As- 
surance Project Directorate (Post 881120). 200pp. 62^5:096-62295:355. 

9207090185 Forwards revised Ofc of Radwaste Mgt FY92 headquarters QA surveillance 
schedule, revised on 920624,for both internal A external surveillance currently planried 
for FY92. 

HORTON.D.G. Eneiw. Dept, ot HLWR. 92/07/06. HOOKS.K. NRC - No Detailed Af- 
filiation Given. 3pp. 62293:145-62293:147. 


9207090188 Forwards summary of 920428-29 NRC/DOE technical exchange in 
Albuquerque.NM re scenario development A screening A const of complementa^ cu- 
mulative distribution function related to DOE 1988 SCP A NRC 1989 Site Character- 
ization Analysis. 

HOLONICHJ.J. Repositixy Licensing A Quality Assurance Project Directorate (Post 
881120). HLWR. 92/06/30. ROBERTS, J.P. Energy, Dept ot 3pp. 62382:020- 
62382:169. 


-9207090190 Summary of 920428-29 NRC/DOE technical exchange in 
Albuquerque.NM re scenario development A screening A const of complementary cu- 
mulative distribution function related to DOE 1968 Su^P A NRC 1989 Site Character- 
ization Analysis. 

LEE,M.P. Repository Licensirw A Quality Assurance Project Directorate (Post 881 120). 
BUNTON,P. Energy, Dept, ot HLWR. 92/06/04. Repository Licensing A Quality A^ 
surance Project CiTrectorate (Post 881120). 100pp. 62382:023-62382:169. 
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8207090355 Forwards “Ofc of CiviKan Radwaste Mgt Yucca Mountain QA Drv QA Sur- 
veillance Rept of Mot & C^>eratkma Contractor Surveillance Number YMP-SR-92-012,” 
conducted on 920527-0601. 

HORTON, D.G. Ener^, Dept of. HLWR. 92/06/19. FOUST.LD. TRW Environmental 
Safety Systems. Inc. 2pp. 62437:046-62437:058. 

-8207080356 YMP-SR-92-012 "Ofc of Civilian Radwaste Mgt Yucca Mountain QA DIv 
QA Surveillance Rept of Mgt & Operations Contractor Surveillance Number YMP-Sf^- 
92-012,” conducted on 920527-0601. 

HARRIS,D.J., HORTON.D.G. Energy. Dept of. HLWR. 92/06/18. 11pp. 62437:048- 
62437:058. 

8207100048 Forwards rev 0 to Study Plan 8.3.1 .4.2.1, "Characteroation of Vertical and 
Lateral Distribution of Stratigraphic Unite Within Site Area.” 

ROBERTS.J.P. Energy. Dept of. HLWR. 92/06/22. HOLONICH,J.J. Repository Li- 
censing & Qu6dity Assurance Project Directorate (Post 881120). 3pp. 62334:028- 
62334:144. 

-8207100056 Rev 0 to Study Plan 8.3.1 .4.2.1, "Characterization of Vertical and Lateral 
Distribution of Stratigraphic Units Within Site Area.” 

* Energy, Dept of. 92/06/22. 115pp. 62334:031-62334:144. 

8207100288 Identifies two key issues re USQS.based on review of DOE Yucca Mouteun 
Site Characterization Project Ofc 920422 response to State of NV.Issues include sci- 
entific work done by USGS & work to support Study Plan 8.3.1 .2.2.6. 

GERTZ.C.P. Energy. Dept of. HLWR. 92/07/01. LOUX,R.R. Nevada. State of. 2pp. 
62437:072-62437:073. ^ 

8207100302 Notifrcation of 920716 meeting w/DOE & State of NV in Rockville, MD to 
discuss items of interest re QA.Attendees ii8ted.Agenda end. 

BROOKS, P.P. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/07/01. HOOHS.K.R. Repository Ucensing & Quality Assurance 
Project Directorate (Post 881120). 3pp. 62437:074-62437:076. 

8207100311 informs of status of NRC efforts to improve regulatory oversight of decom- 
missioning of nuclear facilities.Most recent update of Site D^mmissioning Mgt Plan 
encl.W/o end. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. 92/07/02. SYNAR.M. 
House of Rep., Government Operations. 5pp. 62366:184-62366:188. 

8207100422 FonArards "Ofc Civilian Radwaste Mgt Yucca Mountain QA Div QA Surveil- 
lance Rapt of Software QA Surveillance YMP-OT-92-018, Conducted on 920716-17 at 
LLNL, Livermore, CA.” 

HORTON,D.G. Energy. Dept. of. HLWR. 92/07/01. CLARKE.W.L Uwrence Uvermore 
National Laboratory. 2pp. 62437:086-62437:094. 

-8207100426 “Ofc of Civilian Radwaste Mgt Yucca Mountain QA Div QA Surveillance 
Rept of Software QA Surveillance YMP-SR-92-018. Conducted on 92061 6-1 7, at 
LLN L,Livormore,CA." 

MAUDLIN.R.L, HORTON,D.G. Energy. Dept of. HLWR. 92/06/30. 7pp. 62437:088- 
62437:094. 

9207130033 Forwards corrective action requests YM-92-050 through YM-92-054 result- 
ing from Yucca Mountain QA Division audit YMP-92-18 of Raytheon Svcs 
NV.Requests that corrective actions to be taken to correct deficiencies be identified. 
SPENCE, R.E. Energy, Dept of. WBS 1. 2.9.3. 92/07/06. BULLOCK.R.L Raytheon 
Service Co. 1 7pp. 62437:095-62437:1 1 1 . 

8207130038 Forwards Audit Plan YMP-92-16. "OCRWM QA Audit Plan for Audit YMP- 
92-21 of LLL Livermore.CA 920810-14.” 

HORTON, D.G. Energy. Dept of. WBS 1. 2.9.3. 92/07/06. CLARKE.W.L Lawrence 
Livermore National Laboratory. 2pp. 62437:112-62437:117. 

-8207130054 Audit Plan YMP-92-16. "OCRWM JQA Audit Plan for Audit YMP-92-21 of 
Lawrence Livermore National Lab.LJvenTKxe.CA, 920810-14.” 

MAUDLIN.R.L.. HORTON.D.G. Energy, Dept of. HLWR. 92/07/06. 4pp. 62437:114- 
62437:117. 

8207130074 Informs that results of verification of corrective action to Corrective Action 
Request YM-92-025 resulting from Yucca Mountain QA Div Audit YMP-92-11 of Ray^ 
eon Svcs NV unsatisfactory. 

SPENCE, R.E. Energy. Dept of. WBS 1. 2.9.3. 92/07/06. BULLOCK,R.L Raytheon 
Service Co. 5pp, 62437:118-62437:122. 

8207130087 informs of evaluation of response & closure of corrective action request 
YM-92-042 resulting from Yucca Mountain QA Division audit YMP-92-16 of 
SAIQRasponse satisfactory. 

SPENCE,R.E, Energy. Dept of. WBS 1. 2.9.3. 92/07/06. VOEGELE.M.D. Science Ap- 
plications International Corp. (formerly Science Applications. Inc.). 13pp. 62437:123- 
62437:135. 

8207130157 Forwards Surveillance Rept YMP-SR-014 resulting from Yucca Mountain 
QA Division surveillance of implementation of quality mgt procedure QMP 02-01 .No 
corrective action requests issued. 

HORTON,D.G. Energy. Dept of. WBS 1 .2.9.3. 92/07/01. GERTZ,C.P. Energy. Dept 
of. 1 p. 62437:1 36-62437:143. 

-8207130162 YMP-SR-92-014 “Office of Civilian Radwaste Mgt Yucca Mountain QA 
Div.QA Surveiliance ReptSurveillance YMP-SR-92-014 conducted 920608-10 at 
Yucca Mountain Site Characterization Project Office Training Ctr in Las Vega8,NV.” 
COCOROS,A.E.. HORTON.D.Q. Energy, Dept of. HLWR. 92/06/30. 7pp. 62437:137- 
62437:143. 

8207130168 Fonwards technical data tracking,project technical info model - overview 
draft,qualified records vs QA records & technical data workshop - Yucca Mountain 
project parameter dictionary. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 92/07/02. ABRAMS.C. NRC - 
No Detailed Affiliation Given. 72pp. 62387:238-62387:309. 

8207130171 Foneards lastest engineering & const group staffing assignments for 
UMTRA Prdectfor info & use.Change8 will become ertec^ 920713. 

CHERNOFF,A.R. Energy, Dept of. 92/07/08. SURMEIER,J.J. Uranium Recovery 
Branch (Post 901230). 2pp. 62374:291-62374:292. 

8207130180 Advises NRC of DOE intention to dispose of 61 cubic yards of tailings from 
Grand Junction Projects Ofc remedial action in UMTRAP Cheney dispel ceil 
& tMfteki NRC concurrerxM w/action 

CHERNOFFAR. Energy. Dept of. 92/07/08. SURMEIER.J.J. Uranium Recovery 
Branch (Post 901230). 12pp. 62375:227-62375:238. 


8207130184 Informs that results of verification of corrective actiem to corrective action 
request YM-92-026 resulting from Yucca Mountain QA CHv audit YMP-92-1 1 of Ray^ 
eon Svcs NV satisfactory. 

SPENCE.R.E. Energy, Dept ot WBS 1. 2.9.3. 92/07/06. BULLOCK.R.L Raytheon 
Service Co. 7pp. 62437:144-62437:150. 

8207130208 Forwards "Ofc of Civilian Radwaste Mgt QA Audit Plan for Audit YMP-92- 
18 of Raytheon Svcs NV Las Vegas,NV,” conducted on 920622-26. 

HORTON.D.G. Energy, Dept ot HLWR. 92/05/12. BULLOCK.R.L Nevada, State ot 
3pp. 62386:001-62386:295. 

8207130261 Forwards "Ofc of Civilian Radwaste Mgt QA Program Trends Rept for First 
Quarter FY92,” for period Jan-Dec 1991 & Apr 1991 -Mar 1992. 

ROBERTS,J.P. Energy. Dept ot HLWR. 92/07/08. HOLONICH.J.J. Repository Li- 
censing & Quality Assurance Project Directorate (Post 881120). 2pp. 62437:156- 
62437:176. 

-8207130265 “Ofc of Civilian Radwaste Mgt QA Program Trends Rept for Rrst Quarter 
FY92,’’ for period of Jan-Dec 1991. 

HORTON.D.G. Energy, Dept ot HLWR. 92/03/13. 10pp. 62437:158-62437:166. 

-8207130267 “Ofc of Civilian Radwaste Mgt QA Program Trends R^t for Second 
Quarter FY92,” for period Apr 1991 -Mar 1992. 

HORTON.D.G. Energy, Dept ot HLWR. 92/04/28. 10pp. 62437:167-62437:176. 

8207140008 Responds to 920507 Itr to Chairman Selin forwardii^ constituent FE 
Coupal Itr re deep sea disposal of spent nuclear fuel & high level nuclear 
waste.Statute vests authority for sea dispo^ w/EPA. 

TAYLOR, J.M. Ofc of the Executive Director for Operations. CCS. 92/(^/17. 
MARLENEE,R. House of Rep. 5pp. 62384:332-62384:339. 

-8207140008 Forwards constituent FE Coupal 920308 Itr re sea disposal of nuclear 
waste.Response requested. 

MARLENEE.R. House of Rep. CCS. 92/05/07. THE CHAIRMAN, SELIN.I. Commis- 
sioners (Post 750119). 2p. 62384:337-62384:339. 

8207150272 Forwards Strips Project Technical Rept TR 92-14.W/0 enci. 

LEVICH.R,A. Energy, Dept ot WBS 1.2.9. 92/07/08. STABLEIN,N.K. NRC - No De- 
tailed Affiliation Given. 2pp. 62480:066-62480:067. 

8207160112 Responds to NRC audit observer inquiry made during DOE Ofc of QA Audit 
YMP-91 -1-01 conducted on 91 1 028-1 101. 

ROBERTS,J.P. Energy, Dept ot HLWR. 92/07/06. HOLONICH,J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 57pp. 62480:068- 
62480:124. 

8207160162 Requests that proposal be resubmitted following format outlined in encI 
pack^ entitled, "Inti Science & Technology Ctr (ISTC)-lnfo for Project Proposals” 
for ISTC being established in Moscow. 

DOWDY.E.J. State. Dept ot 92/07/01. YOUNGBLOOD,B.J. Division of High-Level 
Waste Management (Post 870413). 11pp. 62480:125-62480:135. 

8207160307 Forwards QAPP change notices 92-03,92-04 & 92-05 to QAPP 568-DOC. 
115 & response to NRC comments on change notices 91-01,92-01 & 92-02 for Reyn- 
olds Electrical & Engineering Co Inc. 

ROBERTS, J.P. Energy. Dept ot HLWR. 92/07/10. HOLONICH.J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 4pp. 62480:171- 
62480:182. 

- 8207.160321 QA Program Plan Change Notice 92-03 to QAAP 568-DOC-115,rev 8. 
PRITCHETT.R.F. Reynolds ElectricS & Engineering Co.. Inc. WBS 1. 2.9.3. 92/03/27. 
2pp. 62480:175-62480:176. 

-8207160330 QA Program Plan Change Notice 92-04 to QAAP 568-DOC-1 15,rev 8. 
PRITCHETT,R.F. Reynolds Electrics & Engineering Co., Inc. WBS 1. 2.9.3. 92/04/14. 
4pp. 62480:1 77-62480:1 81 . 

-8207160334 QA Program Plan Change Notice 92-05 to QAAP 568-DOC-1 15,rev 8. 
PRITCHETT.R.F. Reynolds Electric^ & Engineering Co., Inc. WBS 1. 2.9.3. 92/04/10. 
1 p. 62480:1 82-62480:1 82. 

8207160333 Extends invitation to observe 90% independent technical design review of 
Package 1A for Exploratory Studies Facility .Title II design on 920727 in Las Vegas.NV. 
ROBERTS.J.P. Energy. Dept, ot HLWR. 92/07/10. HOLONICH.J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 861120). 2pp. 62480:183- 
62480:184. 

0207160374 Forwards Ofc Geologic Disposal Weekly Highlights for wks ending 920619 
& 26 & Yucca Mountain Site Ofc Reid Activity Rept 

PRESTHOLT.P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. HLWR. 92/07/ 
10. HOLONiCH,J. Repository Licensing & Quality Assurance Project Directorate (Post 
881 1 20). 32pp. 62430:1 51 -62430:1 82. 

8207170135 Informs that info submitted by 920415 Itr, consisting of Multi-Use Container- 
High Integrity Container (MUC-HIC) Prototype Testing Program reviewed & aimlication 
for MUC-HIC topical rept assigned Docket WM-107. 

KANEJ. Low-Level Waste Management Branch (Post 901230). 92/07/10. 
HOUSE, W.B. Chem-Nuclear Systems, Inc. 9pp. 62433:327-62433:335. 

8207170140 Forwards Falls City.TX Rnal Remedial Action Plan revised pages addiess- 
irm open issues noted as result of review of previously submitted revised pages & 
"Remediai Action In^ Plan." Rev F for review &. concurrence. 

CHERNOFF.A.R. Energy, Dept of. 92/07/15. SURMEIER.J.J, Uranium Recovery 
Branch (Post 901230). Ip. 62431:233-62431:258. 

-8207170142 FCT-06-92-04-04-01 "UMTRA Falls City.TX (FCT) Radon Barrier Thick- 
ness-RAECOM Calculation FCT Remedial Action Plan & Sensitivity Analysis.” 

* Jacobs Engineering Group, Inc. 92/07/01. 9pp. 62431:234-62431:242. 

-8207170148 Rev F “Remedial Action Insp Plan, Testing & Insp.”’ 

MARTZ,S.D. Morrison-Knudsen Co.. Inc. 92/06/15. 17pp. 62431:243-62431:256. 
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9207170170 Trip rept of 920612 visit to NRC Region I for radwaste protection managers 
meeting to respond to request from Region I to provide info on waste form & storage 
issues. 

PER^N.LS., NELSON, R. Low-Level Waste Management Branch (Post 901230). 92/ 
07/06. LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). 4pp. 
62431:356-62431:359. 


92072200S0 Forwards “NRC Obsenration Audit Rept 92-11 for OCRWM Audit YMP-02- 
15 of Yucca Mountain Site Characterization Project Ofc” conducted at Las Vegas, NV 
from 920504-07.No preliminary corrective action requests issued. 

HOLONICH.J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/07/14. ROB&TS.J.P. Energy. Dept. of. 2pp. 62481:136- 
62481:143. 


9207170212 Requests attendance at NRC annual LLW Regulatory Workshop to give 45 
minute speech on relationship of site characterization to performance assessment & 
confirmation of assessment models through site characterization. 

ROSS.F.W. Low-Level Waste Management Branch (Post 901230). FIN A-1764. 92/ 
07/08. KOZAK, M.W. Sandia Nationaf Uboratories. 2pp. 62436:298-62436:299. 

9207200001 Approves extension of corrective action due date for CAR YM-92-02-020 
until 920731 .per 920629 Itr. 

SPENCE.R.E. Energy, Dept. of. HLWR. 92/07/10. VOEGELE.M.D. Science Applica- 
tions International Corp. (formerly Science Applications, Inc.). Ip. 62480:223- 
62480:223. 


9207200009 Requests info re scientists outside Yucca Mountain Project accessir^ site 
& performing research activities in support of Unsaturated-Zone Gaseous Phase 
Movement Study Plan & not by USGS as documented.per 920406-10 QA audit 
LOUX,R.R. Nevada, State of. HLWR. 92/04/22. GERTZ.C. Energy, Dept of. 2pp. 
62480:224-62480:225. 


9207200145 Forwards Surveillance Rept YMP-SR-92-017, “OCRWM Yucca Mountain 
QA Div QA Surveillance Rept of Borehole Sample Handling at Yucca Mountain, NV & 
Yucca Mountain Site Characterization Project Ofc.,.Conducted 920613-15.” 
HORTON.D.G. Energy, Dept of. HLWR. 92/07/13. GERTZ.C.P. Energy. Dept of. 2pp. 
62480:270-62480:275. 


-9207200149 YMP-SR-92-017 “OCRWM Yucca Mountain QA DIv QA Surveillance Rept 
of Borehole Sample Handling at Yucca Mountain.NV & Yucca Mountain Site Charac- 
teriration Project Ofc.Las Vegas, NV Surveillance YMP-SR-92-017 Conducted 920613- 

MARTIN.J.S., HORTON.D.G. Energy, Dept of. HLWR. 92/07/12. 4pp. 62480:272- 
62480:275. 


-9207220150 92-11 “NRC Observation Audit Rept 92-11 for OCRWM Audit YMP-92-15 
of Yucca Mountain Site Characterizarion Project Ofc” from 920504-07. 

GILRAY.J.W., HOOKS,K.R. Repository Licensing & Quality Assurance Project Direc- 
torate (Post 881120). HLWR. 92/06/03. 6pp. 62481:138-62481:143. 

9207220161 Forwards final “Completion Review Rept for the Proposed Remedial Action 
of the Green River, UT, Uranium Mill Tailings Site." Rept discusses completed remedial 
action against previously approved plans and specs. 

SURMEIER,J.J. Uranium Recovery Branch (Post 901230). 92/07/16. 

CHERNOFF,A.R. Energy, Dept of. 4pp. 62496:254-62496:298. 

—9207220170 Final “Completion Review Rept for Proposed Remedial Action of Green 
River.UT.Uranium Mill Tailings Site.” 

* Division of Low-Level Waste Management & Decommissioning (Post 870413). 92/ 
07/15. 41pp. 62496:258-62496:298. 

9207220185 Responds to EPAs proposed rulemaking & request for comment on haz- 
ardous waste Identification rule.EDO 92-7782. 

BERNERO,R.M. Office of Nuclear Material Safety & Safeguards. 92/07/16. 
LOWRANCE.S.K. Environmental Protection Agency. 6pp. 62476:320-62476:325. 

9207220201 Forwards “RIP Repository Performance Assessment & Strategy Evaluation 
ModehTheory & Capabilities’ & draft “RIP Repository Performance Assessment & 
Strategy Evaluation ModehUser Guide.Version 1 .00a.” 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. HLWR. 92/07/13. 
LINEHAN,J.J. Division of High-Level Waste Management (Post 870413). Ip. 
62487:001-62487:357. 

-9207220207 “RIP Repository Performance Assessment & Strategy Evaluation 
ModehTheory & Capabilities,” Verston 1.00. 

MILLER.I., KOSSIKR., CUNNANE,M. Golder Associates. HLWR. 92/03/31. 248pp. 
62487:002-62487:244. 


9207210145 Forwards “US DOE Ofc of Civilian Radwaste Mgt Ofc of QA Audit Rept for 
Audit of Reynolds Electrical & Engineering Co.Inc Las Vega8,NV Audit YMP-92-17," 
conducted on 920608-10. 

HORTON.D.G. Energy. Dept. of. HLWR. 92/07/10. PRITCHETT.R.F. Reynolds Electri- 
cal & Engineering Co., Inc. 2pp. 62481:014-62481:035. 

-9207210153 YMP-92-17 “US DOE Ofc of Civilian Radwaste Mgt Ofc of QA Audit Rept 
for Audit of Reyrwids Electrical & Engineering Co, Inc Las Vogas,NV Audit YMP-92- 
17,” conducted on 920608-10. 

ARCEO,A.I.. HORTON.D.G. Energy, Dept of. HLWR. 92/07/09. 20pp. 62481:016- 
62481:035. 

9207210251 Forwards listed Stripa Project Technical Repts published during 1992.W/0 
encl. 

LEVICH,R.A. Energy, Dept of. HLWR. 92/07/15. STABLEIN.N.K. NRC - No Detailed 
Affiliation Given. 2pp. 62480:343-62480:344. 


-9207220214 Draft “RIP Repository Performance Assessment & Strategy Evaluation 
ModehUser Guide,” Version 1.00a. 

K0SSIK,R. Golder Associates. HLWR. 92/03/02. 125pp. 62487:245-62487:357. 

9207220244 Trip rept of 920420-24 visit to Bethesda.MD to provide hardware graphics 
engine & graphics pipeline. 

MARTIN.R., RUSSELL, J.L. Center for Nuclear Waste Regulatory Analyses. 92/07/16. 
Center for Nuclear Waste Regulatory Analyses. 13pp. 62472:328-62472:340. 

9207230110 Forwards Program Manager Period Rept (PMPR) PMPR 92-10, "CNWRA 
Program Managers Periodic Rept on Activities of CNWRA" for fiscal reporting period 
92()60^703. 

STILTENPOLE,B. NRC - No Detailed Affiliation Given. HLWR. 92/07/21. LINEHAN.J. 
Division of High-Level Waste Management (Post 870413). BALLARD,R. Geology & 
Engineering Branch (Post 910506). BROWN, W. Program Management, Policy Devel- 
opment & dialysis Staff (Post 870413). 2pp. 62587:070-62587:114. 


9297210341 Forwards Ofc of Geologic Disposal weekly highlights for wk ending 
920703. 

PRESTHOLT,P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. 92/07/15. 
HOLONICM,J. Repository Ucensirtg & Quality Assurance Project Directorate (Post 
881 1 20). 1 1 pp. 62471 :290-62471 :300. 

9207220013 Lists action items resulting from NRC/DOE UMTRAP mgt meeting on 
920604.DOE will prepare info on well integrity & provide NRC w/list of concerns 
raised during DOE review of Uravan site data. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 92/07/17. 

CHERNOFF,A.R. Energy, Dept. of. 2pp. 62476:315-62476:316. 

9207220023 Submits results of review of DOE Calculation 06-570-11-00, “Cover Settle- 
ment & Cracking Analysis” transmitted on 920622.Area8 to be addressed by DOE in 
remedial action plan or project interface documents listed. 

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 92/07/17. 

CHERNOFF.A.R. Energy, Dept of. 2pp. 62476:313-62476:314. 


-9207230112 Forwards Program Managers Periodic Rwt (PMPR) PMPR 92-10, 
“CNWRA Program Managers Periodic Rept on Activities of CNWRA" for fiscal report- 
ing period 920606-0703. 

LATZ,J.E. Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 
92/07/17. KNAPP.M.R. Division of High-Level Waste Management (Post 870413). Ip. 
62587:072-62587:072. 

-9207230115 PMPR 92-10 “CNWRA Program Managers Periodic Rept on Activities of 
CNWRA" for fiscal reporting period 920606-0703. 

* Center for Nuclear Waste Regulatory Analyses. NRC-02-88-005. HLWR. 92/07/17. 
NRC - No Detailed Affiliation Given. 42pp. 62587:073-62587:114. 

9207230120 Notification of 920722 meeting w/DOE in Bethesda,MD to discuss use of 
NRC so-called “three bucket approach” for implementation of 40CFR191 - EPA radi- 
ation protection std for high-level radwa8te.Agenda encl. 

LEE,M.P. Repository Licensing & Quality Assurance Project Directorate (Post 881120). 
HLWR. 92/07/08. jHOLONICH,J.J. Repository Licensing & Quality Assurance Project 
Directorate (Post 881120). 5pp. 62586:345-62586:349. 


9207220028 Notification of financial assurance workshop on 920722 in Rockville, MD to 
provide info & implementation guidance to Headquarters Licensing Manager8.Agenda 
end. 

BYKOSKLL Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/16. 
HICKEY.J.W. Fuel Cycle Safety Branch. 2pp. 62459:308-62459:309. 

9207220043 Informs that NRC finds that 920417 version of “MGDS Annotated Outline 
Skeleton Text for Preparation of License Application" document generally follows 
format of DG-3003, except for Chapter 5.NRC comments on document encl. 
HOLONICH,J.J. Repository Licensing A Quality Assurance Project Directorate (Post 
881120). HLWR. 92/07/13. ROBeRTS,J.P. Energy, Dept. of. 5pp. 62481:036- 
62481:040. 

9207220051 Forwards 920602 Itr from ACRS re 920417 version of “Mined Geologic 
Disposal Sys Annotated (Dutline Skeleton Text for Preparation of License Application." 
H0L0NICH,J.J. Repository Licensing & Qualify Assurance Project Directorate (Post 
881120). HLWR. 92/06/25. ROBERTS, J.P. Energy, Dept of. 2pp. 62481:041- 
62481:043. 


9207230125 Forwards results of NRC detailed technical review of Study Plan 8.3.1 .8.1.1 
on probability of magmatic disruption of repository.Expresses concern that subj study 

R ian as presently wiitten,may not comply W/10CFR60. 

IOLONlCH,J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/07/10. ROBERTS.J.P Energy, Dept ot 27pp. 62587:006- 
62587:032. 

9207230171 Advises that Inyo County would like to go on record as being opposed to 
proposed changes to format & content of SCP study plans by DOM^foribed in 
920708 Itr. Proposed deletion of QA controls will seriously affect quality of review. 
METTAM.B. Inyo County, CA. 92/07/15. HOLONICH.J.J. Repository Licensing & 
Qualify Assurance Project Directorate (Post 881120). 2pp. 62479:360-62479:361. 

9207240199 Responds to 920717 Itr transmitting addi info for solidification of boric acid 
waste stream, identified in interim TER dtd JuF 1991. Interim status for solidification of 
boric add waste stream remains valid until 921231. 

KANE.J. Division of Low-Level Waste Management & Decommissioning (Post 
870413). 92/07/21. CADE,M. U.S. Ecok^, Inc. (formerly Nuclear Engineering, Inc.), 
ip. 62528:234-62528:234. 


9207220058 Forwards draft “Staff Technical Position on Geologic Repository Oper- 
ations Area Underground Fadlify Design- Thermal Loads” for review & comment In 
anticipation of ACNW briefing scheduled for Jul 1992. 

YOUNGBLOOD, B.J. Division of High-Level Waste Management (Post 870413). HLWR. 
92/07/08. FRALEY, R.F. Advls^ Committee on NucHsar Waste. 2pp. 62481:044- 
62481:128. 


-9207220072 Draft “Staff Technical PositkMi on Geologic Repository Operations Area 
Underground Fadlify Design-Thermal Load&" 

NATARAJA,M.S.. Bf^C&HAUG.T. Division of High-Level Waste Management (Post 
870413). HLWR. 92/06/30. 82pp. 62481:047-62481:128. 


0207240228 Notification of 920723 meeting w/DOE in Rockville,MD to discuss renegoti- 
ation of 860507-08 agreement on format & content of Yucca Mountain study plans. 
ABRAMS,C. Repository Licensing & Qualify Assurance Project Directorate (Post 
881120). HLWR. 92/07/06. HOLONICH,J.J. Repository Licensing & Qualify Assurance 
Project Directorate.(Po8t 881120). 4pp. 62687:131-62^7:133. 

9207270013 Provides estimates of costs associated w/conducting environ monitoring at 
low level waste 8ites,per 920623 request during staff briefing.Richland,WA low level 
waste site compliance summary from annual environ rept for 1991 encl. 

TAYLOR.J.M. Ofc of the Executive Director for Op^tions. 92/07/17. DE PUNQUE 
Commissioners (Post 750119). 3pp. 62517:280-62517:290. 
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-0207270014 Compliance summary from “Annual Environ Monitoring Rept for CY91,US 
Ecology Richland, WA Low Level Radwaste Disposal Facility." 

PALMER, A.J., NEWMAN, H.J. U.S. Ecology. Inc. (fonnerly Nuclear Engineering, Inc.). 
91/12/31. 8pp. 62517:283-62517:290. 

0207270053 Forwards info re bitumen which resulted from literature review performed 
as part of Final Waste Form Working Group for DOE/SAIC Mixed Waste Integrated 
Program. 

DAVIS,B.J. Low-Level Waste Management Branch (Post 901230). 92/07/20. 
SINGH, D. Argonne National Laboratory. 17pp. 62524:320-62524:336. 

9207270142 Forwards proprietary & nonproprietary versions of “Chem-Nuclear Sys,lnc 
Multi-Use Container High Integrity Container Licensing Topical Rept, Docket WM-107." 
Affidavit enct.Proprietary rept withheld. W/ 10 oversize drawngs. 

HOUSE, W.B. Chem-Nuclear Systems. Inc. RA-0629-92. 92/07/22, LOHAUS.P.H. Low- 
Level Waste Management Branch (Post 901230). 3pp. 62595:148-62595:269. 

-9207270147 Nonproprietary version of “Chem-Nuclear Sys.Inc Multi-Use 
Container, High Integrity Container Licensing Topical Rept, Docket WM-107." 

* Chem-Nucrear Systems, Inc. 92/07/23. 110pp. 62595:151-62695:269. 

9207270165 Forwards Rev I to Project Interface Document PID-05-S-46, "Radon Bar- 
rier Thickness...” & Rev 0 to Calculation 05-691-02-00, “UMTRA - Grand Junction 
Embankment Design, Radon Barrier Thickness Calculation." 

CHERNOFF,A.R. Energy. Dept of. 92/07/21. SURMEIER.J.J. Uranium Recovery 
Branch (Post 901230). Ip. 62530:164-62530:285. 

-9207270167 05-S-46 R01 Rev 1 to Project Interface Document 05-S-46, “Radon Bar- 
rier Layer - Thickness Change." 

* Momson-Knudsen Co.. Inc. 92/06/23. 3pp. 62530:165-62530:167. 

-9207270168 05-691-02-00 ROO Rev 0 to Calculation 05-691-02-00. “UMTRA - Grand 
Junction Embankment Design, Radon Bamer Thickness Calculation." 

LUBIS,H. Morrison-Knudsen Engineers, Inc. 92/06/24. 130pp. 62530:168-62530:285. 

9207280181 Fonvards updated version of NRC site decommissioning mgt plan, revised 
as of May 1992, for info.W/o end. 

AUSTIN, J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/21. 
GRADERT.M. Aluminum Co. of America. KERRIGAN,J.E. AMAX, Inc. 
HAERTJENS,B.L Babcock & Wilcox Co. 5pp. 62595:270-62595:274. 

9207280217 Responds to 920622 Itr expressing concerns re inclusion of West Lake 
Landfill in site decommissioning mgt plan. Inclusion of landfill in plan should in no way 
be construed as negation of agreement between EPA & NRC. 

AUSTIN, J. Decommissioning & Regulatory Issues Branch (Post 901230). 92/07/21. 
MORBY.R. Environmental Protection Agency. Ip. 62568:334-62668:334. 

9207280318 Trip rept of 920622-26 visit to Las Vegas,NV to conduct audit observation 
of QA Audit YMP-92-018 of Raytheon Svcs, Nevada.lmplementation of QA program 
3pp€8ir0Cl to 

HSIUNG.S.. CHOWDHURY,A.H., SAGAR.B. Center for Nuclear Waste Regulatory 
Analyses. 92/07/22. Center for Nuclear Waste Regulatory Analyses. 4pp. 62568:348- 
62568:351. 

9207290033 Responds to NRC 920610 & 25 ltrs,transmitting summaries for DOE/NRC 
technical exchanges re waste forms:spent reactor fuel & air & vapor movement due to 
thermal gradients on 920225-26 & 0317-18,respectiveiy. 

DESELL, LJ. Energy, Dept of. HLWR. 92/07/20. HOLONICH,J.J. Repository Ucens- 
ing & Quality Assurance Project Directorate (Post 881120). 3pp. 62587:276- 
62587:278. 

9207290073 Forwards “Annotated Outlines for Preparation of License Applications and 
Their Relationship to the DOE Issues Resolution and the NRC/DOE Licensing Proc- 
esses.” as committed to in NRC/DOE mgt meeting on 920206. 

ROBERTS, J.P. Energy, Dept of. HLWR. 92/07/20. HOLONlCH,J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 6pp. 62587:279- 
62587:284. 

9207290251 Forwards listed insp procedures re low level radwaste storage facilities & 
temporary Instruction re matls Insp of licensees in states denied access to low level 
waste disposal fad!ities.W/o end. 

LENTZ, J.J. Low-Level Waste Management Branch (Post 901230). 92/07/23. 
LINSCOTT.S. Connecticut. State of. 1p. 62590:350-62590:350. 

9207290279 Forwards FY92,Rev 4 OCRWM QA audit schedule for internal & external 
audits planned for FY92.Rev reflects completion of Audits YMP-92-17 & 18 & to show 
correct dates S audit team leader for YMP-92-24 audit of Yucca Mountan Project Ofc. 
HORTON, D.G, Energy. Dept. of. HLWR. 92/07/13. Energy, Dept. of. 4pp. 62683:051- 
62683:054. 

9207290350 Forwards table listing dates that will be used to designate qualified QA 
program-Acceptance dates established in Ofc of Civilian Radwaste Mgt QA program 
acceptance Itr to NRC. 

ROBERTS.J.P. Energy. Dept. of. HLWR. 92/07/20. HOLONICH.J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 3pp. 62587:314- 
62587:316. 

9207290418 Fonwards sixteen photographs of LM-300 RIG & map of NV test site.W/o 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 92/07/21. BROOKS.P. 
Repository Licensing & Quality Assurance Project Directorate (Post 881120). 1p. 
62595:275-62595:275. 

9207300001 Forwards CNWRA 92-006, ‘Theoretical & Experimental Investigation of 
Thermohydrologic Processing...," CNWRA 92-003. “Porflow:A Multifluid Multiphase 
Model..." & CNWRA 91-001, ^‘High-Level Radwaste Repository...." 

HOLONlCH,J.J. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR. 92/07/08. ROBERTS, J.P. Energy, Dept of. Ip. 62594:001- 
62595:147. 

9207300002 Discusses review of DOE 920303 submittal of "Rept of Early Site Suitabilil^ 
Evaluation of Potential Repository Site at Yucca Mountain, NV." Detailed comments & 
questions for future post-closure tectonic activities end. 

HOLONlCH,J.J. Repository Licensing S Quality Assurance Project Directorate (Post 
881120). HLWR. 92/07/22. ROB^TS.J.P. Energy. Dept. of. 13pp. 62587:325- 
62587:337. 


9207300131 Trip rept of 920504-06 attendance at short course on grid 
generation, adaptive refinement & redistribution in Austin, TX.List of attendees & Univ 
of Texas at Austin projected program schedule for 1992 end. 

ABABOU.R.. BACA.R.G., PATR1CK,W.C. Center for Nuclear Waste Regulatory Analy- 
ses. 92/07/21. Center for Nuclear Waste Regulatory Analyses. 12pp. 62592:349- 
62592:360. 

9207300135 Requests that corrective action requests be changed & updated to refled 
current mgt philosophy & that requests not be used as measure of job performance or 
punitive action. DOE endorsed & actively pursuing total quality mgt 
HORTON, D.G. Energy. Dept. of. HLWR. 92/07/24. Energy. Dept. of. 4pp. 62588:021- 
62588:024. 

92073(K)145 Forwards response to NRC comment re Phase 1 rev of site characteriza- 
tion study plan 8.3.1. 2.2.6, “Characterization of Yucca Mountain Unsaturated-Zone 
Gaseous Phase Movement" Agrees that addi gas flow monitoring should be per- 
formed. 

ROBERTS, J.P. Energy, Dept of. HLWR. 92/07/23. HOLONICH.J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 2pp. 62588:025- 
62588:029. 

9207300240 Forwards rev 6 to N-QA-093, "Technical & Mgt Support Svcs QA Program 
Description - SAIC.Las Vegas, NV.” 

ROBERTS.J.P. Energy, Dept of. HLWR. 92/07/23. HOLONICH.J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 2pp. 62588:045- 
62588:098. 

-9207300250 Rev 5 to N-QA-093, “Technical & Mgt Support Svcs QA Program De- 
scription - SAIC,Las Vegas, NV." 

HARPER.J.B.. NELSON.H.H. Energy. Dept of. HLWR. 92/02/28. 26pp. 62588:047- 
62588:098. 

9207300244 Forwards Rev D to MK-F-UMTRA-41 , “UMTRAP Rifle, CO Remedial Action 
insp Plan.” 

CHERNOFF.A.R. Energy, Dept of. 92/07/22. SURMEIER,J.J. Division of Low-Level 
Waste Management & Decommissioning (Post 870413). 2pp. 62695:312-62595:332. 

-9207300247 Rev D to MK-F-UMTRA-41. "UMTRAP RIfle.CO Remedial Action Insp 
Plan." 

* MK-Ferguson Co. 92/07/22. 19pp. 62595:314-62595:332. 

9207300269 Trip rept of 920615-20 visit to Bethlehem, PA re short course on scanning 
tunnelling microscopy, atomic force microscopy & other scanned probe 

microscopies.Copy of short course outline & list of participants end. 

PABALAN.R.T., RUSSELL.J.L, PATRICK.W.C. Center for Nudear Waste Regulatory 
Analyses. 92/07/01. Center for Nuclear Waste Regulatory Analyses. 7pp. 62638:114- 
62638:120. 

9207310010 Forwards rev 0 to procedure AP-6.14, “Reportable Geologic Conditions," 
per 920629 earthquake of 5.6 magnitude in Yucca Mountain region. 

ROBERTS, J.P. Energy. Dept. of. HLWR. 92/07/22. HOLONICH.J.J. Repository U- 
censlng & Quality Assurance Project Directorate (Post 881120). 3pp. 62683:129- 
62683:149. 

-9207310016 Rev 0 to procedure AP-6.14, "Reportable Geologic Conditions." 

• Energy. Dept of. HLWR. 91/01/17. 18pp. 62683:132-62683:149. 

9207310035 Forwards summary of adminstrative record re SCA comments 42 & 43 re- 
maining open from 901214 Itr & addI info relating to comment 43 open item provided 
for Yucca Mountain Site Characterization Project 

ROBERTS, J.P. Energy, Dept of. HLWR. 92/07/23. HOLONICH.J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 16pp. 62683:150- 
62683:165. 

9207310140 Informs that SCA open item 95, previously transmitted in NRCs phase I 
review of Study Plan, 8,3.1. 2. 1.4,could not be resolved in near-term.Progress in resolv- 
ing open items will be reported in characterization progress repts. 

ROBERTS.J.P. Energy. Dept of. HLWR. 92/07/23. HOLONICH,J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 2pp. 62683:115- 
62683:121. 

9207310154 Forwards DOE response to NRC request for addi clarification on SNL QA 
program description.Rev 0.Associated quality requirements matrices also end. 
ROBERTS, J.P. Energy, Dept. of. HLWR. 92/07/23. HOLONICH,J.J. Repository U- 
censing & Quality Assurance Project Directorate (Post 881120). 75pp. 62683:204- 
62683:278. 

9207310187 Forwards, for NRC concurrence, Mod M008 to Cooperative Agreement DE- 
FC04-87AL20532.between DOE & State of TX.Mod addresses NRC comments provid- 
ed in 870430 itr re continuation of use of proposed EPA stds on interim basis. 
THOMAS, M.J. Energy, Dept. of. 92/07/24. SURMEIER.J. Uranium Recovery Branch 
(Post 901230). 9pp. 62615:350-62615:358. 

9207310259 Forwards Issuance of Corrective Action Request YM-92-057 from Yucca 
Mountain QA Div Audit YMP-92-19 of LASL 

SPENCE, R.E. Energy, Dept. of. HLWR. 92/07/24. CANEPA,J.A. Los Alamos National 
Laboratory. 5pp. 62683:295-62683:299. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


9207170212 Requests attendance at NRC annual LLW Regulatory Workshop to give 45 
minute speech on relationship of site characterization to performance assessment & 
confirmation of assessment models through site characterization. 

ROSS.F.W. Low-Level Waste Management Branch (Post 901230). FIN A-1764. 92/ 
07/08. KOZAK, M.W. Sandia National Laboratories. 2pp. 62436:298-62436:299. 


XPORTUC EXPORT AND IMPORT LICENSES 


9207010356 Advises that license XCOM-1077 be issued to export to Germany & 
UK,active & passive fuel rod scanners for non-destructive Insp of commercial power 
r0dotor fu0i 

STRATFORD, R.J. State, Dept of, Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 92/06/24. DENTON, H.R. Office of International Programs (Post 911117). 1p. 
62183:060-62183:060. 
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0207010360 Advises that license XSNM-2688 be issued for authorization to export to 
Belgium.plutionium sources containing 43.7 g plutonium & U sources containing 57.7 g 
U to European Central Bureau of Nuclear Measurements. 

STRATFORD, R.J. State, Dept, of. Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. 92/06/24, DENTON,H.R. Office of International Programs (Post 911117). 2pp. 
62183:061-62183:062. 

9207070366 Responds to 920527 inquiry re exports & retransfers of nuclear matls & 
equipment to several countries-Answers to specific questions end. 

RATHBUN,D.K. NRC - No Detailed Affiliation Given. CCS. 92/06/17. WOLPE.H. 
House of Rep. 6pp. 62412:036-62412:043. 

-9207070374 Requests response to questions re “Nuclear Non-proliferation Prevention 
Act,*' be provided within 15 working days or no later than 920617. 

MARK^EJ. House of Rep. CCS. 92/05/27. THE CHAIRMAN Commissioners (Post 
750119). 7pp. 62412:041-62412:043. 

9207100001 Forwards application for license to export U,as UF6,to Japan.Confirms that 
mat! not of Australian or Canadian origin. 

FISK,R.H. Ediow International Co. 92/07/06. WRIGHT,B. Assistant Director for 
Export/Import & International Safeguards. Ip. 62331:224-62331:225. 

-9207100002 Application for license to export 730 kg U,as UF6.to Japan. 

FISK,M. Ediow International Co. KLK-72. 92/07/06. Ip. 62331:225-62331:225. 

9207100003 Forwards application for license to export 185 kg U,as enriched UF6.to 

IKiDA,M. Mitsui & Co. (USA), Inc. MBK-F2-R14. 92/07/02. Office of International Pro- 
grams (Post 911117). Ip. 62331:226-62331:227. 

9207100223 Forwards application for license to export 19,207 kg U02 power.up to 
4.95% enrichment.to Jwan.Fee paid. 

MURRAY,D.L GoneralElectric Co. DLM9239. 92/07/02. WRIGHT.B. Office of Inter- 
national Programs (Post 911117). 1p. 62366:159-62366:160. 

-9207100224 Application for license to export 19,207 kg U02 power, enriched to 
4.95%, to Japan. 

MURRAY.D.L General Electric Co. 92/06/24. Ip. 62366:160-62366:160. 

9207100229 Forwards application for license to export 50,000 Ci tritium to South 
Africa.Production schedule should be withheld. 

RISK,R.H. Ediow International Co. 92/07/01. WRIGHT, B.L Office of International Pro- 
grams (Post 91 1 1 1 7). 1 p. 62364:351 -62364:352. 

-9207100230 Application for license to export 50,000 Ci tritium to South Africa. 
FISK,R.H. Ediow International Co. AEC-1. 92/06/30. Ip. 62364:352-62364:352. 

9207130209 Requests for GOJ assurances for cooperation for diplomatic notes ex- 
changed for case number 175. 

* State, Dept. of. 92/07/13. U.S. Embassies. Ip. 62338:006-62338:006. 


9207130271 Forwards lists of all exports actions completed by NRC during June.all new 
export applications received in June & all cases pending as of June 1992. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/07/ 
10. DELABARRE,R. State, Dept. of. 4pp. 62388:348-62388:354. 

9207150229 Ack receipt of Notes 269 & 343,dtd 920422 & 0519, respectively re notifi- 
cation of intended transfer of items under Agreement for Cooperation Between Govt 
of Japan & Govt of US concerning Peaceful Uses of Nuclear Energy. 

CORBETT, N. Japan. 92/05/21. U.S. Embassies. 5pp. 62409:320-62409:324. 

9207160382 License for GE to export 226 kg u-235, contained in 6,488 kg u,to Japan. 
HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. FDF Si- 
ll 3. 92/07/10. 2pp. 62396:054-62396:055. 

9207160383 License for NIST to export 46.8 g U-235 & 43.7 g Pu contained in 57.5 g U 
& Pu-239 & Pu-241 .respectively, to Belgium. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/07/ 
10. 2pp. 62396:340-62396:341. 

9207170145 Forwards application for license to export 50,000 Ci tritium for use as fabri- 
cation of sealed light sources to South Africa. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/07/ 

09. THORNE.C.E. Energy, Dept. of. Ip. 62403:082-62403:084. 

9207170157 Forwards application for license to export low enriched U for use as reload 
fuel to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/07/ 

10. THORNE,C.E. State, Dept. of. Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. Ip. 62403:077-62403:079. 

9207170162 Forwards application for license to export 19,207 kg U02 power ranging 
from natural up to max of 4,95% enrichment to Japan. 

HAUBER.R.D. Assistant Director for Exports, Security & Safety Cooperation. 92/07/ 
09. THORNE,C.E. State. Dept, of. Bureau of Oceans & Inti. Environmental & Scientific 
Affairs. Ip. 62403:074-62403:076. 

9207310143 Application for license to export 10,115 U.containing 380 g U-235,to Japan. 
HASSAN.H. B&W Fuel Co. 660-1 32H. 92/07/17. 4pp. 62585:357-62&5:360. 

9207310195 Application for license to export 102,404 U.containing U-235 to France. 

* Transnuclear, Inc. TNP-526. 92/07/21. 7pp. 62588:142-62588:148. 

9207310227 Forwards check in amount of $580.00 as payment for renewal of license 
XBO-1280,due to expire on 920731. per telcon. 

PULLEN, B.G. SRB Technologies, Inc. 92/07/22. WRIGHT.B. Office of International 
Programs (Post 911117). Ip. 62581:346-62581:346. 
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50-498 

S 

AZARM,M.A. 

9207010354* 

TOPREP 
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AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

A2ARM,M.A. 

9207010356* 

TOPREP 


BACA.R.G. 

9207300131 

WASTE MGT 

B4ER,W.E. 

9207020064 

50-498 

G 

BAER,W.E. 

9207020064 

50-498 

G 

BAER.W.E. 

9207020067* 

50-498 

G 

BAER,W.E. 

9207020067* 

50-498 

G 

BAGGETT,S.L 

9207160155* 

FOIA 


BAILEY,J.A. 

9207070015 

50-482 

S 

BAILEY, J.A. 

9207140113 

50-482 

S 

BAILEY,J.A. 

9207150157 

50-482 

R 

BAILEY J.A. 

9207160281 

50-482 

S 

BAILEY,J.A. 

9207210110 

50-482 

R 

BAILEY,R.M. 

9207310013* 

50-315 

V 

BAILEY,W.J. 

9207270321 

NUREG 


BAIN,M.P. 

9207200206 

50-213 

R 

BAIR,G.G. 

9207140323 

50-344 

R 

BAJRASZEWSKIJ. 

9207080246 

50-328 

S 

BAJRASZEWSKIJ. 

9207150110 

50-328 

S 

BAJRASZEWSKIJ. 

9207310166 

50-328 

S 

BAKER,B.W. 

9207160056 

PR 


BAKER.D.L 

9207070236 

50-315 

S 

BAKER,D.L. 

9207140311 

50-315 

S 

BAKERJ.W. 

9207020094 

50-397 

S 

BAKERJ.W. 

9207020098 

50-397 

S 

BAKERJ.W. 

9207020274 

50-397 

R 

BAKERJ.W. 

9207080280 

50-397 

S 

BAKERJ.W. 

9207160381 

50-397 

S 

BAKERJ.W. 

9207200164 

50-397 

R 

BAKER,J.W. 

9207220209 

50-397 

S 

BAKERJ.W. 

9207220242 

50-397 

S 

BAKERJ.W. 

9207220386 

50-397 

R 

BAKERJ.W. 

92072402Q1 

50-397 

S 

BAKER,L 

9207020325* 

CONTRACT 


BAKER,M.N. 

9207230030* 

PROJ 


BALDWIN,R.S. 

9207140187* 

50-302 

V 

BALMAIN,P.A. 

9207020056* 

50-424 

Q 

BANGART,R.L. 

9207070217 

WASTE MGT 

BANNER,C. 

9207060144 

50-354 

F 

BANNING,P.D. 

9207220274 

50-339 

P 

BARBER,D.E. 

9207140262 

NUREG 


BARBER.T. 

9207020083 

50-265 

S 

BARBOUR,D.A. 

9207130050 

PR 


BARBOUR,D.A. 

9207270031 

PR 


BARGER-MCCORMIC 

9207090260 

50-237 

Q 

BARGER-MCCORMIC 

9207090266* 

50-237 

Q 

BARKER,A.R. 

9207310221* 

50-293 

Q 

BARKLEY,R.S. 

9207160053 

PR 


BARNARD,E. 

9207220160 

ACRS 


BARNARD,E.M. 

9207230108 

ACRS 


BARNES,!. 

9207060074* 

50-295 

K 

BARNES, 1. 

9207300018* 

50-482 

Q 

BARON,M.J. 

9207200184 

50-277 

R 

BARON,R.R. 

, 9207070319 

50-259 

Q 

BARON, R.R. 

9207130075 

50-259 

P 

BARON,R.R. 

9207160157 

50-259 

R 

6ARON,R.R. 

9207240165 

50-259 

p 

BARON,R.R. 

9207300245 

50-259 

F 

BARR,K.P. 

9207010323* 

50-390 

Q 

BARR,K.P. 

9207140087* 

50-390 

Q 

BARR,K.P. 

9207140112* 

50-390 

Q 

BARRETT, RJ. 

9207020013* 

50-454 

P 

BARRETT,RJ. 

9207060297* 

50-237 

P 

BARRETT.RJ. 

9207070093* 

50-295 

P 

BARROW,M. 

9207200159 

40-8027 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUUBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BARTH, C.A. 

9207200036 

50-312 

G 

BEACH,A.B. 

9207300049 

50-298 

Q 

BECKMAN.W.L 

9207270108 

50-155 

Q 

BARTON.JJ. 

9207020290 

50-219 

P 

BEALLJ.E. 

9207170025* 

50-219 

Q 

8EEDLE.R.E. 

9207060128 

50-333 

F 

BARTON.JJ. 

9207080337 

50-219 

P 

BEARD, P.M. 

9207100196 

50-302 

K 

BEEDLE,R.E. 

9207130013 

50-286 

H 

BARTON.JJ. 

9207140042 

50-219 

P 

BEARD.P.M. 

9207140213 

50-302 

Q 

BEEDLE.R.E. 

9207130025 

PR 


BARTON.JJ. 

9207140052 

50-219 

Q 

BEARD.P.M. 

9207160062 

50-250 

H 

BEEDLE,R.E. 

9207140290 

50-333 

Q 

BARTON, JJ. 

9207140080 

50-219 

S 

BEARD.P.M. 

9207170056 

50-302 

Q 

BEEDLE,R.E. 

9207150141 

50-333 

P 

BARTON,JJ. 

9207170151 

50-219 

S 

BEARD.P.M. 

9207210329 

50-302 

Q 

BEEDLE.R.E. 

9207170089 

50-286 

P 

BARTON, JJ. 

9207200181 

50-219 

P 

BEARD.P.M. 

9207240181 

60-302 

P 

BEEDLE.R.E. 

9207220187 

50-333 

K 

BARTON.JJ. 

9207200198 

50-219 

R 

BEARD.P.M. 

9207270070 

PR 


BEEDLE.R.E. 

9207230121 

PR 


BASS.W.B. 

9207270017 

PRM 


BEARD.P.M. 

9207300112 

60-302 

P 

BEEDLE.R.E. 

9207240092 

50-286 

K 

BASSO.L.V. 

9207160023 

PRM 


BECHHOEFER.C. 

9207020096 

50-312 

G 

BEEDLE.R.E. 

9207270002 

50-333 

Q 

BAUCOM.C.T. 

9207020223 

50-261 

S 

BECK.C. 

9207230256* 

70-146 


BEEDLE.R.E. 

9207270003 

50-286 

P 

BAX,R.L 

9207020099* 

50-265 

S 

BECK.C.K. 

9207210262* 

70-146 


BEEDLE.R.E. 

9207270004* 

50-286 

P 

BAX,R.L 

9207070090 

50-265 

S 

BECK.C.K. 

9207210266* 

70-146 


BEEDLE.R.E. 

9207300168 

50-286 

Q 

BAX.R.L. 

9207070098 

50-265 

S 

BECK,C.K. 

9207220097* 

70-146 


BEILMAN.T.P. 

9207290003 

50-315 

S 

BAX.R.L. 

9207070111 

50-254 

S 

BECK.C.K. 

9207220107* 

70-146 


BELANGER,J.L 

9207280215* 

50-237 

Q 

BAX.R.L 

9207070154 

50-254 

R 

BECK.C.K. 

9207220124* 

70-146 


BELCHER, F.H. 

9207100107* 

FOIA 


BAX.R.L. 

9207070259 

50-254 

S 

BECK.C.K. 

9207220189* 

70-146 


BELISLE,G.A. 

9207010228 

50-413 

Q 

BAX,R.L. 

9207140033 

50-254 

S 

BECK.C.K. 

9207220211* 

70-146 


BELISLE.G.A. 

9207010283 

50-413 

Q 

BAX.R.L 

9207140188 

50-265 

S 

BECK.C.K. 

9207220223* 

70-146 


BELISLE.G.A. 

9207140066* 

50-413 

Q 

BAX,R.L 

9207160357 

50-254 

S 

BECK.C.K. 

9207220277* 

70-146 


BELISLE,G.A. 

9207170006 

50-269 

Q 

BAX.R.L. 

9207300169 

50-265 

S 

BECK.C.K. 

9207220320* 

70-146 


BELISLE.G.A. 

9207270019* 

50-269 

Q 

BAX.R.L 

9207300171 

50-254 

S 

BECK,C.K. 

9207220338* 

70-146 


BELKE.W.L. 

9207090095* 

WASTE MGT 

BAXTER.T.A. 

9207060026 

50-312 

G 

BECK.C.K. 

9207220366* 

70-146 


BELLD.D. 

9207310131 

50-286 

F 

BAXTER.T.A. 

9207100026 

50-312 

G 

BECK,C.K. 

9207220422* 

70-146 


BELLMJ. 

8901090278* 

27-48 


BAXTER.T.A. 

9207100026 

50-312 

G 

BECK,C.K. 

9207230032* 

70-146 


BELL.S.R. 

9207130176* 

50-461 

Q 

BAXTER, TA 

9207270126 

50-312 

G 

BECK,C.K. 

9207230035* 

70-146 


BELLAMY.R.R. 

9207090208 

70-698 


BAXTER.T.A 

9207270126 

50-312 

G 

8ECK.C.K. 

9207230045* 

70-146 


BELLES,T.D. 

9207200134 

50-387 

R 

BEACH,A.B. 

9207010099 

50-382 

F 

BECK.C.K. 

9207230046* 

70-146 


BENDER.R.P. 

9207220141 

QA999 


beach,a.b. 

9207010110 

50-382 

Q 

BECK,C.K. 

9207230054* 

70-146 


BENESOLE.S.G. 

9207170067 

50-269 

S 

BEACH.A.B. 

9207010209 

50-285 

F 

BECK.C.K. 

9207230061* 

70-146 


BENESOLE,S.G. 

9207270059 

50-269 

S 

BEACH, A.B. 

9207010284 

50-445 

Q 

BECK.C.K. 

9207230072* 

70-146 


BENESOLE.S.G. 

9207270114 

50-269 

S 

BEACH, A.B. 

9207070025 

50-458 

Q 

BECK.C.K. 

9207230126* 

70-146 


BENNETT.E.A. 

9207160377 

50-245 

S 

BEACH,A.B. 

9207070038 

50-458 

Q 

BECK.C.K. 

9207230167* 

70-146 


BENSON.M. 

9207150013 

50-254 

R 

BEACH.A.B. 

9207070054 

50-458 

Q 

BECK.C.K. 

9207230178* 

70-146 


BERG.B. 

9207240254 

50-409 

1 

BEACH, A.B. 

9207070083 

50-498 

Q 

BECK.C.K. 

9207230181* 

70-146 


BERGER.R.D. 

9207220142* 

FOIA 


BEACH, AB. 

9207070091 

50-458 

Q 

BECK.G.E. 

9007130058* 

FOIA 


BERGMAN.T.A. 

9207020248 

50-445 

P. 

BEACH,A.B. 

9207070092 

50-482 

Q 

BECK,G.E. 

9007130062* 

FOIA 


BERGMAN.T.A. 

9207060168 

50-445 

P 

BEACH,A.B. 

9207070105 

50-382 

Q 

BECK.G.E. 

9007130084* 

FOIA 


BERGMAN,T.A. 

9207080138 

50-445 

P 

BEACH,A.B. 

9207070109 

50-482 

V 

BECK.G.E. 

9007130085* 

FOIA 


BERGMAN.T.A. 

9207090321 

50-445 

P 

BEACH, AB. 

9207070113 

50-445 

F 

BECK,G.J. 

9207020310 

50-277 

F 

BERGMAN,T.A. 

9207310225 

50-445 

P 

BEACH, A.B. 

9207070118 

50-382 

Q 

BECK,G.J. 

9207060257 

50-277 

P 

BERGMANNJ.W. 

9207060017 

50-304 

S 

BEACH, AB. 

9207070129 

50-298 

F 

BECK.G.J. 

9207090009 

50-352 

Q 

BERGQUISTJ.R. 

9207020304* 

WASTE MGT 

BEACH, AB. 

9207070219 

50-445 

Q 

BECK,G.J. 

9207100227 

50-277 

F 

BERKOW.H.N. 

9207020048* 

50-302 

P 

BEACH,A,B. 

9207070379 

50-313 

F 

BECK.G.J. 

9207130041 

PR 


BERKOW.H.N. 

9207060225 

50-302 

P 

BEACH,A.B. 

9207080252 

50-313 

Q 

BECK.G.J. 

9207150032 

50-353 

P 

BERKOW.H.N. 

9207090290 

50-280 

P 

BEACH,AB. 

9207080274 

50-285 

Q 

BECK.G.J. 

9207150124 

50-352 

P 

BERKOW.H.N. 

9207140293 

50-280 

P 

BEACH,A.B. 

9207080278 

50-285 

S 

BECK.G.J. 

9207170038 

50-277 

P 

BERKOW.H.N. 

9207140304 

50-280 

P 

BEACH, AB. 

9207080301 

50-458 

Q 

BECK,G.J. 

9207170230 

50-277 

F 

BERKOW.H.N. 

9207230135* 

50-389 

P 

BEACH, AB. 

9207090027 

50-313 

Q 

BECK,G.J. 

9207200002 

50-352 

P 

BERKOW.H.N. 

9207290172* 

60-302 

P 

BEACH,A.B. 

9207100143 

50-445 

Q 

BECK.G.J. 

9207200156 

50-277 

P 

BERKOW.H.N. 

9207290200* 

50-302 

p 

BEACH ,AB. 

9207130264 

50-482 

F 

BECK.G.J. 

9207230164 

50-277 

P 

BERKOW.H.W. 

9207020063* 

50-302 

P 

BEACH ,A.B. 

9207140057 

50-285 

Q 

BECK.G.J. 

9207230172 

50-277 

P 

BERLINGER.C.H. 

9207130113 

ORG 


BEACH, AB. 

9207140145 

50-298 

V 

BECK,G.J. 

9207280277 

50-277 

P 

BERLINGER.C.H. 

9207230246 

i&E 


BEACH, AB. 

9207140154 

50-285 

Q 

BECK,G.J. 

9207290050 

PR 


BERLINGER.C.H. 

9207310042 

l&E 


BEACH, AB. 

9207140162 

50-458 

V 

BECK.G.J. 

9207300224 

50-277 

Q 

BERNARDJ.A. 

9207090006 

50-20 

Q 

BEACH (AB. 

9207140163 

50-498 

Q 

BECK.G.J. 

9207310183 

50-277 

F 

BERNARD,J.A. 

9207240003 

50-20 

V 

BEACH,AB. 

9207140167 

50-285 

V 

BECKERJ. 

9207300167 

PR 


BERNERO.R.M. 

9207010139 

70-820 


BEACH ,A.B. 

9207160225 

50-498 

Q 

BECKHAM,J.T. 

9207070011 

50-321 

P 

BERNERO.R.M. 

9207080013 

WASTE MGT 

BEACH ,AB. 

9207160291 

50-382 

Q 

BECKHAM, J.T. 

9207070402 

50-321 

P 

BERNERO,R.M. 

9207080310 

40-8820 


BEACH, AB. 

9207160308 

50-498 

Q 

BECKHAM.J.T. 

9207140176 

50-321 

S 

BERNERO,R.M. 

9207100171 

40-7604 


BEACH, AB. 

9207160322 

50-298 

Q 

BECKHAM.J.T. 

9207160140 

50-321 

R 

BERNERO.R.M. 

9207130115 

40-8027 


BEACH,AB. 

9207160328 

50-298 

Q 

BECKHAM,J.T. 

9207160274 

50-366 

S 

BERNERO,R.M. 

9207140174 

50-201 

P 

BEACH 

920717001 1 

50-285 

S 

BECKHAM, J.T. 

9207160277 

50-321 

S 

BERNERO.R.M. 

9207140202 

40-8027 


B EACH , AB. 

9207170182 

50-382 

Q 

BECKHAM.J.T. 

9207200078 

50-321 

P 

BERNERO.R.M. 

9207140256* 

40-8027 


BEACH,A.B. 

9207170187 

50-267 

Q 

BECKHAM.J.T. 

9207200244 

50-366 

P 

BERNERO,R.M. 

9207150349* 

50-201 

P 

BEACH,AB. 

9207170274 

50-313 

Q 

BECKHAM,J.T. 

9207240128 

50-321 

P 

BERNERO,R.M. 

9207220185 

WASTE MGT 

B EACH, A. B. 

9207200014 

50-498 

F 

BECKHAM,J,T. 

9207240168 

50-321 

S 

BERRY.R.L. 

9207140314 

50-26 

R 

BEACH,AB. 

9207200017 

50-368 

V 

BECKHAM.J.T. 

9207240184 

50-321 

Q 

BERTING.F.M. 

9207270321 

NUREQ 


BEACH ,AB. 

9207200025 

50-482 

F 

BECKHAMJ.T. 

9207240252 

50-321 

Q 

BETTENHAUSEN.L 

9207170160 

50-334 

V 

BEACH,AB. 

9207200028 

50-445 

Q 

BECKHAMJ.T. 

9207300044 

50-366 

S 

BETTENHAUSEN.L 

9207140142 

50-410 

V 

BEACH A-B. 

9207200061 

50-498 

Q 

BECKHAM,J.T. 

9207310173 

50-321 

S 

BETTENHAUSEN.L 

9207160029 

50-443 

Q 

BEACH,AB. 

9207210011 

50-382 

F 

BECKHANJ.T. 

9207240192 

50-366 

S 

BETTENHAUSEN.L 

9207160280 

50-286 

Q 

BEACH,A.B. 

9207210020 

50-445 

V 

beckjoro.es. 

9207060242 

REVIEW 6R P 

BETTENHAUSEN.L 

9207170024 

50-219 

Q 

BEACH A>B. 

9207210059 

50-313 

Q 

BECKJORD.ES. 

9207130272 

NUREQ 


BETTENHAUSEN.L 

9207170062 

50-271 

V 

BEACH,AB. 

9207210131 

50-498 

Q 

BECKJORD,E.S. 

9207200197* 

REVIEW GR P 

BETTENHAUSEN,L 

9207170166 

50-317 

V 

BEACH,A6. 

9207240021 

50-482 

Q 

BECKJORD.E.S. 

9207200202* 

REVIEW GR P 

BETTENHAUSEN,L 

9207170175 

50-244 

V 

BEACH, A.B. 

9207240038 

50-298 

F 

BECKJORD.E.S. 

9207220282 

NUREG 


BETTENHAUSEN,L 

9207170181 

50-213 

V 

BEACH,AB. 

9207240081 

50-458 

Q 

BECKJORDJ.S. 

9207150342 

NUREG 


BETTENHAUSEN.L 

9207170185 

50-286 

V 

BEACH, AB. 

9207280037 

50-382 

Q 

BECKMAN,W.L 

9207080177 

50-155 

P 

BETTENHAUSEN.L 

9207170192 

50-213 

P 

BEACHAB. 

9207280046 

50-482 

F 

BECKMAN.W.L 

9207090003 

50-155 

S 

BETTENHAUSEN.L 

9207170232 

50-352 

Q 

BEACH,AB. 

9207280052 

50-313 

Q 

BECKMAN.W.L 

9207130117 

50-155 

R 

BETTENHAUSEN.L 

9207210042 

50-26 

P 

BEACHAB. 

9207280092 

50-285 

S 

BECKMAN.W.L 

9207130138 

50-155 

p 

BETTENHAUSEN.L 

9207210086 

50-354 

V 

BEACH,AB. 

9207280166 

50-445 

Q 

BECKMAN.W.L 

9207140318 

50-155 

Q 

BETTENHAUSEN.L 

9207210122 

50-219 

Q 

BEAQHiAB. 

9207280384 

50-498 

F 

BECKMAN.W.L 

9207150237 

50-155 

P 

BETTENHAUSEN,L 

9207210136 

50-277 

P 

BEACHAB. 

9207290043 

50-482 

F 

BECKMAN.W.L 

9207160011 

60-155 

Q 

BETTENHAUSEN.L 

9207210140 

50-271 

P 

BEACH A*B. 

9207290081 

50-382 

Q 

BECKMAN.W.L 

9207220204 

50-155 

P 

BETTENHAUSEN.L. 

9207230185 

50-220 

V 

BEACHAB. 

9207300004 

50-482 

Q 

BECKMAN.W.L 

9207220267 

50-155 

F 

BETTENHAUSEN,L 

9207280118 

50-286 

V 
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SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


HUHBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BETTENHAUSEN.L 

9207280274 

50-213 

P 

BORCHERT.H.R. 

9207240044* 

70-146 


BUNTON.P. 

9207090190* 

WASTE MGT 

BEVAN.R.B. 

9207060163 

50-298 

p 

BORCHERT,R.A. 

9207020086 

50-336 

S 

BUNTON.R. 

9207090130* 

WASTE MGT 

BEVAN,R.B. 

9207060197 

50-298 

p 

BORES, R. 

9207160203* 

50-223 

Q 

BURACKER.C.K. 

9207070388* 

FOIA 


BEYER, J.R. 

9207310241* 

70-3070 


BORES.R.J. 

9207280185* 

50-286 

Q 

BURDICK,T.M. 

9207070266* 

50-454 

V 

BIDINGER.G.H. 

9207020140 

70-1151 


BORES.R.J. 

9207300072* 

50-247 

Q 

BURDICK.T.M. 

9207310013* 

50-315 

V 

BIDINGER.G.H. 

9207020239* 

70-3070 


BOSNAK.R.J. 

8208190047* 

50-373 

P 

BUREN.M.A. 

9207160094 

PR 


BIELBY.M.E. 

9207140136* 

50-331 

V 

BOULETTE.ET. 

9207150139 

50-293 

R 

BURGESS.B. 

9207140149* 

50-440 

Q 

BIGALBAL.M.W. 

9207200206 

50-213 

R 

BOULETTE,E.T. 

9207240174 

50-293 

Q 

BURGESS.B.L. 

9207010093* 

50-254 

Q 

BINKOWSK1.JA 

9207160152 

50-302 

R 

BOURASSA,M.D, 

9207090003 

50-155 

S 

BURGESS.B.L 

9207100112* 

50-454 

Q 

BINKOWSKl.M. 

9207290082 

50-213 

S 

BOUWENS,M.R. 

9207280380* 

40-2253 


BURGESS.B.L 

9207280123* 

50-155 

Q 

BIRD.P.E. 

9207280291* 

FOIA 


BOVINO,M.J. 

9207290079 

PR 


BURKE.B. 

9207140183 

50-416 

S 

BISSETT,P.H. 

9207170259* 

50-245 

Q 

BOWERMAN.B. 

9207140248 

50-324 

P 

BURKE.B.A 

9207300019 

50-416 

S 

BLACK, SA 

9207230016 

PR 


BOWLES,D.K. 

9207280265 

50-245 

Q 

BURNETT.P.T. 

9207140098* 

50-348 

Q 

BUCK.S.C. 

9207090324* 

50-445 

P 

BOX.W.D. 

9207100019* 

71-5740 


BURNS.C. 

9207170064* 

PR 


BLACK, S.C. 

9207100151 

50-416 

P 

BOYCE,T.H. 

9207200064 

PROJ 


BURSKI.R.F. 

9207010018 

50-382 

P 

BLACK, S.C. 

9207230140 

50-445 

P 

BOYD.C.C. 

9207060174 

70-824 


BURSKI.R.F. 

9207010262 

50-382 

Q 

BLACK.S.C. 

9207240037 

50-458 

P 

BOYD,G. 

9207060085 

NUREG 


BURSKI.R.F. 

9207070122* 

50-382 

Q 

BUCKMAN.H.S. 

9207270263 

NUREG 


BOYD.R.S. 

9207290140* 

50-213 

P 

BURSKI.R.F. 

9207090002 

50-382 

P 

BLAHA,J.L 

9207010299 

COMMISSION 

BRADISH.T.R. 

9207070312 

50-528 

S 

BURSKI.R.F. 

9207150014 

50-382 

R 

BLAHA,J.L 

9207070065 

COMMISSION 

BRADISH.T.R. 

9207210319 

50-529 

S 

BURSKI,R.F. 

9207240157 

50-382 

F 

BLAHA,J.L 

9207130007 

COMMISSION 

BRADISH.T.R. 

9207220217 

50-529 

S 

BURSKI.R.F. 

9207280311 

50-382 

Q 

BLAHA,J.L 

9207210317 

COMMISSION 

BRADLEY, E. 

9207200198 

50-219 

R 

BURSKI,R.F. 

9207280333 

50-382 

P 

BLAHA,J.L 

9207220411 

COMMISSION 

BRADY.U.L. 

9207140196* 

40-1478 


BURZYNSKI,M.J. 

9207060148 

50-327 

P 

BLAHA,J.L 

9207310023 

COMMISSION 

BRAM,S.B. 

9207010013 

50-247 

R 

BURZYNSKI.M.J. 

9207160035 

50-260 

F 

BLAHA.J.L 

9207310209 

COMMISSION 

BRAM,S.B. 

9207020279 

50-247 

1 

BURZYNSKI,M.J. 

9207210213 

50-259 

F 

BLAiN.J.M. 

9207080042* 

50-443 

1 

BRAM.S.B. 

9207060287 

50-247 

R 

BURZYNSKI,M.J. 

9207290165 

PR 


BLAKE.J. 

9207020162* 

50-261 

Q 

BRAM.S.B. 

9207090203 

50-247 

F 

BURZYNSKI.M.J. 

9207300253 

50-260 

F 

BLAKE.J.J. 

9207020040* 

50-335 

Q 

BRAM.S.B. 

9207140180 

50-247 

Q 

BUSCHBAUM,D.E. 

9207070056 

50-445 

S 

BLAKE.JJ. 

9207020075* 

50-416 

Q 

BRAM,S.B. 

9207140209 

50-247 

S 

BUSCHBAUM.D.E. 

9207070194 

50-445 

S 

BLAKE, JJ. 

9207270106* 

50-369 

Q 

BRAM,S.B. 

9207160261 

50-247 

F 

BUSCHBAUM.D.E. 

9207070235 

50-445 

s 

BLAKE.J.J. 

9207270121* 

50-259 

Q 

BRAM.S.B. 

9207200048 

50-247 

Q 

BUSCHBAUM.D.E. 

9207140275 

50-445 

S 

BLESSA. 

9207230224 

50-344 

Q 

BRAM.S.B. 

9207200103 

50-247 

F 

BUSCHBAUM.D.E. 

9207200109 

50-445 

s 

BLESSIE,WJ. 

9207060177 

50-285 

S 

BRAM.S.B. 

9207270201 

50-247 

R 

BUSCHBAUM.D.E. 

9207280106 

50-445 

s 

BLESSIE.WJ. 

9207160272 

50-285 

S 

BRAM.S.B. 

9207280022 

50-247 

P 

BUSCHBAUM.D.E. 

9207310104 

50-445 

S 

BLIND.AA 

9207070325 

50-316 

S 

BRAM.S.B. 

9207280023 

50-247 

V 

BUSKEY.W.C. 

9207060074* 

50-295 

K 

BLIND.AA. 

9207170271 

50-316 

R 

BRAM.S.B. 

9207280102 

50-247 

S 

BUTCHER.R.C. 

9207020100* 

50-250 

Q 

BLIND.AA. 

9207170272 

50-315 

R 

BRANCH.M.W. 

9207140044* 

50-280 

Q 

BUTEAU.B.R. 

9207270135* 

50-271 

P 

BLIND.AA. 

9207230287 

50-315 

S 

BRANDSHAUG.T. 

9207220072* 

WASTE MGT 

BUTLER.W.R. 

9207290166* 

50-271 

P 

BLIND.AA. 

9207230290 

50-315 

S 

BRANLUNO.B.J. 

9207200158* 

50-277 

P 

BYKOSKI.L 

9207220028 

WASTE MGT 

BLIND.AA 

9207290003 

50-315 

S 

BREEDING.R.J. 

9207060085 

NUREG 


BYRAM, R.G. 

9207300229 

50-387 

Q 

BLOOM.S. 

9207070377 

50-285 

P 

BREEN.J.J, 

9207160165 

50-335 

R 

BYRD,R.C. 

9207170016* 

PR 


BLCX)M.S.D. 

9207230221 

50-285 

Q 

BREITENBERG.M. 

9207070376 

71-390 


BYRNE.A.H. 

9207100308* 

FOIA 


BLOSSER,J.D. 

9207020247 

50-483 

S 

BRESLAU, B. 

9207010346* 

50-259 

Q 

BYRNE, A.H. 

9207100321* 

FOIA 


BLOSSER,J.D. 

9207140325 

50-483 

R 

BREWER.G.F. 

9207130056 

PRM 


BYRNE,A.H. 

9207100326* 

FOIA 


BLOUGH,A. 

9207170022 

50-213 

Q 

BRIGGS.L 

9207170213 

50-286 

S 

BYRON.P.M. 

9207270030* 

50-324 

Q 

BLOUGH.A.R. 

9207060100 

50-213 

Q 

BRINKMAN.C.B. 

9207200021 

52-2 


BYSTRAK.R. 

9207170164 

50-286 

S 

BLOUGH,A.R. 

9207080071 

50-219 

Q 

BRINKMAN.C.B. 

9207200021 

52-2 


CAHILLW.J. 

9207070056 

50-445 

S 

BLOUGH.A.R. 

9207220299 

50-334 

Q 

BRINKMAN.D.S. 

9207070044 

50-220 

P 

CAHILUW.J. 

9207070061 

50-445 

S 

BLOUGH.A.R. 

9207220337 

50-289 

Q 

BRINKMAN.D.S. 

9207220357 

50-220 

P 

CAHILLW.J. 

9207070194 

50-445 

S 

BLOUGH.A.R. 

9207230049 

50-21$ 

Q 

BRINKMAN.D.S. 

9207220364* 

50-220 

P 

CAHILL,W.J. 

9207070235 

50-445 

S 

BLOUGH.A.R. 

9207230052 

50-219 

Q 

BRINKMAN.D.S. 

9207240188' 

50-220 

P 

CAHILL.W.J. 

9207070383 

50-445 

P 

BLOUGH,A.R. 

9207280224 

50-245 

Q 

BRINKMAN.R.E. 

9207200268* 

FOIA 


CAHILLW.J. 

9207080113 

50-445 

P 

BLUMBERG.NJ. 

9207160042* 

50-443 

Q 

BRINKMAN.R.E. 

9207200281* 

FOIA 


CAHILL,W.J. 

9207100208 

50-445 

P 

BLUMBERG.N.J. 

9207160283* 

50-286 

Q 

BRINKMAN.R.E. 

9207200310* 

FOIA 


CAHILL, W.J. 

9207130214 

50-445 

Q 

BLUMBERG.N.J. 

9207170236* 

50-352 

Q 

BRINKMAN.R.E. 

9207200316* 

FOIA 


CAHILL.W.J. 

9207130238 

50-446 

S 

BOBO.J.T. 

9207080272* 

50-413 

1 

BROEHL,D.J. 

8710190190* 

50-344 

P 

CAHILL.W.J. 

9207140275 

50-445 

S 

BOCKHOLD.G. 

9207130125 

PROJ 


BROMERICK.A.W. 

9207160008 

50-219 

P 

CAHILL, W.J. 

9207150005 

50-445 

Q 

BOCKHOLD.Q. 

9207130218 

PROJ 


BROOKS,P.P. 

9207100302 

WASTE MGT 

CAHILL, W.J. 

9207150182 

50-445 

P 

BOCKHOLD.G. 

9207310174 

PROJ 


BROUGHTON.T.G. 

9207080302 

50-289 

P 

CAHILL, W.J. 

9207150343 

50-445 

Q 

BOEHLERT.S. 

9206040233* 

50-333 

H 

BROUGHTON.T.G. 

9207090176 

50-289 

P 

CAHILL.W.J. 

9207160083 

PR 


BOEHNERT.P. 

9207280225* 

50-424 

O 

BROUGHTON.T.G. 

9207150283 

50-320 

R 

CAHILL, W.J. 

9207160177 

50-445 

F 

BOEHNERT.P. 

9207280232* 

50-424 

O 

BROUGHTON.T.G. 

9207230263 

50-289 

K 

CAHILL.W.J. 

9207170278 

50-446 

S 

BOGER.B. 

9207300056 

50-312 

P 

BROUGHTON.T.G. 

9207280336 

50-289 

P 

CAHILLW.J. 

9207200109 

50-445 

S 

BOGER.B.A. 

9207150309 

ORQ 


BROUGHTON.T.G. 

9207280347* 

50-289 

P 

CAHILL,W.J. 

9207220345 

50-445 

R 

BOGER.B.A 

9207150332* 

ORG 


BROUGHTON.T.G. 

9207300115 

50-289 

F 

CAHILL.W.J. 

9207270057 

50-445 

R 

BOGER.B.A. 

9207230101* 

50-530 

P 

BROUGHTON.T.G. 

9207310133 

50-289 

Q 

CAHILL,W.J. 

9207270060 

50-445 

P 

BOQER.B.A. 

9207300264* 

50-29 

P 

BROWN.E.W. 

9207080268* 

50-413 

1 

CAHILL.W.J. 

9207280106 

50-445 

S 

BOGERpBA 

9207310094* 

50-262 

W 

BROWN.G.D. 

9207160126* 

FOIA 


CAHILLW.J. 

9207300146 

50-446 

S 

BOQER.B.A. 

9207310236* 

50-29 

F 

BROWN.G.D. 

9207160160* 

70-925 


CAHILL.W.J. 

9207310104 

50-445 

S 

BOGER.B.A. 

9207310240* 

50-322 

W 

BROWN.G.D. 

9207160295* 

40-1478 


CAIN.C.L 

9207070075* 

40-8027 


BOHLKE.W.H. 

9207080119 

50-335 

P 

BROWN.R.B. 

9207150291 

40-8794 


CAIN.C.L 

9207080229* 

40-8027 


BOHLKE,W.H. 

9207080123 

50-250 

P 

BROWN.S. 

9207170061 

50-312 

P 

CAIN.C.L. 

9207240011* 

40-8027 


BOHLKE.W.H. 

9207130026 

PR 


BROWN.S. 

9207170082 

50-312 

P 

CAIN.F.S. 

9207080287* 

50-266 

H 

BOHLKE.W.H. 

9207270054 

PR 


BROWN.S.W. 

9207160389 

50-322 

W 

CAIN.F.S. 

9207080289* 

50-266 

H 

BOK.J.T. 

9207080033* 

50-443 

1 

BROWN.S.W. 

9207170070 

50-322 

W 

CAINE,T.A. 

9207200158* 

50-277 

P 

BOLANDAT. 

9207140125* 

50-400 

Q 

BROWN.S.W. 

9207230083 

50-322 

w 

CALCE,J.V. 

9207270038 

PRM 


BOLDT,Q.L 

9207090181 

50-302 

S 

BROWN.S.W. 

9207310237 

50-322 

w 

CALDWELL.J.L. 

9207060086* 

50-356 

V 

BOLDT,Q,L 

9207090184 

50-302 

S 

BROWN.T.D. 

9207060085 

NUREG 


CALDWELL.J.L. 

9207060094* 

50-5 

V 

BOLDT.Q.L 

9207160152 

50-302 

R 

BROWN.Y. 

9207130181 

CONTRACT 

CALDWELL.J.L. 

9207060102* 

50-151 

V 

BOLDT,Q.L 

9207170007 

50-302 

V 

BRULE.E.T. 

9207230165* 

CONTRACT 

CALDWELL.J.L. 

9207220370* 

50-59 

V 

BOLDT.Q.L 

9207300249 

50-302 

S 

BUCH.W.H. 

9207070291 

50-213 

F 

CALDWELLJ.L 

9207230081* 

50-182 

V 

BOLLWERK,Q.P. 

9207090010 

50-348 

G 

BUCHHOLZ.C. 

9207060120 

52-1 


CALDWELLJ.L 

9207230100* 

50-326 

V 

BOLLWERK,Q.P. 

9207200070 

50-348 

G 

BUCKLEY.B.C. 

9207060069 

50-280 

P 

CALDWELL.J.L. 

9207230107* 

50-407 

V 

BONNETT.F.P. 

9207170029* 

50-219 

Q 

BUCKLEY.B.C. 

9207230218 

50-280 

P 

CALDWELL.J.L 

9207240043* 

50-407 

V 

BONSER.B.R. 

9207020056* 

50-424 

Q 

BUCKLEY, B.C. 

9207280317 

50-280 

F 

CALLAHAN.MA 

9207070386* 

FOIA 


BOOK.H.E 

9207150154* 

70-140 


BUCKLEY.B.C. 

9207300113 

50-280 

P 

CALLAHAN.M.A. 

9207070389* 

FOIA 


BOOKER.S.R. 

9207060052 

27-48 


BULURD.C.W. 

9207270055 

PR 


CALLAN,LJ. 

9207010162 

50-274 

F 

BOOTH.C.E. 

9207060264 

50-285 

S 

BUNDSCHUH.J. 

9207300169 

50-265 

S 

CALUN.LJ. 

9207070071 

40-8027 
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CALUN.LJ. 

9207080223 

40-8027 


CHAFFEE,A.E. 

9207160354 

50-285 

S 

CURKSON.D. 

9207170177* 

50-482 

F 

CALUN.LJ. 

9207170194 

40-8027 


CHAFFEE.A.E. 

9207200035 

50-2 

S 

CUSS.R.N. 

9207200282* 

FOIA 


CALUN.LJ. 

9207210016 

40-8027 


CHAMBERS,R.H. 

9207010123 

50-261 

F 

CUSS,R.N. 

9207200288* 

FOIA 


CALUN.LJ. 

9207210029 

STATE PROG 

CHAMBERS.R.H. 

9207020223 

50-261 

S 

CUY.G.W. 

9207080272* 

50-413 

I 

CALUN.LJ. 

9207240010 

40-8027 


CHAMBERS,R.H. 

9207090195 

50-261 

S 

CUYBORNE.H.E. 

9207080268* 

50-413 

I 

CALUN.LJ. 

9207240016 

40-8027 


CHAMBERS.R.H. 

9207130080 

50-261 

P 

CUYTON.B. 

9207090340 

50-237 

Q 

CALVERT, J. 

9207170229* 

50-271 

Q 

CHAMBERS,R.H. 

9207150019 

50-261 

R 

CUYTON.B. 

9207090343* 

50-237 

Q 

CALVERT, J. 

9207280195* 

50-387 

Q 

CHAMBERS, R.H. 

9207150127 

50-261 

F 

CUYTON.B. 

9207130134 

50-237 

S 

CALVO,J.A. 

9207100074 

50-334 

F 

CHAMBERS.R.H. 

9207150280 

50-261 

S 

CUYTON.B. 

9207200033 

50-454 

F 

CALVO.J.A. 

9207100087* 

50-334 

F 

CHAMBERS.R.H. 

9207230043 

50-261 

S 

CUYTON.B. 

9207280319 

50-237 

Q 

CALVO,J.A. 

9207240020 

50-277 

F 

CHAMBERS, R.H. 

9207230292 

50-261 

F 

CUYTON.B. 

9207280324* 

50-237 

Q 

CAMERON.J.L 

9102120152* 

FOIA 


CHAMPLIN,R.L 

9207100027* 

40-7603 


CUYTON.B. 

9207280345* 

50-237 

Q 

CAMERON.J.L 

9109240016* 

FOIA 


CHAN.T.N. 

9207130057 

PR 


CLEMENTS.F.R. 

9207200114 

PR 


CAMERON, J.L. 

9110080002* 

FOIA 


CHANCELLOR.D. 

9207270129* 

40-8681 


CUNE.W.E. 

9207010196 

50-335 

Q 

CAMERON.J.L 

9207200309* 

FOIA 


CHANEY, H.D. 

9207150228* 

50-397 

Q 

CLINE,W.E. 

9207020173 

50-259 

Q 

CAMERON,J.L 

9207210335* 

FOIA 


CHAPPO,P.M. 

9207070412 

40-6622 


CLINE,W.E. 

9207140056 

70-27 


CAMERON, J.L 

9207220381 * 

FOIA 


CHARNOFF,G. 

9207090012 

50-346 

M 

CLINE,W.E. 

9207140101 

50-302 

Q 

CAMERON, J.L 

9207240219* 

FOIA 


CHARNOFF.G. 

9207090012 

50-346 

M 

CLINE.W.E. 

9207140109 

50-324 

Q 

CAMERON, J.L 

9207240236* 

FOIA 


CHASE.P.J. 

9207160129 

PRM 


CLINE.W.E. 

9207140116 

50-250 

Q 

CANIANO.R.J. 

9207010052* 

40-8724 


CHATTEN,R.E. 

9207020101* 

CONTRACT 

CLINE, W.E. 

9207140121 

50-400 

Q 

CANIANO.R.J. 

9207010231* 

40-8135 


CHAUDHARY,S.K. 

9207170229* 

50-271 

Q 

CLINE.W.E. 

9207140127 

70-143 


CANTRELL.F.S. 

9207270092* 

50-395 

Q 

CHAVET.K.A. 

9207170267 

50-528 

R 

CLINE.W.E. 

9207140132 

50-369 

Q 

CANTRELL.F.S. 

9207280043 

50-348 

Q 

CHAWAGA,D. 

9207010069* 

50-277 

Q 

CLINE.W.E. 

9207220064 

50-324 

F 

CAPHTON.D.L 

9207160283* 

50-286 

Q 

CHERNOFF,A.R. 

9207020147 

WASTE MGT 

CLINE, W.E. 

9207220071 

50-321 

F 

CAPPUCCIO.G. 

9207270135* 

50-271 

P 

CHERNOFF.A.R. 

9207080137 

WASTE MGT 

CLINE,W.E. 

9207270006 

50-395 

F 

CAPRA,R.A. 

9207020044 

50-317 

P 

CHERNOFF,A.R. 

9207080214 

WASTE MGT 

CLINE.W.E. 

9207270015 

70-1113 


CAPRA, R.A. 

9207020244* 

50-286 

P 

CHERNOFF,A.R. 

9207130171 

WASTE MGT 

CLINE,W.E. 

9207280015 

50-250 

F 

CAPRA.RA 

9207020323 

50-220 

P 

CHERNOFF,A.R. 

9207130180 

WASTE MGT 

CLUKEY.H.V. 

9207160318* 

40-1478 


CAPRA.R.A. 

9207070016* 

50-317 

P 

CHERNOFF.A.R. 

9207170140 

WASTE MGT 

COATES.K. 

9207080198 

50-410 

S 

CAPRA.R.A. 

9207070047* 

50-220 

P 

CHERNOFF.A.R. 

9207270165 

WASTE MGT 

COBB.G.H. 

9207100254* 

40-1478 


CAPRA.R.A. 

9207100234 

50-286 

P 

CHERNOFF,A.R. 

9207300244 

WASTE MGT 

COBB.G.H. 

9207240098* 

70-340 


CAPRA, R.A. 

9207100246* 

50-286 

P 

CHEUNG.L 

9207010036* 

50-293 

Q 

COCOROS,A.E. 

9207130162* 

WASTE MGT 

CAPRA, R.A. 

9207160186* 

50-286 

P 

CHEUNG.L 

9207280195* 

50-387 

Q 

COFFMAN,F.D. 

9207010322 

ORG 


CAPRA.R.A. 

9207160363* 

50-286 

P 

CHI,LL 

9207300073* 

50-10 

P 

COHEN.H.D. 

9207090139* 

40-8081 


CAPRA, R.A. 

9207200127* 

50-317 

P 

CHICOTS.J.M. 

9207170079* 

50-390 

A 

COHEN.H.D. 

9207090226* 

40-8081 


CAPRA,RA 

9207210120* 

50-333 

P 

CHICOTS,J.M. 

9207170083* 

50-390 

A 

COHEN.H.D. 

9207090247* 

40-8081 


CAPRA, RA. 

9207210284 

50-220 

P 

CHICOTTS.J.M. 

9207280271* 

50-315 

P 

COHEN.H.D. 

9207090250* 

40-8081 


CAPRA, RA 

9207210299* 

50-220 

P 

CHIELDS,J.M. 

9207140227 

50-374 

P 

COHEN.W. 

9207090136* 

40-8081 


CAPRA.R.A. 

9207220208* 

50-247 

P 

CHILDS.W.V. 

9207020136 

50-333 

S 

COLBURN, T. 

9207200313 

50-341 

P 

CAPRA, R.A, 

9207220229* 

50-286 

P 

CHILDS.W.V. 

9207020144 

50-333 

S 

COLBURN, T. 

9207300096 

50-341 

P 

CAPRA, R.A. 

9207270269 

TOPREP 


CHILDS.W.V. 

9207020156 

50-333 

S 

COLBURN,T.G. 

9207060141 

50-341 

P 

CARBONARO,J. 

9207010354* 

TOPREP 


CHILDS.W.V. 

9207140159 

50-333 

S 

COLBURN, T.G. 

9207060164 

50-341 

Q 

CARBONARO,J.F. 

9207010356* 

TOPREP 


CHILDS.W.V. 

9207140165 

50-333 

S 

COLE.R.F. 

9207200101 

70-3070 


CAREWAY, H.A. 

9207290013 

52-1 


CHILDS.W.V. 

9207220060 

50-333 

S 

COLE.R.F. 

9207200102 

70-3070 


CAREY, R.R. 

9207100370* 

50-498 

1 

CHILDS.W.V, 

9207310102 

50-333 

S 

COLEMAN.D.E. 

9207270196 

50-220 

R 

CARLSON.R.V. 

9207290224 

70-824 


CHILDS.W.V. 

9207310109 

50-333 

S 

COLEMAN.R.D. 

9207020308* 

COMMISSION 

CARLSON.R.V. 

9207100081 

70-824 


CHILDS.W.V. 

9207310129 

50-333 

S 

COLLINS.O.M. 

9207010037 

50-269 

Q 

CARLSON.R.W. 

9207140243 

NUREG 


CHILK,S.J. 

9207020319* 

COMMISSION 

COLLINS, D.M. 

9207010056 

50-259 

Q 

CARMODY,J.M. 

9207200003* 

50-352 

P 

CHILK.SJ. 

9207060183 

10CFR 


COLLINS,D.M. 

9207010172 

50-297 

P 

CARMODY,J.M. 

9207200004* 

50-352 

P 

CHILK.S.J. 

9207060184 

10CFR 


COLLINS,D.M. 

9207010248 

50-160 

Q 

CARNS.N.S. 

9207140240 

50-368 

P 

CHILK,S.J. 

9207090074 

50-498 

P 

COLLINS.D.M. 

9207020168 

70-27 


CARNS,N.S, 

9207150020 

50-368 

P 

CHILK,S.J. 

9207090103 

40-8724 


COLLINS.D.M. 

9207080208 

50-321 

Q 

CARNS,N.S. 

9207280262 

50-368 

P 

CHILK.S.J. 

9207100207 

10CFR 


COLLINS.D.M. 

9207080250 

50-261 

Q 

CARNS,N.S. 

9207300228 

50-368 

P 

CHILK.S.J. 

9207100253 

10CFR 


COLLINS.D.M. 

9207140117 

70-27 


CARPENTER.C.E. 

9207230146 

50-461 

P 

CHILK.S.J. 

9207100255 

10CFR 


COLLINS.D.M. 

9207140119 

70-1151 


CARR.C.W. 

9207300185 

71-115 


CHILK.S.J. 

9207100257 

10CFR 


COLLINS,D.M. 

9207150143 

70-824 


CARR.K. 

9207280387* 

FOIA 


CHILK.SJ. 

9207100284 

10CFR 


COLLINS, D.M. 

9207150163 

70-1201 


CARRICO, J.B. 

9207160343* 

FOIA 


CHILK.S.J. 

9207130153 

10CFR 


COLLINS.D.M. 

9207150330 

50-395 

Q 

CARRICO,J.B. 

9207160369* 

FOIA 


CHILK.S.J. 

9207150264 

10CFR 


COLLINS.D.M. 

9207160346 

50-321 

Q 

CARRICO, J.B. 

9207160371* 

FOIA 


CHILK,S.J. 

9207160345 

50-498 

P 

COLLINS.D.M. 

9207170014* 

50-321 

Q 

CARRIKER.AW. 

9207270131 

PR 


CHILK,S.J. 

9207200063 

40-8027 


COLLINS.D.M. 

9207270232 

50-250 

F 

CARRION.R.P. 

9207140161* 

50-250 

Q 

CHILK.S.J. 

9207200072 

40-8027 


COLLINS.D.M. 

9207270234 

50-369 

F 

CARROLLKJ, 

9207140314 

50-29 

R 

CHILK,S.J. 

9207220115 

10CFR 


COLLINS, D.M. 

9207270314 

50-348 

Q 

CARSON.LC. 

9207150228* 

50-397 

Q 

CHILK.S.J. 

9207220418 

10CFR 


COLLINS.D.M. 

9207270323 

50-250 

F 

CARSON,LC. 

9207270125* 

50-397 

Q 

CHILK,S.J. 

9207270122 

40-8681 


COLLINS, D.M. 

9207270329 

70-27 


CARTER,H.B. 

8410090326* 

FOIA 


CHIN.D. 

9105230184* 

FOIA 


COLUNS.D.M. 

9207280110 

50-424 

Q 

CARUSO.MA 

9207060304 

NUREG 


CHIRIGOS,J.N. 

9207100401* 

50-344 

P 

COLLINS,D.M. 

9207290015 

50-297 

P 

CASE,E.G. 

9207220383* 

70-146 


CHIRIGOS.J.N. 

9207280261* 

50-315 

P 

COLLINS.D.M. 

9207290306 

50-261 

F 

CASE,E.G. 

9207220412* 

70-146 


CHITWOOD, R.B. 

9207160310* 

40-1478 


COLLIN8.D.M. 

9207290309 

50-348 

F 

CASE.E.G. 

9207220420* 

70-146 


CHOU.G-H. 

9207140022 

NUREG 


COLLINS, D.M. 

9207290348 

50-400 

F 

CASE,E.Q, 

9207230075* 

70-146 


CHOU,R.C. 

9207270121* 

50-259 

Q 

COLUNS.D.M. 

9207300075 

50-400 

Q 

CASE,E.G. 

9207230078* 

70-146 


CHOWDHURY.A.H. 

9207280318 

WASTE MGT 

COLLINS, D.M. 

9207310223 

70-27 


CASE.E.Q. 

9207230080* 

70-146 


CHRISTENSEN.H. 

9207170005 

50-324 

P 

COLLINS,J.F. 

9207060094* 

50-5 

V 

CASE,E.Q. 

9207230175* 

70-146 


CHRISTENSEN.H. 

9207270030* 

50-324 

Q 

COLLINS.S. 

9207160045 

PR 


CASE.E.Q. 

9207290118* 

50-213 

P 

CHRISTENSEN.H. 

9207270041* 

50-400 

Q 

COLVIN,G.L 

9207270081 

PRM 


CASE.J.M. 

9207060027 

QA999 


CHRISTENSEN.H. 

9207290020 

50-324 

P 

COLVIN, J.F. 

9101220068* 

FOIA 


CASE.J.M. 

9207300089 

TOPREP 


CHRISTIE.B. 

9207240208* 

50-458 

P 

COMFORT, G.C. 

9207150347 

50-201 

P 

CASEY,C. 

9207210301* 

FOIA 


CHURILLA.M. 

9207280190 

50-237 

S 

CONABLE.G.M. 

9207290064* 

CONTRACT 

CASEY, C.C. 

6912040039* 

FOIA 


CIALKOWSKI.M.J. 

9207150052 

50-373 

R 

CONANT,J.F. 

9207010030 

70-1100 


CASEY, C.C. 

9207240164* 

FOIA 


CILUS,M. 

9207090276* 

70-734 


CONANT,J.F. 

9207160251 

70-1100 


CASEY.TJ. 

CASO.C.L 

9207170138* 

50-443 

P 

CILUS,M. 

9207150341* 

70-1257 


CONANT.J.F. 

9207160251 

70-1100 


9207160108 

PROJ 


CURIDGE.D.L 

9207090182 

50-344 

S 

CONANT,J.F. 

9207220287 

70-1100 


O^TO,CA 

9207140187* 

50-302 

V 

CURIDQE,D.L 

9207200178* 

50-344 

S 

CONANT.J.F. 

9207220287 

70-1100 


CATAN2ARO,PJ. 

9207210154* 

FOIA 


CURID6E.D.L 

9207220157 

50-344 

S 

CONGEUF.J. 

9207200295 

PROJ 


CATTON.I. 

9207220166 

ACRS 


CURK.R.J. 

9207020108 

50-352 

P 

CONGEUFJ. 

9207300215 

REVIEW QR P 

CAVANAUQH,G.R. 

9207150135 

50-285 

R 

CLARK.RJ. 

9207100202 

50-352 

F 

CONQEUFJ. 

9207300261 

ORG 


CENTOLAN2l,P.M. 

9207150014 

50-362 

R 

CURK,RJ. 

9207230236 

50-352 

P 

CONICELU,N.F. 

9207020240 

50-286 

P 

CERVENKA,P. 

9207170151 

50-219 

S 

CURKSON.D. 

9207170169* 

50-482 

F 

CONICELU,N.F. 

9207060213 

50-286 

P 
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CONICELLA.N.F. 

9207160184 

50-286 

P 

CREED, J.R. 

9207070204 

50-305 

Q 

DANKMYER,B.K. 

9207060216 

40-8778 


CONICELLA.N.F. 

9207160359 

50-286 

P 

CREED.J.R. 

9207070208* 

50-305 

Q 

DARKE,J.F. 

9207310027 

PR 


CONICELLA.N.F. 

9207220226 

50-286 

P 

CREED, J.R. 

9207280029 

50-263 

Q 

DATTA,A. 

9207020226 

70-1374 


CONICELLA.N.F. 

9207270172 

50-286 

P 

CREED,J.R. 

9207280035* 

50-263 

Q 

DATTA.A. 

9207170017 

70-3070 


CONNELLY.P.M. 

9207150234 

50-255 

V 

CREED,J.R. 

9207280208 

50-237 

Q 

DAUGHTERY.LF. 

9207200315 

50-416 

R 

CONNER.JA 

9207150058 

70-27 


CREED,J.R. 

9207280215* 

50-237 

Q 

DAVIDSON, J.A. 

9207100401* 

50-344 

P 

CX)NTE.R. 

9207010045 

50-271 

S 

CREED, J.R. 

9207280219 

50-315 

Q 

DAVIDSON,J.A. 

9207280261* 

50-315 

P 

CX)NTE,RJ. 

9207140267* 

50-410 

V 

CREED,J.R. 

9207280222* 

50-315 

Q 

DAVIS.A.B. 

9109270081* 

FOIA 


CONTE.R.J. 

9207170029* 

50-219 

Q 

CREEL.G.C. 

9207010267 

50-317 

J 

DAVIS.A.B. 

9207080087 

50-255 

Q 

CONTE.R.J. 

9207170049 

50-333 

V 

CREEL.G.C. 

9207060003 

50-317 

P 

DAVIS.A.B. 

9207080285* 

FOIA 


CONTE.R.J. 

9207210078 

50-354 

P 

CREEL, G.C. 

9207060012 

50-317 

P 

DAVIS.A.B. 

9207100168 

50-461 

Q 

CXDNTE.RJ. 

9207210090* 

50-354 

V 

CREEUG.C. 

9207080204 

50-317 

P 

DAVIS, A.B. 

9207150100* 

50-329 

A 

CX3NTE.R.J. 

9207230194* 

50-220 

V 

CREEL.G.C. 

9207080206 

50-317 

P 

DAVIS.A.B. 

9207150103* 

50-329 

A 

CONTE,R.J. 

9207280036 

50-354 

P 

CREEL.G.C. 

9207100258 

50-317 

R 

DAVIS.A.B. 

9207170224 

50-461 

P 

CX)NWAY.J.T. 

9207140171 

50-410 

S 

CREEL,G.C. 

9207100259 

50-317 

P 

DAVIS.B.J. 

9207270053 

WASTE MGT 

CX>NWAY.W.F. 

9207070043 

50-528 

Q 

CREEUG.C. 

9207150120 

50-317 

Q 

DAVIS.D. 

9207150087 

FOIA 


CX)NWAY.W.F. 

9207070314 

50-528 

P 

CREEUG.C. 

9207200154 

50-317 

P 

DAVIS.D. 

9207200185 

FOIA 


CONWAY, W.F. 

9207070337 

50-528 

P 

CREEUG.C. 

9207210046 

50-317 

K 

DAVIS.D. 

9207270315 

FOIA 


CONWAY.W.F. 

9207070350 

50-528 

J 

CREEUG.C. 

9207210116 

50-317 

Y 

DAVIS, G. 

9207220345 

50-445 

R 

CONWAY, W.F. 

9207080017 

60-528 

P 

CREEUG.C. 

9207210225 

PR 


DAVIS.P.R. 

9207220171 

ACRS 


CONWAY,W.F, 

9207080019 

50-528 

R 

CREEUG.C. 

9207220074 

50-317 

P 

DAVIS.P.R. 

9207220176 

ACRS 


CONWAY.W.F. 

9207210326 

50-528 

Q 

CREEL,G.C. 

9207230230* 

50-317 

Q 

DAVIS, P.R. 

9207220194 

50-275 

0 

CONWAY.W.F. 

9207300061 

50-528 

Q 

CREEL,G.C. 

9207290338 

50-317 

Q 

DAVIS.P.R. 

9207220198 

ACRS 


COOK.S.A. 

8204050127* 

FOIA 


CREEUG.C. 

9207290345 

50-317 

P 

DAVIS.P.R. 

9207220213 

ACRS 


COOK.S.A. 

9207160301* 

FOIA 


CRENSHAW, A. 

9207130090 

50-400 

R 

DAVIS.P.R. 

9207220216 

ACRS 


COOK.S.A. 

9207160327* 

FOIA 


CRENSHAW,A. 

9207170128 

50-400 

R 

DE AGAZIO.A.W. 

9207240227 

50-412 

P 

COOL.D.A. 

9207290402 

REVIEW GR P 

CRESPO, D.R. 

9207020206* 

50-312 

G 

DE PLANQUE 

9207220163 

COMMISSION 

COOPER, R.W. 

9207160250 

50-245 

Q 

CRISCIONE,J. 

9207080244 

50-336 

S 

DE PLANQUE,E.G. 

9207100140 

COMMISSION 

CORPS, R.A. 

9207290077 

PR 


CRLENJAK.R. 

9207140088* 

50-400 

Q 

DE PLANQUE.E.G. 

9207100221 

COMMISSION 

CORBETT.N. 

9207150229 

XPORTLIC 


CRLENJAK.R.V. 

9207140098* 

50-348 

Q 

DE PLANQUE,E.G. 

9207100236 

COMMISSION 

CORDELUF.T. 

9207090143 

40-1478 


CROCKER,H.W. 

9207150273* 

70-712 


DE PLANQUE.E.G. 

9207210193 

COMMISSION 

CORDES.J.F. 

9206250196 

SECY 


CROCKER,H.W. 

9207150276* 

70-712 


DE PLANQUE.E.G. 

9207210315 

COMMISSION 

CORDES,J.F. 

9207020283 

SECY 


CROCKER,H.W. 

9207160132* 

40-1478 


DEAGAZIO,A. 

9207080173 

50-334 

P 

CORRAOINI.M.L. 

9207220196 

ACRS 


CROOK, D. 

9207230043 

50-261 

S 

DEAN.W.M. 

9207060118 

50-397 

P 

CORREIA.R.P. 

9207020097 

REVIEW GR P 

CROOK,R.D. 

9207090195 

50-261 

S 

DEBARBA.E.A. 

9207140037 

50-213 

Q 

CORREIA,R.P. 

9207020121 

REVIEW GR P 

CROSS,J.E. 

9207060291 

50-344 

P 

DECKER,T.R. 

9207020182* 

50-259 

Q 

CORREIA.R.P. 

9207020211 

l&E 


CROSS,J.E. 

9207100396 

50-344 

P 

DECKER, T.R. 

9207140139* 

50-369 

Q 

CORREIA, R.P. 

9207150262 

REVIEW GR P 

CROSS,J.E. 

9207220248 

50-344 

P 

DECKER,T.R. 

9207140161* 

50-250 

Q 

CORREIA.R.P. 

9207160106 

REVIEW GR P 

CROW.W.T. 

9207240025* 

40-2136 


DEDDENS.J.C. 

9207150185 

50-458 

Q 

CORREIA.R.P. 

9207200305 

REVIEW GR P 

CROW,W.T. 

9207240031* 

40-2136 


DEGRASSI.G. 

9207280283 

52-1 


CORREIA, R.P. 

9207210006 

REVIEW GR P 

CROWLEY,B.R. 

9207020075* 

50-416 

Q 

DELANEY,J.C. 

9207090295* 

40-1478 


CORRELUW.E. 

9207200003* 

50-352 

P 

CRUTCHFIELD,D. 

9207090124 

PROJ 


DELANEY,J.C. 

9207090306* 

FOIA 


COSTELLO.F.M. 

9207090225 

40-8868 


CRUTCHFIELD,D. 

9207130095 

PROJ 


DELANEY,J.C. 

9207090333* 

40-1478 


COTTER.B.P. 

9207090245 

SECY 


CRUTCHFIELD, D. 

9207270319 

COMMISSION 

DELANEY.J.C. 

9207100018* 

40-1478 


COTTER.B.P. 

9207270086 

40-8681 


CUNNANE,M. 

9207220207* 

WASTE MGT 

DELANEY.J.C. 

9207100021* 

40-1478 


COTTLE, W.T. 

9207080271 

50-416 

P 

CUNNINGHAM,G.E. 

9207160351 

70-754 


DELANEY.J.C. 

9207100039* 

40-1478 


COTTLE,W.T. 

9207140051 

50-416 

S 

CUNNINGHAM,G.E. 

9207280314 

50-73 

P 

DELANEY.J.C. 

9207100085* 

40-1478 


COTTLE.W.T. 

9207140133 

50-416 

F 

CUNNINGHAM,LJ. 

9207240023 

52-2 


DELANEY,J.C. 

9207100098* 

40-1478 


COTTLE, W.T. 

9207140175 

50-416 

S 

CUNNINGHAM,L.J. 

9207240222 

ORG 


DELANEY.J.C. 

9207100105* 

40-1478 


COTTLE,W.T. 

9207140183 

50-416 - 

s 

CUNNINGHAM,L.J. 

9207300259 

PROJ 


DELANEY,J.C. 

9207100108* 

40-1478 


COTTLE, W.T. 

9207140250 

50-416 

p 

CUNNINGHAM,M.A. 

9207170231* 

FOIA 


DELANEY.J.C. 

9207100130* 

40-1478 


COTTLE, W.T. 

9207140255 

50-416 

s 

CUNNINGHAM,R. 

9207020231 

70-3070 


DELANEY.J.C. 

9207100138* 

40-1478 


COTTLE,W.T. 

9207140268 

50-416 

p 

CUNNINGHAM,R. 

9207170057* 

40-8027 


DELANEY.J.C. 

9207100153* 

40-1478 


COTTLE,W.T. 

9207140285 

50-416 

p 

CUNNINGHAM,R.E. 

8901100248* 

40-8027 


DELANEY, J.C. 

9207100194* 

40-1478 


COTTLE.W.T. 

9207170034 

50-416 

Q 

CUNNINGHAM,R.E. 

9207090100* 

40-8027 


DELANEY.J.C. 

9207220106* 

70-146 


COTTLE, W.T. 

9207200315 

50-416 

R 

CUNNINGHAM,R.E. 

9207140189 

70-3070 


DELANEY.J.C. 

9207220120* 

70-146 


COTTLE,W.T. 

9207240040 

50-416 

s 

CUNNINGHAM.R.E. 

9207140254 

70-1257 


DELANEY.J.C. 

9207220156* 

70-146 


COTTLE,W.T. 

9207270095 

50-416 

F 

CUNNINOHAM,R.E. 

9207170168 

72-1000 


DELANEY,J.C. 

9207230040* 

70-146 


COTTLE,W.T. 

9207300019 

50-416 

S 

CUNNINGHAM,R.E. 

9207230254* 

70-146 


DELANEY.J.C. 

9207230183* 

70-146 


COTTLE, W.T. 

9207300082 

50-416 

S 

CUNNINGHAM,R.E. 

9207240005 

40-3392 


DELANEY,J.C. 

9207230189* 

70-146 


COTTLE.W.T. 

9207300119 

50-416 

Q 

CUNNINGHAM.R.E. 

9207240014 

40-6940 


DELANEY,J.C. 

9207230192* 

70-146 


COTTLE, W.T. 

9207310200 

50-416 

F 

CURRAN.D. 

9207010312* 

ORG 


DELANEY.J.C. 

9207230284* 

40-2136 


COURTEMANCHE,S. 

9207010095 

l&E 


CURRAN.D. 

9207100123 

40-8027 


DELANEY, J.C. 

9207230288* 

40-2136 


COURTEMANCHE,S. 

9207210084 

l&E 


CURRAN.D, 

9207130131* 

40-8027 


DELANEY, J.C. 

9207230294* 

40-2136 


COWGiLL.C.J. 

9207010088 

50-220 

Q 

CURRAN.D. 

9207130131* 

40-8027 


DELANEY.J.C. 

9207240063* 

70-340 


COWQILL,C.J. 

9207070123 

50-317 

Q 

CURRAN.D. 

9207140259* 

40-8027 


DELANEY,J.C. 

9207240067* 

70-340 


COWQILL.C.J. 

9207070169 

50-333 

P 

CURRAN.D. 

9207200065 

40-8027 


DELANEY, J.C. 

9207240071* 

70-146 


COWGILUC.J. 

9207070180 

50-247 

Q 

CURRAN.D. 

9207200065 

40-8027 


DELANEY.J.C. 

9207240075* 

70-146 


COWGILL.C.J. 

9207070205 

50-286 

Q 

CURTISS 

9207070323* 

FOIA 


DELANEY.J.C. 

9207240078* 

70-340 


COX.C. 

9207310002* 

50-16 

Q 

CURTISS 

9207210204 

COMMISSION 

DELANEY, J.C. 

9207240114* 

70-340 


COX,C.R. 

9207310004* 

50-2 

Q 

CURTISS 

9207210269 

COMMISSION 

DELANEY, J.C. 

9207240115* 

70-340 


CRAMPTON,S.A 

9207020120 

CONTRACT 


CURTISS 

9207220159 

COMMISSION 

DELANEY.J.C. 

9207280389* 

40-2253 


CRAMPTON.S.A 

9207020131 

CONTRACT 


CURTISS,J.R. 

9206100181* 

10CFR 


DELANEY.J.C. 

9207280393* 

40-2253 


CRAMPTON,S.A 

9207020138 

CONTRACT 


CURTISS, J.R. 

9207090334 

10CFR 


DELMEDICO,J. 

9207100318 

l&E 


CRAMPTON,S.A 

9207020146 

CONTRACT 


CURTISS.J.R. 

9207100004 

COMMISSION 

DELMEDICO.J. 

9207240008 

l&E 


CRAMPTON,S.A 

9207020158 

CONTRACT 


CURTISS.J.R. 

9207100142 

COMMISSION 

DENISTON.M.E. 

9207090005 

50-267 

F 

CRAMPTON,S.A. 

9207020167 

CONTRACT 


CURTISSJ.R. 

9207100281 

COMMISSION 

DENTON.H. 

9207070329* 

FOIA 


CRAMPTON,S.A. 

9207020171 

CONTRACT 


CZAJKOWSKI.C.J. 

9207140248 

50-324 

P 

DENTON, H.R. 

9206120040 

SECY 


CRAMPTON,S.A. 

9207090180 

CONTRACT 


D’ABREO.J.E. 

9207160054 

PRM 


DENTON.H.R. 

9206160264 

SECY 


CRAMPTON,S.A. 

9207290044 

CONTRACT 


DACIMO.F.R. 

9207140258 

50-336 

S 

DENTON,H.R. 

9207020330 

SECY 


CRANFORD.G. 

9207060179 

ORG 


DAHAN,P. 

9207220215 

50-275 

R 

DENTON.H.R. 

9207200155 

50-317 

S 

CRANFORD.Q.F. 

9207060290 

ORG 


DAHUG. 

9207140209 

50-247 

S 

DENTON,H.R. 

9207200179 

50-317 

S 

CRANFORD, G.F. 

9207070239 

ORG 


DAHLBERG.K.A. 

9207270196 

50-220 

R 

DENTON, R.E. 

9207200137 

50-317 

R 

CRANFORD.G.F. 

9207070427 

ORG 


DAHLBERG.K.S. 

9207300263 

50-220 

F 

DENTON, R.E. 

9207200322 

50-317 

S 

CRANFORD, G.F. 

9207210286 

ORG 


DAMERON.M. 

9207090094 

50-201 

F 

DENTON, R.E. 

9207230033 

50-318 

S 

CRAWFORD.M.A 

6906200186* 

FOIA 


DAMERbN.M. 

9207090156 

50-201 

F 

DENTON, R.E. 

9207230277 

50-317 

S 

CREED.J. 

9207070324 

50-315 

s 

DANFORTH.J.C. 

9207170063* 

PR 


DENTON,R.E. 

9207290094 

50-318 

S 

CREED.J.R. 

9207010073* 

50-331 

Q 

DANKMYER.B. 

9207290275 

40-8778 


DENTON,R.E. 

9207290111 

50-317 

S 
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ACCESSION 
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AUTHOR 
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NUMBER 
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9207290106 

50-213 

S 

OROMERICKAW. 

9207290222 

50-219 

P 

ERESIAN,W. 

rrsrCAi Q P 

9207270019* 

50-269 

Q 

DRYSDALE,P.D. 

9207160042* 

50-443 

Q 

ERICKSON, R. A. 

L/lIwiALO.D. 
mrcAf P P 

9207270077* 

50-269 

Q 

DUBINSKI.L 

9207100030* 

40-1478 


ESELGROTH.P.W. 

npQPi 8 I .1 

9207070392 

WASTE MGT 

DUBINSKI.L 

9207100144* 

40-1478 


EVERETT,R.J. 

DESELL.LJ. 

9207070419 

PROJ 


DUBINSKI.L 

9207100197* 

40-1478 


EVERETT, R.J. 

rigQgi 1 1 A 

9207290033 

WASTE MGT 

DUBINSKI.L 

9207140193* 

40-1478 


EZZELL.G.A. 


9207060203* 

50-338 

P 

DUBINSKI.L 

9207150249* 

40-1478 


FACAROS.N. 

L/d w A i ^ 1 IVL-U . 

nFVlNP J C 

92)7020145 

50-219 

P 

DUBINSKI.L 

9207160150* 

FOIA 


fagerstal,d.h. 

nFviNP J c 

9207280104 

50-219 

P 

DUBINSKI.L 

9207160206* 

40-1478 


FAIRAND.B.P. 

DEVRIES.D.F. 

9207160064 

PRM 


DUBINSKI.L 

9207160235* 

FOIA 


FAIRAND.B.P. 

DPWALLK.G 

9207140288 

NUREG 


DUBINSKI.L 

9207230298* 

40-2136 


FAIRTALE.M.B. 

L/d W w AI-iAi*|i TV VI • 

DHIRVK. 

9207220218 

ACRS 


DUDLEY,R.F. 

9207100111* 

50-29 

F 

FAIRTILE,M.B. 

jurnirif w •f\* 

DJAI^ND,D-J- 

9207270295 

NUREG 


DUDLEY.R.F. 

9207100135* 

50-29 

P 

FAIRTILE,M.B. 

diazaa. ' 

9207140273 

NUREG 


DUGSTAD.D. 

9207130102 

50-282 

R 

FAIRTILE,M.B- 

DICK.6.F. 

9207020270 

50-498 

P 

DULLJ. 

9207280119 

50-245 

Q 

FAIRTILE.M.B. 

D!CK,G.F. 

9207080144 

50-498 

P 

DUNCAN.J. 

9207060008* 

52-1 


FAIRTILE,M.B. 

dick!g.f. 

9207160309 

50-498 

P 

DUNCAN.J. 

9207060143 

52-1 


FARAZ,Y.H. 

DICKG-F- 

9207210163 

50-498 

P 

DUNCAN.J. 

9207060154 

52-1 


FARAZ,Y.H. 

IXCUS,GJ. 

9207270021 

PR 


DUNCANJ. 

9207290035 

52-1 


FARBER,M.J. 

DIEDER1CH.GJ. 

9207070164 

50-10 

R 

DUNCAN, J. 

9207290080* 

52-1 


FARBER.MJ. 

D1EDER1CH.GJ. 

9207150052 

50-373 

R 

DUNCAN.J. 

9207290083* 

52-1 


FARBER.M.J. 

DIEDER1CH,G.J. 

9207150198 

50-374 

P 

DUNCAN.J. 

9207290085* 

52-1 


FARBER,M.J. 

DIEDERICH.GJ. 

9207160030 

50-374 

S 

DUNCAN.J. 

9207290089* 

52-1 


FARCAROS.N. 

D1EDER!CH,GJ. 

9207160182 

50-374 

S 

DUNCAN.J. 

9207290092* 

52-1 


FARMER.W.S. 

DIEDERICH.GJ. 

9207270356 

50-373 

S 

DUNCAN.J. 

9207290095* 

52-1 


FARR.D. 

DIEDRJCH.J.S. 

9207010221 

40-8027 


DUNCAN, J, 

9207290098* 

52-1 


FARR.D. 

DIETER,J.G. 

9207200235* 

FOIA 


DUNLOPA 

9207310006* 

50-373 

Q 

FARR.M.M. 

CMETER^.G. 

9207200247* 

FOIA 


DUNNING,T. 

9207130006 

PR 


FAULKNER.R.L 

WETERJ.G. 

9207200253* 

FOIA 


DUNNING.T.G. 

9207010301 

ORG 


FAUVER.D.N. 

D1ETER^.G. 

9207200276* 

FOIA 


DUVALLS.P. 

9207150327* 

50-288 

Q 

FEIGENBAUM.T. 

DIETERJ.G. 

9207200325* 

FOIA 


DWYER,PA 

9207020033 

NUREG 


FEIGENBAUM.T.C. 

DIETRICH^. 

9207080002 

40-8027 


DZIADOSZ,D. 

9207010133* 

50-280 

P 

FEIGENBAUM,T.C. 

DIETRICH, J. 

9207230007 

40-8027 


DZlADOSZ,D. 

9207010148* 

50-339 

P 

FEIGENBAUM.T.C. 

DIETRICHJ.S. 

9207060001 

40-8027 


EAPEN,P.K. 

9207070058* 

50-219 

Q 

FEIGENBAUM.T.C. 

DIETRICH, J.S. 

9207070127 

40-8027 


EAPEN.P.K. 

9207170229* 

50-271 

Q 

FEIGENBAUM.T.C. 

D1ETRIGH.J.S. 

9207070265 

40-8027 


EATON,R.B. 

9207140260 

50-293 

P 

FEIGENBAUM.T.C. 

DIETRICH.J.S. 

9207130129 

40-8027 


EATON.R.B. 

9207200188 

50-293 

Q 

FEIGENBAUM.T.C. 

DIETRICHJ.S. 

9207130186 

40-8027 


EATON,R.B. 

9207200249 

50-293 

P 

FEIGENBAUM.T.C. 

D3ETRICH.J.S. 

9207130189 

40-8027 


EATON,R.B. 

9207210170 

50-293 

P 

FEIGENBAUM.T.C. 

DIETRICH.J.S. 

9207130192 

40-8027 


EATON,R.B. 

9207220310 

50-293 

P 

FEIGENBAUM.T.C. 

DIETRICH,J.S. 

9207130199 

408027 


EBERT.P. 

9207170155 

50-309 

S 

FEIGENBAUM.T.C. 

DIETRICHJ.S. 

9207130203 

40-8027 


EBNETER,S.D. 

92Q7010288 

50-335 

Q 

FEIGENBAUM.T.C. 

DIETRICHJ.S. 

9207140040 

40-8027 


EBNETER.S.D. 

9207020159 

50-269 

Q 

FEIGENBAUM.T.C. 

DIETRICH.J.S. 

9207150290 

40-8027 


EBNETER.S.D. 

9207020235 

50-280 

Q 

FEIGENBAUM.T.C. 

DIETRICHJ.S. 

9207150320 

408027 


EBNETER,S.a 

9207140095 

50-324 

Q 

FEIGENBAUM.T.C. 

DIETRICHJ.S. 

9207170197 

40-8027 


EBNETER.S.D. 

9207140198 

50-335 

Q 

FEIGENBAUM.T.C. 

D1ETRICHJ.S, 

9207220005 

408027 


EBNETER.S.D. 

9207220040 

50-261 

P 

FEIGENBAUM.T.C. 

DIETRIGHJ-S. 

9207240004 

40-8027 


EBNETER.S.D. 

9207220081 

50-335 

Q 

FERDINAND.B. 

D!ETRiaiJ.S. 

9207280006 

408027 


EBNETER.S.D. 

9207220088 

70-143 


FERGUSON.D.B. 

DIETRICH,J.S. 

9207310066 

40-8027 


EBNETER,S.D. 

9207220121 

50-413 

Q 

FERGUSON.G.A 

DIETRICHJ.S. 

9207310145 

408027 


EBY.J.B. 

9207160122 

PRM 


FERGUSON.G.A. 

DIETRICH,J.S. 

9207310251 

408027 


ECKERT J.P. 

9207080295 

70-28 


FERINQER.D. 

DIET2.C.R. 

9207080109 

50-261 

Q 

ECKERT.L 

9207010033* 

50-289 

Q 

FERTEL.M.S. 

DIETZ.C.R. 

9207170279 

50-261 

P 

ECKERT.L 

9207080044* 

50-334 

Q 

FERTELM.S. 

DIETZ.C.a 

9207310231 

50-261 

P 

ECONOMOS.N. 

9207020162* 

50-261 

Q 

FEST,J. 

DIETZ,G.R. 

9207240113* 

71-482 


ECONOMOS,N. 

9207270106* 

50-369 

Q 

FEST,J. 

DILUSTONE,MJ. 

9207140017 

NUREG 


EDGAR,J.B. 

9207070300 

70-1257 


FEY.F.L 

DtNGES.RR, 

9207230291* 

40-2136 


EDGAR,J.B. 

9207290431 

70-1257 


FEY.F.L 

DOCKRAY.ICT. 

9207130037 

PRM 


EDISON.G. 

9207060259* 

50-443 

P 

FEY.F.L 

DOCTOR.&R. 

9207140273 

NUREG 


EDISON.G.E. 

9207020039 

50-443 

P 

FIELDS.J.S. 

DODGE,JX 

9207270026 

PRM 


EDISON,G.E 

9207060249 

50-443 

P 

FIELDS, J.S. 

DODGE,R.E 

9207220319 

50-244 

R 

EDISON,G.E 

9207070252 

50-443 

P 

FIELDS,J.S. 

DOERFLBaLT. 

9207170027* 

50-213 

Q 

EDISON.G.E. 

9207300292 

50-443 

P 

FIES.C. 

doerflbn,lt. 

9207210071 

50-245 

P 

EDWARDS,C.T. 

9207230066* 

70-146 


FIES,C.L 

DOERFtBN.LT. 

9207280256* 

50-245 

Q 

EDWARDS,C.T. 

9207230067* 

70-146 


FIGUEREDO.D.E. 

OOERING,J. 

9207090199 

50-352 

S 

EDWARDS, O.W. 

9207130020 

50-271 

H 

FIGUEREDO.D.E. 

DC)B!ING,J. 

9207170113 

50-352 

S 

EDWARDS.D.W. 

9207230047 

PR 


FILAR.KA 

DOERINQJ. 

9207170119 

50-352 

S 

EGAN.D. 

9207200198 

50-219 

R 

FINKELAE. 

DOERING,J. 

9207200093 

50-353 

S 

EHLE.D. 

9207270171 

50-454 

R 

FIRLIT,J.F. 

DOER)NG,J. 

9207230153 

50-353 

S 

ELAM.K. 

9207290381 

50-454 

S 

FIRLIT.J.F. 

DOERINQJ. 

9207230166 

50-352 

S 

ELQERT.OJ. 

9207150080* 

70-140 


FIRLIT,J.F. 

DOERU^. 

9207230168 

50-353 

S 

ELIASON.LR. 

9207170010 

50-282 

Q 

FISCHER,LE. 

OOBltNGJ. 

9207300(^ 

50-352 

S 

ELIASON.LR. 

9207170055 

50-263 

Q 

FISH,T. 

DC»IOFKDE,IU. 

9207130028 

PRM 


EUASZ.R.W. 

9207280228 

TOPREP 


FISHER, W.L 

DOORNBOS,R.L 

9207140136* 

50331 

V 

ELKIN.P.T. 

9207130176* 

50-461 

Q 

FISHER, W.L 

DORf^FE.W.P. 

9207080021* 

503^ 

Q 

ELUOTT,M.P. 

9207020179* 

70-27 


FISICARO,J.J. 

OORNSIFE,W.P. 

9207220306* 

50412 

Q 

ELUOTT.M.P. 

9207140122* 

70-27 


FISICARO.JJ. 

OOSKODLW. 

9207170138* 

50443 

P 

ELUS.D.W. 

9207240022 

50-293 

S 

FISICAROJ.J. 

DOWDY.EJ. 

9207160162 

WASTE MGT 

EUJS.W.B. 

9207080032* 

50-443 

1 

FISICARO,J.J. 

DOYLE,P.W. 

6207240043* 

50407 

V 

ELMSAL 

9207150174 

50-423 

R 

FISICARO,J.J. 

DRAGOUN,T. 

9207160203* 

50223 

Q 

ELROD.SA 

9207170201* 

50-335 

Q 

FISICARO,J.J. 

0RISKItL0.0. 

9207140216* 

FOIA 


ELTON.W.J. 

9207130030 

PRM 


FISICARO.J.J. 

DRISKILLO.O. 

9207140289* 

FOIA 


ENGLAND.LA 

9207280152 

50-458 

S 

FISICARO.JJ. 

ORIStOLLJDX). 

9207220181* 

FOIA 


ENGLAND.LA 

9207310192 

50-458 

S 

FISICAROJJ 

CmMERtCKAW. 

9207060029 

50219 

P 

ENGLE.LB. 

9207060036 

50-338 

P 

FISICARO.J.J: 

DROMeUCKAW. 

9207060046 

50219 

Q 

ENGLE.LB. 

9207090283 

50-338 

P 

FISICAROJJ 

OROMERICKAW. 

9207090317 

50219 

P 

ENGLE.LB. 

9207090291 

50-338 

P 

FISICAROJJ. 

tXK)MBItCKAW. 

9207170125 

50219 

P 

ERESIAN.W. 

9207060086* 

50-356 

V 

FISK.M. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9207060102* 

9206160419* 

9207070207* 

9207160204* 

9207200046* 

9207200088* 

9207090249 

9207150297 

9207080210 

9207290263 

9207310229 

9207100076 

9207100128 

9207280335 

9207280383 

9207300260 

9207100372 

9207220389 

9207070218 

9207070230* 

9207070240 

9207070249* 

9207090256* 

9207090205 

9207070116 

9207290381 

9207220222 

9207160320* 

9207200096 

9207070425 

9207010174 

9207070002 

9207070139 

9207080024 

9207080139 

9207080140 

9207080293 

9207100397 

9207130071 

9207150018 

9207150027 

9207170013 

9207170136 

9207210009 

9207220002 

9207240170 

9207280059 

9207080121 

9207070166 

9207070101 

9207070115 

9207150140* 

9207270062 

9207270127 

9207200215 

9207200338 

9207070311 

9207130178 

9207200098 

9207140181 

9207220245 

9207230011 

9207280255 

9207160381 

9207280285 

9207280286* 

9207270011 

9207170236* 

9207020001 

9207020295 

9207300263 

9207140243 

9207010045 

9207160329* 

9207210037* 

9207060186 

9207080007 

9207160312* 

9207210092 

9207210102 

9207220018 

9207220268 

9207270136 

9207270279 

9207280083 

9207280139 

9207300246 

9207100002* 


V 

F 

Q 


50-151 

50-206 

50-286 

40-0027 

40-8027 

FOIA 

FOIA 

FOIA 

71-524 

71-524 

50-29 

50-29 

50-29 

50-29 

50-10 


50-29 
40-7102 
40-8794 
50-456 
50-456 

50-454 
50-454 
FOIA 
ORG 
50-455 

50-454 
50-361 
40-1478 
70-3073 
50-443 

50-443 
50-443 
50-443 
50-443 
50-443 

50-443 
50-443 
50-443 
50-443 
50-443 

50-443 
50-443 
50-443 
50-443 
50-443 

50-443 
50-443 
40-8905 
70-143 
50-322 

50-322 
FOIA 
PR 
PR 

50-311 

50-272 
50-282 
50-282 
50-282 
50-387 

60-387 
50-387 
50-397 
50-397 
50-228 

50-228 
50-346 
50-352 
60-220 
50-220 

50-220 
NUREQ 
60-271 
40-1478 
STATE PRC 

50-368 
50-368 
50-313 
50-368 
50-313 

50-313 
50-368 
50-313 
50-313 
50-313 

50-313 
50-368 
XPORTUC 
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AUTHOR ■ 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUUBEB 

CATEGORY 


NUMBER 

CATEGORY 


HUMBER 

CATEGORY 

FISK.R.H. 

9207100001 

XPORTLIC 


FURIA,J. 

9207080075* 

50-220 

Q 

GILRAY.J.W. 

9207210341 

WASTE MGT 

FISK.R.H. 

9207100230* 

XPORTLIC 


GAGLIARDO,J.E. 

9207280072* 

60-313 

Q 

GILRAY.J.W. 

9207220150* 

WASTE MGT 

FITZGERALD, JA 

9207220367* 

FOIA 


GAGLIARDO.J.E. 

9207280172* 

50-446 

Q 

GISCLON.J.M. 

9207170242 

50-275 

F 

FITZPATRICK, E. 

9207020292 

50-315 

P 

GAGLIARDO.J.E. 

9207290087* 

50-382 

Q 

GISCLON.J.M. 

9207170262 

50-275 

F 

FITZPATRICK, E. 

9207130034 

50-315 

H 

GAINTY,C.A. 

9207150049* 

50-331 

Q 

GISCLON,J.M. 

9207210224 

50-275 

F 

FITZPATRICK,E. 

9207150024 

50-315 

Q 

GALLO,J. 

9207140158 

PR 


GISCLON,J.M. 

9207220022 

50-275 

F 

F!TZPATRICK,E. 

9207150125 

50-315 

R 

GALLO.R.M. 

9207060082 

50-356 

V 

GISCLON,J.M. 

9207220180 

50-275 

F 

FITZPATR1CK,E. 

9207280249 

50-315 

P 

GALLO.R.M. 

9207060090 

50-5 

V 

GISCLON,J.M. 

9207300094 

50-276 

F 

FITZPATRICK,E. 

9207280364 

50-315 

K 

GALLO.R.M. 

9207060098 

50-151 

V 

GLEASON.E.J. 

9207230023 

PR 


FITZPATRICK.E. 

9207300133 

50-315 

Q 

GALLO.R.M. 

9207220366 

50-59 

V 

GLEASON.E.J. 

9207270042 

PR 


FLACK, E.D. 

9207130093 

70-1113 


GALLO.R.M. 

9207230074 

50-182 

V 

GLENN.C.J. 

9207060200 

40-8778 


FLAGG,R. 

9207160170 

50-333 

R 

GALLO.R.M. 

9207230095 

50-326 

V 

GLENN.J. 

9207170042* 

STATE PRO G 

FLEMING.R.F. 

9207070165* 

50-2 

P 

GALLO.R.M. 

9207230105 

50-407 

V 

GLENN, J.E. 

9207160169 

ORG 


FLEMING,R.F. 

9207090019 

50-2 

Q 

GALLO.R.M. 

9207240036 

50-407 

V 

GLINSKI.R.L. 

9207010231* 

40-8135 


FLEMING.R.F. 

9207150268 

50-2 

S 

GARCIA,E. 

9207100264 

50-326 

S 

GLIVINSKI.D.L 

9207310221* 

50-293 

Q 

FLEURY,E.R. 

9207210013* 

70-146 


GARCIA.P.J. 

9207270353* 

40-8027 


GLOERSEN.W.B. 

9207020182* 

50-259 

Q 

FLEURY,E.R. 

9207220093* 

70-146 


GARDE.G. 

9207220395* 

FOIA 


GODWIN.A.V. 

9207130032 

PRM 


FLEURY.E.R. 

9207230050* 

70-146 


GARDNER.M.J. 

9207270290 

50-338 

S 

GODWIN.A.V. 

9207130047 

PRM 


FLIEGEUM. 

9207080010 

WASTE MGT 

GARDNER.R.L 

9207130085 

50-298 

R 

GODWIN,A.V. 

9207130060 

PRM 


FLOYD,S.D. 

9207090007 

50-324 

F 

GARDNER.R.L. 

9207170233 

50-298 

S 

GODWIN.A.V. 

9207290199* 

PRM 


FLUERY.ER. 

9207220162* 

70-146 


GARDNER.R.L 

9207200143 

50-298 

S 

GODWIN, G.C. 

9207090081 

50-445 

S 

FLUERY.E.R. 

9207220227* 

70-146 


GARDNER.R.L 

9207210005 

50-298 

S 

GODWIN.I.D. 

9207130038 

PRM 


FLUERY.E-R. 

9207220390* 

70-146 


GARDNER.R.L. 

9207280091 

50-298 

S 

GODY.A. 

9207270153* 

50-397 

Q 

FLUERY.ER. 

9207230059* 

70-146 


GARDNER.R.L 

9207300039 

50-298 

S 

GODY.A. 

9207270281 * 

50-528 

Q 

FLUERY,E.R. 

9207230069* 

70-146 


GARDNER.R.L 

9207300043 

71-9071 


GOLDBERG.J. 

9207150082* 

70-1113 


FLUERY.ER. 

9207230088* 

70-146 


GARDNER, R.N. 

9207140089* 

50-346 

Q 

GOLDBERG.J.H. 

9207060158 

50-250 

Q 

FOGEUD M. 

9207080195 

70-135 


GARDNER,R.N. 

9207140120* 

50-282 

Q 

GOLDBERG, J.H. 

9207060170 

50-389 

Q 

FOLDS.L 

9207300243 

PR 


GARNER.D.M. 

9207130042 

PRM 


GOLDBERG,J.H. 

9207210324 

50-335 

Q 

FOLDS.L 

9207310062 

PR 


GARRITY,J.H. 

9207200151 

50-438 

A 

GOLDBERG,J.R. 

9207140270* 

40-8027 


FORD.F.R. 

9207060041* 

70-152 


GARVIN.J.C. 

9207210276* 

FOIA 


GOLDBERG, R. 

9207020170 

50-346 

M 

FORNACE,J. 

9207290088 

PR 


GASSMANN,W.P. 

9207200003* 

50-352 

P 

GOLDBERG.R. 

9207020170 

50-346 

M 

FOSTER, D.L 

9207090338* 

40-7603 


GATES, W.G. 

9207060177 

50-285 

S 

GOLDBERG,R. 

9207100010 

50-346 

M 

FOSTER.D.L 

9207100014* 

40-7603 


GATES.W.G. 

9207060178 

50-285 

V 

GOLDBERG.R. 

9207100010 

50-346 

M 

FOSTER.D.L 

9207140182* 

40-6811 


GATES.W.G. 

9207060237 

50-285 

P 

GOOD.B.A. 

9207070081 

50-146 

R 

FOSTER.J.E 

9207140313* 

50-461 

Q 

GATES.W.G. 

9207060264 

50-285 

S 

GOODEN,A. 

9207140114* 

50-324 

Q 

FOSTER.J.E. 

9207220363* 

50-329 

Q 

GATES, W.G. 

9207080073 

50-285 

Q 

GOODLING.B. 

9207170080* 

40-8778 


FOSTER.J.E. 

9207220378* 

FOIA 


GATES,W.G. 

9207090201 

50-285 

P 

GORE.B.F. 

9207070372* 

50-395 

Q 

FOSTER, T.M. 

9207280346* 

FOIA 


GATES.W.G. 

9207100136 

50-285 

P 

GORHAM,E.D. 

9207060086 

NUREG 


FOSTER, W.E. 

9207150072* 

50-329 

A 

GATES.W.G. 

9207100340 

50-285 

R 

GRADLE.R.C. 

9207290094 

50-318 

S 

FOWLER.G. 

9207070211 

REVIEW GR P 

GATES.W.G. 

9207130107 

50-285 

P 

GRANT.J.M. 

9207160264 

50-29 

H 

FOWLER.G. 

9207070225 

REVIEW GR P 

GATES.W.G. 

9207130109* 

50-285 

P 

GRANT.J.M. 

9207280009 

50-29 

F 

FOX.B.M. 

9207080032* 

50-443 

I 

GATES,W.G. 

9207150135 

50-285 

R 

GRAY.EH. 

9207080065* 

50-352 

Q 

FOX,J. 

9207010268 

52-1 


GATES.W.G. 

9207150287 

50-285 

S 

GRAY.E.H. 

9207100125* 

50-387 

Q 

FOX.J. 

9207060110 

52-1 


GATES,W.G. 

9207160272 

50-285 

S 

GRAY.E.H. 

9207160163* 

50-272 

Q 

FOX,J. 

9207290010 

52-1 


GATES.W.G. 

9207200186 

50-285 

J 

GRAY.EH. 

9207230064* 

50-293 

Q 

FOX,J. 

9207300151 

52-1 


GATES.W.G. 

9207230010 

PR 


GRAY.R.E. 

9207100218 

FOIA 


FOX,J. 

9207300161 

52-1 


GATES.W.G. 

9207230158 

50-285 

F 

GRAZIO.R.E. 

9207160098 

PR 


FOX,J. 

9207300174 

52-1 


GATES.W.G. 

9207270073 

PR 


GREEG,R.J. 

9207230130* 

70-371 


FOX,J.N. 

9207290009 

52-1 


GATES.W.G. 

9207270099 

50-285 

S 

GREEN, D.G. 

9207130137* 

50-445 

M 

FRALEY.R.F. 

9207220240 

ACRS- 


GATES.W.G. 

9207280356 

50-285 

K 

GREEN.D.G. 

9207150323* 

50-445 

M 

FRALEY, R.F. 

9207220251 

ACRS 


GATES.W.G. 

9207290310 

50-285 

F 

GREEN,ER. 

9207140273 

NUREG 


FRALEY.R.F. 

9207220253 

ACRS 


GATES.W.G. 

9207290318 

50-285 

R 

GREENE.G.A. 

9207140266 

NUREG 


FRANKE,R.E 

9207200179 

50-317 

S 

GATES.W.G. 

9207290322 

50-285 

Q 

GREENLEE.H. 

9207100189* 

40-1478 


FRANKE,R.E 

9207200322 

50-317 

S 

GATES.W.G. 

9207310160 

50-285 

P 

GREENLEE.M,A. 

9207100205* 

40-1478 


FRANKE.R.E 

9207290111 

50-317 

s 

GATES.W.G. 

9207310165 

50-285 

P 

GREENLEE,N.A. 

9207100248* 

40-1478 


FRANZ, J.F. 

9207070027 

50-331 

p 

GATES.W.G. 

9207310188 

50-285 

R 

GREENLEE,N.A. 

9207100250* 

40-1478 


FRANZ,J.F. 

9207070306 

50-331 

p 

GAUTAM,A.S. 

9202200247* 

REVIEW GR P 

GREENLEE.N.A. 

9207240102* 

70-340 


FRANZ, J.F. 

9207080218 

50-331 

p 

GAUTAM,A.S. 

9207200224* 

REVIEW 

GR P 

GREENLEE,N.A. 

9207240108* 

70-340 


FRANZ,J.F. 

9207100147 

50-331 

p 

GAY,R.A. 

9207210320 

50-293 

S 

GREENMAN.EG. 

9207070062 

60-254 

P 

FRANZ,J.F. 

9207100263 

50-331 

K 

GEKLER.W.C. 

9207010263 

40-8027 


GREENMAN.E.G. 

9207070232 

50-266 

Q 

FRANZ.J.F. 

9207100303 

50-331 

P 

QEKLER.W.C. 

9207070262 

40-8027 


GREENMAN.EG. 

9207080104 

50-266 

P 

FRANZ.J.F. 

9207150351 

50-331 

P 

GEKLER.W.C. 

9207230022 

40-8027 


GREENMAN.E.G. 

9207090188 

50-237 

P 

FRANZ,J.F. 

9207160080 

50-331 

P 

GEKLER.W.C. 

9207290041 

40-8027 


GREENMAN.EG. 

9207100122 

50-155 

Q 

FRANZ, J.F. 

9207240234 

50-331 

P 

GENT.J.R. 

9207060154 

52-1 


GREENMAN.E.G. 

9207140084 

50-266 

Q 

FRANZ, J.F. 

9207280344 

50-331 

Q 

GEORGE.D.E. 

9207160298* 

40-1478 


GREENMAN.E.G. 

9207140096 

50-461 

Q 

FRANZ, J.F. 

9207290099 

50-331 

Q 

GEORGE,J.B. 

9207130058 

PR 


GREENMAN.EG. 

9207140105 

50-461 

Q 

FREDRICKSON.P. 

9207020157* 

50-338 

Q 

GERTZ.C.P. 

9207100298 

WASTE MGT 

GREENMAN.EG. 

9207170223 

50-266 

Q 

FREDRICKSON.P. 

9207140044* 

50-280 

Q 

GIBBONS.D.R. 

8901240231* 

FOIA 


GREENMAN.EG. 

9207200022 

50-440 

S 

FREDRICKSON.P. 

9207280122 

50-280 

Q 

GIBBONS.D.R. 

8910200232* 

FOIA 


QREENMAN,E.G. 

9207220257 

50-461 

P 

FREEDMAN.G.S. 

9207130021 

PRM 


GIBBONS.D.R. 

9004100072* 

FOIA 


GREENMAN.EG. 

9207220263 

50-374 

Q 

FRENCH.A.G. 

9207270341 

FOIA 


GIBBONS.D.R. 

9007190378* 

FOIA 


GREENMAN.EG. 

9207280308 

50-155 

Q 

FREUDENBERGER 

9207010303* 

50-302 

Q 

GIBBONS, O.R. 

9104120100* 

FOIA 


GREENMAN.EG. 

9207280312* 

50-155 

Q 

FREUDENBERGER 

9207020084* 

50-302 

Q 

GIBBONS.D.R. 

9106180105* 

FOIA 


GREENMAN.EG. 

9207290144 

50-237 

P 

FRIEO,M. 

9207100198 

FOIA 


Gi6BONS,D.R. 

9207220106* 

STATE PRO G 

GREENMAN.EG. 

9207310018 

50-237 

P 

FRiEDLANDER.M. 

9207270052 

PR 


GIBBONS,D.R. 

9207220155* 

FOIA 


GREGER,LR. 

9207140039 

50-305 

Q 

FRIEDMAN.S.E 

9207270076 

PRM 


GIBBONS, O.R. 

9207220278* 

FOIA 


GREGER.LR. 

9207140129 

50-440 

Q 

FRIEUNG,Q.D. 

9207280097 

50-266 

Q 

GIBBONS.D.R. 

9207220292* 

FOIA 


GREGER,L.R. 

9207140148* 

50-440 

Q 

FRIZZLE, C.D. 

9207070021 

50-309 

P 

GIBBONS, D.R. 

9207220365* 

FOIA 


GREGER.LR. 

9207170184 

60-331 

Q 

FRIZZLEC.D, 

9207280233 

50-309 

K 

GIBBONS, D.R. 

9207240132* 

FOIA 


GREGER.LR. 

9207170186* 

50-331 

Q 

FROST.W.E. 

9207150079* 

50-329 

A 

GIBBONS.D.R. 

9207240147* 

FOIA 


GREGER.LR. 

9207170189 

50-266 

Q 

FUDALA.J.F. 

9207160028 

PR 


GIBBONS.D.R. 

9207240176* 

FOIA 


GREQER,R. 

9207010126 

50-461 

S 

FULLER, LL. 

9207220314 

50-387 

R 

GIBBS,R. 

9207140087* 

50-390 

Q 

GREGQ.H.I. 

9207070058* 

50-219 

Q 

FULLER, R.E 

9207020094 

50-397 

S 

GIBSON.A.F. 

9207010296 

50-395 

P 

GREGORY, J.J. 

9207060085 

NUREG 


FULLER,R.E. 

9207080280 

50-397 

S 

GIBSON, A.F. 

9207010328 

50-259 

Q 

GRIEP,R.J. 

9207130003 

PRM 


FULLER, R.E. 

9207240201 

50-397 

S 

GIBSON,A.F. 

9207140071 

50-369 

Q 

GRIER.B.H. 

9207100043* 

40-7603 


FULVIO,A.A. 

9207240185 

50-278 

S 

GIBSON, A.F. 

9207140091 

50-348 

Q 

GRIER.R.H. 

9207090233* 

40-8061 


FULVIO.A.A. 

9207270027 

50-278 

S 

GILBERT.Q. 

9207310037* 

50-369 

„F 

GRIFFING.EP. 

9207090140 

REVIEW GR P 

FUNDERBURK.C.J. 

9207220297 

FOIA 


GILRAY,J.W. 

9207160374 

WASTE MGT 

GRIFFITHS, R. 

9207090097 

50-336 

G 
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NUMBER 

CATEGORY 

GRIFFITHS.R. 

9207090097 

50-336 

G 

GRIMES.B.K. 

9207100073* 

50-286 

Q 

GRIMES, C.l. 

9207020152 

NUREG 


GRIMES, C.l. 

9207020165 

NUREG 


GRIMES, C.l. 

9207020291 

NUREG 


GRIMES.C.I. 

9207060254 

NUREG 


GRIMES,C.I. 

9207200023 

NUREG 


GRIMES.C.I. 

9207270187 

NUREG 


GRIMES.C.I. 

9207270209 

NUREG 


GRIMES,C.I. 

9207270292 

NUREG 


GRIMES.C.I. 

9207270306 

NUREG 


GRIMM, J.P. 

9207220272* 

40-8943 


GRIMSLEY,D.H. 

9207070286 

FOIA 


GRIMSLEY.D.H. 

9207070347 

FOIA 


GRIMSLEY,D.H. 

9207080120 

50-10 

P 

GRIMSLEY.D.H. 

9207080132 

FOIA 


GRIMSLEY.D.H. 

9207080153 

FOIA 


GRIMSLEY.D.H. 

9207080281 

FOIA 


GRIMSLEY.D.H. 

9207090020 

FOIA 


GRIMSLEY.D.H. 

9207090089 

40-8027 


GRIMSLEY.D.H. 

9207090115 

40-6811 


GRIMSLEY.D.H. 

9207090163 

40-8027 


GRIMSLEY.D.H. 

9207090216 

40-1478 


GRIMSLEY.D.H. 

9207090241 

FOIA 


QRIMSLEY.D.H. 

9207100032 

FOIA 


GRIMSLEY.D.H. 

9207100059 

FOIA 


GRIMSLEY.D.H. 

9207100119 

40-8027 


GRIMSLEY.aH. 

9207100217 

FOIA 


GRIMSLEY.D.H. 

9207100307 

FOIA 


GRIMSLEY.D.H. 

9207140281 

50-329 

A 

GRIMSLEY.D.H. 

9207140307 

FOIA 


GRIMSLEY.D.H. 

9207150092 

27-48 


QRIMSLEY,aH. 

9207150108 

FOIA 


GRIMSLEY.D-H. 

9207160075 

FOIA 


GRIMSLEY,D.H. 

9207160171 

50-29 

P 

GRIMSLEY.D.H. 

9207160193 

40-8027 


GRIMSLEY.D.H. 

9207160200 

FOIA 


GRIMSLEY.D.H. 

9207170048 

40-8027 


GRIMSLEY,D.H. 

9207170225 

FOIA 


GRIMSLEY.D.H. 

9207200041 

40-8027 


GRIMSLEY.D.H. 

9207200054 

FOIA 


GRIMSLEY.D.H. 

9207200104 

FOIA 


GRIMSLEY,D.H. 

9207200208 

40-1478 


GRIMSLEY.D.H. 

9207200219 

FOIA 


GRIMSLEY.D.H. 

9207220302 

FOIA 


GRIMSLEY.D.H. 

9207220309 

FOIA 


GRIMSLEY.D.H. 

9207220322 

50-454 

Q 

GRIMSLEY.D.H. 

9207220323 

50-329 

Q 

GRIMSLEY.D.H. 

9207220334 

50-309 

Q 

GRIMSLEY.D.H. 

9207220343 

50-346 

Q 

GRIMSLEY.D.H. 

9207220353 

50-344 

Q 

GRIMSLEY.D.H. 

9207220375 

FOIA 


QRIMSLEY.D.H. 

9207270302 

50-280 

P 

GRIMSLEY.D.H. 

9207270310 

40-8027 


GRIMSLEY.D.H. 

9207270317 

FOIA 


GRIMSLEY.D.H. 

9207270344 

FOIA 


QRIMSLEY,D.H. 

9207280183 

FOIA 


GRIMSLEY.D.H. 

9207280206 

40-8027 


GRIMSLEY.D.H. 

9207260210 

50-424 

S 

GRIMSLEY.D.H. 

9207280273 

50-245 

Q 

GRIMSLEY.D.H. 

9207280287 

FOIA 


GRIMSLEY.D.H. 

6207280298 

FOIA 


GRIMSLEY.D.H. 

9207280328 

FOIA 


GRIMSLEY.D.H. 

9207280330 

FOIA 


GRIMSLEY.D.H. 

9207280331 

FOIA 


GRIMSLEY.D.H. 

9207280366 

FOIA 


GRIMSLEY.D.H. 

9207280378 

FOIA 


GRIMSLEY.D.H. 

9207290115 

50-213 

P 

GRMISLEY.D.H. 

9207160110 

40-8027 


GROBE.J. 

9207140184 

l&E 


GROBE^. 

9207280018 

l&E 


GROBE.JJL 

9207010057 

40-8724 


GROBE,J.A. 

9207010220 

40-8135 


GROBE.JA 

9207080068 

40-3392 


GROBE.J.A 

9207140093 

ORG 


GROBE.J.A. 

9207150117* 

FOIA 


GROBE.J.A 

9207220106* 

STATE PRO G 

GROOMSJ.W. 

9207150019 

50-261 

R 

GROSSI,R.J. 

9207080028* 

50-443 

1 

GRUMME.LL 

9207170009 

50-397 

Q 

GRUMME.LL 

9207310164 

50-397 

Q 

QUILD.C.C. 

9207090015 

FOIA 


GUNTHER.W. 

9207060056 

NUREG 


GUNTRUM.B.C. 

9207080018 

50-397 

S 

HAAG,R.C. 

9207270092* 

50-395 

Q 

HAERTJENS.B.L 

9207080313 

70-135 


HAERTJENS,B.L 

9207130168 

70-135 


HAGAN.J. 

9207060000 

50-354 

R 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


HAGAN, J.J. 

9207070309 

50-354 

S 

HAGAN.J.J. 

9207200194 

50-354 

R 

HAGEMAN.R.C. 

9207090351* 

40-7603 


HAGER.R.C. 

9207090145 

71-740 


HAGUE, R.L 

9207070182 

50-305 

Q 

HAGUE.R.L. 

9207070184* 

50-305 

Q 

HAGUE.R.L 

9207170188* 

50-331 

Q 

HAILE.D. 

9207280188 

50-395 

S 

HALL.B.E. 

9207060144 

50-354 

F 

HALL.D.P. 

9207150007 

50-498 

Q 

HALLD.P. 

9207240136 

50-498 

P 

HALL,D.W. 

9207220329 

50-309 

Q 

HALL,J.R. 

9207010337 

50-440 

P 

HALL.J.R. 

9207150132 

50-440 

P 

HALL,J.R. 

9207160091 

50-440 

P 

HALL.J.R. 

9207160097* 

50-440 

P 

HALUJ.R. 

9207210137 

50-440 

P 

HALL.J.R. 

9207300160 

50-440 

P 

HALUJ.R. 

9207300222 

50-440 

F 

HALUR.E. 

9207010280 

40-8904 


HALL.R.E. 

9207210045 

40-1341 


HALL,R.E. 

9207210051* 

40-1341 


HALUR.E. 

9207220270 

40-8943 


HALUR.E. 

9207220272* 

40-8943 


HALUR.E. 

9207240072 

40-6622 


HALUR.E. 

9207240077* 

40-6622 


HALUS.U 

9207140319 

50-309 

R 

HALTIWANGER.J. 

9207140068 

50-395 

R 

HAMBY, M.R. 

9207230065 

50-400 

S 

HAMMOND, H.A. 

9207200079* 

70-3070 


HAMMOND.H.A. 

9207200079* 

70-3070 


HAMPTON, J.W. 

9207020181* 

50-269 

Q 

HAMPTON, J.W. 

9207060137 

50-269 

K 

HAMPTON, J.W. 

9207070341 

50-269 

Q 

HAMPTON.J.W. 

9207090064 

50-269 

P 

HAMPTON.J.W. 

9207090171 

50-269 

F 

HAMPTON.J.W. 

9207150112 

50-269 

Q 

HAMPTON.J.W. 

9207170067 

50-269 

S 

HAMPTON.J.W. 

9207200042 

50-269 

Q 

HAMPTON.J.W. 

9207200051 

50-269 

P 

HAMPTON.J.W. 

9207200177 

50-287 

Q 

HAMPTON.J.W. 

9207200196 

50-269 

Q 

HAMPTON.J.W. 

9207210189 

50-269 

P 

HAMPTON.J.W. 

9207270059 

50-269 

S 

HAMPTON.J.W. 

9207270114 

50-269 

S 

HAMPTON,J.W. 

9207270159 

50-269 

F 

HANDLER.E. 

9207160292* 

40-1478 


HANDLOVITS,S.M. 

9207140058 

50-255 

R 

HANNON.J.N. 

9207210247 

50-461 

P 

HANNON,J.N. 

9207220424* 

50-483 

P 

HANSELL.S. 

9207230194* 

50-220 

V 

HANSEN.A.G. 

9207060195 

50-305 

Q 

HANSEN.A.G. 

9207230151 

50-305 

P 

HANSEN,A.G. 

9207280246 

50-305 

F 

HANSEN.A.G. 

9207300158 

50-305 

V 

HANSONAS. 

9207060171 

72-1005 


HANSON.A.S. 

9207140135 

72-1005 


HANSON.D.J. 

9207270263 

NUREG 


HARDIN.C.M. 

9207270113 

PRM 


HARMON.D.F. 

9207100035* 

40-7603 


HARMON,D.F. 

9207100082* 

40-7603 


HARMON.O.F. 

9207100093* 

40-7603 


HARMON.D.F. 

9207150299* 

40-1478 


HARMON,D.F. 

9207180209* 

40-1478 


HARMON.D.F. 

9207280351* 

40-2253 


HARMON, D.F. 

9207280360* 

40-2253 


HARMON, D.F. 

9207280368* 

40-2253 


HARMON, D.F. 

9207280375* 

40-2253 


HARMON.P.E 

9207270019* 

50-269 

Q 

HARMON,P.E. 

9207270077* 

50-269 

Q 

harperaq. 

9207200210* 

FOIA 


harperag. 

9207200216* 

FOIA 


HARPER.F.T. 

9207060085 

NUREG 


HARPER.J.e. 

9207300250* 

WASTE MGT 

harreluph. 

9207070064* 

50-458 

Q 

HARRELUP.H. 

9207240085* 

50-458 

Q 

harreluph. 

9207300080* 

50-298 

Q 

HARRELSON.D.K. 

9207090093* 

50-269 

P 

HARRIS.D.J. 

9207090356* 

WASTE MGT 

HARRiS.J.G. 

9207240230 

ORG 


HARRIS.R. 

9207280105* 

50-272 

Q 

HARRIS,R.H. 

9207140085* 

50-369 

Q 

HARVEY,M. 

9207200089 

40-8948 


HASSAN.H. 

9207310143 

XPORTLIC 


HASSE,RA 

9207140050* 

50-305 

Q 

HASSELBERG.F.W. 

9207200087 

PROJ 


HASSELBERG.F.W. 

9207230210 

PROJ 


HASSELBERG.F.W. 

9207230268 

PROJ 



AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

HASSELBERG.F.W. 

9207240133 

PROJ 


HASSELBERG.F.W. 

9207280329 

PROJ 


HATTOX.B.A. 

9207080296* 

70-28 


HAUBER.R.D. 

9207130271 

XPORTLIC 


HAUBER.R.D. 

9207160382 

XPORTLIC 


HAUBER.R.D. 

9207160383 

XPORTLIC 


HAUBER,R.D. 

9207170145 

XPORTLIC 


HAUBER.R.D. 

9207170157 

XPORTLIC 


HAUBER.R.D. 

9207170162 

XPORTLIC 


HAUGHLIN.J. 

9207280098* 

50-443 

Q 

HAUSMAN.G.M. 

9207150016* 

50-456 

Q 

HAYES.B.B. 

9207140277* 

FOIA 


- HAYES.B.B. 

9207140284* 

FOIA 


HAYES,B.B. 

9207140320* 

FOIA 


HAYES.B.B. 

9207150056* 

50-329 

A 

HAYES.B.B. 

9207200146* 

FOIA 


HAYES,B.B. 

9207220181* 

FOIA 


HAYES.K.R. 

9207210102 

50-313 

R 

HEBDON.F.J. 

9207100077* 

50-260 

P 

HEBDON,F.J. 

9207160387* 

50-327 

P 

HEBERT.J.R. 

9207010300 

50-309 

P 

HEBERT.J.R. 

9207070247 

50-309 

P 

HEBERT,J.R. 

9207140319 

50-309 

R 

HEBERT.J.R. 

9207150051 

50-309 

V 

HEBERT,J.R. 

9207170155 

50-309 

S 

HECK,UL. 

9207130012 

PRM 


HEDRICK.W.R. 

9101020351* 

FOIA 


HEDRICK.W.R. 

9207280326* 

FOIA 


HEGRAT.H.U 

9207070280 

50-440 

S 

HEGRAT.H.U 

9207170269 

50-440 

R 

HEHUC.W. 

9207080085 

50-245 

P 

HEHUC.W. 

9207170030 

50-271 

P 

HEHUC.W. 

9207300088 

50-244 

Q 

HELTON.J.C. 

9207060085 

NUREG 


HEMMINGS.J.O. 

9207090093* 

50-269 

P 

HENDL.G.F. 

9207200142 

50-458 

R 

HENDRICKSON, R. 

9207160021 

50-116 

V 

HENDRIX,C.W. 

9207130058 

PR 


HENKENIUS.M.A. 

9207080270 

PT21 


HENRIE,J.O. 

9207060091* 

50-295 

K 

HEO.J. 

9207130010 

PRM 


HERBENICK.G.D. 

9207200321 

50-250 

R 

HERBERT.J.R. 

9207020242 

50-309 

F 

HERBERT,J.R. 

9207020289 

50-309 

Q 

HERBERT,J.R. 

9207200106 

50-309 

Q 

HERBERT,J.R. 

9207310196 

50-309 

Q 

HERDT,A.R. 

9207020011 

50-321 

Q 

HERDTAR. 

9207020014 

50-269 

Q 

HERDT,AR. 

9207020025 

50-424 

Q 

HERDT,A.R. 

9207140027 

50-369 

Q 

HERDT,A.R. 

9207140059 

50-413 

Q 

HERDT,A.R. 

9207140067 

50-413 

Q 

HERDT.A.R. 

9207140152 

50-269 

Q 

HERDT.A.R. 

9207270056 

50-269 

Q 

HERDTAR. 

9207270101 

50-321 

Q 

HERNAN.R.W. 

9207020213 

50-289 

P 

HERNAN.R.W. 

9207060214* 

50-423 

P 

HERRON.R. 

9207170273 

50-295 

R 

HERSHBERGER.D. 

9207100219 

TOPREP 


HEYMAN.S. 

9207160049 

PRM 


HEYSEK.W.G. 

9207150283 

50-320 

R 

HIATT.S.U 

9207130078 

PR 


HIATT, S.L. 

9207230014 

PR 


HIATT, S.U 

9207230026 

PR 


HIATT, S.L. 

9207270045 

PR 


HIATT, S.U 

9207290084 

PR 


HICKEY.J.W. 

8410090318* 

FOIA 


HICKEY.J.W. 

8607300180* 

FOIA 


HICKEY,J.W. 

9207020268 

70-143 


HICKEY,J.W. 

9207020321 

70-1151 


HICKEY, J.W. 

9207020322 

70-1201 


HICKEY,J.W. 

9207020328 

70-734 


HICKEY,J.W. 

9207020331 

70-1257 


HICKEY,J.W. 

9207020332 

70-27 


HICKEY.J.W. 

9207070045 

70-143 


HICKEY,J.W. 

9207080345 

70-1151 


HICKEY.J.W. 

9207090026 

70-27 


HICKEY.J.W. 

9207090028* 

70-27 


HICKEY,J.W. 

9207090040 

70-734 


HICKEY,J.W. 

9207090046* 

70-27 


HICKEY.J.W. 

9207100145 

70-398 


HICKEY J.W. 

9207100271 

40-8820 


HICKEY,J.W. 

9207130083 

70-1113 


HICKEY,J.W. 

9207140205 

40-8820 


HICKEY,J.W. 

9207160326 

70-1201 


HICKEY, J.W. 

9207160331 

40-3392 


HICKEY J.W. 

9207160335 

40-8027 


HICKEY.J.W. 

9207170077* 

FOIA 
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NUMBER 

CATEGORY 

HICKEY.J.W. 

9207170090* 

FOIA 


HOOD.D.S. 

9207220388 

50-424 P 

HUTCHISON, L 

9207200176* 

50-397 

F 

HICKEY, J.W. 

9207230201 

70-1100 


HOOKER,C.A. 

9207090276* 

70-734 

HUTCHISON, LB. 

9207020274 

50-397 

F 

HICKEY, J.W. 

9207230202* 

70-1100 


HOOKER.C.A. 

9207150315* 

70-1257 

HUTCHISON,LB. 

9207220386 

50-397 

F 

HICKEY,J.W. 

9207230206* 

70-1100 


HOOKER,C.A. 

9207150341* 

70-1257 

IKEDA.M. 

9207100003 

XPORTLIC 


HICKEY.J.W. 

C20723021 1 

70-1257 


HOOKER.E.O. 

9207060173 

70-28 

IMBRO.EV. 

9207100073* 

50-286 

C 

H1CKEY.J.W. 

9207230213* 

70-1257 


HOOKS.K. 

9207010001 

WASTE MGT 

IRWIN.G.R. 

9207270284 

50-329 

/ 

HICKEY,J.W. 

9207230217* 

70-1257 


HCXDKS,K.R. 

9207220150* 

WASTE MGT 

ISAAS.P. 

9207220370* 

50-59 

V 

H!CKEY,J.W. 

9207240171 

70-1100 


HOOPER.G.L. 

9207140303 

50-424 R 

ISHAMEUJ.R. 

9207160014 

71-633 


HICKEY, J.W. 

9207280027 

40-3392 


HOPKINS, J.B. 

9207130204 

50-346 P 

IVEY.K.D. 

9207140087* 

50-390 

c 

H1CKEY.J.W. 

9207280213 

70-135 


HOPKINS.J.B. 

9207230227 

50-266 P 

JABBOUR,K.N. 

9207020230 

50-366 

p 

HICKEY.J.W. 

9207280341 

40-8027 


HOPKINS.P.C. 

9207140065* 

50-413 Q 

JABBOUR,K.N. 

9207020255 

50-321 

p 

HICKEY, J.W. 

9207300208 

40-8027 


HOPPER,G.T. 

9207140010* 

60-348 V 

JABBOUR,K.N. 

9207080248 

50-321 


HICKEY, J.W. 

9207310096 

40-8027 


HORN.Q.R. 

9207080182 

50-298 P 

JABLONSKI,F.J. 

9207160016* 

50-456 

Q 

HICKEY,J.W.N. 

9207150077 

70-1113 


HORN.G.R. 

9207150233- 

-50-298 P 

JACKIW.I.N. 

9207080107 

50-348 

c 

HIGGINS, W.R. 

9207020312 

50-395 

S 

HORN.G.R. 

9207220373 

50-298 F 

JACKIW,I.N. 

9207080114* 

50-346 

0 

HIGGINS, W.R. 

9207070264 

50-395 

S 

HORN.G.R. 

9207280126 

50-298 K 

JACKIW.I.N. 

9207140111* 

50-266 

0 

HILL,L.M. 

9207060020 

50-322 

w 

HORN.G.R. 

9207310156 

50-298 Q 

JACKIW.I.N. 

9207170228* 

50-266 

Q 

HILULM. 

9207060140 

50-322 

w 

HORN.M. 

9207130195 

40-8027 

JACKIW.I.N. 

9207220140 

50-266 

c 

HILL.LM. 

9207070251 

50-322 

w 

HORN.M. 

9207290261 

40-8027 

JACKIW.I.N. 

9207220145* 

50-266 

Q 

HILL,L.M. 

9207070254 

50-322 

w 

HORNG,T-S. 

9207140022 

NUREG 

JACKSON.G. 

8607300187* 

FOIA 


HILL.L.M. 

9207090159 

50-322 

w 

HORTON.D.G. 

9207060180 

WASTE MGT 

JACKSON.G. 

9207160124* 

FOIA 


HILL,L.M. 

9207140222 

50-322 

w 

HORTON.D.G. 

9207060181* 

WASTE MGT 

JACKSON.G. 

9207160213* 

FOIA 


HILULM. 

9207220132* 

50-322 

w 

HORTON.D.G, 

9207080112 

WASTE MGT 

JACKSON.G. 

9207160219* 

FOIA 


HILUR.D. 

9207160149 

50-364 

R 

HORTON.D.G. 

9207080115* 

WASTE MGT 

JACKSON.G. 

9207160337* 

FOIA 


HILL,R-D. 

9207160161 

50-348 

R 

HORTON.D.G. 

9207090185 

WASTE MGT 

JACKSON.J.A. 

9207280289 

FOIA 


HILUR.D. 

9207220168 

60-364 

S 

HORTON.D.G. 

9207090355 

WASTE MGT 

JACKSON,M.A. 

9207090112 

50-237 

P 

HILTZ.T.G. 

9207200307 

PROJ 


HORTON.D.G. 

9207090356* 

WASTE MGT 

JACKSON.M.A. 

9207100283 

50-295 

p 

HILTZ,T.G. 

9207270362 

PROJ 


HORTON.D.G. 

9207100422 

WASTE MGT 

JACKSON.M.A. 

9207130016 

PR 


HIND,J.A. 

9207080346* 

FOIA 


HORTON.D.G. 

9207100426* 

WASTE MGT 

JACKSON,M.A. 

9207160111 

PR 


HINNANT.C.S. 

9207230065 

50-400 

S 

HORTON.D.G. 

9207130039 

WASTE MGT 

JACKSON,M.A. 

9207290351 

50-454 

R 

HIPPE,M. 

9207070008 

50-263 

S 

HORTON.D.G. 

9207130054* 

WASTE MGT 

JACKSON, M.A. 

9207310171 

50-237 

Q 

HIPPE,M. 

9207300211 

50-263 

S 

HORTON.D.G. 

9207130157 

WASTE MGT 

JACKSON,R.L. 

9207290240* 

70-1100 


HIRSCH.D. 

9207160026 

PR 


HORTON.D.G. 

9207130162* 

WASTE MGT 

JACOBSON.J.M. 

9207150034* 

50-237 

Q 

HITCH,J.W. 

9207200245* 

FOIA 


HORTON.D.G. 

9207130208 

WASTE MGT 

JACOBSON,J.M. 

9207150049* 

50-331 

Q 

HOCKEY, R.L. 

9207140273 

NUREG 


HORTON.D.G. 

9207130265* 

WASTE MGT 

JACOBSON.J.M. 

9207310006* 

50-373 

Q 

HODGES.M.W. 

9207080098 

50-244 

Q 

HORTON.D.G. 

9207130267* 

WASTE MQT 

JACQUES, UJ. 

8901240231* 

FOIA 


HODGES, M.W. 

9207170021 

50-219 

Q 

HORTON,D.G. 

9207200145 

WASTE MGT 

JAFFE,D.H. 

9207070022 

50-245 

P 

HODGES, M.W. 

9207170035 

50-333 

Q 

HORTON.D.Q. 

9207200149* 

WASTE MGT 

JAFFE.D.H. 

9207070365 

50-245 

P 

HODQES,M.W. 

9207170250 

50-246 

Q 

HORTON.D.G. 

9207210146 

WASTE MGT 

JAFFE.D.H. 

9207130122 

50-213 

p 

HODGES.M.W. 

9207230058 

50-246 

P 

HORTON.D.G. 

9207210153* 

WASTE MGT 

JAFFE.D.H. 

9207220417 

50-245 

P 

HODGES,M.W. 

9207280141 

50-220 

Q 

HORTON.D.G. 

9207290279 

WASTE MGT 

JANUSKA,A.G. 

9207280290* 

50-237 

Q 

HOEFERT.N. 

9207220393 

50-301 

S 

HORTON.D.G. 

9207300136 

WASTE MGT 

JAPE,F. 

9207010331* 

50-413 

Q 

HOELLER.E. 

9207020155 

50-348 

G 

HOSEY.C.M. 

9207220091 

STATE PRO Q 

JAPE,F. 

9207160032* 

50-348 

0 

HOFFMAN, D.P. 

9207220261 

50-155 

Q 

HOTZ.J. 

9207300254* 

50-368 P 

JENKINS,G. 

9207060211 

lAE 


HOFFMAN, D.P. 

9207310236 

50-155 

P 

HOUSE.J.E. 

9207090279* 

50-373 Q 

JESSEN.D. 

9207100325 

71-9233 


HOFFMAN.E.A. 

9207220274 

50-339 

P 

HOUSE.W.B. 

9207080122 

27-47 

JINKS.S.M. 

9207140038 

50-333 

R 

HOFFMAN.S.T. 

9207020196 

50-348 

P 

HOUSE,W.B. 

9207160006 

PR 

JOHNSON, A 

9207060157 

50-244 

P 

HOFFMAN, S.T. 

9207060289 

50-348 

F 

HOUSE, W.B. 

9207230042 

PR 

JOHNSON,A.R. 

9207130194 

50-244 

P 

HOFFMAN,S.T. 

9207150190 

50-348 

P 

HOUSE.W.B. 

9207270142 

WASTE MGT 

JOHNSON,A.R. 

9207130234 

50-244 

P 

HOFFMAN.S.T. 

9207240109 

50-348 

P 

HOWE.A. 

9207010031 

50-317 S 

JOHNSON.A.R. 

9207220304 

50-244 

Q 

HOFFMAN,S.T. 

9207240134 

50-348 

P 

HOWELL.A.T. 

9207070103* 

50-482 Q 

JOHNSON.A.R. 

9207220308 

50-244 

Q 

HOFFPAUIR.J.G. 

9207070328 

50-382 

S 

HOWELUA.T, 

9207140166* 

50-498 Q 

JOHNSON.B.A. 

9207290032 

50-390 

A 

HOFFPAUIR.J.Q. 

9207150068 

50-382 

S 

HOWELUA.T. 

9207170246 

50-482 S 

JOHNSON.C. 

9207010348 

TOPREP 


HOFFPAUIR,J.G. 

9207150084 

50-382 

S 

HOYLE.A. 

9207270355* 

FOIA 

JOHNSON.E. 

9207080251 

50-249 

S 

HOQGE,A.J. 

9207200257* 

50-287 

Q 

HOYT,J. 

9207280294 

FOIA 

JOHNSON.H.S. 

9207230223* 

CONTRACT 


HOLBERT,O.A. 

9207240208* 

50-458 

P 

HSIA,A.H. 

9207020006 

50-454 P 

JOHNSON.I.M. 

9207150204 

50-295 

F 

HOLIAN.B. 

9207230134 

50-445 

P 

HSIA,A.H. 

9207020021* 

50-454 P 

JOHNSON,J.R. 

9207140014 

50-390 

Q 

HOLIAN.B.E. 

9207100249 

50-445 

P 

HSIUNG.S. 

9207280318 

WASTE MGT 

JOHNSON.J.R. 

9207140023 

50-338 

Q 

HOLIAN.B.E. 

9207150328 

50-446 

A 

HUBER.M.P. 

9207310006* 

50-373 Q 

JOHNSON.J.R. 

9207140081 

50-259 

Q 

HOLIAN.B.E. 

9207170087 

50-446 

A 

HUDDLESTON.B. 

9207170215 

71-62 

JOHNSON.J.R. 

9207140106 

50-390 

Q 

HOUAN.B.E. 

9207210142 

50-446 

A 

HUDDLESTON.B. 

9207170221* 

71-62 

JOHNSON,J.R. 

9207140110 

50-324 

Q 

HOLLAND.W.E. 

9207010253* 

50-327 

Q 

HUDDLESTON.E. 

9207080185 

71-62 

JOHNSON,J.R. 

9207140141 

50-390 

Q 

HOLLINGSWORTH 

9207200194 

50-354 

R 

HUDDLESTON, E.W. 

9207080321 

71-9156 

JOHNSON,J,R. 

9207140168 

50-390 

Q 

HOLLOMON.T-J. 

9207210328 

50-327 

R 

HUDDLESTON, E.W. 

9207090004 

71-9185 

JOHNSON,J.R. 

9207220019 

50-321 

Q 

HOLLOWAY,C.J. 

9207230296 

PR 


HUDDLESTON,E.W. 

9207090104 

71-9157 

JOHNSON,J.R. 

9207220084 

50-269 

P 

HOLM.R.L 

9207020298 

50-151 

V 

HUDDLESTON.E.W. 

9207170227* 

71-62 

JOHNSON,J.R. 

9207220087 

50-324 

P 

HOLMES, S. 

9207160203* 

50-223 

Q 

HUDSPETH.J.B. 

9207080062 

50-348 F 

JOHNSON, J.R. 

9207220137 

50-269 

Q 

HOLMES-RAY.P. 

9207010303* 

50-302 

Q 

HUDSPETH.J.B, 

9207280299 

50-348 F 

JOHNSON.J.R. 

9207270012 

50-269 

Q 

HOLMES-RAY.P. 

9207020084* 

50-302 

Q 

HUDSPETH.J.B. 

9207300041 

50-348 F 

JOHNSON, L 

9207090263* 

FOIA 


HOLODY.D. 

9207060207 

l&E 


HUETER.U. 

9207090210* 

40-8081 

JOHNSON, L. 

9207090271* 

FOIA 


HOLONICH,JJ. 

9207010156 

WASTE MQT 

HUETER.LJ. 

9207090222* 

40-8081 

JOHNSON, L 

9207090292* 

40-8081 


HOLONICH,J.J. 

9207010165* 

WASTE MQT 

HUETER.LJ, 

9207090230* 

40-8081 

JOHNSON.L 

9207210015* 

70-146 


HOLONICH,J.J. 

9207090084 

WASTE MQT 

HUFFERT,A.M. 

9207070416 

40-8724 

JOHNSON.L 

9207220082* 

70-146 


HOLONICH.J.J. 

9207090125 

WASTE MQT 

HUFFERT.A.M. 

9207070422 

40-8724 

JOHNSON,U 

9207220085* 

70-36 


HOLONICH,J.J. 

9207090186 

WASTE MQT 

HUFHAM,J. 

9207280214* 

50-280 F 

JOHNSON, U 

9207220090* 

70-146 


HOLONICH,J.J. 

9207220043 

WASTE MQT 

HUQHESA 

9207020052 

CONTRACT 

JOHNSON, U 

9207220101* 

70-146 


HOLONICH,JJ. 

9207220051 

WASTE MQT 

HUQHES.A. 

9207020296 

CONTRACT 

JOHNSON.L 

9207220110* 

70-146 


HOLONICH,JJ. 

9207220080 

WASTE MQT 

HUQHESA 

9207140326 

50-352 V 

JOHNSON.L. 

9207220130* 

70-146 


HOLONICH.J.J. 

9207230125 

WASTE MQT 

HUQHESA 

9207140328 

CONTRACT 

JOHNSON.L. 

9207220152* 

70-146 


HOLONICH,J.J. 

9207300001 

WASTE MQT 

HULL,J.T. 

9207090121 

50-336 Q 

JOHNSON, L. 

9207220169* 

70-146 


HOLONlCH,J.J. 

9207300002 

WASTE MQT 

HULUJ.T. 

9207100101* 

50-336 H 

JOHNSON.L 

9207220173* 

70-146 


HOM.S.R. 

9207020059 

50-346 

M 

HUNSTAD.A. 

9207200274 

50-282 S 

JOHNSON, L 

9207220177* 

70-146 


HOM.8.R. 

9207020164 

50-346 

M 

hunstadaa. 

9207130236 

50-282 S 

JOHNSON, L 

9207220184* 

70-146 


HOM.S.R. 

9207100012 

50-346 

M 

HUNSTAD,A.A. 

9207300058 

50-282 S 

JOHNSON.L 

9207220230* 

70-146 


MOM,S.R. 

9207100094 

50-3'!6 

M 

HUNT.M. 

9207010331* 

50-413 Q 

JOHNSON, L 

9207220238* 

70-146 


HOMEaU 

9207290129 

50-213 

S 

HUNT.M.D. 

9207020210* 

5<M16 Q 

JOHNSON.L 

9207220280* 

70-146 


HOOD.D,8. 

9207170172 

50-424 

P 

HUTCHINSON.J.J. 

9207070145 

TOPREP 

JOHNSON, L 

9207220296* 

70-146 


HOOO,D.S. 

9207200345 . 

50-424 

P 

HUTCHISON.L 

9207200171* 

50-397 R 

JOHNSON,L 

9207220303* 

70-146 
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JOHNSON.L 

9207220324* 

70-146 


JULIAN,C.A. 

9207020007 

50-335 

Q 

KEPPLER,J.G. 

9207070142* 

50-263 

Q 

JOHNSON, L 

9207220360* 

70-146 


JULIAN.C.A. 

9207020070 

50-416 

Q 

KEPPLER.J.G. 

9207220371* 

FOIA 


JOHNSON.L 

9207220419* 

70-146 


JULIAN,C.A. 

9207020154 

50-261 

Q 

KEPPLER.J.G. 

9207220385* 

50-329 

Q 

JOHNSON.L 

9207230027* 

70-146 


JUUAN.CA. 

9207020205 

50-416 

Q 

KEPPLER.J.G. 

9207220391* 

50-329 

Q 

JOHNSON.L 

9207230038* 

70-146 


JUUAN.CA. 

9207140061 

50-280 

Q 

KERNES,E.A. 

9207130085 

50-298 

R 

JOHNSON,L 

9207230057* 

70-146 


JUUAN.CA. 

9207140190 

50-269 

P 

KERRY.J.F. 

9207060209* 

50-443 

U 

JOHNSON,L 

9207230090* 

70-146 


JUUAN.CA. 

9207160016 

50-348 

Q 

KIDD.Y. 

9207280322 

FOIA 


JOHNSON,L 

9207230122* 

70-146 


JUUAN.CA. 

9207270100 

50-369 

Q 

KIM.H.H. 

9207270088 

PRM 


JOHNSON.L 

9207230129* 

70-146 


JUUAN.CA. 

9207270117 

50-259 

Q 

KING.D.A. 

9207140321 

CONTRACT 


JOHNSON.L 

9207230173* 

70-146 


JUMP.W.J. 

9207070226 

50-498 

Q 

KINQ.E.B. 

9207170051* 

50-286 

Q 

JOHNSON.L 

9207230176* 

70-146 


JUMP,W.J. 

9207070318 

50-498 

F 

KING.L. 

9207140088* 

60-400 

Q 

JOHNSON.L 

9207230301* 

40-1478 


JUMP.W.J. 

9207070321 

50-498 

Q 

KING.L. 

9207220007* 

50-327 

Q 

JOHNSON.L 

9207240052* 

70-340 


JUMP.W.J. 

9207070333 

50-498 

Q 

KING.W. 

9207220158* 

FOIA 


JOHNSON,?. 

9207010054 

50-275 

S 

JUMP,W.J. 

9207070367 

50-498 

F 

KING.W.T. 

9003220284* 

FOIA 


JOHNSON.P.H. 

9207090320* 

50-275 

Q 

JUMP.W.J. 

9207100162 

50-499 

S 

KING.W.T. 

9003300183* 

FOIA 


JOHNSON, P.H. 

9207130017 

50-397 

S 

JUMP,W.J. 

9207130099 

50-498 

R 

KING.W.T. 

9207220193* 

FOIA 


JOHNSON.P.H. 

9207150222* 

50-397 

Q 

JUMP,W.J. 

9207140242 

50-499 

S 

KING.W.T. 

9207220250* 

FOIA 


JOHNSON.P.H. 

9207270296* 

50-275 

Q 

JUMP.W.J. 

9207150002 

50-498 

Q 

KINNEMAN.J.D. 

9207090215* 

70-698 


JOHNSON.R.H. 

9207080268* 

50-413 

1 

JUMP.W.J. 

9207150030 

50-499 

S 

KINNEMAN.J.O. 

9207230037 

40-8406 


JOHNSON.S.P. 

9207270263 

NUREG 


JUMP,W.J. 

9207150196 

50-498 

Q 

KINNEMAN.J.D. 

9207230093 

ORG 


JOHNSON.W.D. 

9207210076* 

50-313 

Q 

JUMP,W.J. 

9207160036 

PR 


KINNEMAN,J.D. 

9207280321 

40-2253 


JOHNSON.W.D. 

9207280045* 

50-382 

Q 

JUMP,W.J. 

9207160044 

50-498 

H 

KIPER.K.L. 

9207170138* 

50-443 

P 

JOHNSRUD.J.H. 

9207160055 

PR 


JUMP,W.J. 

9207160101 

PR 


KIPPER.M.S. 

9207130001 

PRM 


JOHNSRUD.J.H. 

9207270123 

PR 


JUMP,W.J. 

9207210146* 

50-498 

Q 

KIRBERG.S.L. 

9207300054 

52-1 


JOHNSTON.C.B. 

9207220339 

50-346 

Q 

JUMP,W.J. 

9207220032 

50-498 

J 

KIRBERG.S.L 

9207310127 

52-1 


JOHNSTON.J.R. 

9207130117 

50-155 

R 

JUMP,W.J. 

9207240083 

50-498 

F 

KIRCHER.K.F. 

9207220061* 

FOIA 


JOHSNON.L 

9207230073* 

70-146 


JUMP,W.J. 

9207270063 

50-498 

S 

KIRCHER.K.F. 

9207220067* 

FOIA 


JONES,D.M. 

9207200053* 

PR 


KALUS,J. 

9207080188 

PROJ 


KIRCHER,K.F. 

9207220075* 

FOIA 


JONES,D.T. 

9207140322 

50-334 

R 

KALMAN.G. 

9207020237 

50-206 

P 

KIRKWOOD,A. 

9207150106 

l&E 


JONES.D.W. 

9207140139* 

50-369 

Q 

KALMAN.G. 

9207160043 

50-206 

P 

KIRSPELR. 

9207220181* 

FOIA 


JONES.K. 

9207300289 

40-8724 


KALMAN.G. 

9207160065 

50-206 

P 

KISER.W.S. 

8704220166* 

FOIA 


JONES, S. 

9207060144 

50-354 

F 

KALMAN,K.L 

9207090095* 

WASTE MGT 

KLAPPROTH.J.F. 

9207310136 

52-1 


JONES,T.M. 

9207070125 

50-325 

S 

KAMMERER.C 

9207020299 

STATE PRO G 

KLASKY.M. 

9207090034* 

70-27 


JONES,W.R. 

9004230293* 

FOIA 


KAMMERER.C. 

9207020305 

STATE PRO G 

KLEIN, T. 

9207150029 

50-286 

S 

JORDAN.D.D. 

9207100356* 

50-498 

1 

KAMMERER.C. 

9207020324 

STATE PROG 

KLEINSORGE,W.P. 

9207020040* 

50-335 

Q 

JORDAN, E.L 

9207130149 

REVIEW GR P 

KAMMERER.C 

9207100141* 

50-336 

H 

KLEMENTOWICZ,S. 

9207150194 

REVIEW GR P 

JORDAN.E.L 

9207210214 

REVIEW GR P 

KANE.G.E. 

9207100385 

50-338 

S 

KLINE, J.R. 

9207070101 

50-322 

G 

JORDAN, E.L 

9207300233 

REVIEW GR P 

KANE.G.E. 

9207160063* 

50-338 

R 

KLINE.J.R. 

9207070115 

50-322 

G 

JORDAN,M.J. 

9207140136* 

50-331 

V 

KANE.G.E. 

9207160078* 

50-338 

R 

KNAPP,M.R. 

9207150104* 

FOIA 


JORDAN.M.J. 

9207170241* 

50-461 

V 

KANE.G.E. 

9207230018 

50-339 

S 

KNICELEY.J.R. 

9207070208* 

50-305 

Q 

JORGENSEN.B.L 

9207170180 

50-315 

Q 

KANE,J. 

9207080014 

WASTE MGT 

KNICELEY.J.R. 

9207280035* 

50-263 

Q 

JORGENSEN.B.L 

9207170183* 

50-315 

Q 

KANE.J. 

9207170135 

WASTE MGT 

KNIELK. 

9207130004 

PR 


JOUSTRA,J. 

9207060002 

l&E 


KANE.J. 

9207240199 

WASTE MGT 

KNOP.R. 

9207130134 

50-237 

S 

JOW.H.N. 

9207060085 

NUREG 


KANSLER.M.R. 

9207200117 

50-281 

S 

KNOP,R.C. 

9207090344* 

50-237 

Q 

JOYCE.J.P. 

9202200318* 

REVIEW 

GRP 

KANSLER.M.R. 

9207290419 

50-280 

S 

KNORR,J.E. 

9207200129 

50-250 

S 

JOYCE, TP. 

9207060017 

50-304 

S 

KANTOR.F. 

9207240220 

ORG 


KNOTTS,J.B. 

9207160039 

PR 


JOYCE, TP. 

9207060035 

50-304 

S 

KARABA,PJ. 

9207310080 

50-237 

S 

KNUBEU 

9207150256 

50-146 

P 

JOYCE, TP. 

9207170273 

50-295 

R 

KARAGANIS.J.V. 

9207200067 

40-2061 


KNUBEL,J. 

9207130069 

PR 


JOYNER.J. 

9207160191 

50-146 

S 

KARAGANIS.J.V. 

9207200067 

40-2061 


KOEHLER.T.J. 

9207060190 

50-266 

S 

JOYNER.J. 

9207280032 

50-245 

S 

KAREUTZ.J.R. 

9207130024 

PRM 


KOEHLER.T.J. 

9207200252* 

50-266 

S 

JOYNER, J.H. 

9207010025 

50-289 

Q 

KARVEUS.K.C 

9207130008 

PRM 


KOEHLER,T.J. 

9207300036 

50-266 

S 

JOYNER, J.H. 

9207010040 

50-387 

Q 

KASNICKI.D. 

9207140123* 

70-1151 


KOENEKE,A. 

9207140038 

50-333 

R 

JOYNER, J.H. 

9207010064 

50-277 

Q 

KASUGA.R. 

9207230025 

50-213 

S 

KOFRON,K.L 

9207070073 

50-457 

S 

JOYNER,J.H. 

9207070138 

50-286 

F 

KATZ.B. 

9207310211* 

50-206 

P 

KOFRON.K.L 

9207140082 

50-456 

R 

JOYNER, J.H. 

9207070159 

50-247 

Q 

KEENEY.M. 

9008060149* 

FOIA 


KOFRON,K.L 

9207160249 

50-456 

R 

JOYNER.J.H. 

9207080015 

50-352 

Q 

KEESEE,R.E. 

9207160025 

PR 


KOQA,R.H. 

9207070128 

70-1151 


JOYNER.J.H. 

9207080020 

50-271 

Q 

KEIMIG.R.R. 

9207080022* 

50-271 

Q 

KOH,Y.S. 

9207200150* 

CONTRACT 

JOYNER, J.H. 

9207080027 

50-293 

Q 

KEIMIG.R.R. 

9207080058* 

50-352 

Q 

KOHL,H. 

9207310218* 

50-266 

H 

JOYNER.J.H. 

9207080036 

50-334 

Q 

KEIMIQ,R.R. 

9207170051* 

50-286 

Q 

KOHUT,P. 

9207270295 

NUREG 


JOYNER, J.H. 

9207080051 

50-352 

Q 

KEISER.H.W. 

9207070371 

50-387 

K 

KOLASA,M.J. 

9207220096* 

FOIA 


JOYNER, J.H. 

9207080064 

50-220 

Q 

KEISER,H.W. 

9207080133 

50-387 

P 

KOUSA,MJ. 

9207220099* 

FOIA 


JOYNER,J.H. 

9207150035 

50-293 

Q 

KEISER.H.W. 

9207080161 

50-388 

P 

KOLASA,M.J. 

9207220102* 

FOIA 


JOYNER.J.H. 

9207150263 

50-352 

Q 

KEISER.H.W. 

9207080166* 

50-388 

P 

KOLASA,M.J. 

9207220111* 

FOIA 


JOYNER, J.H. 

9207160195 

50-223 

Q 

KEISER.H.W. 

9207090167 

50-387 

Q 

KOLASA,M.J. 

9207220128* 

FOIA 


JOYNER, J.H. 

9207160285 

50-344 

F 

KEISER.H.W. 

9207090169 

50-387 

J 

KOLLI,S. 

9207200308* 

FOIA 


JOYNER, J.H. 

9207160339 

50-286 

F 

KEISER.H.W. 

9207130223 

50-387 

P 

KOLU,S. 

9207210261* 

FOIA 


JOYNER.J,H. 

9207160353 

50-333 

F 

KEiSER.H.W. 

9207200141 

50-387 

F 

KOLU,S. 

9207210270* 

FOIA 


JOYNER, J.H. 

9207160355 

50-271 

F 

KEISER.H.W. 

9207220314 

60-387 

R 

KOLLI.S. 

9207210277* 

FOIA 


JOYNER,J.H. 

9207160356 

50-219 

F 

KEISER,H.W. 

9207280016 

50-388 

P 

KOLLI.S. 

9207210290* 

FOIA 


JOYNER.J.H. 

9207160358 

50-3 

F 

KEISER.H.W. 

9207280096 

60-387 

P 

KOLODNY,Q.M. 

9207130011 

PRM 


JOYNER,J.H. 

9207170041 

50-286 

Q 

KEISER,H.W. 

9207310113 

50-387 

P 

KOLODNY.Q.M. 

9207130011 

PRM 


JOYNER, J.H. 

9207210106 

50-245 

Q 

KBSER,H.W. 

9207310176 

60-387 

Q 

KONWINSKI.G.R. 

9207210061* 

40-1341 


JOYNER,J.H. 

9207220305 

50-412 

Q 

KELUM.T.B. 

9008100157* 

50-424 

S 

KOPP.LI. 

9207300086 

TOPREP 


JOYNER, J.H. 

9207230104 

70-371 


KELLER, CA. 

9207160263* 

40-1478 


KOSMIDER.M.D. 

9207240210* 

40-3392 


JOYNER,J.H. 

9207230184 

50-317 

Q 

KELLER.J. 

9207010013 

50-247 

R 

KOSSIK.R. 

9207220207* 

WASTE MGT 

JOYNERhJ.H. 

9207280006 

50-443 

F 

KELLER,J. 

9207270201 

60-247 

R 

KOSSIK.R. 

9207220214* 

WASTE MGT 

JOYNER, J.H. 

9207280034 

50-271 

Q 

KELLER, LA. 

9207270092* 

50-395 

Q 

KOUBA.W. 

9207150003 

50-455 

S 

JOYNER,J.H. 

9207280044 

50-443 

Q 

KELLOQG.PJ. 

9207010253* 

50-327 

Q 

KOVACH, T.J. 

9207020258 

50-373 

F 

JOYNER,J.H. 

9207280095 

50-443 

Q 

KELLOGG.PJ. 

9207140102* 

50-259 

Q 

KOVACH, T.J. 

9207020260 

50-10 

F 

JOYNERJ.H. 

9207280180 

50-286 

Q 

KELLY.E. 

9207070405* 

50-293 

Q 

KOVACH,T.J. 

9207020264 

50-295 

F 

JOYNERJ.H. 

9207300040 

50-247 

Q 

KEaY,E.M. 

9207160288* 

50-29 

Q 

KOVACH, TJ. 

9207020266 

50-254 

F 

JOYNERJ.H. 

9207300063 

50-293 

Q 

KEaY.E.M. 

9207280272* 

50-271 

Q 

KOVACH.TJ. 

9207020269 

60-454 

F 

JUDD,C.A 

9207080006 

40-8969 


KEUY.Q. 

9207060007 

52-1 


KOVACH, T.J. 

9207020271 

50-456 

F 

JU0D.C.A. 

9207160086 

40-8988 


KELLY, Q. 

9207290075 

52-1 


KOVACH,T.J. 

9207070274 

50-374 

Q 

JUOO.G. 

9207010096 

70-820 


KELLY, L 

9207150282 

50-286 

R 

KOVACH,T.J. 

9207140199 

50-296 

Q 

JUUAN.C. 

9207010348* 

50-258 

Q 

KENNEDY,J.L 

9207060288 

PROJ 


KOVACH, T.J. 

9207170166 

50-254 

Q 

JUUAN.CA 

9207010277 

50-368 

Q 

KENNEDY,J.L 

9207160201 

PROJ 


KOVACH,TJ. 

9207220243 

50-454 

F 

JUUAN,CA 

9207010320 

50-413 

Q 

KENT,A.P. 

9207130099 

50-498 

R 

KOVACH.T.J. 

9207270303 

50-295 

Q 
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KOVACH.TJ. 

9207280174 

50-254 

Q 

LANDRUM.LH. 

9207100008* 

40-1478 


LEVINE,J.M. 

9207300061 

50-528 

Q 

KOVACH.T.M. 

9207200005 

50-254 

Q 

LANDRUM.LH. 

9207100011* 

40-1478 


LEW.D. 

9207280167 

50-271 

Q 

KOZAK, TJ. 

9207010252* 

50-331 

Q 

UNDRUM.LH. 

9207230285* 

40-2136 


LEW.D.C. 

9207280297 

50-293 

F 

KREIGER.R.W. 

9207090300 

50-206 

P 

LANE,J.J. 

9207230196* 

70-146 


LEW,R.D. 

9207210283* 

FOIA 


KRIEGER.R.W. 

9207200218 

60-361 

S 

LANGE,M.J. 

9207220409 

71-721 


LEWIS.D.H. 

9207130059 

PRM 


KRIEGER,R.W. 

9207280332 

50-361 

S 

UNKSBURY,R,D. 

9207140108* 

60-461 

Q 

LEWIS.M.I. 

9207130019 

PR 


KRIEGER.R.W. 

9207290255 

50-206 

S 

UNKSBURY.R.D. 

9207140161* 

50-440 

Q 

LEWIS, M.l. 

9207290053 

PR 


KRUMLAND.K.M. 

9207220380* 

50-298 

F 

LANKSBURY.R.D. 

9207170216 

50-461 

Q 

LEWIS.M.I. 

9207290162 

PR 


KRYTYEV.I.S. 

9207070212 

REVIEW GR P 

LANKSBURY.R.D. 

9207170218* 

50-461 

Q 

LEWtS.M.1. 

9207290170 

PR 


KUCZYNSKU. 

9207210008 

60-10 

F 

LARKINS.J.T. 

9207160084* 

50-313 

P 

LEWIS,P.A. 

9207220092* 

FOIA 


KUNIHIRO.D.M. 

9207210094 

50-344 

Q 

LARKSBURY.R. 

9207010126 

50-461 

S 

LIA,L-Y. 

9207140022 

NUREG 


KUNIHIRO.D.M. 

9207210096 

50-344 

Q 

LARSON,G.S. 

9207230015 

PR 


LICKUS.R. 

9207010249 

50-455 

S 

KUNOWSKI.M.A. 

9207070297* 

50-456 

Q 

UTZ.J.E. 

9207010215 

WASTE MQT 

LIEBERMAN.J. 

8706240090* 

FOIA 


KUNOWSKI,M.A. 

9207280290* 

50-237 

Q 

LATZ,J.E. 

9207230112* 

WASTE MGT 

LIEBERMAN.J. 

9207060211 

l&E 


KUNZMANN.O. 

9207020099* 

50-265 

S 

LAUTERBACH,K.E. 

9207150099* 

70-140 


LIEBERMAN.J. 

9207070152 

50-306 

Q 

KUNZMANN.D. 

9207070098 

60-265 

S 

UWRENCE.A. 

9207230300* 

CX5NTRACT 


LIEBERMAN,J. 

9207090148 

50-327 

Q 

KUN2MANN.D. 

9207140033 

50-254 

S 

LAWRENCE.J.W. 

9207290100 

50-213 

P 

LIEBERMAN,J. 

9207100318 

l&E 


KUNZMANN.D.P. 

9207070090 

50-266 

S 

LAWRENCE,J.W. 

9207290109 

FOIA 


LIEBERMAN.J. 

9207140062 

50-255 

Q 

KUNZMANN.D.P. 

9207070111 

50-254 

S 

LAWYER.LL. 

9207140035* 

50-395 

V 

LIEBERMAN.J. 

9207220332* 

50-329 

Q 

KUSMIT.D. 

9207020176 

50-336 

G 

LAYFIELD,R.L 

9207090144* 

40-8081 


LIEBERMAN.J. 

9207240008 

l&E 


KUTYURIN,G.I. 

9207070209 

REVIEW GR P 

LAYFIELD,R.L 

9207090236* 

40-8081 


LIEBERMAN.J. 

9207240013 

50-280 

Q 

KWIATKOWSKI.D. 

9206290181* 

50-10 

F 

LAYFIELD.R.L 

9207090311* 

40-8081 


LIEBERMAN.J. 

9207290026 

50-286 

Q 

KWIATKOWSKI.D. 

9206160422* 

50-206 

F 

LAYFIELD,R.L 

9207150169* 

70-712 


LIEBERMAN.J. 

9207290030 

50-220 

Q 

KWIATKOWSKI.D. 

9206170062* 

50-263 

F 

LAYFIELD.R.L. 

9207280327* 

40-2253 


LIEBERMAN.J.I. 

9206170324* 

50-245 

U 

LABARGE.D.E. 

9207130237 

50-327 

P 

LAZARUS.W.J. 

9207090240* 

60-443 

Q 

LIEBERMAN.J.I. 

9207100113* 

50-336 

H 

LABARGE,D.E. 

9207160386 

50-327 

P 

LAZARUS, W.J. 

9207210022 

50-244 

P 

LIEBERMAN.J.L 

9207100134* 

50-336 

H 

LABARGE.O.E. 

9207280223 

50-327 

P 

LE.N.B. 

9207020041 

50-400 

P 

LIESEGANG.G. 

9207170114 

QA999 


LABRUNA 

9207280177 

50-354 

S 

LE.N.B. 

9207070270 

50-400 

P 

LIETO.R.P. 

9207210228 

PR 


LABRUNA.S. 

9207060248 

50-354 

S 

LE.N.B. 

9207140279 

50-400 

P 

LIN.C.C. 

9207060061 

NUREG 


LABRUNA.S. 

9207140280 

50-272 

P 

LE,N.B. 

9207150064 

50-324 

P 

LINDBERGH.B.E. 

9207090094 

50-201 

F 

LABRUNA.S. 

9207140297 

50-354 

P 

LE.N.B. 

9207160001 

50-324 

P 

LINDBERGH.B.E. 

9207090156 

50-201 

F 

LABRUNA.S. 

9207160059 

60-272 

F 

LE.N.B. 

9207160260 

50-261 

P 

LINK.B. 

9207010243 

50-266 

P 

LABRUNA.S. 

9207200094 

50-354 

Q 

LE.N.B. 

9207210210 

50-400 

P 

LINK.B. 

9207010342 

50-266 

Q 

LABRUNA, S. 

9207210019 

50-272 

P 

LE,N.B. 

9207230251 

50-400 

P 

LINK.B. 

9207010345 

50-266 

Q 

LABRUNA.S. 

9207230147 

50-272 

P 

LE.N.B. 

9207230264* 

50-400 

P 

LINK.B. 

9207020219 

50-266 

S 

LABRUNA.S. 

9207240001 

50-354 

Q 

LEACH.M.N. 

9207170241* 

50-461 

V 

LINK,B. 

9207060190 

50-266 

S 

LABRUNA.S. 

9207240099 

50-272 

P 

LEADERS.W.M. 

9207140223* 

70-712 


LINK.B. 

9207070017 

50-266 

K 

LABRUNA.S. 

9207280132 

50-272 

K 

LEBARON.LE. 

9207140002 

50-213 

S 

LINK,B. 

9207140301 

50-266 

R 

LABRUNA.S. 

9207300173 

50-272 

Q 

LEBARON.LE. 

9207230056* 

50-213 

F 

LINK.B. 

9207170253 

50-266 

P 

IAMBERSKI.J. 

9207280201 

50-424 

S 

LEDERMAN,M.G. 

9207070421 

40-8724 


LINK.B. 

9207200248 

50-266 

S 

IAMBERT.K.J. 

9107260026* 

FOIA 


LEDERMAN.M.G. 

9207070421 

40-8724 


LINK.B. 

9207300036 

50-266 

S 

UMBERT.K.J. 

9207200243* 

FOIA 


LEDERMAN.M.G. 

9207290019 

40-8724 


LINK,B. 

9207310137 

50-266 

P 

LAMBERT.K.J. 

9207240159* 

FOIA 


LEE.B. 

9207060056 

NUREG 


LINK.B.E. 

9207220393 

50-301 

S 

LAMBERTUS.H. 

9207100071* 

40-1478 


LEE.J.C. 

9207220221 

ACRS 


LINK.R.E. 

9207270155 

50-266 

F 

LAMBERTUS.H. 

9207100079* 

40-1478 


LEE.J.J. 

9007130087* 

FOIA 


LINVILLE.J. 

9207070396 

50-293 

Q 

LAMBERTUS.H. 

9207100177* 

40-1478 


LEE,M.P. 

9207090130* 

WASTE MGT 

LINVILLE,J.C. 

9207080011 

50-443 

Q 

LAMBERTUS,H. 

9207100179* 

40-1478 


LEE,M.P. 

9207090190* 

WASTE MGT 

LINVILLE.J.C. 

9207090235 

50-443 

Q 

LAMBERTUS.H. 

9207100261* 

70-712 


LEE.M.P. 

9207230120 

WASTE MGT 

LINVILLE.J.C. 

9207160286 

50-29 

Q 

LAMBERTUS.H. 

9207100265* 

70-712 


LEQAN.P. 

9207100375* 

50-498 

1 

LINVILLE,J.C. 

9207280078 

50-309 

Q 

LAMBERTUS.H. 

9207100269* 

70-712. 


LEGENDRE.A.L 

9207150018 

50-443 

S 

LINVILLE,J.C. 

9207280267 

50-271 

Q 

LAMBERTUS.H. 

9207140191* 

70-712 


LEHNER.J.R. 

9207060061 

NUREG 


LIPARULA.N.J. 

9207160220* 

PROJ 


LAMBERTUS.H. 

9207140214* 

70-712 


LEHNER.J.R. 

9207060067 

NUREG 


LIPARULA.N.J. 

9207200232 

PROJ 


LAMBERTUS,H. 

9207140225* 

40-1478 


LEININGER.D.J. 

9207150212 

50-458 

S 

LIPARULO.N.J. 

9207070112 

PROJ 


LAMBERTUS.H. 

9207140244* 

70-712 


LEITCH.G.M. 

9207090011 

50-362 

Q 

LIPARULO,N.J. 

9207080215 

TOPREP 


LAMBERTUS.H. 

9207140282* 

40-1478 


LEITCH.G.M. 

9207170076 

50-352 

R 

LIPARULO.N.J. 

9207090099 

PROJ 


UMBERTUS.H. 

9207160040* 

70-712 


LEITCH.G.M. 

9207200220 

50-352 

Q 

LIPARULO,N.J. 

9207090101* 

PROJ 


LAMBERTUS.H. 

9207150057* 

40-1478 


LENTZ.C.L 

9207200330* 

FOIA 


LIPARULO.N.J. 

9207090138 

PROJ 


LAMBERTUS,H. 

9207150177* 

70-712 


LENTZ,J.J. 

9207290251 

WASTE MGT 

LIPARULO,N.J. 

9207090150* 

PROJ 


LAMBERTUS.H. 

9207160199* 

70-712 


LERCH.R.M. 

9207010093* 

50-254 

Q 

LIPARULO.N.J. 

9207150207 

PROJ 


LAMBERTUS.H. 

9207150201* 

70-712 


LERCH.R.M. 

9207070179* 

50-461 

Q 

LIPARULO,N.J. 

9207150209* 

PROJ 


UMBERTUS.H. 

9207150206* 

70-712 


LEROY.P.G. 

9207080049 

70-3070 


LIPARULO.N.J. 

9207150218 

PROJ 


LAMBERTUS,H. 

9207150224* 

70-712 


LEROY, P.G. 

9207080225 

70-3070 


LIPARULO.N.J. 

9207160119* 

PROJ 


LAMBERTUS.H. 

9207150230* 

40-1478 


LEROY.P.G. 

9207130173 

70-3070 


LIPARULO,N.J. 

9207200071 

PT21 


LAMBERTUS.H. 

9207150232* 

70-712 


LEROY.P.G. 

9207140077 

70-3070 


LIPARULO.N.J. 

9207200242* 

PROJ 


IAMBERTUS.H. 

9207160238* 

70-712 


LEROY.P.G. 

9207140090 

70-3070 


LIPARULO,N.J. 

9207270337 

TOPREP 


UMBERTUS.H. 

9207150243* 

70-712 


LEROY.P.G. 

9207200081* 

70-3070 


LIPARULO,N.J. 

9207270343* 

TOPREP 


IAMBERTUS.H. 

9207150271* 

40-1478 


LEROY.P.G. 

9207200081* 

70-3070 


LIPARULO.N.J. 

9207280024 

PT21 


UMBERTUS,H. 

9207150310* 

40-1478 


LEROY.P.G. 

9207210239 

70-3070 


LIPARULO.N.J. 

9207290375 

TOPREP 


LAMBERTUS,H. 

9207160198* 

40-1478 


LEROY.P.G. 

9207280176 

70-3070 


LIPARULO,N.J. 

9207290385* 

TOPREP 


UMBERTUS.H. 

9207160224* 

FOIA 


LEROY.P.G. 

9207310232 

70-3070 


LIPPARD.LM. 

9207200084* 

70-3070 


IAMBERTUS.H. 

9207240050* 

70-340 


LESSER, M.S. 

9207020157* 

50-338 

Q 

LIPPARD.LM. 

9207200084* 

70-3070 


LAMBERTUS,H. 

9207240069* 

70-340 


LESTER.K.S. 

9207090197 

71-6294 


LLAURADO,J.Q. 

9207160058 

PRM 


LAMBERTUS,H. 

9207240073* 

70-146 


LEU.K.C. 

9207200254 

72-1004 


LLOYD, R.C. 

9207070372* 

50-395 

Q 

LAMBERTUS.H. 

9207240086* 

70-340 


LEVICH.R.A. 

9207080203 

WASTE MQT 

LO.R.H. 

9207090278 

50-324 

P 

LAMBERTUS.H. 

9207240089* 

FOIA 


LEVICH.RA. 

9207150272 

WASTE MQT 

LO.R.H. 

9207100065 

50-324 

P 

LANDQRAF,S.W. 

9207200266* 

FOIA 


LEVICH.R.A. 

9207210251 

WASTE MGT 

LO,R.H. 

9207200233 

50-324 

P 

LANDQRAF,8.W. 

9207200272* 

FOIA 


LEVIN.A.H. 

9207280365* 

40-2253 


LO.R.H. 

9207290388 

50-261 

P 

LANDGRAF.8.W. 

9207200280* 

FOIA 


LEVIN.A.H, 

9207280370* 

40-2253 


LOFARO.R. 

9207060056 

NUREG 


LANDQRAF.S.W. 

9207210308* 

FOIA 


LEVIN.C. 

9207140012* 

ORG 


LOHAUS,P.H. 

9207020294 

WASTE MGT 

LANDQRAF.S.W. 

9207220021* 

FOIA 


LEVIN.C. 

9207170122* 

ORG 


LOIS.L. 

9207200076 

TOPREP 


UNOQRAF,S.W. 

9207220027* 

FOIA 


LEVINE,J.M. 

9207070009 

50-528 

V 

LOISELLE,A. 

9207270084 

PR 


LANOQRAQ.S.W. 

9207220033* 

FOIA 


LEVINE.J.M. 

9207070010 

50-528 

V 

LONG.R.L 

9207010091 

50-320 

P 

LANOIS.K. 

9207010303* 

50-302 

Q 

LEVINE.J.M. 

9207070310 

50-528 

S 

LONG.R.L. 

9207010097* 

50-320 

P 

LANDIS, K. 

9207020084* 

50-302 

Q 

LEVINE.J.M. 

9207070312 

50-528 

S 

LONG.R.L 

9207150202 

50-320 

P 

LANDIS, K.A. 

9207170201* 

50-335 

Q 

LEVINE,J.M. 

9207170267 

50-528 

R 

LORION,J. 

9207160158 

PR 


LANDIS, K.D. 

9207010179 

50-335 

Q 

LEVINE.J.M. 

9207210319 

50-529 

S 

LOUDEN,P. 

9207140150* 

50-373 

Q 

LANDRUM.L.H. 

9207090280* 

40-1478 


LEVINE, J.M. 

9207220217 

50-529 

S 

LOUDEN.P.L. 

9207310008* 

50-305 

Q 

LANDRUM.LH. 

9207090329* 

FOIA 


LEVINE,J.M. 

9207270218 

50-528 

F 

LOUDERMILK,A. 

9207010035 

50-259 

R 
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LOUX,R.R. 

9207200009 

WASTE MGT 

MACDONALD, C.E. 

9207230143 

71-9033 


MARTIN.T.O. 

9207280107 

50-237 P 

LOWE,A.L 

9207060203* 

50-338 

P 

MACDONALD.C.E. 

9207230280 

71-9157 


MARTIN, T.T. 

9207010019 

50-286 Q 

LOWENSTEIN.R. 

9207210311* 

70-146 


MACDONALD.C.E. 

9207240090 

71-741 


MARTIN, T.T. 

9207010041 

50-352 Q 

LUBINSKI.L 

9207140274* 

FOIA 


MACDONALD.C.E. 

9207240096* 

71-741 


MARTIN.T.T. 

9207010079 

50-317 Q 

LUBIS.H. 

9207270168* 

WASTE MGT 

MACDONALD.C.E. 

9207240237 

71-5950 


MARTIN.T.T. 

9207060207 

l&E 

LUDT.R.R. 

8410090322* 

FOIA 


MACDONALD.C.E. 

9207280241 

71-6386 


MARTIN.T.T. 

9207070024 

50-387 Q 

LUDT,R.R. 

8410090332* 

FOIA 


MACDONALD.C.E. 

9207280242* 

71-6386 


MARTIN.T.T. 

9207080093* 

50-245 P 

LUDT.R.R. 

8410090342* 

FOIA 


MACDONALD.C.E. 

9207280296 

71-9098 


MARTIN.T.T. 

9207170088 

50-443 Q 

LUDT,R.R. 

8410090348* 

FOIA 


MACDONALD.C.E. 

9207300147 

72-1007 


MARTIN.T.T. 

9207210194 

50-245 Q 

LUDT,R.R. 

8410090358* 

FOIA 


MACDONALD, C.E. 

9207300183 

71-9006 


MART2,S.D. 

9207170149* 

WASTE MGT 

LUDT,R.R. 

8410090359* 

FOIA 


MACDONALD, C.E. 

9207300262 

71-9151 


MARTZLOFF.F.D. 

9207090209* 

ORG 

LUDT.R.R. 

8410090360* 

FOIA 


MACDONALD.C.E. 

9207310117 

71-460 


MARUCCl.M.E. 

9207020176 

50-336 G 

LUDT.R.R. 

8410090361* 

FOIA 


MACE.E.M. 

9207220380* 

50-298 

F 

MARUCC1.M.E. 

9207100118* 

50-336 H 

LUDT,R.R. 

8410090362* 

FOIA 


MACEVOY.J.A. 

9207270103 

50-336 

G 

MASCIANTONIO,A. 

9207020023 

50-255 P 

LUDT.R.R. 

8410090363* 

FOIA 


MACEVOY.J.A. 

9207270103 

50-336 

G 

MASCIANTONIO,A. 

9207020116 

REVIEW GR P 

LUDT.R.R. 

8410090364* 

FOIA 


MACEY.D.J. 

9207270022 

PRM 


MASCIANTONIO,A. 

9207020306 

50-255 P 

LUDT.R.R. 

8607300184* 

FOIA 


MACKENZIE.D.N. 

9207160325* 

FOIA 


MASCIANTONIO,A. 

9207060136 

50-255 P 

LUDT.R.R. 

9207160088* 

FOIA 


MADEDA.T.J. 

9207010073* 

50-331 

Q 

MASCIANTONIO,A. 

9207060165 

50-255 P 

LUDT.R.R. 

9207160096* 

FOIA 


MADEDA.T.J. 

9207280215* 

50-237 

Q 

MASCIANTONIO.A. 

9207220313 

50-255 P 

LUDT.R.R. 

9207160120* 

FOIA 


MADER,D.A. 

9207230295* 

CONTRACT 


MASCIANTONIO,A. 

9207220317* 

50-255 P 

LUDT.R.R. 

9207160128* 

FOIA 


MADERA.J.R. 

8909080133* 

FOIA 


MASCIANTONIO,A. 

9207290120 

50-282 P 

LUDT.R.R. 

9207160226* 

FOIA 


MADERA, J.R. 

9207200326* 

FOIA 


MASCIANTONIO,A. 

9207290148 

50-255 P 

LUEBER,R.A. 

9207160357 

50-254 

S 

MADSEN,G.J. 

9207090199 

50-352 

S 

MASNIK,M.T. 

9207130216 

50-320 T 

LUEHMAN,J. 

9207090148 

50-327 

Q 

MADSEN.G.J. 

9207170113 

50-352 

S 

MASNYK,O.M. 

9207010250* 

50-160 Q 

LUKE.C.D. 

9207200346* 

FOIA 


MADSEN.G.J. 

9207170119 

50-352 

S 

MASNYK,O.M. 

9207150152* 

70-824 

LUKE,C.D. 

9207230119* 

70-146 


MADSEN, G.J. 

9207200093 

50-353 

S 

MASNYK,O.M. 

9207150178* 

70-1201 

LUKE,C.D. 

9207230186* 

70-146 


MADSEN.G.J. 

9207230153 

50-353 

S 

MASON,J.R. 

9207200259* 

FOIA 

LUKE,C.D. 

9207230188* 

70-146 


MADSEN, G.J. 

9207230166 

50-352 

S 

MASON.M. 

9207150286 

71-9019 

LUKE.C.D. 

9207230195* 

70-146 


MADSEN, G.J. 

9207230168 

50-353 

S 

MASSE.F.X. 

9207090006 

50-20 Q 

LUKE.C.D. 

9207230232* 

70-146 


MADSEN.G.J. 

9207300052 

50-352 

S 

MASTERLARK.J.M. 

9207300171 

50-254 S 

LUKE,C.D. 

9207230238* 

70-146 


MAHONEY.J.L 

9207230030* 

PROJ 


MATHES.D.E. 

9207310055 

PR 

LUKE.C.D. 

9207230241* 

70-146 


MAIN,A.P. 

9207220274 

50-339 

P 

MATHEW, R.K. 

9207280133* 

50-245 Q 

LUKE,C.D. 

9207230247* 

70-146 


MAMACOS.J.P. 

9207200187* 

FOIA 


MATTHEWS.D.B. 

9207020259* 

50-321 P 

LUKE.C.D. 

9207230250* 

70-146 


MAMACOS,J.P. 

9207210154* 

FOIA 


MATTHEWS.D.B. 

9207060281* 

50-413 P 

LULL.R.J. 

9207160018 

PR 


MAMISH.N.L. 

9207150228* 

50-397 

Q 

MATTHEWS.D.B. 

9207200348* 

50-424 P 

LULL.R.J. 

9207230020 

PR 


MANAHAN.M.P. 

9207100009* 

50-220 

P 

MATTHEWS.D.B. 

9207300284 

50-270 P 

LUSHER, J. 

9207150038* 

50-293 

Q 

MANAHAN.M.P. 

9207100047* 

50-410 

P 

MATTIA,M.J. 

9207020051* 

CONTRACT 

LYASH.J.J. 

9207010086* 

50-277 

Q 

MANGUSI.J. 

9207170209 

71-3014 


MATTIA,M.J. 

9207020058* 

CONTRACT 

LYASH,J.J. 

9207070037* 

50-322 

Q 

MANION,W.J. 

9207070380* 

FOIA 


MATTIA,M.J. 

9207020062* 

CONTRACT 

LYASH.J.J. 

9207210023 

50-352 

Q 

MANNINQ.C. 

9207230071 

40-8406 


MATTIA,M.J. 

9207020101* 

CONTRACT 

LYASH.J.J. 

9207210081 

50-352 

Q 

MANNING, C. 

9207230098* 

ORG 


MATTIA,M.J. 

9207020302* 

CONTRACT 

LYASH.J.J. 

9207280175* 

50-277 

Q 

MARBET.LK. 

9207220350 

50-344 

Q 

MATnA,M.J. 

9207020325* 

CONTRACT 

LYASH,J.L 

9207210209 

50-352 

P 

MARBLE.J.D. 

9207200191 

40-1478 


MATTIAM.J. 

9207100404* 

CONTRACT 

LYNCH.J.L 

8704220158* 

FOIA 


MARCUS, C.S. 

9207140128 

PR 


MATTIA,M.J. 

9207100424* 

CONTRACT 

LYSTER,J.D. 

9207070409 

50-440 

P 

MARCUS.C.S. 

9207140164 

PRM 


MATTIA,M.J. 

9207100427* 

CONTRACT 

LYSTER,M.A, 

9207070175 

50-440 

P 

MARGUUES.B. 

9207200101 

70-3070 


MATTIA.M.J. 

9207130187* 

CONTRACT 

LYSTER.M.D. 

9207010129 

50-440 

P 

MARGULIES.M.B. 

9207200092 

70-3070 


MATTIA.M.J. 

9207130200* 

CONTRACT 

LYSTER.M.D. 

9207060172 

50-440 

P 

MARGULIES.M.B. 

9207200102 

70-3070 


MATTIA,M.J. 

9207140327* 

50-352 V 

LYSTER.M.D. 

9207070040 

50-440 

P 

MARGUUES.M.B. 

9207270115 

70-3070 


MATTIA,M.J. 

9207140329* 

CONTRACT 

LYSTER.M.D. 

9207070221 

50-440 

S 

MARIOTTE.M. 

9207290059 

PR 


MATnA.M.J. 

9207150094* 

CONTRACT 

LYSTER,M.a 

9207070280 

50-440 

S 

MARIOTTE.M. 

9207290066* 

PR 


MATTIA.M.J. 

9207200013* 

CONTRACT 

LYSTER.M.D. 

9207170269 

50-440 

R 

MARKEY.E.J. 

9207060209* 

50-443 

U 

MATnA,M.J. 

9207200150* 

CONTRACT 

LYSTER.M.D. 

9207200097 

50-440 

P 

MARKEY,E.J. 

9207070374* 

XPORTLIC 


MATriA.M.J. 

9207200299* 

CONTRACT 

LYSTER.M.D. 

9207200335 

50-440 

F 

MARLENEE.R. 

9207140009* 

WASTE MGT 

MATTIA.M.J. 

9207220384* 

CONTRACT 

LYSTER,M.D. 

9207240153 

50-440 

P 

MARLYNIAK,J. 

9207080042* 

50-443 

I 

MATTIA,M.J. 

9207230165* 

CONTRACT 

LYSTER,M.D. 

9207280115 

50-440 

H 

MARSCHALL.C.W. 

9207140031 

NUREG 


MATTIA,M.J. 

9207230187* 

CONTRACT 

LYSTER.M.D. 

9207300127 

50-440 

Q 

MARSH.C.B. 

9207020030* 

50-255 

P 

MATTIA.M.J. 

9207230223* 

CONTRACT 

LYTTON,R.S. 

9207090093* 

50-269 

P 

MARSH.L.B. 

9207200318* 

50-341 

P 

MATTIA.M.J. 

9207230289* 

CONTRACT 

MAAS.LJ. 

9207060149 

70-1257 


MARSH.LB. 

9207290126* 

50-282 

P 

MATTIA,M.J. 

9207230295* 

CONTRACT 

MABRITO.B. 

9207090095* 

WASTE MGT 

MARSH, LB. 

9207290153* 

50-255 

P 

MATTIA.M.J. 

9207230300* 

CONTRACT 

MACCHIARULO,J. 

9207300076 

50-286 

S 

MARSH.LB. 

9207310093 

50-255 

P 

MATTIA.M.J. 

9207240057* 

CONTRACT 

MACDONALO.C.E. 

9206300222 

71-62 


MARSHALLB.J. 

9207290006 

50-481 

P 

MATTIA.MJ. 

9207240242* 

CONTRACT 

MACDONALD.C.E. 

9207010055 

71-9034 


MARSHALLB.M. 

9207170243 

50-338 

R 

MATTIA.M.J. 

9207280230* 

CONTRACT 

MACDONALD.C.E. 

9207080258 

71-9176 


MARSHALLB.M. 

9207200209 

50-280 

R 

MATTIA,M.J. 

9207290249* 

CONTRACT 

MACDONALD, C.E. 

9207080339 

71-9239 


MARSHALLB.M. 

9207300012 

50-338 

P 

MATTMULLER.S. 

9207290069 

PR 

MACDONALD, C.E. 

9207130254* 

71-471 


MARSHALLJ-S. 

9207160083 

PR 


MAUDLIN.R.L 

9207080115* 

WASTE MGT 

MACDONALD.C.E. 

9207140016 

71-9010 


MARSHALLJ.S. 

9207230124 

PR 


MAUDUN.R.L 

9207100426* 

WASTE MGT 

MACDONALD.C.E. 

9207140021 

71-9216 


MARSHALLJ.S. 

9207230276 

50-445 

F 

MAUDLIN.R.L. 

9207130054* 

WASTE MGT 

MACDONALD,C.E. 

9207140024 

71-5797 


MARSHALL,S.W. 

9207160019 

PR 


MAUGER.J.A. 

9207100053* 

40-7603 

MACDONALD, C.E. 

9207140026* 

71-5797 


MARSHALLW. 

9207150067 

50-302 

F 

MAUPIN,J.A. 

9207310193* 

COMMISSION 

MACDONALD.C.E 

9207140230 

71-9216 


MARSHALLW. 

9207150265 

50-302 

F 

MAURA,F. 

9207140149* 

50-440 Q 

MACDONALD.C.E. 

9207140231 

71-9010 


MARTIN.J.B. 

9207090211 

50-528 

Q 

MAVROULES,N. 

9207060209* 

50-443 U 

MACDONALD, aE. 

9207150111 

71-354 


MARTIN.J.B. 

9207090336 

50-528 

Q 

MAXWELL.D.C. 

9207140316 

50-10 R 

MACDONALD.C.E. 

9207150113* 

71-354 


MARTIN.J.B. 

9207130040 

50-275 

H 

MAXWELLG.F. 

9207020080 

50-387 P 

MACOONALD.C.E. 

9207160126 

71-737 


MARTINJ.B. 

9207210123 

50-344 

Q 

MAXWELL.G.F. 

9207020249 

50-387 P 

MACDONALD,C.E. 

9207150129* 

71-737 


MARTIN.J.B. 

9207270037 

50-528 

Q 

MAXWELLG.F. 

9207020265* 

50-387 P 

MACDONALD.C.E. 

9207150131 

71-249 


MARTIN.J.B. 

9207280138 

70-1257 


MAXWELL,G.F. 

9207220264 

50-387 P 

MACDONALD,C.E. 

9207150138* 

71-249 


MARTIN.J.S. 

9207060181* 

WASTE MGT 

MAXWELL, G.F. 

9207220269* 

50-387 P 

MACDONALD.C.E. 

9207160145 

71-736 


MARTIN.J.S. 

9207200149* 

WASTE MGT 

MAXWELL.Q.F. 

9207230094 

50-387 P 

MACDONALD,C.E. 

9207160147* 

71-736 


MARTIN,R. 

9207220244 

WASTE MGT 

MAYLATH,J. 

9207280102 

50-247 S 

MACOONALO,C.E. 

9207160326 

71-716 


MARTiN.R.O. 

9207140287* 

40-8027 


MCALPINE.E. 

9207140123* 

70-1151 

MACDONALD, C.E. 

9207160347 

71-4909 


MARTIN.R.D. 

9207160117* 

40-8027 


MCALPINE.E.J. 

9207020179* 

70-27 

MACDONALD.aE. 

9207170001 

71-632 


MARTIN, R.D. 

9207200317* 

FOIA 


MCALPINE,EJ. 

9207140122* 

70-27 

MACDONALD, C.E. 

9207170002* 

71-632 


MARTiN.R.E. 

9207020034 

50-413 

-P 

MCBREARTY,R. 

9207280105* 

50-272 Q 

MACDONALD,C.E. 

9207170003 

71-742 


MARTIN.R.E. 

9207060277 

50-413 

P 

MCBREARTY.R.A. 

9207080065* 

50-352 Q 

MACDONALD.C.E. 

9207170004* 

71-742 


MARTIN.R.E. 

9207220281 

50-413 

P 

MCBREARTY,R.A. 

9207100125* 

50-387 Q 

MACDONALD,C.E. 

9207220175 

71-9233 


MARTIN,T. 

9207200250* 

FOIA 


MCBREARTY,R.A. 

9207230064* 

50-293 Q 

MACOONALD.C.E. 

9207220397 

71-557 


MARTIN, T. 

9207200256* 

FOIA 


MCCABE,B.C. 

9207170104 

50-333 P 
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MCCABE.B.C. 

9207210114 

50-333 

P 

MCCOY.C.K. 

9207290068 

50-321 

H 

MELLEN.L. 

9207220007* 

50-327 

Q 

MCCABE.E. 

9207010033* 

50-289 

Q 

MCCOY.C.K. 

9207290265 

50-424 

Q 

MELLOR,R.A. 

9207070012 

50-29 


MCCABE.E. 

9207150038* 

60-293 

Q 

MCCRACKEN.C.E. 

9207010027 

REVIEW GR P 

MENDONCA.M.M. 

9207230179 

50-27 

P 

MCCABE,E. 

9207280098* 

50-443 

Q 

MCCRACKEN.C.E. 

9207060067 

REVIEW GR P 

MESSIER,M. 

9207160384* 

FOIA 


MCX5ALLUM,C.P. 

9207220235* 

70-146 


MCCRACKEN.C.E. 

9207060063 

QA999 


METCALFE.W.A. 

9207090068 

50-302 

S 

MCCALLUM.C.P. 

9207240048* 

70-340 


MCCRACKEN.C.E. 

9207230240 

ORQ 


METER, J.J. 

9207160268 

50-387 

S 

MCCALLUM.C.P. 

9207240056* 

70-340 


MCCRANERY,J.P. 

9207300118 

50-312 

G 

METER.J.J. 

9207220382 

50-387 

s 

MCCAMMON.S.D. 

9207220044* 

FOIA 


MCCRANERY.J.P. 

9207300118 

50-312 

G 

METTAM.B. 

9207230171 

WASTE MGT 

MCX/AMMON,S.D. 

9207220053* 

FOIA 


MCCRAW.E.O. 

9207210049 

50-413 

R 

MEYER.D.L 

9207100052* 

FOIA 


MCCAMMON.S.D. 

9207220059* 

FOIA 


MCCRAW,E.O. 

9207210093 

50-369 

R 

MEYER.T.A. 

9207080273* 

50-424 

p 

MCCANN.G.M. 

9001230162* 

FOIA 


MCCRAW,E.O. 

9207210231 

50-269 

R 

MEYER,T.A. 

9207170079* 

50-390 

A 

MCCANN, G.M. 

9003300184* 

FOIA 


MCCREARY, T.W. 

9207270086 

PRM 


MEYER, T.A. 

9207170083* 

50-390 

A 

MCCANN.G.M. 

9004100072* 

FOIA 


MCCREE.V.M. 

9206100146 

10CFR 


MEYER, T.A. 

9207280271* 

50-316 

p 

MCCANN.G.M. 

9005020076* 

FOIA 


MCCREE.V.M. 

9207230274 

PROJ 


MEYER.W.A. 

9207080211 

50-186 

P 

MCCANN.G.M. 

9005020080* 

FOIA 


MCDONALD.D.G. 

9207070013 

50-317 

P 

MEYER.W.A. 

9207290361 

50-186 

S 

MCCANN, G.M. 

9005020082* 

FOIA 


MCDONALD.D.G. 

9207080151 

60-317 

P 

MEYER.W.A. 

9207310249 

50-186 

S 

MCCANN.G.M. 

9005020095* 

FOIA 


MCDONALD.D.G. 

9207100126 

50-317 

P 

MEYERS.T.A. 

9207080276* 

50-424 

P 

MCCANN.G.M. 

9005230194* 

FOIA 


MCDONALD.D.G. 

9207200123 

50-317 

P 

MICHAEL,R.P. 

9207010344* 

50-369 

F 

MCCANN.G.M. 

9005230196* 

FOIA 


MCDONALD.D.G. 

9207200213 

50-317 

P 

MICHAELS.T.S. 

9207020193 

50-2 

P 

MCCANN.G.M. 

9007130009* 

FOIA 


MCELROY,N.L 

8906290222* 

FOIA 


MICHAELSON 

9207170271 

50-316 

R 

MCCANN.G.M. 

9207220149* 

FOIA 


MCEWEN.B. 

9207200049* 

PR 


MICHAELSON 

9207170272 

50-315 

R 

MCCANN.G.M. 

9207220193* 

FOIA 


MCGAHA.J.R. 

9207160066 

PR 


MICHAUD.P.W. 

9207220272* 

40-8943 


MCCANN.G.M. 

9207240064* 

FOIA 


MCGARRY,J.M. 

9207090116 

70-3070 


MICHAUD,P.W. 

9207240077* 

40-6622 


MCCANN.G.M. 

9207240074* 

FOIA 


MCGARRY,J.M. 

9207200075 

70-3070 


MICHEALS.T.S. 

9207270332 

50-97 

V 

MCCANN.G.M. 

9207240132* 

FOIA 


MCGARRY.J,M. 

9207200075 

70-3070 


MICHNIK.LE. 

9207230030* 

PROJ 


MCCANN.G.M. 

9207240179* 

FOIA 


MCGARRY,J.M. 

9207200086* 

70-3070 


MIELE.M.L 

9207150312 

50-247 

P 

MCCANN.R.J. 

9207140325 

50-483 

R 

MCGARRY,J.M. 

9207200086* 

70-3070 


MIKEEV,A.K. 

9207070162 

REVIEW GR P 

MCCARTHY.D.C. 

9207080169 

50-261 

P 

MCGARRY.J.M. 

9207270091 

70-3070 


MILHOAN,J. 

9207220077 

l&E 


MCCARTHY.D.C. 

9207080178 

50-324 

P 

MCGARRY,J.M. 

9207270091 

70-3070 


MILHOAN.J.L 

9207140140 

50-285 

P 

MCCARTHY.D.C. 

9207080184 

50-261 

P 

MCGAUGHY,R.W. 

9207080127 

50-331 

P 

MILHOAN.J.L 

9207160294 

50-313 

P 

MCCARTHY.D.C. 

9207080189 

50-400 

F 

MCGHEE, P. 

9207230289* 

CONTRACT 

MILHOAN,J.L 

9207280058 

50-313 

P 

MCCARTHY.D.C. 

9207080190 

50-261 

F 

MCGOVERN.J.J. 

9207170156 

70-687 


MILHOAN.J.L 

9207280156 

50-285 

Q 

MCCARTHY.D.C. 

9207080191 

50-324 

F 

MCGRANERY.J.P. 

9207010206 

60-312 

P 

MILHOAN.J.L. 

9207290048 

50-285 

Q 

MCCARTHY.D.C. 

9207140253 

50-400 

F 

MCGRANERY.J.P. 

9207010206 

50-312 

P 

MILHOAN,J.L. 

9207290055 

50-445 

Q 

MCCARTHY.D.C. 

9207150313 

50-261 

P 

MCGRANERY.J.P. 

9207020191 

50-312 

G 

MILHOAN.J.L 

9207290070 

50-445 

Q 

MCCARTHY.D.C. 

9207220325 

50-261 

P 

MCGRANERY,J.P. 

9207020191 

50-312 

G 

MILHOAN,J.L 

9207300037 

50-313 

P 

MCCARTHY.D.C. 

9207280051 

50-261 

P 

MCGRANERY,J.P. 

9207240017 

60-312 

G 

MILHOAN,J.L. 

9207300042 

50-445 

P 

MCCARTHY.D.C. 

9207300175 

50-400 

R 

MCGRANERY,J.P. 

9207270107 

50-312 

G 

MILHOAN,J.L 

9207310015 

50-285 

Q 

MCCARTHY.D.C. 

9207310060 

50-261 

R 

MCGRANERY.J.P. 

9207270116 

50-312 

G 

MILIAN.L 

9207140248 

50-324 

P 

MCCARTHY.D.C. 

9207310083 

50-400 

F 

MCGRATH,E.R. 

9207020279 

50-247 


MILLER.C.L. 

9207020032 

50-277 

P 

MCCARTHY.D.C. 

9207310091 

50-324 

Y 

MCGUIRE, D.R. 

9207010042* 

50-269 

Q 

MILLER.C.L 

9207020253* 

50-387 

P 

MCCCABE.E. 

9207080044* 

50-334 

Q 

MCGUIRE, D.R. 

9207010065* 

50-259 

Q 

MILLER.C.L 

9207060033 

50-387 

P 

MCCEEKIN.T.C. 

9207130121 

50-369 

S 

MCGUIRE, D.R. 

9207010250* 

50-160 

Q 

MILLER.C.L. 

9207100102* 

50-277 

P 

MCCONNELM.W. 

9207060049 

NUREG 


MCGUIRE.D.R. 

9207080256* 

50-261 

Q 

MILLER, C.L. 

9207220212 

50-387 
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9207070317 

NORBERQ.J.A. 

9206100215 

TOPREP 


OPEKA,J.F. 

9207080150 

NORDERHAUQ.L 

9207170132 

50-27 

Q 

OPEKA.J.F. 

9207080150 

NORELIUS.C.E. 

9007250299* 

FOIA 


OPEKA,J.F. 

9207140019 

NORELIUS,C.E. 

9008070337* 

FOIA 


OPEKA.J.F. 

9207140019 

NOREUUS.C.E. 

9008220195* 

FOIA 


OPEKA,J.F. 

9207140037 

NORELIUS,C.E. 

9207010020 

50-461 

Q 

OPEKAJ.F. 

9207140037 

NOREUUS.C.E 

9207010066 

50-331 

Q 

- OPEKA.J.F. 

9207140272 

NORELIUS.C.E. 

9207010242 

50-254 

Q 

OPEKAJ.F. 

9207140272 

NORELIUS.C.E. 

9207070161 

50-2 

P 

OPEKAJ.F. 

9207150191 

NORELIUS,C.E 

9207100175 

50-440 

Q 

OPEKAJ.F. 

9207150191 

NOREUUS,C.E. 

9207150037 

50-341 

P 

OPEKA,J.F. 

9207150236 


SUBJECT 
CATEGORY 

Itate pro 

50-454 
50-2 
50-461 

50-461 Q 

50-2 Q 

REVIEW GR P 
QA999 
QA999 

50-322 Q 

50-250 P 

50-389 P 

NUREG 
71-346 

50-336 H 

PR 

40-1478 

70-712 

40-1478 

70-146 

70-712 

70-712 

40-7603 

40-1478 

70-712 

70-712 

70-712 

70-712 

40-1478 

70-712 

40-1478 

70-140 

70-140 

70-140 

70-712 

70-712 

40-1478 

40-1478 

FOIA 

40-1478 

70-146 

70-146 

70-146 

70-146 

70-340 
40-1478 
50-416 P 

FOIA 
FOIA 

ORQ 

ORG 

50-416 P 

50-458 S 

50-458 P 

50-458 S 

50-458 P 

50-458 S 

PR 

50-458 R 

50-458 P 

50-458 S 

50-458 Q 

50-458 S 

70-27 

70-27 

70-27 

50-201 P 

60-265 Q 

50-352 P 

50-213 I 

60-213 I 

50-213 I 

50-423 K 

50-423 K 

50-213 F 

50-213 F 

50-213 P 

50-213 P 

50-245 P 

50-245 P 

50-213 Q 

50-213 Q 

50-213 P 

50-213 P 

50-213 P 

50-213 P 

50-213 P 


OO-VOO 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


OPEKA.J.F. 

9207150236 

50-213 

P 

OPEKA,J.F. 

9207160081 

50-423 

H 

OPEKA.J.F. 

9207160218 

50-213 

P 

OPEKAJ.F. 

9207160218 

50-213 

P 

OPEKA,J.F. 

9207160218 

50-213 

P 

OPEKA,J.F. 

9207170060 

50-245 

P 

OPEKA.J.F. 

9207170060 

50-245 

P 

OPEKA.J.F. 

9207170199 

50-213 

P 

OPEKA.J.F. 

9207170199 

50-213 

P 

OPEKA.J.F. 

9207200128 

50-246 

R 

OPEKA.J.F. 

9207200128 

50-245 

R 

OPEKA.J.F. 

9207200162 

50-213 

R 

OPEKAJ.F. 

9207200152 

50-213 

R 

OPEKA.J.F. 

9207200152 

50-213 

R 

OPEKA.J.F. 

9207220003 

50-213 

P 

OPEKA,J.F. 

9207220003 

50-213 

P 

OPEKA.J.F. 

9207220003 

50-213 

P 

OPEKA.J.F. 

9207230053 

50-213 

F 

OPEKA.J.F. 

9207230053 

50-213 

F 

OPEKA,J.F. 

9207240002 

50-423 

P 

OPEKA.J.F. 

9207240002 

50-423 

P 

OPEKA.J.F. 

9207240150 

50-336 

P 

OPEKA,J.F. 

9207240150 

50-336 

P 

OPEKA,J.R 

9207240173 

50-423 

Q 

OPEKA.J.F. 

9207240173 

50-423 

Q 

OPEKA.J.F. 

9207280204 

50-245 

F 

OPEKA.J.F. 

9207280204 

50-245 

F 

OPEKA,J.F. 

9207310152 

50-213 

P 

OPEKA.J.F. 

9207310152 

50-213 

P 

ORDERS, W.T. 

9207140065* 

50-413 

Q 

ORR.RR. 

9207270365 

TOPREP 


ORR.F.R. 

9207280157 

50-324 

P 

ORR.F.R. 

9207280164 

TOPREP 


ORR,F.R. 

9207300074 

TOPREP 


ORR,R.S. 

9207090152 

QA999 


ORRIS, K. 

9207010002 

50-454 

F 

ORRIS, K. 

9207010003 

50-454 

F 

ORRIS, K. 

9207010004 

50-454 

F 

ORRIS, K. 

9207010007 

50-454 

F 

ORRIS,K. 

9207010012 

50-454 

F 

ORSER,W.S. 

9207080168 

50-341 

P 

ORSER,W.S. 

9207090151 

50-341 

S 

ORSER.W.S. 

9207090158 

50-341 

S 

ORSER.W.S. 

9207090194 

50-341 

P 

ORSER.W.S. 

9207130023 

50-341 

H 

ORSER.W.S. 

9207140018 

50-341 

S 

ORSER.W.S. 

9207140224 

50-341 

S 

ORSER.W.S. 

9207200342 

50-341 

R 

ORSER,W.S, 

9207300219 

50-341 

Q 

ORSINI.ON. 

9207150049* 

50-331 . 

Q 

ORTCIQER.T.W. 

9207160087 

PR 


ORTCIQER.T.W. 

9207270047 

PR 


ORTCIQER.T.W. 

9207270058 

PR 


ORTCIQER.T.W. 

9207270069 

PR 


ORTH.S. 

9207100317* 

50-155 

Q 

OSGOOD.N.L 

9207150015 

71-3014 


PABALAN,R.T. 

9207300269 

WASTE MGT 

PACKER.D.F. 

9207070328 

50-382 

S 

PACKER.D.F. 

9207150068 

50-382 

S 

PACKER.D.F. 

9207150084 

50-382 

S 

PAQE.B.M. 

9207220182 

50-275 

O 

PAQE,R.G. 

9207150036* 

40-1478 


PAINE.D. 

9207060087 

70-143 


PAINE, D. 

9207060228 

70-143 


PAINE.D. 

9207060233 

70-143 


PAINE.D. 

9207080162 

70-143 


PAINE.D. 

9207080231 

70-143 


PAINE.D. 

9207150300 

70-143 


PAINE.D. 

9207200190 

71-9247 


PAINE.D. 

9207220408 

70-143 


PAINE, D. 

9207270080 

PR 


PALLA,R. 

9207290028 

52-1 


PALMER, A.J. 

9207090016 

27-48 


PALMER.A.J. 

9207270014* 

27-48 


PALMER, A.J. 

9207270043 

PR 


PAQUIN,P.L 

9207090054 

71-9249 


PAQUIN.P.L 

92071 503S2 

PROJ 


PAQUINpP.L 

9207170239 

PROJ 


PAQUIN.P.L 

9207170245* 

PROJ 


PARKER,B.A. 

9207140125* 

60-400 

Q 

PARKER.J.A. 

9207130015 

PRM 


PARKER.J.A. 

9207130015 

PRM 


PARKER.J.A, 

9207130015 

PRM 


PARKER, T.M. 

9207070008 

50-263 

S 

PARKER, T.M. 

9207100237 

50-263 

P 

PARKER,T.M. 

9207100280 

60-282 

P 

PARKER, T.M. 

9207100290 

50-282 

P 

PARKER,T.M, 

9207100293* 

50-282 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


PARKER, T.M. 

9207130102 

50-282 

R 

PARKER.T.M. 

9207130207 

50-263 

P 

PARKER, T.M. 

9207130236 

50-282 

S 

PARKER.T.M. 

9207140233 

50-263 

F 

PARKER.T.M. 

9207140235 

50-282 

Y 

PARKER.T.M. 

9207160145 

50-263 

R 

PARKER.T.M. 

9207170044 

50-282 

F 

PARKER.T.M. 

9207170050 

50-282 

P 

PARKER.T.M. 

9207170052* 

50-282 

P 

PARKER.T.M. 

9207200274 

50-282 

S 

PARKER, T.M. 

9207300058 

50-282 

s 

PARKER.T.M. 

9207300157 

50-263 

Q 

PARKER.T.M. 

9207300211 

50-263 

S 

PARKER.T.M. 

9207300257 

50-282 

Q 

PARROTT, J.D. 

9207280073* 

70-371 


PARSONS.J.L. 

8906020038* 

FOIA 


PARTLOW,J.G. 

9207010306* 

ORG 


PARTLOW.J.G. 

9207020184 

50-445 

Q 

PASCIAK.W. 

9207080031* 

50-293 

Q 

PASCIAK.W. 

9207080076* 

50-220 

Q 

PASCIAK,W. 

9207280049* 

50-443 

Q 

PASCIAK.W.J. 

9207210115* 

50-245 

Q 

PASCIAK.W. 

9207010069* 

50-277 

Q 

PASSWATER,A.C. 

9207310047 

50-483 

H 

PATE.R. 

9207160265 

70-1257 


PATE.R. 

9207160290 

70-1257 


PATE.R. 

9207280020 

70-1257 


PATE,R.J. 

9207020010 

50-206 

F 

PATE,R.J. 

9207080159 

50-344 

Q 

PATE,R.J. 

9207090270 

50-312 

F 

PATE,R.J. 

9207090274 

70-734 


PATE.R.J. 

9207090276* 

70-734 


PATE.R.J. 

9207090358 

50-312 

F 

PATE.R.J. 

9207150315* 

70-1257 


PATE,R.J. 

9207150337 

70-1257 


PATE,R.J. 

9207150341* 

70-1257 


PATE.R.J. 

9207170132 

50-27 

Q 

PATE.R.J. 

9207170217 

50-27 

Q 

PATE,R.J. 

9207170220* 

50-27 

Q 

PATEL,C.P. 

9207020123 

50-295 

P 

PATEL.C.P. 

9207070078 

50-295 

P 

PATEUC.P. 

9207220199 

50-295 

P 

PATEL,C.P. 

9207300136 

50-295 

P 

PATEL,C.P. 

9207300141* 

50-295 

P 

PATNAIK,P. 

9207160163* 

50-272 

Q 

PATNAIK,P. 

9207230064* 

50-293 

Q 

PATRICK,W.C. 

9207300131 

WASTE MGT 

PATRICK,W.C. 

9207300269 

WASTE MGT 

PATTERSON, C.A. 

9207140102* 

50-259 

Q 

PATTERSON.J.W. 

8904130552* 

FOIA 


PATTERSON.J.W. 

9103120018* 

FOIA 


PATTERSON,J.W. 

9103120020* 

FOIA 


PATTERSON,J.W. 

9207160164* 

FOIA 


PATTERSON,J.W. 

9207160223* 

FOIA 


PATTERSON.J.W. 

9207200332* 

FOIA 


PATTERSON.J.W. 

9207200337* 

FOIA 


PATTERSON,J.W. 

9207220406* 

FOIA 


PAUL,R.A. 

9207280080* 

50-346 

Q 

PAUL.R,C. 

9207220352* 

50-329 

Q 

PAUL,R.C. 

9207220403* 

FOIA 


PAUSTIAN.H.H. 

9207160145 

50-263 

R 

PAWLIK,E.T. 

9207080307* 

FOIA 


PAWLIK,E.T. 

9207080331* 

FOIA 


PAWLIK,E.T. 

9207150072* 

50-329 

A 

PAWLIK,E.T. 

9207150079* 

50-329 

A 

PAWLIK,E.T. 

9207150095* 

50-329 

A 

PAWLIK.E.T. 

9207220348* 

50-329 

Q 

PAWLIK,E.T. 

9207220352* 

50-329 

Q 

PAYNE,A.C. 

9207060085 

NUREG 


PEDERSEN.T.L. 

9207070006 

50-369 

S 

PEDERSEN.T.L. 

9207080055 

50-370 

S 

PEDERSEN.T.L 

9207200189 

50-369 

S 

PEDERSEN.T.L 

9207280081 

50-370 

S 

PEDERSEN.T.L 

9207310108 

50-369 

S 

PEDERSON.C. 

9207070324 

50-315 

S 

PEDERSON.C.D. 

9207010022* 

50-461 

Q 

PEDERSON, C.D. 

9207010073* 

50-331 

Q 

PEDERSON.C.D. 

9207070143 

50-305 

F 

PEDERSON.C.D. 

9207100313 

50-155 

Q 

PEDERSON.C.D. 

9207150063 

50-315 

Q 

PEDERSON.C.D. 

9207150069 

50-461 

F 

PEDERSON.C.D. 

9207200050* 

50-2 

Q 

PEDERSON.C.D, 

9207270305 

50-454 

F 

PEOERSON.C.D. 

9207270308 

50-254 

F 

PEDERSON.C.D. 

9207270311 

50-373 

F 

PEDERSON.C.D. 

9207270312 

50-255 

F 

PEDERSON.C.D. 

9207280001 

50-10 

F 

PEDERSON.C.D. 

9207280002 

50-263 

F 
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PEDERSON.C.D. 

9207280013 

50-295 

F 

PEDERSON.C.D. 

9207280042 

50-155 

P 

PEDERSON.C.D. 

9207280cm* 

50-2 

Q 

PEDERSON.C.D. 

9207280069 

50-346 

Q 

PEDERSON.C.D. 

9207280075* 

50-346 

Q 

PEDERSON.C.D. 

9207280087 

50-10 

F 

PEDERSON.C.D. 

9207280116 

50-155 

F 

PEDERSON.C.D. 

9207280121 

50-456 

F 

PEDERSON.C.D. 

9207280247 

50-266 

F 

PEDERSON.C.D. 

9207280300 

50-454 

F 

PEEBLES, R.A. 

9207010246 

50-324 

V 

PEEBLES.T.A. 

9207020153 

50-259 

V 

PEEBLES, T.A. 

9207020224 

50-321 

V 

PEEBLES, T.A. 

9207140005 

50-348 

V 

PEEBLES.T.A. 

9207140028 

50-395 

V 

PEEBLES.T.A. 

9207140078 

50-400 

Q 

PEEBLES, T.A. 

9207140186 

50-302 

V 

PEEBLES.T.A. 

9207220006 

50-327 

Q 

PEEBLES.T.A. 

9207220007* 

50-327 

Q 

PEEBLES,T.A. 

9207220068 

50-335 

V 

PEEBLES.T.A. 

9207220127 

50-338 

V 

PEEBLES.T.A. 

9207220143 

50-259 

V 

PEEBLES,T.A 

9207220151 

50-348 

V 

PELLET,J.L 

9207210027* 

50-445 

V 

PELLETIER.J.P. 

9207090352 

50-271 

P 

PELLETIER, J.P. 

9207270133 

50-271 

P 

PELLETIER,R.F. 

PELLETIER,R.F. 

PELLETT,J.L. 

9207230034 

9207270119 

9207200019* 

PR 

PR 

50-368 

V 

PELUSO.L. 

9207280185* 

50-286 

Q 

PELUSO.L 

9207300072* 

50-247 

Q 

PENDERGAST,J. 

9207090151 

50-341 

S 

PENDERGAST,J. 

9207090158 

50-341 

S 

PENDERGASTJ. 

9207140018 

60-341 

S 

PENNINGTON, W.S. 

PENZA, S.F. 

PERREY.A.G. 

PERRY,J.S. 

9207230214* 

9207270067 

9207090209* 

9207090183 

70-1257 

PR 

ORG 

50-461 

P 

PERRY,J.S. 

9207310216 

50-461 

Q 

PERRY,R.A. 

9207140192 

50-336 

S 

PERRY,W.W. 

PERSHEY.C.E. 

9207220220* 

9207140082 

70-146 

50-456 

R 

PERSON.LS. 

9207170170 

WASTE MGT 

PESCHELJ.M. 

9207010174 

50-443 

S 

PESCHELJ.M. 

9207210009 

50-443 

S 

PESCHELJ.M. 

9207280059 

50-443 

S 

PETERSON, D.C. 

9207140301 

50-266 

R 

PETERSON,P.M. 

9207140085* 

50-369 

Q 

PETERSON.P.M. 

9207280105* 

60-272 

Q 

PETERSON,S.J. 

PEVEY.LE. 

PHILLIPS,J.H. 

9207220279 

9207270048 

9207100401* 

40-6989 

70-398 

50-344 

P 

PHILLIPS.M. 

9207220266* 

50-263 

Q 

PHILLIPS,M. 

9207280316* 

50-155 

Q 

PHILLIPS,M.P. 

9207010072* 

50-155 

Q 

PHILLIPS,M.P. 

9207100127* 

50-155 

Q 

PHILLIPS,M.P. 

9207170171 

50-341 

Q 

PHILLIPS.M.P. 

9207170176* 

50-341 

0 

PHILLIPS.M.P. 

9207220265 

50-263 

0 

PHILLIPS, M.S. 

PHILLIPS.M.S, 
PIERSON, R.C. 
PIERSON.R.C. 
PIERSON, R.C. 
PIET,P.L 

9207280343* 

9207280358* 

9207070258 

9207150186 

9207150303 

9207080004 

40-2253 

40-2253 

52-1 

PROJ 

PROJ 

50-237 

Q 

PIET,P.L 

9207080029 

50-237 

P 

PIET.P.L 

9207080306 

50-237 

P 

PIET,P.L 

9207090155 

50-237 

P 

PIET,P.L 

9207130183 

50-237 

K 

PIET,P.L 

9207170059 

50-237 

P 

PINDALE,S.M. 

9207200260 

50-272 

P 

PINDALE,S.M. 

9207200329 

50-272 

P 

PIRTLE.G.L 

9207280222* 

50-315 

Q 

PITTIQUO,C.L. 

9207200119* 

50-267 

P 

PLASSE,RA 

9207020252 

50-333 

P 

PLASSE.R.A. 

9207090284 

50-333 

P 

PLENIEWICZ,R. 

9207070116 

50-455 

S 

PLENIEWICZ,R, 

9207070170 

50-10 

R 

PLENIEWICZ,R. 

9207150003 

50-455 

S 

PLENIEWICZ.R. 

9207270171 

50-454 

R 

PLENIEWICZ,R, 

9207290381 

50-454 

S 

PLOSKI,T 

9207100317* 

50-155 

Q 

PLOSKI,T. 

9207100305* 

50-331 

Q 

PLOSKLT. 

9207300187* 

50-254 

Q 

PLUECKER,T.C. 

9207100427* 

CONTRACT 

PLUNKETT.T.F. 

9207060014 

50-251 

P 

PLUNKETT, T.F. 

9207070005 

50-250 

P 

PLUNKETT.T.F. 

9207200122 

50-251 

P 
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AUTHOR 
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HUHBER 
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NUMBER 
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NUMBER 

CATEGORY 

PLUNKETT.T.F. 

9207200129 

50-250 

S 

RAGHAVAN.L 

9207090319 

50-250 

P 

REYES.LA. 

9207140083 

50-390 

Q 

PLUNKETT, T.F. 

9207200132 

50-250 

P 

RAGHAVAN.L 

9207240151 

50-250 

P 

REYES.LA. 

9207140099 

50-324 

P 

PLUNKETTJ.F. 

9207200269 

50-250 

S 

RAINSBERRY.J.L. 

9207220222 

50-361 

R 

REYES.LA. 

9207200007 

50-321 

P 

PLUNKETT.T.F. 

9207200321 

50-250 

R 

RAJENDRAN.K. 

9207070429* 

50-395 

R 

REYES.LA. 

9207270016 

50-324 

Q 

PLUNKETT.T.F, 

9207210338 

50-250 

P 

RALEIGH, J.J. 

9207290379 

50-387 

P 

REYES.LA. 

9207270025 

50-369 

Q 

PLUNKETT.T.F. 

9207220262 

50-250 

K 

RAMEY-SMITH.A. 

9207170153 

REVIEW GR P 

REYNOLDS.N.S. 

9207090102 

50-460 

G 

PLUNKETT.T.F. 

9207300276 

50-250 

Q 

RAMIREZ.P. 

9207160051 

71-743 


REYNOLDS, N.S. 

9207090102 

50-460 

G 

POERTNER.W.K. 

9207270019“ 

50-269 

Q 

RAMIREZ, P. 

9207160079 

71-744 


REYNOLDS.N.S. 

9207100096* 

50-336 

H 

POERTNER.W.K. 

9207270077* 

50-269 

Q 

RAMSEY, T.B. 

9207240167 

71-9151 


REYNOLDS.N.S. 

9207100096* 

50-336 

H 

POHIDA.M. 

9207310019 

PROJ 


RAMSEY.T.B. 

9207300057 

71-9151 


REYNOLDS.N.S. 

9207200040 

50-336 

G 

POLLACK, M.J. 

9207070369 

50-272 

S 

RANGANATH.S. 

9207200158* 

50-277 

P 

REYNOLDS.N.S. 

9207200040 

50-336 

G 

POLLACK, M.J. 

9207070382 

50-272 

S 

RANKIN, W. 

9207140114* 

50-324 

Q 

REYNOLDS.N.S. 

9207230031 

PR 


POLLACK.M.J. 

9207200055 

50-272 

S 

RANKIN.W.H. 

9207140147* 

70-143 


REYNOLDS.N.S. 

9207230031 

PR 


POLLACK, M.J. 

9207200059 

50-311 

S 

RAO.A.S. 

9207060263* 

PROJ 


REYNOLDS.N.S. 

9207270098 

50-336 

G 

POLLACK, M.J. 

9207200113 

50-311 

S 

RASIN.W.H. 

9207130063 

PR 


REYNOLDS.N.S. 

9207270098 

50-336 

G 

POLLACK.M.J. 

9207200201 

50-311 

S 

RASIN.W.H. 

9207210242 

PR 


RHEE,S.J. 

9207100132 

50-249 

S 

POLLACK, M.J. 

9207310112 

50-272 

S 

RASIN.W.H. 

9207230270 

REVIEW GR P 

RHODES.F.T. 

9207010029 

50-482 

P 

POMEROY.P.W. 

9207170256* 

CONTRACT 


RASIN.W.H. 

9207310185 

REVIEW GR P 

RHODES.F.T. 

9207170167 

50-482 

F 

POSLUSNY.C. 

9207060191 

52-1 


RATHBUN.D.K. 

9207070368 

XPORTLIC 


RHODES.F.T. 

9207210248 

50-482 

P 

POSLUSNY.C. 

9207070273 

52-1 


RATHBUN.D.K. 

9207100121* 

50-336 

H 

RICCIO,J.P. 

9207300167 

PR 


POSLUSNY.C. 

9207160002 

52-1 


RATHBUN.D.K. 

9207100131* 

50-336 

H 

RICHARDS, S.A. 

9207010059 

50-206 

Q 

POSLUSNY.C. 

9207220369 

52-1 


RATHBUN.D.K. 

9207200057* 

PR 


RICHARDS,S.A. 

9207150217 

50-397 

Q 

POSLUSNY.C. 

9207290012 

52-1 


RATHBUN.D.K. 

9207300265* 

PR 


RICHARDS.S.A. 

9207210002 

50-528 

Q 

POTTER, J.P. 

9207010200* 

50-335 

Q 

RATHBUN.D.K. 

9207310067* 

PR 


RICHARDS.S.A. 

9207210103 

50-206 

Q 

POTTER.J.P. 

9207140107* 

50-302 

Q 

RATLIFF.S.A. 

9207160157 

50-259 

R 

RICHARDS.S.A. 

9207270286 

50-275 

Q 

POTTER.J.P. 

9207140125* 

50-400 

Q 

RATTA.A.D. 

9207080058* 

50-352 

Q 

RICHARDSON.J.D. 

9207010217 

40-8027 


POWELL.G. 

9207100152 

50-254 

P 

RAUTMAN.C.A. 

9207020318* 

WASTE MGT 

RICHARDSON.J.E. 

9207140309* 

FOIA 


POWELUG. 

9207100156 

50-254 

P 

RAVELO.W. 

9207310051 

50-237 

S 

RICHARDSON.J.E. 

9207160276 

50-298 

P 

POWELL.G. 

9207140188 

50-265 

S 

RAY.B, 

9207270277 

50-286 

S 

RICHER.C.L. 

9207130200* 

CONTRACT 


POWELL.M.R. 

9207130018 

PRM 


RAY.B. 

9207280295 

50-286 

S 

RICHEY, R.B. 

9207200131 

50-324 

V 

POWELL.P.L 

9207220242 

50-397 

S 

RAY.H.B. 

9207310211* 

50-206 

P 

RICHINGS.H. 

9207160109 

TOPREP 


POWERS, K. 

9207230039 

50-277 

V 

RAY.N.K. 

9207280271* 

50-315 

P 

RICHINGS.H. 

9207160118 

TOPREP 


POWERS.K. 

9207240185 

50-278 

S 

REAVY.C.R. 

9207150215 

50-255 

F 

RING,M.A. 

9207140115 

50-282 

Q 

POWERS, K. 

9207270027 

50-278 

S 

RECKLEY.W.D. 

9207170094 

50-482 

P 

RING,M.A. 

9207150011 

50-255 

Q 

PRAY.M.J. 

9207100036 

50-338 

G 

REDDA.T. 

9207080110 

FOIA 


RING.M.A. 

6207150012 

50-456 

Q 

PRELL.J. 

9207170259* 

50-245 

Q 

REED.C. 

9207150204 

50-295 

F 

RING.M.A. 

9207150028 

50-237 

Q 

PRENDERGAST.K. 

9207160270* 

STATE PRO G 

REED.T.A. 

9207020018 

50-269 

P 

RING,M.A. 

9207150039 

50-331 

Q 

PRENDERGAST.K. 

9207270109* 

STATE PROG 

REED.T,A. 

9207130132 

50-369 

P 

RING,M.A. 

9207150045* 

50-331 

Q 

PRENDERGAST.K. 

9207280070 

STATE PROG 

REED.T.A. 

9207200340 

50-369 

P 

RING.M.A. 

9207310005 

50-373 

Q 

PRENDERGAST.K. 

9207280085 

STATE PROG 

REED,T.A. 

9207220396 

50-369 

P 

RISK,R.H. 

9207100229 

XPORTLIC 


PRESTHOLT.P.T. 

9207060198 

WASTE MGT 

REED.T.A. 

9207280372 

50-369 

Q 

ROARK, C.M. 

9207100279* 

40-6811 


PRESTHOLT.P.T. 

9207090008 

WASTE MGT 

REESE.J.H. 

9207090349 

50-528 

Q 

ROBARE,D.J. 

9207070257 

52-1 


PRESTHOLT.P.T. 

9207130169 

WASTE MGT 

REESE.J.H. 

9207090353* 

50-528 

Q 

ROBERTS.J.P. 

9207010038 

WASTE MGT 

PRESTHOLT.P.T, 

9207160374 

WASTE MGT 

REESE.J.H. 

9207150225 

50-397 

Q 

ROBERTS.J.P. 

9207020282 

WASTE MGT 

PRESTHOLT.P.T. 

9207210341 

WASTE MGT 

REESE.J.H. 

9207150322 

50-288 

Q 

ROBERTS,J.P. 

9207020300 

WASTE MGT 

PRESTHOLT.P.T. 

9207220201 

WASTE MGT 

REESE.J.H. 

9207150327* 

50-288 

Q 

ROBERTS.J.P. 

9207060167 

WASTE MGT 

PRESTHOLT.P.T, 

9207290416 

WASTE MGT 

REESE.J.H. 

9207270118 

50-397 

Q 

ROBERTS.J.P. 

9207060182 

WASTE MGT 

PREVATTE.R.L 

9207270030* 

50-324 

Q 

REESE.J.H. 

9207270125* 

50-397 

Q 

ROBERTS,J.P. 

9207070242 

WASTE MGT 

PRICE, E. 

9207140249* 

70-712 


REEVES.D.L 

9207200144* 

50-298 

S 

ROBERTS, J.P. 

9207070294 

WASTE MGT 

PRICE.E. 

9207150047* 

40-1478 


REEVES, D.L 

9207210005 

50-298 

S 

ROBERTS,J.P. 

9207100048 

WASTE MGT 

PRICE, E. 

9207150184* 

70-712 


REEVES.D.L 

9207300039 

50-298 

S 

ROBERTS.J.P. 

9207130261 

WASTE MGT 

PRICE.E. 

9207150188* 

70-712 


REICHHOLD.W.P. 

8906020038* 

FOIA 


ROBERTS, J.P. 

9207160112 

WASTE MGT 

PRICE.E. 

9207160279* 

40-1478 


REICHHOLD.W.P. 

8906200184* 

FOIA 


ROBERTS, J.P. 

9207160307 

WASTE MGT 

PR!CE,E.R. 

9207140217* 

70-712 


REICHHOLD.W.P. 

8906200186* 

FOIA 


ROBERTS.J.P. 

9207160333 

WASTE MGT 

PRICE, E.R. 

9207150066* 

40-1478 


REICHHOLD.W.P. 

9207210244* 

FOIA 


ROBERTS.J.P. 

9207290073 

WASTE MGT 

PRICE,E.R. 

9207150208* 

70-712 


REICHHOLD.W.P. 

9207220149* 

FOIA 


ROBERTS, J.P. 

9207290350 

WASTE MGT 

PRICE.E.R. 

9207150210* 

70-712 


REICHHOLD,W.P. 

9207240064* 

FOIA 


ROBERTS, J.P. 

9207300145 

WASTE MGT 

PRICE.E.R. 

9207240082* 

40-1478 


REICHHOLD.W.P. 

9207240074* 

FOIA 


ROBERTS,J.P. 

9207300240 

WASTE MGT 

PRICE.E.R. 

9207240093* 

70-340 


REICHHOLD.W.P. 

9207240100* 

FOIA 


ROBERTS, J.P. 

9207310010 

WASTE MGT 

PRICE, G.W. 

9207160037 

PR 


REICHHOLD.WP. 

9207240213* 

FOIA 


ROBERTS, J.P. 

9207310035 

WASTE MGT 

PRICE.G.W. 

9207230028 

PR 


REID,D.A. 

9207200032 

50-271 

p 

ROBERTS, J.P. 

9207310140 

WASTE MGT 

PRICE, G.W. 

9207270028 

PRM 


REID,D,A. 

9207310086 

50-271 

s 

ROBERTS, J.P. 

9207310154 

WASTE MGT 

PRICE.H.L 

9207150061* 

70-712 


REID.J. 

9207220147 

50-249 

s 

ROBERTS,T. 

9207140248 

50-324 

P 

PRICE, H.L 

9207210305* 

70-146 


REILLY.W.F. 

9207200212 

50-186 

p 

ROBINSON.C. 

9207230205* 

70-1100 


PRICE, H.L 

9207220062* 

70-146 


REIS.E.J. 

9207200036 

50-312 

G 

ROBINSON, W.R. 

9207090154 

50-344 

S 

PRICE,H.L 

9207220114* 

70-146 


REIS.M.P. 

9207280255 

50-397 

S 

ROBINSON,W.R. 

9207090182 

50-344 

S 

PRICE, H.L 

9207220288* 

70-146 


REISENBUECHLER 

9207020219 

50-266 

S 

ROBINSON.W.R. 

9207140323 

50-344 

R 

PRIORY.R.B. 

9207300086 

50-269 

P 

REMICK 

9207210264 

COMMISSION 

ROBINSON.W.R. 

9207200173 

50-344 

S 

PRITCHETT.R.F. 

9207160321* 

WASTE MGT 

REMICK 

9207210307 

COMMISSION 

ROBINSON.W.R. 

9207220157 

50-344 

S 

PRITCHETT.R.F. 

9207160330* 

WASTE MGT 

REMICK.F. 

9207100233 

COMMISSION 

ROBINSON.W.R. 

9207240248 

50-344 

S 

PRITCHETT.R.F. 

9207160334* 

WASTE MGT 

REMICK.FJ. 

9206100180* 

10CFR 


ROBINSON, W.R. 

9207300091 

50-344 

S 

PSU1K,T.S. 

9207010133* 

50-280 

P 

REMICK,FJ. 

9207090334 

10CFR 


ROCHE, LA. 

9207100109* 

70-3070 


PSUIK,T.S. 

9207010148* 

50-339 

P 

REPKA,D.A. 

9207090082 

50-348 

G 

RODEHAU,T.J. 

9207140324* 

CONTRACT 

PULLEN,B.G. 

9207310227 

XPORTLIC 


REPKA,D.A. 

9207090082 

50-348 

G 

ROE,J.W. 

9202200263* 

REVIEW GR P 

PULSIFER.R.M. 

9207020113 

50-454 

P 

REPKA,DJV. 

9207090118 

50-348 

G 

ROE,J.W. 

9207090273 

ORG 


PUTERBAUQH.M. 

9207160046 

PRM 


REPKA.D.A. 

9207090118 

50-348 

G 

ROE,J.W. 

9207310044 

NUREG 


QUALLS,P. 

9207090353* 

50-528 

Q 

RESCHESKE.P.R. 

9207100112* 

50-454 

Q 

ROEDER.J.R. 

9207150156* 

70-140 


QUALLS.P.M. 

9207170220* 

50-27 

Q 

RESCHESKE.P.R. 

9207280123* 

50-155 

Q 

ROEDER.J.R. 

9207150161* 

70-140 


QUAYJ.R. 

9207020243* 

50-206 

P 

RESEIGH.M.M. 

9207020325* 

CONTRACT 

ROEDER.J.R. 

9207150281* 

40-1478 


QUAY.T.R. 

9207060123* 

50-397 

P 

RETTIG,H. 

9207270084 

PR 

- 

ROEDER,J.R. 

9207160230* 

FOIA 


QUAY.TR. 

9207100037* 

50-397 

P 

REYES.LA. 

9207010193 

50-413 

Q 

ROEDER,J.R. 

9207160266* 

40-1478 


QUAY,T.R. 

9207160020* 

50-275 

P 

REYES.LA. 

9207010244 

50-261 

P 

ROEDER.J.R. 

9207160269* 

40-1478 


QUAY.T.R. 

9207160050* 

50-206 

P 

REYES, LA, 

9207010270 

50-280 

Q 

ROEDER,J.R. 

9207160287* 

40-1478 


QUAY.T-R. 

9207160069* 

50-206 

P 

REYES, LA. 

9207010287 

50-327 

Q 

ROGERS 

9207210230 

COMMISSION 

QUAYJ.a 

9207240126* 

50-630 

P 

REYES, LA. 

9207010318 

50-390 

Q 

ROGERS 

9207210282 

COMMISSION 

QUINTON.M.D. 

9207070428 

50-395 

R 

REYES.LA. 

9207020195 

50-324 

Q 

ROGERS 

9207220153 

COMMISSION 

RAFTERY,R.P. 

9207060193 

52-1 


REYES.LA. 

9207020222 

50-302 

F 

ROGERS.K.C. 

9207090334 

10CFR 


RAQHAVAN.L 

9207060054 

50-250 

P 

REYES,LA. 

9207060023 

50-400 

P 

ROGERS, K.C. 

9207100005 

COMMISSION 
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ROGERS.K.C. 

9207100006 

COMMISSION 

RULAND.W.H. 

9207150078* 

50-245 

Q 

SCACE.S.E. 

9207150174 

50-423 

R 

ROGERS.K.C. 

9207100282 

COMMISSION 

RUMPLE.R. 

9207150009“ 

"50-324 

R 

SCACE,S.E. 

9207150174 

50-423 

R 

ROGERS.K.C. 

9207130022 

COMMISSION 

RUND,J. 

9207220154 

50-237 

S 

SCACE.S.E. 

9207160377 

50-245 

S 

ROGERS.K.C. 

9207130081 

COMMISSION 

RUSSELUJ.E. 

9207080249 

50-286 

Q 

SCACE.S.E. 

9207160377 

50-245 

S 

ROGERS.K.C. 

9207140263* 

40-8027 


RUSSELLJ.E. 

9207150029 

50-286 

S 

SCACE.S.E. 

9207290319 

50-245 

S 

ROGERS.K.C. 

9207300159 

STATE PRO G 

RUSSELUJ.E. 

9207150282 

50-286 

R 

SCACE.S.E. 

9207290319 

50-245 

S 

ROGERS, K.C. 

9207300162 

COMMISSION 

RUSSELLJ.E. 

9207170161 

50-286 

S 

SCARANO,R.A. 

9207100228 

50-397 

F 

ROGERS.K.C. 

9207310190 

COMMISSION 

RUSSELUJ.E. 

9207170164 

50-286 

S 

SCARANO,R.A. 

9207150307 

70-1257 


ROGGE.J. 

9207080077* 

50-219 

Q 

RUSSELUJ.E. 

9207230148 

50-286 

s 

SCARANO.R.A. 

9207160267 

STATE PRO G 

ROGGE.J. 

9207220301 * 

50-334 

Q 

RUSSELUJ.E. 

9207270249 

50-286 

Q 

SCARANO,R.A. 

9207270096 

STATE PRO G 

ROGGE.J. 

9207280093 

60-334 

P 

RUSSELUJ.E. 

9207270277 

50-286 

S 

SCARANO.R.A. 

9207270097 

STATE PRO G 

ROGGE, J. 

9207280160 

50-219 

F 

RUSSELUJ.E. 

9207280295 

50-286 

S 

SCARANO,R.A. 

9207270150 

STATE PRO Q 

ROGGE, J.F. 

9207220341 * 

50-289 

Q 

RUSSELUJ.E. 

9207300076 

50-286 

S 

SCHAPKER.J.F. 

9207150034* 

50-237 

Q 

ROHLEDER,H.E. 

9007130010* 

FOIA 


RUSSELUJ.L 

9207060262 

WASTE MGT 

SCHEFFLER,W. 

9207150003 

50-455 

S 

ROHLEDER.H.E. 

9007130012* 

FOIA 


RUSSELUJ.L. 

9207220244 

WASTE MGT 

SCHIFF.S. 

9207170040* 

NUREG 


ROMBERG,W.D. 

9207310103 

50-213 

Q 

RUSSELUJ.L 

9207300269 

WASTE MGT 

SCHIFFHAUER.C. 

9207090094 

50-201 

F 

ROMBERG,W.D. 

9207310103 

50-213 

Q 

RUSSELUK. 

9207150289 

71-742 


SCHIFFHAUER.C. 

9207090156 

50-201 

F 

ROMBERG.W.D. 

9207310103 

50-213 

Q 

RUSSELUM.J. 

9207140288 

NUREG 


SCHMIDT.W. 

9207280065 

50-220 

S 

ROMBERG.W.D. 

9207310158 

50-245 

Q 

RUSSELL.W.T. 

9108150279* 

50-29 

P 

SCHMITT.J.F. 

9207130065 

PR 


ROMBERG.W.D. 

9207310158 

50-245 

Q 

RUSSELUW.T. 

9207010306* 

ORG 


SCHNEBLI.G.A. 

9207020100* 

50-250 

Q 

ROMINE,D.T. 

9207010226* 

WASTE MGT 

RUSSELUW.T. 

9207200211* 

REVIEW GR P 

SCHNELUD.F. 

9207090165 

50-483 

Q 

ROOD.H. 

9207160017 

50-275 

P 

RYAN,D.J. 

9207090021 

40-501 


SCHNELUD.F. 

9207130009 

50-483 

H 

ROONEY.V.L 

9207060032 

50-423 

P 

RYAN,J.C. 

9207310221* 

50-293 

Q 

SCHNELUD.F. 

9207170065 

50-483 

P 

ROONEY, V.L 

9207060062 

50-423 

P 

RYAN.R.M. 

9207310119 

70-920 


SCHNELUD.F. 

9207220414 

50-483 

R 

ROONEY,V.L 

9207060210 

50-423 

P 

RYTKONEN,B. 

9207140324* 

CONTRACT 


SCHNELUD.F. 

9207230002 

50-483 

R 

ROONEY.V.L 

9207070267 

50-423 

P 

SAEGNER,E.L. 

9207270029 

PRM 


SCHNELUD.F. 

9207290191 

PR 


ROONEY.V.L 

9207170118 

50-423 

P 

SAGAR,B. 

9207280318 

WASTE MGT 

SCHNELL,D.F. 

9207310049 

50-483 

Q 

ROSA.J.M. 

9207210130* 

60-317 

Y 

SAGER,D.A. 

9207060235 

50-389 

S 

SCHRAGE,J.L. 

9207090014 

50-254 

K 

ROSE.J,H. 

9207290091 

PRM 


SAGER, D.A. 

9207100191 

50-335 

K 

SCHRAGE,J.L. 

9207160205 

50-254 

P 

ROSENBERG,A.V. 

9207100375* 

50-498 

1 

SAGER,D.A. 

9207160165 

50-335 

R 

SCHRAGE,J.L. 

9207220009 

50-237 

P 

ROSENBLUM,R.M. 

9207010046 

50-206 

P 

SAGER,D.A. 

9207160192 

50-335 

R 

SCHRAGE,J.L 

9207300067 

50-10 

P 

ROSENBLUM.R.M. 

9207020327 

50-206 

P 

SAGER,D.A. 

9207170066 

50-335 

F 

SCHRAGE,J.L 

9207310054 

50-254 

P 

ROSENBLUM.R.M. 

9207090162 

50-361 

P 

SAGER,D.A. 

9207200203 

50-335 

P 

SCHREIBER.M. 

9207170169* 

50-482 

F 

ROSENBLUM.R.M. 

9207100408 

50-361 

P 

SAGER,D.A. 

9207270230 

50-389 

S 

SCHREIBER.M. 

9207170177* 

50-482 

F 

ROSENBLUM.R.M. 

9207150211 

50-206 

P 

SAGER.D.A. 

9207300239 

50-335 

Q 

SCHROCK,C.A. 

9207060189 

50-305 

P 

ROSENBLUM.R.M. 

9207300148 

50-206 

Q 

SAGER.D.A. 

9207310207 

50-335 

S 

SCHROCK.C.A. 

9207060230 

50-305 

P 

ROSENBLUM.R.M. 

9207300200 

50-361 

P 

SAGER,D.A. 

9207310222 

50-335 

S 

SCHROCK.C.A. 

9207070343 

50-305 

Q 

ROSENBLUM.R.M. 

9207310153 

50-206 

Q 

SAHA,G. 

9207230215* 

FOIA 


SCHROCK,C.A. 

9207100270 

50-305 

S 

ROSENBLUM.R.M. 

9207310199 

50-206 

P 

SAIN,A.K. 

9207160061 

PRM 


SCHROCK,C.A. 

9207150168 

50-305 

R 

ROSENFIELD,A.R. 

9207140031 

NUREG 


SALMON, H.P. 

9207020136 

50-333 

S 

SCHROCK.C.A. 

9207170173 

50-305 

1 

ROSENTHAL, J.E. 

9207200320 

ORG 


SALMON,H.P. 

9207020144 

50-333 

S 

SCHROCK.C.A. 

9207230258 

50-305 

K 

ROSS.F.W. 

9207170212 

WASTE RES 

SALMON.H.P. 

9207020156 

50-333 

S 

SCHROCK.C.A. 

9207270124 

50-305 

K 

ROSS,T.M. 

9207060066 

50-259 

P 

SALMON,H.P. 

9207020295 

50-220 

F 

SCHROCK,C.A. 

9207280074 

50-305 

P 

ROSS,T.M. 

9207080128 

50-259 

P 

SALMON.H.P. 

9207140038 

50-333 

R 

SCHROEDER.C.W. 

9207010083 

50-249 

P 

ROSS,T.M. 

9207220275 

50-259 

P 

SALMON.H.P. 

9207140159 

50-333 

S 

SCHROEDER.C.W. 

9207070227 

50-10 

R 

ROSS.T.M. 

9207220361 

50-259 

P 

SALMON.H.P. 

9207140165 

50-333 

S 

SCHROEDER.C.W. 

9207070414 

50-249 

S 

ROSS.T.M. 

9207230156 

50-259 

P 

SALMON.H.P. 

9207160170 

50-333 

R 

SCHROEDER.C.W. 

9207080232 

71-9233 


ROSS.T.M. 

9207230229 

50-259 

P 

SALMON.H.P. 

9207210336 

50-333 

Q 

SCHROEDER.C.W. 

9207080251 

50-249 

S 

ROSS,T.M. 

9207300132 

50-259 

P 

SALMON.H.P. 

9207220060 

50-333 

S 

SCHROEDER.C.W. 

9207100132 

50-249 

S 

ROSS,T.M. 

9207310124 

50-259 ' 

P 

SALMON.H.P. 

9207280011 

. 50-333 

Q 

SCHROEDER.C.W. 

9207140206 

50-237 

S 

ROSSI, C.E. 

9202200237* 

REVIEW GR P 

SALMON, H.P. 

9207310102 

50-333 

S 

SCHROEDER.C.W. 

9207140316 

50-10 

R 

ROSSI,C.E. 

9206230193 

50-3 

Q 

SALMON.H.P, 

9207310109 

50-333 

S 

SCHROEDER.C.W. 

9207220144 

50-237 

S 

ROSSI, C.E. 

9206260043 

50-3 

Q 

SALMON.H.P. 

9207310129 

50-333 

S 

SCHROEDER.C.W. 

9207220147 

50-249 

S 

ROSSI, C.E. 

9206290237 

50-3 

Q 

SALYERS.G.W. 

9207140147* 

70-143 


SCHROEDER,C.W. 

9207220154 

50-237 

S 

ROSSI, C,E. 

9207020233 

50-3 

Q 

SAMPELS.M.D. 

9207130136 

50-445 

M 

SCHROEDER,C.W. 

9207280190 

50-237 

S 

ROSSIN,A.D. 

9207020198* 

50-312 

G 

SAMPELS.M.D. 

9207130136 

50-445 

M 

SCHROEDER.C.W. 

9207300033 

50-237 

S 

ROTH,J. 

9207090215* 

70-698 


SAMPELS.M.D. 

9207130137* 

50-445 

M 

SCHROEDER.C.W, 

9207310051 

50-237 

S 

ROTH.J. 

9207210118 

70-33 


SAMPELS.M.D. 

9207130137* 

50-445 

M 

SCHROEDER.C.W. 

9207310080 

50-237 

S 

ROUNTREE.G. 

9207160031 

PR 


SAMPELS.M.D. 

9207150317 

50-445 

M 

SCHRUM.D.L 

9207150016* 

50-456 

Q 

ROUSON,J.D. 

8910200232* 

FOIA 


SAMPELS.M.D. 

9207150317 

50-445 

M 

SCHULTZ,S.P. 

9207070401 

50-29 

F 

ROWE.J.W. 

9207080033* 

50-443 

1 

SAMPELS.M.D. 

9207150323* 

50-445 

M 

SCHULTZ,W.H. 

9012100200* 

FOIA 


ROWLAND, T.J. 

9207230029 

PROJ 


SAMPELS.M.D. 

9207150323* 

50-445 

M 

SCHULTZ.W.H. 

9012100204* 

FOIA 


ROYEN,J. 

9207270018 

MISC 


SAMWORTH.B. 

9207080286 

50-266 

H 

SCHULTZ, W.H. 

9101110137* 

FOIA 


ROZELL,D.L 

9207100270 

50-305 

S 

SAMWORTH.R.B. 

9207230209 

50-266 

P 

SCHULTZ.W.H. 

9101110148* 

FOIA 


RUBIN.S.D. 

9207020313 

50-333 

P 

SANBORN.G. 

9207220077 

l&E 


SCHULTZ,W.H. 

9104120007* 

FOIA 


RUEGER.G.M. 

9207060083 

50-275 

Q 

SANDEUP.S. 

9207150266* 

40-1478 


SCHU:.TZ.W.H. 

9104120010* 

FOIA 


RUEGER.G.M. 

9207070303 

50-275 

P 

SANDEUP.S. 

9207160138* 

40-1478 


SCHULTZ.W.H. 

9104160111* 

FOIA 


RUEGER.G.M. 

9207070320 

50-275 

S 

SANDERSON.R.E. 

9207230013 

PR 


SCHULTZ.W.H. 

9104160115* 

FOIA 


RUEGER.G.M. 

9207100363 

50-323 

S 

SANER, D. 

9207150321 

50-397 

1 

SCHULTZ.W.H. 

9105020311* 

FOIA 


RUEGER.G.M. 

9207130029 

PR 


SANER.D. 

9207150336 

50-397 

• 

SCHULTZ,W.H. 

9105020313* 

FOIA 


RUEGER.G.M. 

9207140001 

50-323 

Q 

SARSOUR.B. 

9207160095 

50-346 

R 

SCHULTZ.W.H. 

9105150180* 

FOIA 


RUEQER,Q.M. 

9207150008 

50-275 

S 

SARTE.V. 

9207230224 

50-344 

Q 

SCHULTZ, W.H, 

9107160236* 

FOIA 


RUEGER.G.M. 

9207160139 

50-275 

P 

SAUER.R.E. 

9207080341 

27-48 


SCHULTZ.W.H. 

9107160241* 

FOIA 


RUEGER.G.M. 

9207160148* 

50-275 

P 

SAUER.R.E. 

9207310122 

71-6144 


SCHULTZ.W.H. 

9108260056* 

FOIA 


RUEGER.G.M. 

9207200214 

50-275 

P 

SAUNDERS.G. 

9008060157* 

FOIA 


SCHULTZ.W.H. 

9108260059* 

FOIA 


RUEGER.G.M. 

9207240240 

50-275 

Q 

SAUNDERSON.R. 

9207270189 

50-410 

R 

SCHULTZ,W.H. 

9109100106* 

FOIA 


RUEGER,G.M. 

9207270093 

50-275 

H 

SCACE,S.E. 

9207020086 

50-336 

S 

SCHULTZ,W.H. 

9207090258* 

40-8081 


RUEGER.G.M. 

9207270264 

50-275 

S 

SCACE.S.E. 

9207020086 

50-336 

S 

SCHULTZ.W.H. 

9207200251* 

FOIA 


RUEGER.G.M. 

9207270360 

50-323 

S 

SCACE.S.E. 

9207080244 

50-336 

s 

SCHULTZ.W.H. 

9207200263* 

FOIA 


RUEGER.G.M. 

9207280090 

50-275 

s 

SCACE,S,E. 

9207080244 

50-336 

S 

SCHULTZ.W.H. 

9207200309* 

FOIA 


RUEGER,G.M. 

9207300066 

50-276 

s 

SCACE.S.E. 

9207140092 

50-336 

R 

SCHULTZ.W.H. 

9207200332* 

FOIA 


RUEGER.G.M. 

9207300070 

50-275 

s 

SCACE,S.E. 

9207140092 

50-336 

R 

SCHULTZ.W.H. 

9207200337* 

FOIA 


RUFFIN.R. 

9207140255 

50-416 

s 

SCACE.S.E. 

9207140192 

50-336 

S 

SCHULTZ,W.H. 

9207200351* 

FOIA 


RUFFIN, R. 

9207240040 

50-416 

S 

SCACE.S.E. 

9207140192 

50-336 

s 

SCHULTZ.W.H. 

9207210025* 

FOIA 


RUITER.G.H. 

9207150168 

50-305 

R 

SCACE,S.E. 

9207140258 

50-336 

S 

SCHULTZ.W.H. 

9207210244* 

FOIA 


RULAND.W. 

9207170074* 

50-410 

Q 

SCACE.S.E. 

9207140258 

50-336 

s 

SCHULTZ, W.H. 

9207210335* 

FOIA 


RULAND.W. 

9207280133* 

50-245 

Q 

SCACE,S.E. 

9207150123 

50-245 

R 

SCHULTZ, W.H. 

9207220106* 

STATE PRO G 

RUUND.W.H. 

9207010036* 

50-293 

Q 

SCACE.S.E. 

9207150123 

50-245 

R 

SCHULTZ.W.H. 

9207220155* 

FOIA 
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SCHULTZ, W,H. 

9207220260* 

FOIA 

SHEA,J.W. 

9207100097 

50-277 

P 

SILVER, H. 

9207060147 

50-302 

P 

SCHULTZ.W.H. 

9207220392* 

FOIA 

SHEAR.G. 

9207140184 

l&E 


SILVER.H. 

9207290168 

50-302 

P 

SCHULTZ.W.H. 

9207240095* 

FOIA 

SHEAR.G. 

9207280018 

l&E 


SILVER.H. 

9207290195 

50-302 

P 

SCHULTZ.W.H. 

9207240196* 

FOIA 

SHEAR.G. L. 

9207220030 

70-3072 


SILVERMAN.D.J. 

9207020209 

40-8027 


SCHULTZ.W.H. 

9207240207* 

FOIA 

SHEARER.D.M. 

9207270049 

PRM 


SILVERMAN.D.J. 

9207020209 

40-8027 


SCHULTZ.W.H. 

9207240219* 

FOIA 

SHEDLOCK.M. 

9207200215 

50-311 

R 

SIMENS.H.G. 

9207130147 

50-228 

Q 

SCHULTZ, W.M. 

9207240176* 

FOIA 

SHEDLOCK,M. 

9207200338 

50-272 

R 

SIMENS.H.G. 

9207280286* 

50-228 

R 

SCHUMACHER.M.C. 

9207070290 

50-456 Q 

SHEIBANI.M. 

9207280053 

50-424 

S 

SIMMONS.F. 

9109240019* 

FOIA 


SCHUMACHER.M.C. 

9207070297* 

50-456 Q 

SHELL.R.H. 

9207090177 

50-259 

P 

SIMMONS, N.C. 

9207210063* 

50-413 

R 

SCHUMACHER.M.C. 

9207280080* 

50-346 Q 

SHELLR.H. 

9207170275 

50-327 

P 

SIMMONS.N.C. 

9207210097* 

50-369 

R 

SCHUMACHER.M.C. 

9207280288 

50-237 Q 

SHELTON.D.C. 

9207020208 

50-346 

H 

SIMMONS, N.C. 

9207210237* 

50-269 

R 

SCHUMACHER.M.C. 

9207280290* 

50-237 Q 

SHELTON.D.C. 

9207060011 

50-346 

P 

SIMMONS.T. 

9207200251* 

FOIA 


SCHUSTER, M. 

9207140248 

50-324 P 

SHELTON.D.C. 

9207080179 

50-346 

P 

SIMMONS.T. 

9207200263* 

FOIA 


SCHWEITZER, J.F. 

9207060039 

70-152 

SHELTON.D.C. 

9207080262 

50-346 

P 

SIMMONS.T. 

9207220392* 

FOIA 


SCOTT.E. 

9206170097* 

50-206 F 

SHELTON.D.C. 

9207150251 

50-346 

P 

SIMON, J. 

9207240242* 

CONTRACT 


SCOTT, H. 

9207090239 

FOIA 

SHELTON.D.C. 

9207160038 

50-346 

H 

SIMONS,H. 

9207090265* 

50-237 

Q 

SCOTT, M,A. 

9207170201* 

50-335 Q 

SHELTON.D.C. 

9207160040 

50-346 

H 

SIMONS.H. 

9207140150* 

50-373 

Q 

SCOTT.M.L 

9207020286* 

CONTRACT 

SHELTON.D.C. 

9207160103 

PR 


SIMONS,H. 

9207300187* 

50-254 

Q 

SCOTT.M.L. 

9207090191* 

CONTRACT 

SHELTON.D.C. 

9207200139 

50-346 

P 

SIMPKIN,T.W. 

9207070068 

50-237 

P 

SCOTT.M.L 

9207100393 

CONTRACT 

SHELTON.D.C. 

9207200261 

50-346 

P 

SIMPKIN,T.W. 

9207080105 

50-466 

P 

SCOTT.M.L. 

9207100419 

CONTRACT 

SHELTON.D.C. 

9207270238 

50-346 

V 

SIMPKIN,T.W. 

9207280205 

50-457 

S 

SCOTT.M.L 

9207100425 

CONTRACT 

SHELTON.D.C. 

9207290151 

50-346 

H 

SINGLEY.M.A. 

9207020141 

50-346 

M 

SCOTT.M.L. 

9207130193 

CONTRACT 

SHELTON.D.C. 

9207300129 

50-346 

P 

SINGLEY,M.A. 

9207020141 

50-346 

M 

SCOTT.M.L. 

9207140324* 

CONTRACT 

SHEPPARD.J.J. 

9207060223 

40-8027 


SINGLEY,M.A. 

9207020141 

50-346 

M 

SCOTT.M.L. 

9207150091 

CONTRACT 

SHEPPARD,J.J. 

9207060295 

40-8027 


SINGLEY.M.A. 

9207020141 

50-346 

M 

SCOTT.M.L 

9207170252 

CONTRACT 

SHEPPARD.J.J. 

9207270061 

40-8027 


SINKULE.M. 

9207020111 

50-338 

Q 

SCOTT.M.L. 

9207200136 

CONTRACT 

SHEPPARD.J.J. 

9207280014 

40-8027 


SINKULE,M. 

9207140030 

50-280 

Q 

SCOTT, M.L 

9207200168* 

CONTRACT 

SHEPPARD.J.J. 

9207290233 

40-8027 


SINKULE.M.V. 

9207010286 

50-302 

Q 

SCOTT.M.L. 

9207220342 

CONTRACT 

SHERBINI.S. 

9207280049* 

50-443 

Q 

SINKULE,M.V. 

9207020074 

50-302 

Q 

SCOTT, M.L. 

9207230160 

CONTRACT 

SHERMAN.R.N. 

9207090154 

50-344 

S 

SINKULE,M.V. 

9207020093 

50-250 

Q 

SCOTT.M.L 

9207230180 

CONTRACT 

SHERMAN.R.N. 

9207240248 

50-344 

S 

SINKULE,M.V. 

9207020110 

50-335 

Q 

SCOTT.M.L. 

9207230282 

CONTRACT 

SHERMAN.R.N. 

9207300091 

50-344 

S 

SINKULE,M.V. 

9207020190 

50-338 

Q 

SCOTT.M.L 

9207230293 

CONTRACT 

SHERR.T.S. 

9207080212 

70-27 


SINKULE.M.V. 

9207020200 

50-250 

Q 

SCOTT.M.L 

9207230297 

CONTRACT 

SHERR.T.S. 

9207080241 

70-143 


SINKULE.M.V. 

9207140070 

50-338 

Q 

SCOTT.M.L. 

9207240053 

CONTRACT 

SHERR.T.S. 

9207090288 

70-1151 


SINKULE.M.V. 

9207140074 

50-280 

Q 

SCOTT.M.L. 

9207240239 

CONTRACT 

SHERR.T.S. 

9207090294 

70-1100 


SINKULE.M.V. 

9207170198 

50-335 

Q 

SCOTT, M.L. 

9207280226 

CONTRACT 

SHERR.T.S. 

9207090304 

70-1257 


SISCO.C. 

9207210090* 

50-354 

V 

SCOTT.M.L 

9207290247 

CONTRACT 

SHERR,T.S. 

9207090308 

70-1113 


SKIBA 

9207280159 

50-446 

S 

SEABORG.G.T. 

9207270361* 

FOIA 

SHERR.T.S. 

9207090316 

70-36 


SKINNER.P.H. 

9207020216 

50-321 

Q 

SEAGREN.R.D. 

9207100019* 

71-5740 

SHERR,T.S. 

9207090327 

70-143 


SKINNER.P.H. 

9207270110* 

50-321 

Q 

SEARS.P. 

9207280235 

50-271 P 

SHERR.T.S. 

9207100133 

70-1201 


SKINNER.P.H. 

9207280189 

50-321 

Q 

SEARS.P. 

9207290253 

REVIEW GR P 

SHERR,T.S. 

9207200108 

70-27 


SKOGLUND,R.R. 

9207300033 

50-237 

S 

SEARS.P.M. 

9207070026 

50-271 P 

SHERR.T.S. 

9207290231 

70-1100 


SKOLDS,J.F. 

9207070385 

50-395 

P 

SEARS.P.M. 

9207290154 

50-271 P 

SHERR.T.S. 

9207300170 

70-143 


SKOLDS,J.F. 

9207270322 

50-395 

P 

SEARS.P.M. 

9207300180 

50-271 P 

SHEWMON.P. 

9207300003 

ACRS 


SKOLDS.J.L. 

9207020312 

50-396 

S 

SECKER.P. 

9207270295 

NUREG 

SHIELDS.J. 

9207140153 

50-374 

Q 

SKOLDS.J.L. 

9207070001 

50-395 

S 

SEGEL.D.W. 

9207230051 

ORG 

SHIELDS, J. 

9207150176 

50-373 

P 

SKOLDS,J.L. 

9207070264 

50-395 

S 

SEIKEN,A. 

9207150165 

50-382 S 

SHIELDS.J. 

9207270224 

50-373 

P 

SKOLDS,J.L 

9207080171 

50-395 

K 

SE1WERT.V.J. 

9207160127 

PRM 

SHIELDS.S.N. 

9207280257 

50-219 

S 

SKOLDS.J.L. 

9207140068 

50-395 

R 

SELBY, J.B. 

9207130014 

PRM 

SHIFLETT.D.R. 

9207290137 

PROJ 


SKOLDS,J.L. 

9207140204 

50-395 

P 

SELIN.I. 

9207020301 

COMMISSION 

SHINGLETON.EB. 

9207310128 

50-259 

S 

SKOLDS.J.L 

9207160090 

PR 


SEL1N.I. 

9207020316 

COMMISSION 

SHINKLE.P. 

9207100069 

FOIA 


SKOLDS.J.L. 

9207200279 

50-395 

S 

SEUN.I. 

9207060080 

COMMISSION 

SHIPMAN.W.B. 

9207140048 

50-321 

F 

SKOLDS,J.L. 

9207210273 

50-395 

Q 

SELIN.I. 

9207060206* 

50-443 U 

SHIRAKI.C.Y. 

9207230109 

50-331 

P 

SKOLDS.J.L. 

9207240178 

50-395 

Q 

SELIN.I. 

9207070077 

40-8724 

SHIRAKI.C.Y. 

9207290235 

50-331 

P 

SKOLDS.J.L. 

9207270243 

50-395 

Q 

SELIN, 1. 

9207070404 

COMMISSION 

SHIRAKI.C.Y. 

9207290237* 

50-331 

P 

SKOV.D.D. 

9207270105* 

STATE PRO G 

SELIN.I. 

9207100211 

COMMISSION 

SHIRLEY,D.A. 

9207200140 

50-5 

H 

SLADE.G.B. 

9207060308 

50-255 

F 

SELIN, 1. 

9207100212 

COMMISSION 

SHOMAKER.E. 

9207070198 

REVIEW GR P 

SLADE,G.B. 

9207070007 

50-255 

Q 

SELIN.I. 

9207100252 

COMMISSION 

SHON.F.J. 

9207200101 

70-3070 


SLADE,G.B. 

9207070349 

60-255 

Q 

SEUN.I. 

9207130031 

COMMISSION 

SHON.F.J. 

9207200102 

70-3070 


SLADE, G.B. 

9207080187 

50-255 

P 

SELIN.I. 

9207170072 

COMMISSION 

SHORTRlDGE,R.B. 

9207010200* 

50-335 

Q 

SUDE,G.B. 

9207210056 

50-255 

Q 

SELIN,I. 

9207210212 

COMMISSION 

SHOUP.aS. 

9207150311* 

FOIA 


SUDE,G.B. 

9207290163 

50-255 

Q 

SELIN.I. 

9207210302 

COMMISSION 

SHTEYNBERG.N.A. 

9207070181 

REVIEW GR P 

SLADE, G.B. 

9207310097 

50-255 

Q 

SELIN.I. 

9207210327 

COMMISSION 

SHUM.E. 

9207170057* 

40-8027 


SLAWINSKI.W.J. 

9002260089* 

FOIA 


SERRA.P.L 

9207060218 

50-331 F 

SHUMWAY.D. 

9207140003 

71-9056 


SUWINSKI.W.J. 

9008070339* 

FOIA 


SERRA.P.L 

9207080174 

50-331 F 

SHUMWAY.D. 

9207140004 

71-9033 


SUWINSKI,W.J. 

9008220196* 

FOIA 


SESSIONS.W.S. 

9207280387* 

FOIA 

SHUMWAY,D. 

9207140006 

71-9135 


SLCAK,S.T. 

9207270087 

PR 


SEYFRIED.R.J. 

9207200323* 

FOIA 

SHUMWAY.D. 

9207140007 

71-9127 


SLYVIA.B.R. 

9207140252 

50-220 

P 

SHACKELFORD.J. 

9207140088* 

50-400 Q 

SHYMLOCK,M. 

9207020210* 

50-416 

Q 

SMITH.C. 

9207010331* 

50-413 

Q 

SHAFER.W.D. 

9207010067 

50-155 Q 

SIDORENKO, VA 

9207070181 

REVIEW GR P 

SMITH.C. 

9207160032* 

50-348 

Q 

SHAFER.W.D. 

9207220340* 

50-329 Q 

SIEBER.J.D. 

9207060301 

50-334 

F 

SMITH,C.L. 

9207060081 

NUREG 


SHAH,N. 

9207070297* 

50-456 Q 

SIEBER.J.D. 

9207140322 

50-334 

R 

SMITH,D.A. 

9207210226 

PR 


SHAH.N. 

9207280080* 

50-346 Q 

SIEBER,J.D. 

9207150345 

50-334 

P 

SMITH.D.A. 

9207210241 

PR 


SHANBAKY.M. 

9207010095 

l&E 

SIEBER,J.O. 

9207210245 

50-412 

H 

SMITH.D.M. 

9207240144 

50-277 

K 

SHANBAKY.M. 

9207060002 

l&E 

SIEBER.J.D. 

9207230193 

50-412 

Q 

SMITH.D.M. 

9207280310 

50-277 

F 

SHANBAKY.M. 

9207210084 

l&E 

StEBER.J.D. 

9207240250 

50-334 

P 

SMITH.D.R. 

9207060205 

40-8948 


SHANBAKY.M, 

9207220311 

l&E 

SIEBER,J.D. 

9207280099 

50-334 

Q 

SMITH.D.R. 

9207060208 

40-8948 


SHANBAKY.M. 

9207220349 

l&E 

SIEQELB.A. 

9207220148 

10CFR 


SMITH.G. 

9207230021 

PR 


SHANLEY.L 

9207200137 

50-317 R 

SIEGEL.B.L 

9207060293 

50-237 

P 

SMITH, G.D. 

9207310222 

50-335 

s 

SHANNON, M. 

9207270041* 

50-400 Q 

SIEGEL.B.L 

9207100124 

50-373 

P 

- SMITH, 1. 

9207020149 

50-336 

G 

SHAO,LC. 

9202200278* 

REVIEW GR P 

SIEGEL.B.L 

9207100129* 

50-373 

P 

SMITH,I.W. 

9207020087 

50-336 

G 

SHAPPERT.LB. 

9207100019* 

71-5740 

SIEGEL,B.L 

9207200234 

50-237 

P 

SMITH.I.W. 

9207270112 

50-336 

G 

SHARKEY, T.P. 

9207020247 

50-483 S 

SIEGEL,B.L 

9207200238* 

50-237 

P 

SMITH.J.F. 

9207150049* 

50-331 

Q 

SHARPER, D. 

9207210008 

50-10 F 

SIEGELB.L 

9207300149 

50-373 

P 

SMITH, J.J. 

9207200204* 

FOIA 


SHAYS.C. 

9207170019* 

PR 

SIEMASZ,B. 

9207140224 

50-341 

S 

SMITH.P. 

9207270356* 

FOIA 


SHEA,J.R. 

9207070326* 

FOIA 

SILBERQ,J.E. 

9207130097 

PR 


SMITH.R.E. 

9207060004 

50-244 

P 

SHEA,J.R. 

9207070334* 

FOIA 

SILVER.H. 

9207020045 

50-302 

P 

SMITH.R.E. 

9207060005* 

50-244 

P 

SHEA,J.W. 

9207020104 

50-277 P 

SILVER.H. 

9207020060 

50-302 

P 

SMITHMD.B. 

9207080081 

50-274 

S 
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SNELL.W. 
SNELL, W. 
SNELL.W. 
SNELL.W. 
SNELL.W. 

SNELL.W. 
SNELL, W.G. 
SNELL.W.G. 
SNELL,W.G. 
SNELL,W.G. 

SN1E2EK,J.H. 

SNIE2EK,J.H. 

SOFGE.J.T. 

SOKOLSKY.D. 

SOKOLSKY.D. 

SOLBERG.D. 

SOONG,S. 

SOONG,S. 

SOONG,Y. 

SOONG.Y. 


9207010022* 

9207090277 

9207090279* 

9207150071 

9207280315* 

9207310008* 

9207010261 

9207010252* 

9207070187 

9207310007 

8605190330* 

9207240216 

9207140234* 

9207100363 

9207270360 

9207170254* 

9207230205* 

9207240079 

9207100009* 

9207100047* 


50-461 

50-373 

50-373 

50-461 

50-461 

50-305 

50-331 

50-331 

50-461 

50-305 


Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 


50-171 P 

REVIEW GR P 
50-263 F 

50-323 S 

60-323 S 


FOIA 

70-1100 

70-36 

50-220 

50-410 


SORENSEN.G.C. 

9207090178 

50-397 

P 

SORENSEN.G.C. 

9207100154 

50-397 

P 

SORENSEN.G.C. 

9207150065 

50-397 

P 

SORENSEN,G.C. 

9207150115 

50-397 

P 

SORENSEN.G.C. 

9207150304 

60-397 

P 

SORENSEN.G.C. 

9207170163 

50-397 

F 

SORENSEN.G.C. 

9207200083 

60-397 

P 

SORENSEN.G.C. 

9207200147 

50-397 

P 

SORENSEN.G.C. 

9207230019 

PR 


SORENSEN.G.C. 

9207270075 

50-397 

H 

SPANGENBERG.F. 

9207070104 

50-461 

V 

SPANGENBERG.F. 

9207070110 

50-461 

V 

SPANGENBERG.F. 

9207070124 

50-461 

V 

SPANGENBERG.F. 

9207130167 

50-461 

P 

SPANGENBERG.F. 

9207130175 

50-461 

Q 

SPANGENBERG.F. 

9207140286 

50-461 

S 

SPANGENBERG.F. 

9207160001 

50-461 

Q 

SPANGENBERG,F. 

9207150004 

50-461 

H 

SPANGENBERG.F. 

9207170124 

50-461 

R 

SPANGENBERG.F. 

9207270220 

50-461 

P 

SPANGENBERG.F. 

9207270339 

50-461 

F 

SPANGENBERG.F. 

9207280012 

50-461 

S 

SPANGENBERG.F. 

9207280117 

50-461 

Q 

SPANGENBERG.F. 

9207280248 

50-461 

S 

SPARACINO.J. 

9207160182 

50-374 

S 

SPENCE,R.E. 

9207010163 

WASTE MGT 

SPENCE,R.E. 

9207130033 

WASTE MGT 

SPENCE,R.E. 

9207130074 

WASTE MGT 

SPENCE,R.E. 

9207130087 

WASTE MGT 

SPENCE,R.E. 

9207130184 

WASTE MGT 

SPENCE.R.E. 

9207200001 

WASTE MGT 

SPENCE.R.E. 

9207310259 

WASTE MGT 

SPENCER, J.W. 

9207010222 

50-324 

Q 

SPENCER, J.W. 

9207010225 

50-325 

S 

SPENCER, J.W. 

9207070042 

60-324 

Q 

SPENCER,J.W. 

9207070125 

50-325 

S 

SPENCER, J.W. 

9207140246 

50-324 

Q 

SPENCER.J.W. 

9207150009 

50-324 

R 

SPENCER.J.W. 

9207150260 

50-324 

S 

SPENCER, M.S. 

9207270342 

FOIA 


SPESSARD.R.L. 

9207220346* 

50-329 

Q 

SPIRO.H. 

9207200195 

40-7580 


SPRENGELD.P. 

9207290249* 

(CONTRACT 


SRENIAWSKI.O.J. 

9003070064* 

FOIA 


SRENIAWSKI,D.J. 

9004100066* 

FOIA 


SRENIAWSKi.aj. 

9004100070* 

FOIA 


SRENIAWSKI.O.J. 

9004100072* 

FOIA 


SRENiAWSKI.D.J. 

9207010052* 

40-8724 


SRENIAWSKI.D.J. 

9207200326* 

FOIA 


STAJDUHAR,P. 

9005020081* 

FOIA 


STANELY,H.Q. 

9207160268 

50-387 

S 

STANQ.J.F. 

9207150292 

50-315 

P 

STANLEY,H.Q. 

9207200134 

50-387 

R 

STANLEY.H.Q. 

9207220382 

50-387 

S 

STANSBERRY, W. 

9207300081* 

50-400 

Q 

STANSBERRY.W.M. 

9207010042* 

50-269 

Q 

STANSBERRY.W.W. 

9207010066* 

50-259 

Q 

STANSBERRY.W.W. 

9207150334* 

50-395 

Q 

STANTSII,A. 

9207070178 

REVIEW QR P 

STARK.S.J. 

9207060261 

PROJ 


STARK, SJ. 

9207070117 

PROJ 


STARK.8.J. 

9207080126 

52-1 


8TARK.SJ. 

9207100137 

52-1 


STARKEY, R.B. 

9207080158 

50-400 

P 

STARKEY.R.B. 

9207100195 

50-261 

P 

STARKEY,R.B. 

9207100201 

50-400 

P 

STARKEY,R.B. 

9207100204 

50-324 

P 

STARKEY,R.B. 

9207150316 

50-400 

P 


AUTHOR 


STARKEY.R.B. 

STARKEY.R.B. 

STARKEY.R.D. 

STATON.J.W. 

STAUTER.J.C. 

STEELE,R. 

STEFANAKOS,T.K. 

STEFANAKOS.T.K. 

STEFANKO,J.S. 

STEIN.SJ. 

STEIN.S.R. 

STEINHARDT,C.R. 

STEINHARDT.C.R. 

STEINHARDT.C.R. 

STEINHARDT.C.R. 

STEINHARDT.C.R. 

STEINHARDT.C.R. 

STEINHARDT,C.R. 

STELLO.V. 

STELLO'.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STENGER.D.F. 

STENGER.D.F. 

STEPHENSON,W.A. 
STEPHENSON, W.A. 
STEPHENSON.W.A, 
STETKA.T.F. 
STETKA,T.F, 

STETZ.J.P. 

STETZ,J.P. 

STETZ.J.P. 

STETZ.J.P. 

STETZ,J.P. 

STETZ.J.P. 
STETZ,J.P. 
STEWARD, W.J. 
STEWART, M.A. 
STEWART,M.A. 

STEWART.S.L 
STEWART, W.L 
STEWART.W.L 
STEWART.W.L 
STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STEWART.W.L 

STILL..E.T. 

STILTENPOLE.B. 

STILTENPOLE.B. 

STIMAC.S.F. 

STIMAC.S.F. 

STOHR,J.P. 

STOHR.J.P. 

STOHR.J.P. 


ACCESSION SUBJECT 
NUUBER CATEGORY 


AUTHOR 


ACCESSION SUBJECT 
NUUBER CATEGORY 


9207220129 

9207290101 

9207020056* 

9207290062 

8806100278* 

9207140288 

9105160037* 

9207200175* 

9207080176* 

9207080097 


50-324 

50-400 

50-424 

PR 

FOIA 

NUREG 

FOIA 

FOIA 

50-388 

71-5796 


STOHR,J,P. 

STOHR,J.P. 

STOLZ.J.F. 

ST0L2.J.F. 

STOLZ.J.F. 

STOLZ,J.F. 

ST0L2.J.F. 

STOLZ.J.F. 

STOLZ.J.F. 

STONE.B.J. 


9207280194* 

9207290132 

9207010325 

9207010327* 

9207010335* 

9207100287 

9207140207 

9207170131 

9207290218* 

9207200342 


50-280 F 

50-413 P 

50-423 P 

50-423 P 

50-423 P 

50-219 P 

50-213 Q 

50-213 P 

50-330 P 

50-341 R 


9004230293* 

FOIA 


STONE.J.C. 

9207020236 

50-272 

P 

9207080012 

60-305 

P 

STONE.J.C. 

9207060071 

50-272 

P 

9207130240 

50-305 

P 

STONE, J.C. 

9207080135 

50-354 

P 

9207140236 

50-305 

P 

STONE.J.C. 

9207310064 

50-272 

P 

9207240060 

50-305 

Q 

STONEBERG,R.E. 

9207100078* 

40-7603 


9207240116 

50-305 

P 

STONEBERG.R.E. 

9207100088* 

40-7603 


9207290159 

50-305 

P 

STORZ,LF. 

9207160095 

50-346 

R 

9207310214 

50-305 

Q 

STORZ,LF. 

9207270011 

50-346 

s 

8812300104* 

FOIA 


STRADER,W.J. 

9207130027 

PRM 


9207080152* 

50-10 

P 

STRAMBACK,G.B. 

9207130061 

PR 


9207080180* 

50-341 

P 

STRAMBACK,G.B. 

9207200125 

PT21 


9207080194* 

60-250 

P 

STRANSKY,R.J. 

9207150298 

50-341 

P 

9207080200* 

50-259 

P 

STRASMA.J. 

9207010249 

50-455 

s 

9207080207* 

50-267 

P 

STRATFORD.R.J. 

9207010358 

XPORTLIC 


9207080257* 

50-10 

P 

STRATFORD,R.J. 

9207010360 

XPORTLIC 


9207080265* 

50-293 

P 

STRAUCH.P.L 

9207170079* 

50-390 

A 

9207080269* 

50-255 

P 

STRAUCH.P.L. 

9207170083* 

50-390 

A 

9207080279* 

50-312 

P 

STRAUS.D.R. 

9207100084 

50-346 

M 

9207080283* 

60-171 

P 

STRAUS, D.R. 

9207100084 

50-346 

M 

9207080291* 

50-10 

P 

STROTHER.OD. 

9207100010 

50-346 

M 

9207080351* 

60-312 

P 

STROTHER.C.D. 

9207100010 

50-346 

M 

9207080356* 

50-259 

P 

STRUCKMEYER.R. 

9207020042 

NUREG 


9207090044* 

50-171 

P 

STUART.D.B. 

9207150081* 

70-1113 


9207090050* 

50-293 

P 

STUART.D.B. 

9207150085* 

70-1113 


9207090056* 

50-267 

P 

STURZ,F.C. 

9207100278 

72-1004 


9207090059* 

50-220 

P 

STURZ,F.C. 

9207160273 

72-1007 


9207090063* 

50-285 

P 

SUBUDHi.M. 

9207060056 

NUREG 


9207090067* 

50-250 

P 

SULLIVAN.D. 

9207220384* 

CONTRACT 

9207090069* 

50-10 

P 

SULLIVAN.LH. 

9207220203 

ACRS 


9207090073* 

50-341 

P 

SULLIVAN.P.C. 

9207210294* 

70-146 


9207090086* 

50-10 

P 

SULLIVAN,P.G. 

9207220055* 

70-146 


9207090114* 

50-10 

P 

SUN,S.C. 

9207060186 

PT21 


9207270346* 

40-8027 


SURMEIER.J.J. 

9207080009 

WASTE MGT 

9207160076 

PR 


SURMEIER.J.J. 

9207080038 

WASTE MGT 

9207160076 

PR 


SURMEIER.J.J. 

9207220013 

WASTE MGT 

9207090181 

50-302 

S 

SURMEIER,J.J. 

9207220023 

WASTE MGT 

9207090184 

50-302 

S 

SURMEIER.J.J. 

9207220161 

WASTE MGT 

9207300249 

50-302 

s 

SWANSON.R.N. 

9207170207 

50-354 

S 

9207070095* 

50-458 

Q 

SWART, R.J. 

9207070269 

50-254 

s 

9207080256* 

50-313 

Q 

SWETLAND.P. 

9207150106 

l&E 


9207140002 

50-213 

S 

SYLVIA.B.R. 

9207140171 

50-410 

s 

9207170236 

50-213 

S 

SYLVIA, B.R. 

9207280007 

50-220 

P 

9207200206 

50-213 

R 

SYLVIA,B.R. 

9207290267 

50-220 

P 

9207230025 

60-213 

S 

SZCZECH.M.J. 

9207230187* 

CONTRACT 


9207290082 

50-213 

S 

TALWANI.P. 

9207070429* 

50-395 

R 

9207290106 

50-213 

S 

TAM.P.S. 

9207060069 

50-390 

A 

9207290129 

50-213 

S 

TAM.P.S. 

92071000^ 

50-390 

A 

9207210025* 

FOIA 


TAM,P.S. 

9207140239 

50-390 

E 

9207060081 

NUREG 


TAM.P.S. 

9207160297 

50-390 

A 

9207270263 

NUREG 


TAM.P.S. 

9207200284 

50-390 

E 

9207090191* 

CONTRACT 


TAM.P.S. 

9207220300 

50-390 

A 

9207010127 

50-280 

P 

TAM,P.S. 

9207220344 

50-390 

A 

9207010137 

50-339 

P 

TAM.P.S. 

9207230255 

50-390 

A 

9207020139 

60-280 

P 

TAM.P.S. 

9207240143 

50-390 

A 

9207060202 

50-338 

P 

TAM.P.S. 

9207270197 

50-390 

A 

9207060227 

50-280 

P 

TAM.P.S. 

9207310217 

50-390 

A 

9207080003 

50-338 

S 

TARNER.D, 

9207020133* 

CONTRACT 


9207100117 

50-280 

S 

TARNER,D. 

9207020142* 

CONTRACT 


9207150026 

50-338 

Q 

TARNER.D. 

9207020150* 

CONTRACT 


9207150133 

50-338 

R 

TARNER.D. 

9207020161* 

CONTRACT 


9207170100 

50-280 

R 

TARNER.D. 

9207020169* 

CONTRACT 


9207200066 

50-338 

P 

TARNER.D. 

9207020176* 

CONTRACT 


9207200165 

50-339 

Q 

TARNER.D. 

9207290064* 

CONTRACT 


9207200226 

50-338 

P 

TAUSS,G.H. 

9207020058* 

CONTRACT 


9207230243 

50-338 

K 

TAYLOR,J.M. 

9104290092* 

FOIA 


9207240026 

50-280 

F 

TAYLOR.J.M. 

9205200311 

SECY 


9207270020 

PR 


TAYLOR,J.M. 

9205210293 

SECY 


9207270050 

PR 


TAYLOR.J.M. 

9205260121 

SECY 


9207270074 

PR 


TAYLOR, J.M. 

9205280108 

SECY 


9207300005 

50-280 

P 

TAYLOR,J.M. 

9206020284 

SECY 


9207080284 

70-925 


TAYLOR.J.M. 

9206120307 

40-8778 


9207020130 

ADVCM 


TAYLOR,J.M. 

9206150446* 

PR 


9207230110 

WASTE MGT 

TAYLOR,J.M. 

9206170322 

50-245 

u 

9207060010 

50-295 

K 

TAYLOR.J.M. 

9206290076 

SECY 


9207170195 

50-295 

P 

TAYLOR, J.M. 

9207010307 

ORQ 


9207010207 

50-297 

P 

TAYLOR, J.M. 

9207020129 

SECY 


9207020227 

50-416 

F 

TAYLOR.J,M. 

9207020228 

ORG 


9207060162 

50-413 

Q 

TAYLOR,J.M. 

9207020284 

50-10 

P 
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AUTHOR 

ACCESSION 

SU&iECT 



NUMBER 

CATEGORY 

TAYLOR, J.M. 

9207060169 

50-443 

U 

TAYLOR, J.M. 

9207060219* 

50-443 

u 

TAYLOR, J-M. 

9207060309 

SECY 


TAYLOR.J.M. 

9207090146* 

50-220 

p 

TAYLOR,J.M. 

9207090228 

PROJ 


TAYLOR, J.M. 

9207090237* 

50-220 

p 

TAYLOR, J.M. 

9207090248* 

50-220 

P 

TAYLOR,J.M. 

9207090255 

SECY 


TAYLOR.J.M. 

9207090310 

50-387 

p 

TAYLOR,J.M. 

9207090339 

50-259 

p 

TAYLOR, J.M. 

9207090348 

50-333 

p 

TAYLOR,J.M. 

9207090354 

50-395 

p 

TAYLOR,J.M. 

9207090357 

50-237 

p 

TAYLOR,J.M. 

9207100038 

50-324 

p 

TAYLOR,J.M. 

9207100042 

50-483 

p 

TAYL0R,J.M. 

9207100050 

50-335 

p 

TAYLOR,J.M. 

9207100103 

50-275 

p 

TAYLOR,J.M. 

9207100309 

50-289 

H 

TAYLOR.J.M. 

9207100311 

WASTE MGT 

TAYLOR,J.M. 

9207100371* 

50-220 

P 

TAYLOR.J.M. 

9207100407 

SECY 


TAYLOR, J.M. 

9207140008 

WASTE MGT 

TAYLOR.J.M. 

9207140011 

ORG 


TAYLOR.J.M. 

9207140178 

PR 


TAYLOR.J-M. 

9207160060 

PR 


TAYLOR, J.M. 

9207170015 

PR 


TAYLOR.J.M. 

9207170018 

PR 


TAYLOR.J.M. 

9207170028 

PR 


TAYLOR.J.M. 

9207170033 

STATE PRO G 

TAYLOR.J.M. 

9207170036 

50-333 

H 

TAYLOR.J.M. 

9207170037 

NUREG 


TAYLOR, J.M. 

9207170058 

PR 


TAYLOR, J.M. 

9207170109 

ORG 


TAYLOR.J.M. 

9207200043 

PR 


TAYLOR.J.M. 

9207200302 

50-220 

H 

TAYLOR.J.M. 

9207200314* 

50-220 

H 

TAYLOR, J.M. 

9207270013 

27-48 


TAYLOR, J.M. 

9207270217 

52-1 


TAYLOR.J.M. 

9207290072 

40-8681 


TAYLOR.J.M. 

9207290093 

PR 


TAYLOR.J.M, 

9207300281* 

PR 


TAYLOR.J.M. 

9207310077* 

PR 


TAYLOR.J.M. 

9207310081 

50-123 

P 

TAYLOR.J.M. 

9207310215 

50-266 

H 

TAYLOR.M. 

9207210130* 

50-317 

Y 

TAYLOR, M.S, 

9207020157* 

50-338 

Q 

TAYLOR.S. 

9207020046 

CONTRACT 


TAYLOR.S. 

9207020055 

CONTRACT 


TAYLOR,S. 

9207020090 

CONTRACT 


TEDROW.J, 

9207270041* 

50-400 

Q 

TEHAN.T. 

9207220276 

50-193 

P 

TEHAN.T. 

9207290313 

50-193 

P 

TENNYSON.M. 

9207160030 

50-374 

S 

TENNYSON.M. 

9207270356 

50-373 

S 

TERRY, C.D. 

9207100007 

50-220 

P 

TERRY, C.D. 

9207100044 

50-410 

P 

TERRY, C.D. 

9207150054 

50-220 

P 

TERRY.C.D. 

9207220001 

50-410 

P 

TERRY, C.D. 

9207230155 

50-220 

Q 

TERRY.C.D. 

9207240180 

50-220 

P 

TERRY.C.D. 

9207300179 

50-220 

Q 

TERRY,C.D. 

9207310090 

50-220 

P 

TESTA,E.D. 

9207140107* 

50-302 

Q 

THADANI,A. 

9202200254* 

REVIEW GR P 

THADANIA 

9202260112* 

REVIEW QR P 

THADANI.A.C. 

9207020135* 

50-317 

P 

THADANI,A.C. 

9207290293 

TOPREP 


THADANI.M. 

9207310058 

50-438 

A 

THADANI,M.C. 

9207070029 

50-438 

A 

THAYER.J.K. 

9207160074 

PR 


THAYER.J.K. 

9207160255 

50-29 

P 

THAYER, J.K. 

9207230017 

50-29 

H 

THAYER, J.K. 

9207270246 

50-29 

Q 

THE CHAIRMAN 

9207020301 

COMMISSION 

THE CHAIRMAN 

9207020316 

COMMISSION 

THE CHAIRMAN 

9207060080 

COMMISSION 

THE CHAIRMAN 

92070e02(»* 

50-443 

U 

THE CHAIRMAN 

9207070404 

COMMISSION 

THE CHAIRMAN 

9207100211 

COMMISSION 

THE CHAIRMAN 

9207100212 

COMMISSION 

THE CHAIRMAN 

9207100252 

COMMISSION 

THE CHAIRMAN 

9207130031 

COMMISSION 

THE CHAIRMAN 

9207170072 

COMMISSION 

THE CHAIRMAN 

9207210212 

COMMISSION 

THE CHAIRMAN 

9207210302 

COMMISSION 

THE CHAIRMAN 

9207210327 

COMMISSION 

THEOFANOUS,T.G. 

9207270318 

NUREG 


THIERRY.R. 

9207070320 

50-276 

S 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

THIERRY.R.L 

9207160008 

50-275 

S 

TH1ERRY,R.L 

9207270267* 

50-275 

S 

THIERRY,R.L 

9207280090 

50-275 

S 

THIERRY.R.L 

9207300066 

50-275 

S 

THIERRY.R.L 

9207300070 

50-275 

S 

THOMAS.F.D. 

9207290057 

PRM 


THOMAS.M. 

9207160032* 

50-348 

Q 

THOMAS,M.J. 

9207310187 

WASTE MGT 

THOMPSON,C.M. 

9207230096 

50-530 

P 

THOMPSON.C.M. 

9207240121 

50-530 

P 

THOMPSON.C.M. 

9207270271 

50-528 

P 

THOMPSON,D. 

9207270348* 

70-27 


THOMPSON.G.A. 

9207230012 

50-275 

0 

THOMPSON.H.L 

9207210038 

40-8989 


THOMPSON.H.L 

9207270333 

FOIA 


THOMSON,F.X. 

9207290311 

50-272 

S 

TIDWELUT.W. 

9207160140 

50-321 

R 

TIETZ.G. 

9207210217 

50-254 

R 

TIET2.G.C. 

9207150013 

50-254 

R 

TING,P. 

9207290240* 

70-1100 


TINGEN,S.G. 

9207140044* 

50-280 

Q 

T1PPS,S.B. 

9207140176 

50-321 

S 

TIPPS.S.B. 

9207160274 

50-366 

S 

TIPPS.S.B. 

9207160277 

50-321 

S 

TIPPS.S.B. 

9207240168 

50-321 

S 

TIPPS.S.B. 

9207240192 

50-366 

S 

TIPPS.S.B. 

9207300044 

50-366 

s 

TIPPS,S.B. 

9207310173 

50-321 

s 

TIPTON.T.E. 

9207010297 

REVIEW GR P 

TIPTON.T.E. 

9207160147 

PR 


TIPTON.T.E. 

9207240012 

PR 


TITUS,A. 

9207090013 

50-302 

H 

TOBIN.W.J. 

9207080256* 

50-261 

Q 

TOCCl.J. 

9207240110 

71-482 


TOELLE,S.A. 

9207310069 

TOPREP 


TOKAR.J.W. 

9207080117 

70-36 


TOKAR.M. 

9207020234 

70-1257 


TOKAR.M. 

9207090033 

70-1257 


TOKAR.M. 

9207090034* 

70-27 


TOKAR.M. 

9207090037 

70-36 


TOKAR.M. 

9207090047 

70-398 


TOKAR.M. 

9207150017 

70-36 


TOKAR.M. 

9207230205* 

70-1100 


TOKAR.M, 

9207230214* 

70-1257 


TOKAR.M. 

9207290248 

70-824 


TOOTHMAN.E.H. 

9207160033 

PR 


TOSCH.K. 

9207270227 

50-354 

P 

TOSCH.K.W. 

9207160089 

PR 


TOSCH,K.W. 

9207310170 

50-219 

R 

TOWNSEND.J.D. 

9207220215 

50-275 

R 

TOWNSEND.J.D. 

9207240131 

50-275 

R 

TOY.H. 

9207300050 

71-5950 


TOY.H.L 

9207080243 

70-8 


TOY.H.L 

9207220254 

70-8 


TRACY, H.T. 

9207080266 

50-29 

J 

TRAN.H. 

9207220239 

50-331 

R 

TRAPP, J.M. 

9207280155* 

50-220 

Q 

TRASK,T.C. 

9207270135* 

50-271 

P 

TRAVER.D. 

9207020126* 

CONTRACT 


TRAVERS,M.A. 

9207230036 

40-8406 


TREJO.F. 

9207070364* 

FOIA 


TREJO.F. 

9207070378* 

FOIA 


TREMBLAY.LA. 

9207060252 

50-271 

P 

TREMBLAY.LA. 

9207080183 

50-271 

R 

TREMBLAY.LA. 

9207140015 

50-271 

H 

TROCINE,L 

9207020100* 

50-250 

Q 

TROSKOSKI.W. 

9207240013 

50-280 

Q 

TROTTIER,E.H. 

9207130268 

50-309 

Q 

TROTTIER.EH. 

9207140292 

50-309 

P 

TROTTIER.E.H. 

9207150242 

50-309 

P 

TROTTIER,E.H. 

9207280349 

50-309 

P 

TSE,A. 

9207130242 

PRM 


TUCKER, H.B. 

9207080099 

50-269 

P 

TUCKER.H.B. 

92070B0259 

50-413 

1 

TUCKER.H.B. 

9207150195 

50-269 

K 

TUCKER.H.B. 

9207160093 

50-414 

H 

TUCKER.H.B. 

9207200223 

50-269 

P 

TUCKER.H.B. 

0207200255 

50-287 

Q 

TUCKER.H.B. 

9207280010 

50-269 

Q 

TUCKER.H.B. 

9207290182 

PR 


TUCKER, M.P. 

9207060021* 

50-322 

W 

TUCKMAN.M.S. 

9207020307 

50-413 

Q 

TUCKMAN,M.S. 

9207070296 

50-413 

V 

TUCKMAN.M.S. 

9207100358 

50-413 

F 

TUCKMAN.M.S. 

9207140305 

50-413 

F 

TUCKMAN.M.S. 

9207160238 

50-413 

P 

TUCKMAN,M.S. 

9207170143 

50-413 

F 

TUCKMAN,M.8. 

9207240034 

50-413 

P 


AUTHOR 

ACCESSION 
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NUMBER 
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TUCKMAN.M.S. 

9207240223 

50-413 

V 

TUITE,P.T. 

9207290071 

PR 


TURK,J.L 

9207200294 

60-70 

H 

TURNAGE.F.E. 

9207310053* 

50-324 

P 

TURNER 

9207170271 

50-316 

R 

TURNER 

9207170272 

50-315 

R 

ULLRICH.E. 

9207070048 

i&E 


unnerstallk. 

9207280282 

FOIA 


UTTAL.S.L 

9207100045 

70-3070 


UTTAL.S.L. 

9207100099 

70-3070 


VALTONEN.K. 

9207270295 

NUREG 


VAN DELL.R.E. 

9207140234* 

50-263 

F 

VAN HORN.R.A. 

9207270079 

40-8681 


VARGA.S.A. 

9207020092* 

50-387 

P 

VARGA.S.A. 

9207100067 

50-286 

Q 

VARGA,S.A. 

9207310048 

50-324 

P 

VAUGHN.G.E. 

9207100185 

50-400 

F 

VAUGHN.G.E. 

9207130090 

50-400 

R 

VAUGHN.G.E. 

9207170128 

50-400 

R 

VEL’CHINSKIY.V. 

9207070173 

REVIEW GR P 

VERRELLI.D.M. 

9207020115 

50-400 

Q 

VERRELLI.D.M. 

9207150346 

50-416 

Q 

VERRELLI.D.M. 

9207270035 

50-400 

Q 

VERRELLI.D.M. 

9207270078 

50-395 

Q 

VESELY.W.E. 

9207010354* 

TOPREP 


VESELY.W.E. 

9207010356* 

TOPREP 


VESELY.W.E. 

9207010357* 

TOPREP 


VIR6ILIO,M.J. 

9207300064 

50-285 

P 

VISSING.G.S. 

9207060043 

50-336 

P 

VISSING.G.S. 

9207070403 

50-336 

P 

VISSING.G.S. 

9207290216 

50-336 

P 

VITTUM.S.L 

9207220234 

50-206 

R 

VOLMER.C.J. 

9207270066 

QA999 


VON ZELLEN.B.W. 

9207220318 

50-454 

Q 

VONDRA,C.A. 

9207070369 

50-272 

S 

VONDRA.C.A. 

9207070382 

50-272 

S 

VONDRA.C.A. 

9207200052 

50-272 

S 

VONDRA.C.A. 

9207200055 

50-272 

S 

VONDRA.C.A. 

9207200059 

50-311 

S 

VONDRA,C.A. 

9207200113 

50-311 

S 

VONDRA,C.A. 

9207200201 

50-311 

S 

VONDRA.C.A. 

9207200215 

50-311 

R 

VONDRA,C.A. 

9207200338 

50-272 

R 

VONDRA.C.A. 

9207300182 

50-272 

R 

VONDRA.C.A. 

9207310112 

50-272 

S 

WAGNER.E.J. 

9207010319 

50-293 

R 

WAGNER.E.J. 

9207220183 

50-293 

R 

WAGNER.P.C. 

9207080255* 

50-313 

Q 

WALKER.D.I. 

9207150183* 

FOIA 


WALKER.D.I. 

9207150259* 

40-1478 


WALKER.D.I. 

9207150288* 

40-1478 


WALKER.D.I. 

9207160116* 

40-1478 


WALKER.D.I. 

9207160168* 

40-1478 


WALKER.D.I. 

9207160247* 

40-1478 


WALKER.D.I. 

9207160289* 

40-1478 


WALKER.D.I. 

9207160293* 

40-1478 


WALKER.D.I. 

■ 9207160303* 

40-1478 


WALKER.D.I. 

9207230269* 

70-146 


WALKER, H.A. 

9207150016* 

50-456 

Q 

WALKER, J.R. 

9207070266* 

50-454 

V 

WALKER.N.M. 

9207100273 

70-3070 


WALKER, R.C. 

9207270158 

PRM 


WALKER.R.D. 

9207070399 

50-446 

P 

WALKER, R.D. 

9207130238 

50-446 

S 

WALKER.R.D. 

9207150005 

50-445 

Q 

WALKER, R.D. 

9207150182 

50-445 

P 

WALKER.R.D. 

9207160177 

50-445 

F 

WALKER, R.D. 

9207200109 

50-445 

S 

WALKER.R.D. 

9207270057 

50-445 

R 

WALLIN, Q.A. 

9207160172 

50-271 

R 

WALPOLE, J.W. 

9207220283 

40-7604 


WALSH, J.T. 

9207200306* 

50-220 

H 

WALSH.J.T. 

9207200311* 

50-220 

H 

WALT.T.D. 

9207060291 

50-344 

P 

WALT.T.D. 

9207100396 

50-344 

P 

WALT.T.D. 

9207160148 

50-344 

P 

WALT.T.D. 

9207220248 

50-344 

P 

WALTON.G.A. 

9207010323* 

50-390 

Q 

WALTON, G.A. 

9207060074* 

50-295 

K 

WALTON.Q.A. 

9207140112* 

50-390 

Q 

WALTON.J.C. 

9207060042 

NUREG 


WALZEL,M.R. 

9207140208 

FOIA 


WAMBACH.T.V. 

9207060051 

52-2 


WAMBACH,T.V. 

9207100058 

52-2 


WAMBACH.T.V. 

9207130179 

52-2 


WANQA 

9207220413 

50-213 

p. 

WANQ.A.B. 

9207060238 

50-213 

P 

WANGJ\.B. 

9207060240* 

50-213 

P 
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WANGLER.M.E. 

9207100015 

71-5740 


WANGLER.M.E. 

9207200115 

71-5957 


WARD.D. 

9207220228 

ACRS 


WARD.D. 

9207230191 

ACRS 


WARD.DA 

9207090266* 

PROJ 


WARD,D.A. 

9207220237 

ACRS 


WARD.D.A. 

9207220246 

ACRS 


WARD.DA 

9207220249 

ACRS 


WARD.DA 

9207230154 

ACRS 


WARD.K.D. 

9207150034* 

50-237 

Q 

WAREMBOURG.D.W. 

9207010011 

71-9216 


WAREMBOURG.D.W. 

9207010021 

50-267 

P 

WAREMBOURG.D.W. 

9207090001 

50-267 

R 

WAREMBOURG.D.W. 

9207090005 

50-267 

F 

WAREMBOURG.D.W. 

9207220394 

50-267 

P 

WAREMBOURG.D.W. 

9207280268 

50-267 

R 

WASTER.S.L 

9207100332 

40-8989 


WATKINS.J.C. 

9207140288 

NUREG 


WATKINS.R.L 

9207060107 

50-317 

P 

WATSON, R.A. 

9207310159 

50-324 

Q 

WAUGH.G.H. 

9207230117* 

70-371 


WEBER, G.A. 

9207070325 

50-316 

S 

WEBER.G.A. 

9207230287 

50-315 

S 

WEBER.G.A. 

9207230290 

50-315 

S 

WEBER.W. 

9207310163* 

50-285 

P 

WEICKER.LP. 

9207100106* 

50-336 

H 

WEIOEMAN.D.G. 

8901190467* 

FOIA 


WEIGLE.R.F. 

9207280325 

FOIA 


WEIL,C.H. 

9207140313* 

50-461 

Q 

WEIL,C.H. 

9207150122* 

FOIA 


WEIL,C.H. 

9207220358* 

50-461 

P 

WEIL.C.H. 

9207220376* 

FOIA 


WEIL.C.H. 

9207220398* 

50-329 

Q 

WEIL.C.H. 

9207220399* 

50-329 

Q 

WEISS, A.J. 

9207140232 

NUREG 


WEISS.S.H. 

9207020201* 

50-2 

P 

WEISS, S.H. 

9207230177 

50-47 

W 

WEISS.S.H. 

9207280340* 

50-29 

P 

WEISS.S.H. 

9207310096* 

50-262 

W 

WELSH,K.A. 

9207150213* 

50-458 

S 

WENZINGER.E, 

9207010082 

50-277 

Q 

WENZINGER.E. 

9207280170 

50-277 

Q 

WENZINGER.E.C. 

9207010048 

50-387 

0 

WENZINGER.EC. 

9207070031 

50-322 

Q 

WENZINGER.E.C. 

9207090243 

50-272 

Q 

WERT.LD. 

9207270110* 

50-321 

Q 

WESTBERG.R.A. 

9207140089* 

50-346 

Q 

WESTERMAN.T.F. 

9207070052* 

50-458 

Q 

WHARTON, LR. 

9207220423 

50-483 

P 

WHITCOMB.D.L 

9207280255 

50-397. 

S 

WHITE, J. 

9207010051* 

50-387 

Q 

WHITE,J.R. 

9207090259* 

50-272 

Q 

WHITE.J.R. 

9207280063 

50-272 

F 

WHITEJ.R. 

9207280077 

50-387 

P 

WHITE.J.R. 

9207280084 

50-387 

Q 

WHITEHEAD,D.W. 

9207170247* 

FOIA 


WHITEHEAD.D.W. 

9207170251* 

FOIA 


WHITESEL,R.N. 

9207170046 

REVIEW GR P 

WHITESEL.R.N. 

9207290285 

REVIEW GR P 

WHITMAN.A.I. 

9207230197* 

70-146 


WHITMAN, G. 

9207220144 

50-237 

S 

WHITT.M.S. 

9207210092 

50-368 

R 

WICHERS.D.L 

9207020172 

40-8981 


WIDEMAN,S.G. 

9207070015 

50-482 

S 

WIDEMAN.S.G. 

9207160281 

50-482 

S 

WIEDEMAN.D.G. 

8901190471* 

FOIA 


WIEOEMAN.O.G. 

8906140094* 

FOIA 


WIEDEMAN.D.G. 

6906140096* 

FOIA 


WIEDEMAN.D.G. 

8906140118* 

FOIA 


WIEDEMAN.D.G. 

8906140123* 

FOIA 


WIEDEMAN.D.G. 

9207010231* 

40-8135 


WIENS, L.A. 

9207200199 

50-269 

P 

WIENS, LA. 

9207220284* 

50-413 

P 

WIENS.LA. 

9207230200 

50-269 

P 

WIENS, L.A. 

9207300194 

50-269 

P 

WILCOX, J.D. 

9207100073* 

50-286 

Q 

WILLIAM.J.J. 

9207100348 

50-498 

1 

WILL1AM,S.T. 

9207220089* 

FOIA 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


WILLIAMS.B. 

9207300254* 

50-368 

P 

WILLIAMS.RJ. 

9207070287 

50-247 

P 

WILLIAMS.F.J. 

9207080253 

50-247 

P 

WILLIAMS.F.J. 

9207220205 

50-247 

P 

WILLIAMS.J. 

9207150279 

50-259 

P 

WILLIAMS.J.F. 

9207100072 

50-260 

P 

WILLIAMS,J.F. 

9207160304 

50-259 

P 

WILLIAMS.J.H. 

9207140267* 

50-410 

V 

WILL1AMS.M. 

9207210110 

50-482 

R 

WILLIAMS.O.G. 

9207070331 

FOIA 


WILLIAMS.O.G. 

9207140300 

FOIA 


WILLIAMS.O.G. 

9207160167 

FOIA 


WILLIAMS.O.G. 

9207220307 

FOIA 


WILLIAMS.P.M. 

9207010272 

PROJ 


WILLIAMS.R.A. 

9207210063* 

50-413 

R 

WILLIAMS, R.A. 

9207210097* 

50-369 

R 

WILLIAMS.R.A. 

9207210237* 

50-269 

R 

WILLIAMS.S.E. 

9207010106* 

50-320 

P 

WILLIAMS.S.E. 

9207310134 

50-289 

F 

WILLIAMS, S.T. 

9207220136* 

FOIA 


WILLINK.W. 

9207240254 

50-409 

1 

WlLLSON,F.F. 

9207140247* 

70-712 


WILSON.B.A. 

9207010245 

50-327 

Q 

WILSON,B.A. 

9207020061 

50-259 

Q 

WILSON, B.A. 

9207020148 

50-259 

P 

WILSON,B.A. 

9207140094 

50-259 

Q 

WILSON, B.A. 

9207140144 

50-327 

Q 

WILSON,B.A. 

9207220052 

50-327 

P 

WILSON, D.L 

9207220239 

50-331 

R 

WILSON.D.L. 

9207240245 

50-331 

S 

WILSON.G.D. 

9207080124 

50-410 

J 

WILSON.G.D. 

9207280086 

50-220 

J 

WILSON.J.G. 

9207080186 

PT21 


WILSON.J.L. 

9207080222 

50-327 

S 

WILSON.J.L 

9207080246 

50-328 

s 

WILSON,J.L. 

9207080354 

50-327 

V 

WILSON, J.L 

9207090172 

50-327 

V 

WILSON.J.L. 

9207090345 

50-327 

F 

WILSON.J.L. 

9207150110 

50-328 

s 

WILSON,J.L. 

9207160341 

50-328 

p 

WILSON.J.L. 

9207200153 

50-327 

Q 

WILSON.J.L. 

9207210328 

50-327 

R 

WILSON, J.L 

9207290259 

50-327 

R 

WILSON,J.L. 

9207310166 

50-328 

s 

WINSLOW.T.P. 

9207270082 

70-1113 


WITHERS.B.D. 

9207080165 

50-482 

P 

WITHERS, B.D. 

9207160047 

PR 


WITHERS, B.D. 

9207170169* 

50-482 

F 

WITHERS.B.D. 

9207170177* 

50-482 

F 

WOFFORD.H. 

9207100314* 

50-289 

H 

WOHLD.P.R. 

9207220224 

ACRS 


WOHLD.P.R. 

9207220224 

ACRS 


WOLF.C. 

9207230223* 

CONTRACT 


WONG.H. 

9207210007* 

50-528 

Q 

WONG.H. 

9207210105* 

50-206 

Q 

WONG.H. 

9207210133* 

50-528 

Q 

WONQ,H.J. 

9207090350* 

50-528 

Q 

WOOD.D.G. 

9207130067 

PR 


WOOD.D.G. 

9207140054 

PR 


WOODARD.C.H. 

9207150078* 

50-245 

Q 

WOODARD.C.H. 

9207170074* 

50-410 

Q 

WOODARD.J.D. 

9207060250 

50-348 

Q 

WOODARD,J.D. 

9207060285 

50-348 

Q 

WOODARD, J.D. 

9207070345 

50-348 

P 

WOODARD.J.D. 

9207130045 

50-348 

H 

WOODARD, J.D. 

9207140271 

50-348 

F 

WOODARD.J.D. 

9207160149 

50-364 

R 

WOODARD.J.D. 

9207160161 

50-348 

R 

WOODARD.J.D. 

9207170031 

50-348 

P 

WOODARD, J.D. 

9207200126 

50-348 

S 

WOODARD, J.D. 

9207210321 

50-348 

Q 

WOODARD.J.D. 

9207220004 

50-348 

P 

WOODARD.J.D. 

9207220168 

50-364 

S 

WOODARD.J.D. 

9207300282 

50-348 

Q 

WOODARD.J.D. 

9207310157 

50-348 

Q 

WOODLAN,D.R. 

9207080317 

50-446 

A 

WOODLAN,D.R. 

9207270060 

50-445 

P 

WOODS.P.R. 

9207100424* 

CONTRACT 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


WOODWARD.J.B. 

9207070153 

50-348 

P 

WOODWARD, J.D. 

9207270064 

PR 


WOOLSEY.R.T. 

9207160138* 

40-1478 


WOOLSEY.R.T. 

9207160144* 

70-712 


WOOLSEY.R.T. 

9207230199* 

70-146 


WRIGHT, B.L. 

9207070338* 

FOIA 


WRIGHT.G.C. 

9207010009 

50-315 

P 

WRIGHT.G.C. 

9207010141 

50-373 

V 

WRIGHT.G.C, 

9207070197 

50-461 

Q 

WRIGHT.G.C. 

9207070255 

50-454 

V 

WRIGHT.G.C. 

9207070281 

50-305 

P 

WRIGHT.G.C. 

9207090280 

50-263 

V 

WRIGHT.G.C. 

9207090342 

50-155 

V 

WRIGHT.G.C. 

9207100100 

50-454 

Q 

WRIGHT.G.C. 

9207140130 

50-331 

V 

WRIGHT.G.C. 

9207150041 

50-331 

V 

WRIGHT.G.C. 

9207170238 

50-454 

V 

WRIGHT.G.C. 

9207170240 

50-461 

V 

WRIGHT.G.C. 

9207170249 

50-155 

V 

WRIGHT.Q.C. 

9207220098 

50-346 

V 

WRIGHT.G.C. 

9207280162 

50-266 

P 

WRIGHT.G.C. 

9207310012 

50-315 

V 

WRIGHT.G.C. 

9207310032 

50-155 

V 

WU.S.L. 

9207270321 

NUREG 


WUNDER.G. 

9207020054 

50-395 

P 

WUNDER,G.F. 

9207070215 

50-395 

Q 

WUNDER.G.F. 

9207270287 

50-395 

Q 

WYLIE.C. 

9207230116 

ACRS 


WYLIE.C. 

9207230145 

ACRS 


WYLIE, J.D. 

9207230082 

50-413 

P 

YAN.H. 

9207270318 

NUREG 


YANDELL,LA. 

9207100169* 

50-445 

Q 

YANDELLLA. 

9207200034* 

50-445 

Q 

YANG.J.W. 

9207060067 

NUREG 


YANINCHKO,S.E. 

9207280261* 

50-315 

P 

YIN.I.T. 

9207070179* 

50-461 

Q 

YORK,J.W. 

9207140044* 

50-280 

Q 

YOUNG, D.A. 

9207100025* 

40-1478 


YOUNG.R.J. 

9207060235 

50-389 

S 

YOUNG.T.E. 

9206030130* 

50-220 

P 

YOUNGBLOOD.B. 

9207160258* 

FOIA 


YOUNGBLOOD.B.J. 

9207150109* 

FOIA 


YOUNGBLOOD,B.J. 

9207220058 

WASTE MGT 

YUHAS.G. 

9207160270* 

STATE PRO G 

YUHAS.G. 

9207270109* 

STATE PRO G 

YUHAS.G.P. 

9207270105* 

STATE PRO G 

YUHAS.G.P. 

9207280263 

ORG 


ZABIELSKI.V. 

9207200194 

50-354 

R 

ZAQRZEBSKI.R. 

9207070073 

50-457 

S 

ZALCMAN.B. 

9207020112 

REVIEW GR P 

ZALCMAN.B. 

9207160005 

REVIEW GR P 

ZALCMAN.B. 

9207280187 

ORG 


ZALESNY.P. 

9207020176 

50-336 

G 

ZECH.LJ. 

9207060035 

50-304 

S 

ZEiLER,J. 

9207140065* 

50-413 

Q 

ZERINGUE,O.J. 

9207140296 

50-259 

P 

ZERINGUE.O.J. 

9207240138 

50-259 

P 

ZERINGUE,O.J. 

9207240149 

50-259 

Q 

ZERINGUE.O.J. 

9207240212 

50-259 

K 

ZERINGUI=,O.J. 

9207270008 

50-259 

p 

ZERINGUE,O.J. 

9207290133 

50-259 

P 

ZERINGUE,O.J. 

9207310128 

50-259 

S 

ZHANG,X.J. 

9207270284 

50-329 

A 

ZIEGENHORN,D.L 

9109100117* 

FOIA 


ZIELINSKI, K. 

9207140029 

50-255 

F 

ZIELINSKI,K. 

9207150096 

50-255 

F 

ZIMMERMAN, J.M. 

9207220236* 

FOIA 


ZIMMERMAN.R.P. 

9207010063 

50-206 

P 

ZIMMERMAN, R.P. 

9207090301 

50-528 

Q 

ZIMMERMAN.R.P. 

9207090309 

50-275 

Q 

ZIMMERMAN.R.P. 

9207090322 

50-397 

Q 

ZIMMERMAN.R.P. 

9207100173 

50-397 

V 

ZIMMERMAN.R.P. 

9207100188 

50-275 

Q 

ZIMMERMAN.R.P. 

9207160350 

50-344 

Q 

ZIMMERMAN.R.P. 

9207210129 

50-528 

Q 

ZIMMERMAN.R.P. 

9207270266 

50-528 

Q 

ZINKE.G.A. 

9207140051 

50-416 

S 

ZINKE.G.A, 

9207140175 

50-416 

S 

ZUBY.J,M. 

9207220036* 

70-3072 


ZUBY.J.M, 

9207220039* 

70-3072 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR Af=FIUATION 


ABB Atom, Inc. (formerly ASEA Atom. Inc. 

ABB Combustion Engineering Nuclear Fuel 
(formerly Combustion Engineering, Inc.) 


ACURI Association, Inc. (Appalachian 
Compact Users of Radioactive Isotopes) 
AECL Technologies 
ASEA Brown Boveri, Inc. 


ATI Consulting 


Advanced Medical Systems, Inc. 
Aerotest Operations. Inc. 


Air Force. Dept of 


Akron General Medicai Center, Akron, OH 


Akron Industrial Services. Inc. 

Alabama Power Co. 

Alabama, State of 

Alabama, Unhr. of. Birmingham. At 
Allen, H.C., Jr., MO 
Allied-^nal Corp. 

Aluminum Co. of America 
American Associated Testing, Inc. 

American College of Nuclear Physicians 


American College of Radiology 


American Electric Power Co., Inc. 
American Medical Laboratories, Inc. 
American Municipal PowerOhio, Inc. 
American Sdtec. Inc. 


American Standard. Inc. 


ACCESSION SUBJECT 

NUMBER CATEGORY 

9207220287 70-1100 

9207010030 70-1100 

9207060187* 50-368 P 

9207070147* TOPREP 

9207160251 70-1100 

9207160254* 70-1100 

9207200021 52-2 

9207200024* 52-2 

9207220287 70-1100 

9207270087 PR 

9207290137 PROJ 

9207080186 PT21 

9207160251 70-1100 

9207200021 52-2 

9207310069 TOPREP 

9207090168* 50-361 P 

9207090170* 50-361 P 

9207080097 71-5796 

9207130147 50-228 Q 

9207280265 50-228 R 

9207280286* 50-228 R 

9207130036 PR 

9207130067 PR 

9207140054 PR 

9207210226 PR 

8906200186* FOIA 

8908140269* FOIA 

9007190378* FOIA 

9207080083 71-595 

9207090082 50-348 Q 

9207090118 50-348 G 

9207130060 PRM 

9207270017 PRM 

9207270033 PRM 

9207240210* 40-3392 

9207090021 40-501 

9207160051 71-743 

9207160018 PR 

9207210232 PR 

9207230020 PR 

9207160037 PR 

9207230028 PR 

9207270028 PRM 

9207310221* 50-293 Q 

9207130038 PRM 

9207100084 50-346 M 

8410090322* FOIA 

8410090326* FOIA 

8410090332* FOIA 

8410090342* FOIA 

8410090348* FOIA 

8410090358* FOIA 

8410090359* FOIA 

8410090360* FOIA 

8410090361* FOIA 

8410090362* FOtA 

8410090363* FaA 

6410090364* FOIA 

8607300184* FOIA 

9207160088* FOIA 

9207160096* FOIA 

9207160120* FOIA 

9207160128* FOIA 

9207160226* FOIA 

9207150080* 70-140 


AUTHOR AFFILIATION 


Amersham Corp. 

Applied Technical Services, Inc. 
Arizona Public Service Co. (formerly 
Arizona Nuclear Power Project) 


Arizona State Univ., Tempe, AZ 
Arizona, UnIv. of, Tucson, AZ 
Arkansas. State of 
Army. Dept of 


Army, Dept, of, Corps of Engineers 

Army, Dept of. Materials Technology 
Laboratory 

Aronson, Fetrldge, Welgle & Stern 
Atomics IntemaBonal 
Atwood & Morrill Co., Inc. 

Aultman Hosp., Canton, OH 


B&W Fuel Co. 


BP Chemicals International 

BW/iP International, Inc. (formerly Byro 

Jackson Pump Division) 

Babcock 5 ^Icox Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9207160056 

PR 


9207300226 

71-6717 


9207070009 

50-628 

V 

9207070009 

50-528 

V 

9207070009 

50-528 

V 

9207070010 

50-528 

V 

9207070010 

50-528 

V 

9207070010 

50-528 

V 

9207070043 

50-528 

Q 

9207070310 

50-528 

S 

9207070312 

50-528 

S 

9207070314 

50-528 

P 

9207070337 

50-528 

P 

9207070337 

50-528 

P 

9207070337 

50-528 

P 

9207070350 

50-528 

J 

9207080017 

50-528 

P 

9207080019 

50-528 

R 

9207170267 

50-528 

R 

9207210319 

50-529 

S 

9207210326 

50-528 

Q 

9207220217 

50-529 

S 

9207270218 

50-528 

F 

9207270218 

50-528 

F 

9207300061 

50-528 

Q 

9207060085 

NUREG 


9207270295 

NUREG 


9207270021 

PR 


9207280365* 

40-2253 


9207280370* 

40-2253 


9207280343* 

40-2253 


9207280358* 

40-2253 


9207090126 

50-47 

W 

9207280325 

FOIA 


9207060091* 

50-295 

K 

9207280257 

50-219 

S 

8906020038* 

FOIA 


9101020351* 

FOIA 


9109240016* 

FOIA 


9207280326* 

FOIA 


9207090197 

71-6294 


9207300185 

71-115 


9207310143 

XPORTLIC 


9207220283 

40-7604 


9207090081 

50-445 

S 

9207060173 

70-28 


9207060173 

70-28 


9207060174 

70-824 


9207060203* 

50-338 

P 

9207080195 

70-135 


9207080199* 

70-135 


9207080295 

70-28 


9207080295 

70-28 


9207080295 

70-28 


9207060295 

70-28 


9207080296* 

70-28 


9207060296* 

70-28 


9207080296* 

70-28 


9207080296* 

70-28 


9207080313 

70-135 


9207100081 

70-824 


9207100139 

70-27 


9207100291* 

50-295 

P 

9207100291* 

50-295 

P 

9207130168 

70-135 
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AUTHOR AFFIUATION 


Baltimore Gas & Electric Co. 


Baton Rouge, LA 
Battelle Memorial institute 

Battelle Memorial Institute, Columbus 
Laboratories 


Battelle Memorial Institute, Pacific 
Northwest Laboratory 


Bel-Jean Copy/Print Center 
Beth Israel Hosp., Boston, MA 


Bethlehem Steel Corp. 

Bingham Environmental 

Boeing Computer Services Co. (div. of 

Boeing Co.) 

Boston Edison Co. 


Brigham & Women’s Hosp.. Boston, MA 
Brookhaven National Laboratory 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9207150058 

70-27 


9207170174 

70-27 


9207210201* 

50-269 

P 

9207240145 

70-27 


9207290224 

70-824 


9207010070 

50-317 

F 

9207010267 

50-317 

J 

9207060003 

50-317 

P 

9207060003 

50-317 

P 

9207060012 

50-317 

P 

9207060012 

50-317 

P 

9207080204 

50-317 

P 

9207080204 

50-317 

P 

9207080206 

50-317 

P 

9207080206 

50-317 

P 

9207100258 

50-317 

R 

9207100259 

50-317 

P 

9207150120 

50-317 

Q 

9207200137 

50-317 

R 

9207200137 

50-317 

R 

9207200154 

50-317 

P 

9207200155 

50-317 

S 

9207200179 

50-317 

S 

9207200322 

50-317 

S 

9207210046 

50-317 

K 

9207210046 

50-317 

K 

9207210116 

50-317 

Y 

9207210116 

50-317 

Y 

9207210116 

50-317 

Y 

9207210221 

50-317 

F 

9207210221 

60-317 

F 

9207210225 

PR 


9207220074 

50-317 

P 

9207230033 

50-318 

S 

9207230230* 

50-317 

Q 

9207230277 

50-317 

S 

9207240156* 

50-317 

Y 

9207240156* 

50-317 

Y 

9207240156* 

50-317 

Y 

9207290094 

50-318 

S 

9207290111 

50-317 

S 

9207290338 

50-317 

Q 

9207290338 

50-317 

Q 

9207290345 

60-317 

P 

9207290345 

50-317 

P 

9207100069 

FOIA 


9207130187* 

CONTRACT 


9207140031 

NUREG 


9207080243 

70-8 


9207220254 

70-8 


9207300050 

71-5950 


9202190101* 

50-285 

Q 

9207070372* 

50-395 

Q 

9207140273 

NUREG 


9207270321 

NUREG 


9207100404* 

CONTRACT 


9207130011 

PRM 


9207130015 

PRM 


9207130028 

PRM 


9207160033 

PR 


9207080008* 

40-8989 


9207160102* 

40-8989 


9207090152 

QA999 


9207010319 

50-293 

R 

9207060279 

50-293 

K 

9207070003 

50-293 

P 

9207070004* 

50-293 

P 

9207070146 

50-293 

S 

9207100266 

50-293 

R 

9207130044 

PR 


9207150139 

50-293 

R 

9207160070 

50-293 

H 

9207210243 

50-293 

H 

9207210320 

50-293 

S 

9207220183 

50-293 

R 

9207240022 

50-293 

S 

9207240174 

50-293 

Q 

9207270090 

PR 


9207310219 

50-293 

Q 

9207130015 

PRM 


9202280331* 

50-255 

P 

9207010354* 

TOPREP 


9207010356* 

TOPREP 


9207010357* 

TOPREP 


9207060058 

NUREG 


9207060061 

NUREG 



AUTHOR AFFILIATION 


OE Operating Plants Owners Group 
CIC-Union Europeenne, International et 
Cie 

California. Univ. of, Los Angeles, CA 
California, Univ. of, Los Angeles, 
Medical School 

Califomia. Univ. of. Santa Barbara, CA 
Calvert Co., Inc. 

Carolina Power & Light Co. 


Center for Nuclear Waste Regulatory 
Analyses 


Centerior Energy 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9207060067 

NUREG 


9207140232 

NUREG 


9207140248 

50-324 

P 

9207140262 

NUREG 


9207140266 

NUREG 


9207270295 

NUREG 


9207280283 

52-1 


9207070145 

TOPREP 


9207070412 

40-6622 


9207140164 

PRM 


9207140128 

PR 


9207270318 

NUREG 


9207090068 

50-302 

S 

9207010123 

50-261 

F 

9207010222 

50-324 

Q 

9207010225 

50-325 

S 

9207020223 

50-261 

S 

9207070042 

50-324 

Q 

9207070042 

50-324 

Q 

9207070125 

50-325 

S 

9207080109 

50-261 

Q 

9207080168 

50-400 

P 

9207080160* 

50-400 

P 

9207080169 

50-261 

P 

9207080178 

50-324 

P 

9207080178 

50-324 

P 

9207080184 

50-261 

P 

9207080189 

50-400 

F 

9207080190 

50-261 

F 

9207080191 

50-324 

F 

9207080191 

50-324 

F 

9207090007 

50-324 

F 

9207090195 

60-261 

S 

9207100186 

60-400 

F 

9207100195 

50-261 

P 

9207100201 

50-400 

P 

9207100204 

50-324 

P 

9207130080 

50-261 

F 

9207130090 

50-400 

R 

9207140246 

50-324 

Q 

9207140246 

50-324 

Q 

9207140253 

50-400 

F 

9207150009 

50-324 

R 

9207150019 

50-261 

R 

9207150127 

60-261 

F 

9207150260 

60-324 

S 

9207150280 

50-261 

S 

9207150313 

50-261 

P 

9207150316 

50-400 

P 

9207170128 

50-400 

R 

9207170279 

50-261 

P 

9207200131 

50-324 

V 

9207220129 

50-324 

Q 

9207220138* 

50-324 

Q 

9207220325 

50-261 

P 

9207230043 

50-261 

S 

9207230065 

50-400 

S 

9207230292 

50-261 

F 

9207280051 

50-261 

P 

9207290101 

50-400 

P 

9207290107* 

50-400 

P 

9207300175 

50-400 

R 

9207310060 

50-261 

R 

9207310083 

50-400 

F 

9207310091 

50-324 

Y 

9207310091 

50-324 

Y 

9207310159 

50-324 

Q 

9207310231 

50-261 

P 

9207010215 

WASTE MGT 


9207010226* 

WASTE MGT 


9207060262 

WASTE MGT 


9207090095* 

WASTE MGT 


9207220244 

WASTE MGT 


9207230112* 

WASTE MGT 


9207230115* 

WASTE MGT 


9207280318 

WASTE MGT 


9207300131 

WASTE MGT 


9207300269 

WASTE MGT 


9207010129 

50-440 

P 

9207010138* 

50-440 

P 

9207020208 

50-346 

H 

9207060011 

50-346 

P 

9207060172 

50-440 

P 

9207060176* 

50-440 

P 

9207070040 

60-440 

P 

9207070175 

50-440 

P 
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AUTHOR AFFILIAIiON ACCESSiOH SUBJECT 

HUMBER CATEGORY 



9207070221 

50-440 

S 


9207070280 

50-440 

S 


9207070409 

50-440 

P 


9207070409 

50-440 

P 


9207070411* 

50-440 

P 


9207080179 

50-346 

P 


9207080262 

50-346 

P 


9207150251 

50-346 

P 


9207150253* 

50-346 

P 


9207160038 

50-346 

H 


9207160040 

50-346 

H 


9207160103 

PR 



9207170269 

50-440 

R 


9207200097 

50-440 

P 


9207200139 

50-346 

P 


9207200261 

50-346 

P 


9207200335 

50-440 

F 


9207240153 

50-440 

P 


9207270238 

50-346 

V 


9207280115 

50-440 

H 


9207290151 

50-346 

H 


9207300127 

50-440 

Q 

Central Midwest Interstate Low-Level 

9207270055 

PR 


Radioactive Waste Commission (formerly 




Central Power & Light Co. 

9207100370* 

50-498 

1 

Chem-Nuclear Systems. Inc. 

9207080122 

27-47 



9207090054 

71-9249 



9207160006 

PR 



9207230042 

PR 



9207270142 

WASTE MGT 



9207270147* 

WASTE MGT 


Chemetron Corp. 

9207070421 

40-8724 



9207290019 

40-8724 


Child Care Group 

9207100198 

FOIA 



9207100308* 

FOIA 



9207100321* 

FOIA 



9207100326* 

FOIA 


Cincinnati, Univ. of, Medical Center, 

9207270029 

PRM 


Cincinnati. OH 




Cintichem, Inc. 

9207170156 

70-687 



9207170159* 

70-687 


Citibank. N.A. 

9207200159 

40-8027 


Clark & Stant, P.C. 

9207270290 

50-338 

S 

Clermont Mercy Hosp., Batavia. OH 

9008060149* 

FOIA 


(formerly Clermont county Hosp.) 





9008060157* 

FOIA 


Cleveland Clinic Foundation. Cleveland, 

8204050127* 

FOIA 


OH 





8704220166* 

FOIA 



8704220187* 

FOIA 



9207160301* 

FOIA 



9207160327* 

FOIA 



9207210265* 

FOIA 



9207210279* 

FOIA 



9207210300* 

FOIA 



9207210316* 

FOIA 



9207230063* 

FOIA 



9207230114* 

FOIA 



9207230127* 

FOIA 



9207230133* 

FOIA 



9207230141* 

FOIA 



9207230204* 

FOIA 



9207230208* 

FOIA 



9207230215* 

FOIA 



9207230231* 

FOIA 



9207230257* 

FOIA 



9207230267* 

FOIA 


Cleveland Electric Illuminating Co. 

9207010343* 

50-440 

P 


9207020141 

50-346 

M 


9207240154* 

50-440 

P 

Cleveland, OH 

9207020170 

50-346 

M 


9207100010 

50-346 

M 

Colorado. State of 

9207200240 

50-267 

P 

Commercial Discount Corp. 

9207090346* 

40-7603 



9207090347* 

40-7603 



9207100022* 

40-7603 



9207100027* 

40-7603 



9207100053* 

40-7603 



9207100078* 

40-7603 



9207100088* 

40-7603 


Committee to BridM the Gap 

9207160026 

PR 


Commonwealth Edison Co. 

9207010002 

50-454 

F 


9207010002 

50-454 

F 


9207010003 

50-454 

F 


9207010003 

50-454 

F 


9207010004 

50-454 

F 


9207010004 

50-454 

F 


9207010007 

50-454 

F 


9207010007 

50-454 

F 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


9207010012 50-454 F 
9207010012 50-454 F 
9207010083 50-249 P 
9207010101 50-454 F 
9207020083 50-266 S 

9207020099*^ 50-265 S 
9207020119 50-296 F 
9207020119 50-295 F 
9207020125 50-295 F 
9207020125 50-295 F 

9207020166 50-296 F 
9207020174 50-296 F 
9207020258 50-373 F 
9207020260 50-10 F 
9207020260 50-10 F 

9207020264 50-295 F 
9207020266 50-254 F 
9207020266 50-254 F 
9207020269 50-454 F 
9207020269 50-454 F 


9207020271 50-456 
9207060010 50-295 
9207060010 50-295 
9207060013* 50-295 
9207060013* 50-295 

9207060015* 50-295 
9207060015* 50-295 
9207060016* 50-295 
9207060016* 50-295 
9207060017 50-304 

9207060019* 50-295 
9207060019* 50-295 
9207060024* 50-295 
9207060024* 50-296 
9207060028* 50-295 

9207060028* 50-295 
9207060030* 50-295 
9207060030* 50-295 
9207060031* 50-295 
9207060031* 50-295 

9207060034* 50-295 
9207060034* 50-295 
9207060035 50-304 
9207060037* 50-295 
9207060037* 50-295 

9207060038* 50-295 
9207060038* 50-295 
9207060040* 50-295 
9207060040* 50-295 
9207060058* 50-295 

9207060058* 50-295 
9207060064* 50-295 
9207060068* 50-295 
9207060068* 50-295 
9207060070* 50-295 

9207060070* 50-295 
9207060072* 50-295 
9207060072* 50-295 
9207060074* 50-295 
9207060084* 50-295 

9207060084* 50-295 
9207060093* 50-295 
9207060093* 50-295 
9207060095* 50-295 
9207060095* 50-295 

9207060096* 50-295 
9207060096* 50-295 
9207060099* 50-295 
9207060099* 50-295 
9207060104* 50-295 

9207060104* 50-295 
9207060106* 50-295 
9207060106* 50-295 
9207060109* 50-295 
9207060109* 50-295 

9207060112* 50-295 
9207060112* 50-295 
9207060113* 50-295 
9207060113* 50-295 
9207060114* 50-295 

9207060114* 50-295 
9207060116* 50-295 
9207060116* 50-295 
9207060117* 50-295 
9207060117* 50-295 

9207060119* 50-295 
9207060119* 50-295 
9207060124* 50-295 
9207060124* 50-295 
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NUMBER CATEGORY 


9207060126* 

50>295 

K 

9207060126* 

50-295 

K 

9207060129* 

50-295 

K 

9207060129* 

50-295 

K 

9207060130* 

50-295 

K 

9207060130* 

50-295 

K 

9207060132* 

50-296 

K 

9207060132* 

50-295 

K 

9207060133* 

50-295 

K 

9207060133* 

50-295 

K 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070068 

50-237 

P 

9207070073 

50-457 

S 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

50-237 

P 

9207070089* 

60-237 

P 

9207070090 

50-265 

S 

9207070098 

50-265 

s 

9207070111 

50-254 

s 

9207070116 

50-465 

s 

9207070164 

50-254 

R 

9207070154 

50-254 

R 

9207070164 

50-10 

R 

9207070164 

50-10 

R 

9207070164 

50-10 

R 

9207070170 

50-10 

R 

9207070170 

50-10 

R 

9207070185* 

50-10 

R 

9207070185* 

50-10 

R 

9207070185* 

50-10 

R 

•9207070188* 

50-440 

P 

9207070192* 

50-10 

R 

9207070192* 

50-10 

R 

9207070192* 

50-10 

R 

9207070200* 

50-254 

R 

9207070203* 

50-254 

R 

9207070214* 

50-10 

R 

9207070214* 

50-10 

R 

9207070214* 

60-10 

R 

9207070220* 

50-10 

R 

9207070220* 

50-10 

R 

9207070220* 

50-10 

R 

9207070227 

50-10 

R 

9207070227 

50-10 

R 

9207070227 

50-10 

R 

9207070233* 

50-10 

R 

9207070233* 

50-10 

R 

9207070233* 

50-10 

R 

9207070237* 

50-10 

R 

9207070237* 

50-10 

R 

9207070237* 

50-10 

R 

9207070259 

50-254 

S 

9207070274 

50-374 

Q 

9207070305 

50-10 

F 

9207070414 

50-249 

S 

9207080004 

50-237 

Q 

9207080004 

50-237 

Q 

9207080029 

50-237 

P 

9207080029 

50-237 

P 

9207080105 

50-456 

P 

9207080105 

50-456 

P 

9207080111* 

50-456 

P 

9207080111* 

5(M56 

P 

9207080154 

50-456 

F 

9207080201 

50-373 

F 

9207080232 

71-9233 


9207080251 

50-249 

S 

9207080306 

50-237 

P 

9207090014 

50-254 

K 

9207090014 

50-254 

K 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUUBER CATEGORY 


9207090017* 

50-254 

K 

9207090017* 

50-254 

K 

9207090022* 

50-254 

K 

9207090022* 

50-254 

K 

9207090025* 

50-254 

K 

9207090025* 

50-254 

K 

9207090030* 

50-254 

K 

9207090030* 

50-254 

K 

9207090032* 

50-254 

K 

9207090032* 

50-254 

K 

9207090035* 

50-254 

K 

9207090035* 

50-254 

K 

9207090038* 

50-254 

K 

9207090038* 

50-254 

K 

9207090039* 

50-254 

K 

9207090039* 

50-254 

K 

9207090041 

50-254 

F 

9207090041 

50-254 

F 

9207090042* 

50-254 

K 

9207090042* 

50-254 

K 

9207090046* 

50-254 

K 

9207090045* 

50-254 

K 

9207090049* 

50-254 

K 

9207090049* 

50-254 

K 

9207090061* 

50-254 

K 

9207090051* 

60-254 

K 

9207090053* 

50-254 

K 

9207090053* 

50-254 

K 

9207090056* 

50-254 

K 

9207090056* 

50-254 

K 

9207090058 

50-254 

F 

9207090058 

50-254 

F 

9207090060* 

50-254 

K 

9207090060* 

50-254 

K 

9207090061* 

60-254 

K 

9207090061* 

50-254 

K 

9207090065 

50-254 

F 

9207090065 

50-254 

F 

9207090066* 

50-254 

K 

9207090066* 

50-254 

K 

9207090070* 

50-254 

K 

9207090070* 

50-254 

K 

9207090071 

50-254 

P 

9207090071 

50-254 

F 

9207090072* 

50-254 

K 

9207090072* 

50-254 

K 

9207090080 

50-254 

F 

9207090083* 

50-254 

K 

9207090083* 

50-254 

K 

9207090087* 

50-254 

“K 

9207090087* 

50-254 

K 

9207090088* 

50-254 

K 

9207090088* 

50-254 

K 

9207090090 

50-254 

F 

9207090090 

50-254 

F 

9207090092* 

50-254 

K 

9207090092* 

50-254 

K 

9207090112 

50-237 

P 

9207090112 

50-237 

P 

9207090112 

50-237 

P 

9207090112 

50-237 

P 

9207090112 

50-237 

P 

9207090112 

50-237 

P 

9207090127 

50-254 

F 

9207090127 

50-254 

F 

9207090132 

50-254 

F 

9207090132 

50-254 

F 

9207090153 

50-454 

F 

9207090155 

50-237 

P 

9207090155 

50-237 

P 

9207090155 

50-237 

P 

9207090156 

50-237 

P 

9207090157* 

50-237 

P 

9207090157* 

50-237 

P 

9207090157* 

50-237 

P 

9207090157* 

50-237 

P 

9207090164 

50-254 

F 

9207090164 

50-254 

F 

9207100132 

50-249 

S 

9207100152 

50-254 

P 

9207100156 

50-254 

P 

9207100156 

50-254 

P 

9207100283 

50-295 

P 

9207100283 

50-295 

P 

9207100283 

50-295 

P 

9207100325 

71-9233 


9207130016 

PR 


9207130183 

50-237 

K 

9207130183 

50-237 

K 



AUTHOR AFFILIATION 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


9207140033 

50-254 

S 


9207310171 

50-237 

Q 

9207140082 

50-456 

R 


9207310171 

50-237 

Q 

9207140082 

50-456 

R 


9207310171 

50-237 

Q 

9207140153 

50-374 

Q 


9207310171 

50-237 

Q 

9207140188 

50-265 

S 


9207310171 

50-237 

Q 

9207140199 

50-295 

Q 


9207310171 

50-237 

Q 

9207140206 

50-237 

S 


9207310260 

50-456 

F 

9207140227 

50-374 

P 


9207310260 

50-456 

F 

9207140228* 

50-374 

P 

Computer Maintenance & Parts Corp. 

9207150094* 

CONTRACT 


9207140316 

60-10 

R 

Conference of Radiation Control Program 

9207130032 

PRM 


9207140316 

50-10 

R 

Directors, Inc. 




9207140316 

50-10 

R 


9207130047 

PRM 


9207150003 

50-455 

S 


9207270113 

PRM 


9207150013 

50-254 

R 

Connecticut Yankee Atomic Power Co. 

9207060232 

50-213 

1 

9207150013 

60-254 

R 


9207060232 

60-213 

i 

9207150021* 

50-374 

Q 


9207070291 

50-213 

F 

9207150052 

60-373 

R 


9207070317 

60-213 

F 

9207150084 

60-382 

S 


9207080150 

50-213 

P 

9207150176 

60-373 

P 


9207080156* 

60-213 

P 

9207150179* 

50-373 

P 


9207140002 

50-213 

S 

9207150198 

50-374 

P 


9207140037 

50-213 

Q 

9207150200* 

50-374 

P 


9207140272 

50-213 

P 

9207150204 

50-295 

F 


9207150191 

50-213 

P 

9207150204 

50-296 

F 


9207160218 

50-213 

P 

9207160030 

50-374 

S 


9207170199 

50-213 

P 

9207160111 

PR 



9207170235 

50-213 

S 

9207160182 

50-374 

S 


9207200152 

50-213 

R 

9207160205 

50-254 

P 


9207200160* 

50-213 

fl 

9207160208* 

50-254 

P 


9207200206 

50-213 

R 

9207160249 

50-456 

R 


9207200344* 

50-213 

R 

9207160249 

50-456 

R 


9207220003 

50-213 

P 

9207160256* 

50-456 

R 


9207220003 

50-213 

P 

9207160269* 

50-456 

R 


9207230025 

50-213 

S 

9207160357 

50-254 

S 


9207230063 

50-213 

F 

9207170059 

50-237 

P 


9207230056* 

50-213 

F 

9207170063 

50-456 

F 


9207290082 

50-213 

S 

9207170103 

50-373 

F 


9207290106 

50-213 

s 

9207170103 

50-373 

F 


9207290129 

50-213 

s 

9207170165 

50-254 

Q 


9207310103 

50-213 

Q 

9207170195 

50-295 

P 


9207310152 

50-213 

P 

9207170195 

50-295 

P 

Connecticut, State of 

9207100106* 

50-336 

H 

9207170196* 

50-295 

P 

Connex Pipe Systems, Inc. 

9207150212 

50-468 

S 

9207170196* 

50-295 

P 


9207160213* 

50-458 

S 

9207170273 

50-295 

R 

Consolidated Edison Co. of New York, Inc 

9207010013 

50-247 

R 

9207170273 

50-296 

R 


9207020279 

50-247 

1 

9207200005 

50-254 

Q 


9207060287 

50-247 

R 

9207200005 

50-254 

Q 


9207090203 

50-247 

F 

9207210008 

50-10 

F 


9207140180 

50-247 

Q 

9207210008 

50-10 

F 


9207140209 

50-247 

S 

9207210217 

50-254 

R 


9207150312 

50-247 

P 

9207210217 

50-254 

R 


9207160261 

50-247 

F 

9207220009 

50-237 

P 


9207200048 

50-247 

Q 

9207220009 

50-237 

P 


9207200103 

50-247 

F 

9207220144 

60-237 

S 


9207270201 

50-247 

R 

9207220147 

50-249 

S 


9207280022 

50-247 

P 

9207220154 

50-237 

s 


9207280023 

50-247 

V 

9207220233 

50-456 

F 


9207280102 

50-247 

S 

9207220243 

60-454 

F 

Consumers Power Co. 

9207060308 

50-255 

F 

9207220359 

60-295 

F 


9207070007 

50-255 

Q 

9207270137 

60-254 

P 


9207070349 

50-255 

Q 

9207270171 

50-454 

R 


9207080072 

50-255 

F 

9207270215 

50-265 

P 


9207080177 

50-155 

P 

9207270224 

60-373 

P 


9207080187 

50-256 

P 

9207270303 

60-295 

Q 


9207090003 

50-155 

S 

9207270303 

60-296 

Q 


9207130117 

50-155 

R 

9207270356 

50-373 

S 


9207130138 

50-156 

F 

9207280174 

50-254 

Q 


9207140025 

50-255 

F 

9207280174 

50-254 

Q 


9207140029 

50-255 

F 

9207280190 

50-237 

S 


9207140068 

50-255 

R 

9207280205 

50-457 

S 


9207140318 

60-156 

Q 

9207280379 

60-254 

F 


9207150088 

50-256 

F 

9207280379 

50-254 

F 


9207150090 

50-256 

F 

9207280366 

50-254 

F 


9207150093 

50-255 

F 

9207280386 

50-254 

F 


9207150096 

50-255 

F 

9207290351 

50-454 

R 


9207150101 

50-256 

F 

9207290351 

50-464 

R 


9207150215 

50-255 

F 

9207290351 

50-454 

R 


9207150234 

50-255 

V 

9207290351 

60-454 

R 


9207150237 

50-156 

P 

9207290366* 

50-454 

R 


9207160011 

50-155 

Q 

9207290381 

50-454 

S 


9207160116 

50-255 

F 

9207300033 

50-237 

S 


9207180262 

50-255 

F 

9207300067 

50-10 

P 


9207170134 

50-155 

F 

9207300169 

50-266 

S 


9207210056 

50-255 

Q 

9207300171 

50-254 

S 


9207210068* 

50-255 

Q 

9207310051 

50-237 

S 


9207220204 

50-156 

P 

9207310054 

50-254 

P 


9207220261 

50-155 

Q 

9207310060 

50-237 

S 


9207220267 

50-155 

F 

9207310132 

60-10 

F 


9207220271* 

50-155 

F 

9207310171 

.50-237 

Q 


9207270108 

50-155 

Q 
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Continental Mining & Milling Co. 

Cooper Industries, Inc. 

Cooperative Citizens’ Monitoring Network 
(CCMN) 

Dairyland Power Cooperative 
Data General Corp. 


DeKalb Area Alliance for Responsible 
Energy 

Detroit Edison Co. 


Dexter Memorial Hosp., Dexter. MO 
Dickstein, Shapiro & Morin 
Diplomat Limousine & Livery Sen/ices, 
Inc. 

Dockray, K.T., MD 

Don’t Waste Oregon Committee 

Dow, Lohnes & Albertson 

DuPont Merck Pharmaceutical Co. 

Duke Engineering & Services 


Duke Power Co. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9207270154 

50-255 

F 

9207280229 

50-255 

F 

9207290163 

50-255 

Q 

9207310097 

50-255 

Q 

9207310235 

50-155 

. P 

9207310235 

50-155 

P 

9207310243* 

50-155 

P 

9207310243* 

50-155 

P 

9207100279* 

40-6811 


9207080018 

50-397 

S 

9207090097 

50-336 

G 

9207240254 

50-409 

I 

9207090251* 

FOIA 


9207280294 

FOIA 


9207220318 

50-454 

Q 

9207080168 

50-341 

P 

9207090151 

50-341 

S 

9207090158 

50-341 

S 

9207090194 

50-341 

P 

9207130023 

50-341 

H 

9207140018 

50-341 

S 

9207140224 

50-341 

s 

9207200342 

50-341 

R 

9207300219 

50-341 

Q 

9207130042 

PRM 


9207280289 

FOIA 


9207230289* 

CONTRACT 


9207130037 

PRM 


9207220350 

50-344 

Q 

9207010206 

50-312 

P 

9207020191 

50-312 

G 

9207270084 

PR 


9207080228* 

70-3070 


9207130058 

PR 


9207200079* 

70-3070 


9207200081* 

70-3070 


9207200084* 

70-3070 


9207010292 

50-369 

F 

9207010339 

50-369 

F 

9207010339 

50-369 

F 

9207010344* 

50-369 

F 

9207010344* 

50-369 

F 

9207020181* 

50-269 

Q 

9207020307 

50-413 

Q 

9207060137 

50-269 

K 

9207060137 

50-269 

K 

9207060137 

50-269 

K 

9207070006 

50-369 

S 

9207070296 

50-413 

V 

9207070341 

50-269 

Q 

9207070341 

50-269 

Q 

9207070341 

50-269 

Q 

9207080050 

50-369 

P 

9207080050 

50-369 

P 

9207080055 

50-370 

S 

9207080099 

50-269 

P 

9207080099 

50-269 

P 

9207080099 

50-269 

P 

9207080259 

50-413 

I 

9207080259 

50-413 

I 

9207090064 

50-269 

P 

9207090076* 

50-269 

P 

9207090076* 

50-269 

P 

9207090076* 

50-269 

P 

9207090093* 

50-269 

P 

9207090171 

50-269 

F 

9207090171 

50-269 

F 

9207090171 

50-269 

F 

9207100358 

50-413 

F 

9207100358 

50-413 

F 

9207130121 

50-369 

S 

9207130121 

50-369 

S 

9207140305 

50-413 

F 

9207150112 

50-269 

Q 

9207150112 

50-269 

Q 

9207150112 

50-269 

Q 

9207150195 

50-269 

K 

9207160093 

50-414 

H 

9207160238 

50-413 

P 

9207160238 

50-413 

P 

9207170067 

50-269 

S 

9207170143 

50-413 

F 

9207170143 

50-413 

F 

9207170152* 

50-413 

F 

9207170152* 

50-413 

F 

9207200042 

50-269 

Q 


AUTHOR AFFILIATION 


Duquesne Light Co. 


EQ&G Idaho, Inc. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9207200042 

50-269 

9207200042 

50-269 

9207200051 

50-269 

9207200051 

50-269 

9207200051 

50-269 

9207200056* 

50-269 

9207200056* 

50-269 

9207200056* 

50-269 

9207200177 

50-287 

9207200189 

50-369 

9207200196 

50-269 

9207200196 

50-269 

9207200196 

50-269 

9207200223 

50-269 

9207200223 

50-269 

9207200223 

50-269 

9207200223 

50-269 

9207200223 

50-269 

9207200223 

50-269 

9207200255 

50-287 

9207200257* 

50-287 

9207200296 

50-369 

9207210049 

50-413 

9207210063* 

50-413 

9207210063* 

50-413 

9207210075* 

50-413 

9207210093 

50-369 

9207210097* 

50-369 

9207210097* 

50-369 

9207210107* 

50-369 

9207210189 

50-269 

9207210231 

50-269 

9207210231 

50-269 

9207210231 

50-269 

9207210237* 

50-269 

9207210237* 

50-269 

9207210237* 

50-269 

9207210240* 

50-269 

9207220118 

50-369 

9207230082 

50-413 

9207240034 

50-413 

9207240223 

50-413 

9207270059 

50-269 

9207270114 

50-269 

9207270157 

50-369 

9207270157 

50-369 

9207270159 

50-269 

9207270159 

50-269 

9207270159 

50-269 

9207270320 

50-369 

9207270320 

50-369 

9207280010 

50-269 

9207280081 

50-370 

9207290182 

PR 

9207300085 

50-269 

9207300085 

50-269 

9207300085 

50-269 

9207300085 

50-269 

9207300085 

50-269 

9207300085 

50-269 

9207300085 

60-269 

9207300252* 

50-269 

9207300252* 

50-269 

9207300252* 

50-269 

9207300252* 

50-269 

9207300252* 

50-269 

9207300252* 

50-269 

9207300252* 

50-269 

9207310034 

50-369 

9207310034 

50-369 

9207310037* 

50-369 

9207310037* 

50-369 

9207310108 

50-369 

9207020185 

50-334 

9207060301 

50-334 

9207060301 

50-334 

9207090173 

50-412 

9207140226 

50-334 

9207140322 

50-334 

9207140322 

50-334 

9207150335 

50-334 

9207150345 

50-334 

9207210245 

50-412 

9207230193 

50-412 

9207240250 

50-334 

9207240250 

50-334 

9207280099 

50-334 

9207280099 

50-334 

9206030130* 

50-220 
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CORPORATE SOURCE INDEX 279 


AUTHOR AFFILiATiOH ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

9207060042 

NUREG 



9207230030* 

PROJ 

9207060049 

NUREG 



9207230034 

PR 

9207060081 

NUREG 



9207270119 

PR 

9207140288 

NUREG 



9207270165 

WASTE MGT 

9207270263 

NUREG 



9207290033 

WASTE MGT 

9207270274 

NUREG 



9207290073 

WASTE MGT 

Earthvision, Inc. 9207090097 

50-336 

G 


9207290279 

WASTE MGT 

9207100115' 

50-336 

H 


9207290350 

WASTE MGT 

Edison Electric Institute 9207160024 

PR 



9207300135 

WASTE MGT 

9207160068 

PR 



9207300145 

WASTE MGT 

9207270039 

PR 



9207300240 

WASTE MGT 

Ediow International Co. 9207100001 

XPORTLIC 



9207300244 

WASTE MGT 

9207100002* 

XPORTLIC 



9207300250* 

WASTE MGT 

9207100229 

XPORTLIC 



9207310010 

WASTE MGT 

9207100230* 

XPORTLIC 



9207310016* 

WASTE MGT 

El Paso Nuclear Medicine Associates, E! 9207130027 

PRM 



9207310035 

WASTE MGT 

Paso.TX 




9207310055 

PR 

Electric Power Research Institute 9207130125 

PROJ 



9207310140 

WASTE MGT 

9207130218 

PROJ 



9207310154 

WASTE MGT 

9207140324* 

CONTRACT 



9207310187 

WASTE MGT 

9207310174 

PROJ 



9207310259 

WASTE MGT 

Elgar Corp. 9207270046 

50-445 

S 

Energy, Dept, of, Idaho Operations Offic 

9207150348* 

50-201 

Energy. Dept, of 9207010038 

WASTE MGT 



9207230029 

PROJ 

9207010062* 

WASTE MGT 



920-^230030* 

PROJ 

9207010163 

WASTE MGT 


Entergy Operations, Inc. 

9207010018 

50-382 

9207010165* 

WASTE MGT 



9207010262 

50-382 

9207010272 

PROJ 



9207060186 

50-368 

9207020147 

WASTE MGT 



9207070122* 

50-382 

9207020282 

WASTE MGT 



9207070328 

60-382 

9207020300 

WASTE MGT 



9207080007 

50-368 

9207020309* 

WASTE MGT 



9207080142 

60-313 

9207020311* 

WASTE MGT 



9207080142 

50-313 

9207020317* 

50-333 

P 


9207080271 

50-416 

9207060167 

WASTE MGT 



9207090002 

50-382 

9207060180 

WASTE MGT 



9207140051 

50-416 

9207060181* 

WASTE MGT 



9207140133 

60-416 

9207060182 

WASTE MGT 



9207140175 

50-416 

9207070242 

WASTE MGT 



9207140183 

50-416 

9207070294 

WASTE MGT 



9207140240 

50-368 

9207070392 

WASTE MGT 



9207140241* 

50-368 

9207070419 

PROJ 



9207140250 

60-416 

9207080112 

WASTE MGT 



9207140251* 

50-416 

9207080115* 

WASTE MGT 



9207140255 

50-416 

9207080137 

WASTE MGT 



9207140268 

50-416 

9207080164 

WASTE MGT 



9207140285 

60-416 

9207080203 

WASTE MGT 



9207160014 

50-382 

9207080214 

WASTE MGT 



9207150020 

50-368 

9207080224* 

WASTE MGT 



9207150022* 

50-368 

9207090008 

WASTE MGT 



9207150068 

50-382 

9207090130* 

WASTE MGT 



9207160066 

PR 

9207090185 

WASTE MGT 



9207160312* 

50-313 

9207090190* 

WASTE MGT 



9207170034 

50-416 

9207090355 

WASTE MGT 



9207200315 

50-416 

9207000350* 

WASTE MGT 



9207210092 

50-368 

9207100015 

71-5740 



9207210102 

60-313 

9207100023* 

71-5740 



9207220018 

50-313 

9207100028* 

71-5740 



9207220268 

50-368 

9207100033* 

71-5740 



9207240040 

50-416 

9207100048 

WASTE MGT 



9207240157 

50-382 

9207100050* 

WASTE MGT 



9207270095 

50-416 

9207100298 

WASTE MGT 



9207270136 

50-313 

9207100422 

WASTE MGT 



9207270136 

50-313 

9207100420* 

WASTE MGT 



9207270156* 

50-313 

9207130033 

WASTE MGT 



9207270160* 

50-313 

9207130039 

WASTE MGT 



9207270162* 

50-313 

9207130054* 

WASTE MGT 



9207270166* 

50-313 

9207130074 

WASTE MGT 



9207270173* 

50-313 

9207130087 

WASTE MGT 



9207270177* 

50-313 

9207130157 

WASTE MGT 



9207270180* 

50-313 

9207130162* 

WASTE MGT 



9207270182* 

50-313 

9207130171 

WASTE MGT 



9207270184* 

50-313 

9207130180 

WASTE MGT 



9207270186* 

50-313 

0207130184 

WASTE MGT 



9207270190* 

50-313 

9207130208 

WASTE MGT 



9207270193* 

50-313 

9207130261 

WASTE MGT 



9207270202* 

50-313 

9207130265* 

WASTE MGT 



9207270205* 

50-313 

9207130267* 

WASTE MGT 



9207270207* 

60-313 

9207150272 

WASTE MGT 



9207270208* 

50-313 

9207160112 

WASTE MGT 



9207270211* 

50-313 

9207160307 

WASTE MGT 



9207270213* 

50-313 

9207160333 

WASTE MGT 



9207270222* 

50-313 

9207170140 

WASTE MGT 



9207270226* 

60-313 

9207200001 

WASTE MGT 



9207270228* 

50-313 

9207200115 

71-5957 



9207270231* 

50-313 

9207200146 

WASTE MGT 



9207270233* 

50-313 

9207200149* 

WASTE MGT 



9207270237* 

50-313 

9207210146 

WASTE MGT 



9207270239* 

50-313 

9207210163* 

WASTE MGT 



9207270241* 

50-313 

9207210251 

WASTE MGT 



9207270244* 

50-313 
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CORPORATE SOURCE INDEX 


AUTHOR AFFiUATIOM 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


9207270248* 

50-313 

K 


9207200269 

50-250 


9207270250* 

50-313 

K 


9207200321 

50-250 


9207270251* 

50-313 

K 


9207210324 

50-335 


9207270253* 

50-313 

K 


9207210338 

50-250 


9207270254* 

50-313 

K 


9207220262 

50-250 


9207270256* 

50-313 

K 


9207270054 

PR 


9207270259* 

50-313 

K 


9207270230 

50-389 


9207270261* 

50-313 

K 


9207270285 

50-335 


9207270266* 

50-313 

K 


9207300239 

50-335 


9207270268* 

50-313 

K 


9207300239 

50-335 


9207270279 

50-313 

F 


9207300276 

50-250 


9207270283* 

50-313 

F 


9207310207 

50-335 


9207270283* 

50-313 

F 


9207310222 

50-335 


9207270350* 

50-416 

F 

Florida Power Corp. 

9207100196 

50-302 


9207280058 

50-313 

P 

9207140213 

50-302 


9207280058 

50-313 

P 


9207150043 

50-302 


9207280083 

50-313 

Q 


9207150048 

50-302 


9207280139 

50-313 

P 


9207150050 

50-302 


9207280139 

50-313 

P 


9207150053 

50-302 


9207280146* 

50-313 

P 


9207150067 

50-302 


9207280146* 

50-313 

P 


9207150151 

50-302 


9207280262 

50-368 

P 


9207150252 

50-302 


9207280266* 

50-368 

P 


9207150265 

50-302 


9207280311 

50-382 

Q 


9207160162 

50-302 


9207280333 

50-382 

P 


9207170007 

50-302 


9207300019 

50-416 

S 


9207170056 

50-302 


9207300082 

50-416 

S 


9207210329 

50-302 


9207300119 

50-416 

Q 


9207240181 

50-302 


9207300129 

50-346 

P 


9207240182* 

50-302 


9207300228 

50-368 

P 


9207270070 

PR 


9207300231* 

50-368 

P 


9207300112 

50-302 


9207300246 

50-368 

P 


9207300249 

50-302 


9207300254* 

50-368 

P 


9207310256 

50-302 


9207310200 

50-416 

F 

Floridians for Safe Energy 

9207160158 

PR 

Envirocare of Utah, Inc. 

9207080006 

40-8989 


Fluor Daniel. Inc. 

9207310241* 

70-3070 


9207160086 

40-8989 



9207310248* 

70-3070 


9207160092* 

40-8989 


Frederick C. Smith Clinic. Marion. OH 

8908140157* 

FOIA 


9207220279 

40-8989 


9207210276* 

FOIA 

Environmental & Resources Conservation 

9207010206 

50-312 

P 

Freedman & Associates-Nuclear Medicine 

9207130021 

PRM 

Organization (formerly Environmental Co 




Fuel Cycle Facilities Forum 

9207130050 

PR 


9207020191 

50-312 

G 

GEICO Philanthropic Foundation 

9207310193* 

COMMISSIO 


9207020198* 

50-312 

G 

GSX Services, Inc. 

9207230087* 

40-8406 


9207020206* 

50-312 

G 

9207230102* 

ORG 


9207270107 

50-312 

G 

GTE Spacenet Corp. 

Gallo & Ross 

9207020058* 

CONTRACT 


9207270116 

50-312 

G 

9207140158 

PR 


9207300118 

50-312 

G 

General Atomics (formerly GA Technologie 

9207160067 

71-9034 

Environmental Coalition on Nuclear Power 

9207160055 

PR 


s, Inc./General Atomic Co.) 




9207270123 

PR 


9207160378 

50-89 

Environmental Protection Agency 

9207230013 

PR 



9207170069 

70-734 

9207230051 

ORG 


General Electric Co. 

9207010268 

52-1 


9207230071 

40-8406 



9207060008* 

52-1 


9207230098* 

ORG 



9207060027 

QA999 

Environmental Standards. Inc. 

9207230087* 

40-8406 



9207060110 

52-1 

Federal Bureau of Investigation 

9207280387* 

FOIA 



9207060120 

52-1 

Federal Emergency Management Agency 

9205290181* 

50-10 

F 


9207060143 - 

52-1 


9205290185* 

50-10 

F 


9207060154 

52-1 


9206160422* 

50-206 

F 


9207060159 

52-1 


9206170062* 

50-263 

F 


9207060261 

PROJ 


9206170097* 

50-206 

F 


9207060263* 

PROJ 


9206170109* 

50-263 

F 


9207070117 

PROJ 

Rnnish Centre for Radiation & Nuclear 

9207270295 

NUREG 



9207070257 

52-1 

Safety (Finland) 





9207070276* 

52-1 

Flo-Log, Inc. 

9207280085 

STATE PRO 

G 


9207080126 

52-1 

Rorida Power & Light Co. 

9207060014 

50-251 

P 


9207100137 

52-1 

9207060158 

50-250 

Q 


9207100223 

XPORTLIC 


9207060158 

50-250 

Q 


9207100224* 

XPORTLIC 


9207060170 

50-389 

Q 


9207130061 

PR 


9207060235 

50-389 

S 


9207160123 

52-1 


9207070005 

50-250 

P 


9207160318* 

40-1478 


9207070005 

50-250 

P 


9207160351 

70-754 


9207080119 

50-335 

P 


9207160365* 

52-1 


9207080119 

50-335 

P 


9207200077 

52-1 


9207080123 

50-250 

P 


9207200125 

PT21 


9207080123 

50-250 

P 


9207200158* 

50-277 


9207080123 

50-250 

P 


9207270082 

70-1113 


9207080123 

50-250 

P 


9207280314 

50-73 


9207090181 

50-302 

s 


9207290009 

52-1 


9207090184 

50-302 

s 


9207290010 

52-1 


9207100191 

50-335 

K 


9207290013 

52-1 


9207130026 

PR 



9207290035 

52-1 


9207160062 

50-250 

H 


9207290080* 

52-1 


9207160098 

PR 



9207290083* 

52-1 


9207160165 

50-335 

R 


9207290085* 

52-1 


9207160192 

50-335 

R 


9207290089* 

52-1 


9207170066 

50-335 

F 


9207290092* 

52-1 


9207200122 

50-251 

P 


9207290095* 

52-1 


9207200129 

50-250 

8 


9207290098* 

52-1 


9207200132 

50-250 

P 


9207300054 

52-1 


9207200203 

50-335 

P 


9207300073* 

50-10 


N 


H 


P 


P 


P 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUISBER 

CATEGORY 



9207300089 

TOPREP 



9207300151 

52-1 



9207300161 

52-1 



9207300174 

52-1 



9207310127 

52-1 



9207310136 

52-1 


General Nuclear Systems, Inc. 

9207150352 

PROJ 



9207170239 

PROJ 



9207170245* 

PROJ 



9207170255* 

PROJ 



9207170258* 

PROJ 


General Physics Corp. 

9207310234* 

50-261 

p 

General Public Utilities Corp. - GPU 

9207010097* 

50-320 

P 

Service Coip. 





9207010100* 

50-320 

P 


9207010106* 

50-320 

P 


9207020145 

50-219 

P 


9207020290 

50-219 

P 


9207080302 

50-289 

P 


9207080337 

50-219 

P 


9207090176 

50-289 

P 


9207130069 

PR 



9207140042 

50-219 

P 


9207140052 

50-219 

Q 


9207140080 

50-219 

S 


9207150202 

50-320 

P 


9207150205* 

50-320 

P 


9207150256 

50-146 

P 


9207150283 

50-320 

R 


9207150295* 

50-146 

P 


9207170151 

50-219 

S 


9207200181 

50-219 

P 


9207200198 

50-219 

R 


9207230263 

50-289 

K 


9207230281* 

50-289 

K 


9207230283* 

50-289 

K 


9207240107 

50-289 

F 


9207280104 

50-219 

P 


9207280336 

50-289 

P 


9207280347* 

50-289 

P 


9207280350* 

50-289 

P 


9207300115 

50-289 

F 


9207310133 

50-289 

Q 


9207310134 

50-289 

F 

General Services Administration 

9207240057* 

CONTRACT 


Georgia Power Co. 

9206300215 

50-424 

P 


9207010091 

50-320 

P 


9207070011 

50-321 

P 


920707001 1 

50-321 

P 


9207070020 

50-424 

Q 


9207070020 

50-424 

Q 


9207070402 

50-321 

P 


9207070402 

50-321 

P 


9207080273* 

50-424 

P 


9207080276* 

50-424 

P 


9207130049 

50-321 

H 


9207130049 

50-321 

H 


9207140048 

50-321 

F 


9207140176 

50-321 

S 


9207140179 

50-424 

Q 


9207140179 

50-424 

Q 


9207140303 

50-424 

R 


9207140303 

50-424 

R 


9207150023 

50-424 

Q 


9207150023 

50-424 

Q 


9207150060 

50-424 

Q 


9207150248 

50-424 

F 


9207150248 

50-424 

F 


9207160140 

50-321 

R 


9207160274 

50-366 

S 


9207160277 

50-321 

S 


9207200078 

50-321 

P 


9207200078 

50-321 

P 


9207200082* 

50-321 

P 


9207200082* 

50-321 

P 


9207200244 

50-366 

P 


9207240126 

50-321 

P 


9207240128 

50-321 

P 


9207240137* 

50-321 

P 


9207240137* 

50-321 

P 


9207240166 

50-321 

S 


9207240184 

50-321 

Q 


9207240184 

50-321 

Q 


9207240192 

50-366 

S 


9207240252 

50-321 

Q 


9207270335 

50-424 

F 


9207270335 

50-424 

F 


9207280063 

50-424 

S 


9207280076 

50424 

P 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9207280076 

50-424 


9207280252 

50-424 


9207280252 

50-424 


9207280270 

50-425 


9207280278* 

50-425 


9207280279 

50-424 


9207280279 

50-424 


9207290063 

50-321 


9207290063 

50-321 


9207290063 

50-321 


9207290063 

50-366 


9207290068 

50-321 


9207290068 

50-321 


9207290068 

50-321 


9207290068 

50-366 


9207290265 

50-424 


9207300044 

50-366 

Georgia, State of 

9207310173 

50-321 

9207020150* 

CONTRACT 

Gerstman & Ellis, Ltd. 

9207220368 

FOIA 

Goldberg. Fieldman & Hjelmfelt 

9207020170 

50-346 

Golder Associates 

9207100010 

50-346 

9207220207* 

WASTE MGT 

Government Accountability Project 

9207220214* 

WASTE MGT 

9207220395* 

FOIA 

Grace Hosp., Cleveland, OH 

9207220035* 

70-3072 

Grandview Hosp. & Medical Center, Dayton 

OH 

9207220039* 

70-3072 

8904130552* 

FOIA 

9207220136* 

FOIA 


9207220142* 

FOIA 


9207220164* 

FOIA 


9207220172* 

FOIA 


9207220179* 

FOIA 


9207220236* 

FOIA 

Grumman Data Systems Corp. 

9207090239 

FOIA 

Gulf Oil Products Co. 

9207240028* 

FOIA 

Gulf States Utilities Co. 

9207090018 

50-458 


9207140045 

50-458 


9207140221 

50-458 


9207150119 

50-458 


9207150185 

50-458 


9207150193 

50-458 


9207160104 

PR 


9207200142 

50-458 


9207240206 

50-458 


9207240208* 

50-458 


9207280152 

50-458 


9207310167 

50-458 


9207310192 

50-458 

Harborview Medical Center, Seattle, WA 

9207130059 

PRM 

Harmon. Curran, Gallagher & Spielberg 

9207010312* 

ORG 

(formerly Harmon, Curran & Tousley) 


9207100123 

40-8027 


9207130131* 

40-8027 


9207140259* 

40-8027 

Harvard Medical School. Boston, MA 

9207200065 

40-8027 

9207130011 

PRM 

Henry Ford Hosp., Detroit, Ml 

9207130015 

PRM 

9207130008 

PRM 

Heritage Reporting Corp. 

9207210228 

PR 

9207130200* 

CONTRACT 

Homeguard. Inc. 

9207150297 

FOIA 

Hopkins, Sutter, Hamel & Park (formerly 

9207220297 

FOIA 

Hopkins & Sutter) 

House of Rep. 

9206040233* 

50-333 


9207020308* 

COMMISStO 


9207060209* 

50-443 


9207070374* 

XPORTLIC 


9207140009* 

WASTE MGT 


9207170019* 

PR 


9207170040* 

NUREG 


9207170080* 

40-8778 


9207200049* 

PR 


9207200306* 

50-220 


9207200311* 

50-220 

Houston Lighting & Power Co. 

9207020064 

50-496 

9207020064 

50-498 


9207020067* 

50-498 


9207020067* 

50-498 


9207070226 

50-498 


9207070226 

50-498 


9207070318 

50-498 


9207070318 

50-498 


9207070321 

50-498 


9207070321 

50-496 


9207070333 

50-498 


9207070333 

50-498 


9207070367 

50-498 
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AUTHOR AFFILIATION 


Huckaby, Fleming, Frailey, Chaffin & 

Darrah 

Huntington Memorial Hosp., Pasadena, CA 

l-NET, Inc. 

Illinois Power Co. 


Illinois, State of 


Illinois, Univ. of, Urbana, IL 

Indiana Michigan Power Co. (formerly 
Indiana & Micnigan Electric Co.) 


Industrial Nuclear Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9207070367 

50-498 

F 

9207100162 

50-499 

S 

9207100348 

50-498 

1 

9207100356* 

50-498 

1 

9207130099 

50-498 

R 

9207130099 

50-498 

R 

9207140242 

50-499 

S 

9207150002 

50-498 

Q 

9207150007 

50-498 

Q 

9207150030 

50-499 

S 

9207150196 

50-498 

Q 

9207150196 

50-498 

Q 

9207160036 

PR 


9207160044 

50-498 

H 

9207160044 

50-498 

H 

9207160101 

PR 


9207160101 

PR 


9207210146* 

50-498 

Q 

9207220032 

50-498 

J 

9207220032 

50-498 

J 

9207230286 

50-498 

P 

9207230286 

50-498 

P 

9207240083 

50-498 

F 

9207240083 

50-498 

F 

9207240136 

50-498 

P 

9207270063 

50-498 

S 

9207090143 

40-1478 


9207200191 

40-1478 


9207290091 

PRM 


9207230223* 

CONTRACT 


9207070104 

50-461 

V 

9207070110 

50-461 

V 

9207070124 

50-461 

V 

9207090183 

50-461 

P 

9207130167 

50-461 

P 

9207130175 

50-461 

Q 

9207130176* 

50-461 

Q 

9207140310* 

FOIA 


9207150001 

50-461 

Q 

9207150004 

50-461 

H 

9207270220 

50-461 

P 

9207270339 

50-461 

F 

9207280012 

50-461 

S 

9207280117 

50-461 

Q 

9207280248 

50-461 

S 

9207290006 

50-461 

P 

9207310216 

50-461 

Q 

9207160045 

PR 


9207160087 

PR 


9207270047 

PR 


9207270058 

PR 


9207270069 

PR 


9207020298 

50-151 

V 

9207020303* 

50-151 

V 

9207020292 

50-315 

P 

9207020292 

50-315 

P 

9207070236 

50-315 

S 

9207070236 

50-315 

S 

9207070299 

50-315 

F 

9207070325 

50-316 

S 

9207080156 

50-315 

F 

9207130034 

50-315 

H 

9207130034 

50-315 

H 

9207140311 

50-315 

S 

9207150024 

50-315 

Q 

9207150024 

50-315 

Q 

9207150125 

50-315 

R 

9207170271 

50-316 

R 

9207170272 

50-315 

R 

9207230287 

50-315 

S 

9207230290 

50-315 

S 

9207280249 

50-315 

P 

9207280364 

50-315 

K 

9207280364 

50-315 

K 

9207280373* 

50-315 

K 

9207290003 

50-315 

S 

9207300133 

50-315 

Q 

9207080185 

71-62 


9207080321 

71-9156 


9207080327* 

71-9156 


9207080332* 

71-9156 


9207090004 

71-9185 


9207090104 

71-9157 


9207090119* 

71-9157 


9207090123* 

71-9157 


9207170215 

71-62 


9207170221* 

71-62 



AUTHOR AFFILIATION 


institute of Nuclear Energy Research 
(Taiwan) 

Interex Corp. 

Interior, Dept, of. Bureau of Land 
Management 

Interior. Dept, of, Geological Sun^ey 

Internal Medicine Associates of Yakima, 
Inc., P.S., Yakima, WA 


Interstate Nuclear Services Corp. dba IN 
Corp. 

Inyo County, CA 

Iowa Electric Light & Power Co. 


Iowa State Univ., Ames, lA 

Iowa, Univ. of, Iowa City, lA 
Isomedix, Inc. 

JRA Associates 


Jacobs Engineering Group, Inc. 

J^an 

KOH Systems, Inc. 

Kansas, State of 

Karaganis & White, Ltd. 

Kennedy Memorial Hosps., Cherry Hill, 
Stratford & Washington Townships, NJ 
Kerr-McGee Chemical Corp. 
Kerr-McGee Corp. 


Kidd & Co. 

LISEGA GmbH 

Lawrence Livermore National Laboratory 
Lewis, M. 


Licking Memorial Hosp., Newark, OH 


Long Island Power Authority 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9207170227* 

71-62 

9207140022 

NUREG 

9207100218 

FOIA 

9207090191* 

CONTRACT 

9207020304* 

WASTE MGT 

9207080081 

50-274 

9207130056 

PRM 

9207270026 

PRM 

9207290079 

PR 

9207230171 

WASTE MGT 

9207060218 

50-331 

9207060222* 

50-331 

9207070027 

50-331 

9207070306 

50-331 

9207080127 

50-331 

9207080136* 

50-331 

9207080174 

50-331 

9207080218 

50-331 

9207100147 

50-331 

9207100263 

50-331 

9207100303 

50-331 

9207140286 

50-461 

9207150351 

50-331 

9207160080 

50-331 

9207170124 

50-461 

9207220239 

50-331 

9207240234 

50-331 

9207240245 

50-331 

9207280344 

50-331 

9207290099 

50-331 

9207160021 

50-116 

9207020161* 

CONTRACT 

9207240113* 

71-482 

9207070331 

FOIA 

9207140300 

FOIA 

9207160167 

FOIA 

9207220307 

FOIA 

9207170142* 

WASTE MGT 

9207150229 

XPORTLIC 

9207200150* 

CONTRACT 

9207240032* 

40-2136 

9207200067 

40-2061 

9207160129 

PRM 

9207240098* 

70-340 

9207080284 

70-925 

9207100254* 

40-1478 

9207100261* 

70-712 

9207100265* 

70-712 

9207100269* 

70-712 

9207140191* 

70-712 

9207140214* 

70-712 

9207140223* 

70-712 

9207140225* 

40-1478 

9207140244* 

70-712 

9207140247* 

70-712 

9207140282* 

40-1478 

9207150040* 

70-712 

9207150057* 

40-1478 

9207150177* 

70-712 

9207150199* 

70-712 

9207150201* 

70-712 

9207150206* 

70-712 

9207150224* 

70-712 

9207150230* 

40-1478 

9207150232* 

70-712 

9207150238* 

70-712 

9207150243* 

70-712 

9207150271* 

40-1478 

9207150276* 

70-712 

9207150310* 

40-1478 

9207160198* 

40-1478 

9207160224* 

FOIA 

9207280322 

FOIA 

9207170114 

QA999 

9207140243 

NUREG 

9207290053 

PR 

9207290162 

PR 

9207290170 

PR 

9003300184* 

FOIA 

9007130010* 

FOIA 

9007130012* 

FOIA 

9108020332* 

FOIA 

9207060020 

50-322 

9207060021* 

50-322 
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AUTHOR AFFILIATION 


Lorain Community Hosp., Lorain, OH 


Lorain County Cardiology Consultants, 
Inc. 

Los Alamos National Laboratory 
Louisiana Energy Sen/ices 


Lower Columbia Pathologists, P.S., 
Longview & Centralia, WA 


Lutheran Medical Center, Cleveland, OH 

M.M.P. Quality inspections, Inc. 
MK-Ferguson Co. 

MPM Research & Consulting 
Magna Chek, Inc. 

Maine Yankee Atomic Power Co. 


Mansfield General Hosp., Mansfield, OH 


Maryland, Univ. of, College Park, MD 
Massachusetts Institute of Technology. 
Cambridge, MA 

Massachusetts. Commonwealth of 

Massachusetts, Univ. of. Amherst, MA 
McGranery, J.P., Jr. 

Medical Center, Inc., Beaver, PA 
Medical Univ. of South Carolina, 

Charleston, SC 
Mercy Hosp., Toledo, OH 


Mercy Medical Center, Durango, CO 
Methodist Hosp. of Indiana, Inc., 
Indianapolis. IN 
Michigan, State of 
Mich^jan, Univ. of, Ann Arbor, Ml 


Midland Inspection & Engineering, Inc. 
Midwest interstate Low-Level Radioactive 

Waste Commission 
Miller-Mason Paving Co. 

Minnesota. Univ. oC Minneapolis, MN 
Missouri. State of 


Missouri, Univ. of, Columbia. MO 


Missouri, Univ. of, Rolls, MO 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


9207060140 

50-322 

W 

9207070251 

50-322 

W 

9207070254 

50-322 

W 

9207090159 

50-322 

W 

9207140222 

50-322 

W 

9207220132* 

50-322 

w 

8905090349* 

FOIA 

9110000002* 

FOIA 


9207200250* 

FOIA 


9207200256* 

FOIA 


9207220203 

ACRS 


9207080049 

70-3070 


9207080056* 

70-3070 


9207080059* 

70-3070 


9207080225 

70-3070 


9207090116 

70-3070 


9207130173 

70-3070 


9207130174* 

70-3070 


9207140077 

70-3070 


9207140086* 

70-3070 


9207140090 

70-3070 


9207140097* 

70-3070 


9207200075 

70-3070 


9207200079* 

70-3070 


9207200081 * 

70-3070 


9207200084* 

70-3070 


9207200086* 

70-3070 


9207210239 

70-3070 


9207210323* 

70-3070 


9207270091 

70-3070 


9207280176 

70-3070 


9207310232 

70-3070 


9207130030 

PRM 


9207270088 

PRM 


9001230162* 

FOIA 


9105020008* 

FOIA 


9207280070 

STATE PRO 

G 

9207300247* 

WASTE MGT 


9207100009* 

50-220 

P 

9207150145 

71-736 


9207010300 

50-309 

P 

9207020242 

50-309 

F 

9207020289 

50-309 

Q 

9207070021 

50-309 

P 

9207070247 

50-309 

P 

9207140319 

50-309 

R 

9207150051 

50-309 

V 

9207170155 

50-309 

S 

9207200106 

50-309 

Q 

9207280233 

50-309 

K 

9207310196 

50-309 

Q 

8912040039* 

FOIA 


9105230184* 

FOIA 


9207270204 

50-329 

A 

9207090006 

50-20 

Q 

9207240003 

50-20 

V 

9207100245 

50-443 

F 

9207240110 

71-482 


9207240017 

50-312 

G 

9207300118 

50-312 

G 

9207270065 

PRM 


9207130014 

PRM 


0906290225* 

FOIA 


8906290227* 

FOIA 


9105140325* 

FOIA 


9105150158* 

FOIA 


9105080005* 

FOIA 


9207130012 

PRM 


9207020142* 

CONTRACT 


9207070165* 

50-2 

P 

9207090019 

50-2 

Q 

9207150268 

50-2 

S 

9207220221 

ACRS 


9207090145 

71-740 


9207230015 

PR 


9207200053* 

PR 


9207140262 

NUREG 


9207020126* 

CONTRACT 


9207020169* 

CONTRACT 


9207200212 

50-186 

P 

9207310084* 

50-123 

P 

9207310249 

50-186 

S 

9207080211 

50-186 

P 


Mitsui & Co. (USA), Inc. 
Molycorp, Inc. 


Monroe County, Ml 
Morrison-Knudsen Co., Inc. 


Morrison-Knudsen Engineers, Inc. 
Mose Cohen & Sons, Inc. 


Mt. Carmel Medical Center, Columbus, OH 
Mt. Sinai Medical Center. Cleveland, OH 


Murrell & Westgate, Inc., (Columbia, MO 
Nathan M. Newmark Consulting Engineering 

Services 

National Institute of Standards & 

Technology (formerly National Bureau of 


National Research Council 

Native Americans for a Clean Environment 

Navy. Dept, of 

Nebraska Public Power District 


Nevada, State of 
Nevada, Univ. of, Reno, NV 

New England Electric System 
New Hampshire, State of 

New Jersey, State of 


New York, State of 
Newman & Hotainger 


Newport News Shipbuilding & Dry Dock Co. 
Niagara Mohawk Power Corp. 


9207290361 

50-186 

9207100003 

XPORTLIC 

9207060216 

40-8778 

9207150291 

40-8794 

9207150293* 

40-8794 

9207150296* 

40-8794 

9207290275 

40-8778 

9207290064* 

CONTRACT 

9207170149* 

WASTE MGT 

9207270167* 

WASTE MGT 

9207270168* 

WASTE MGT 

9207090136* 

40-8081 

9207090139* 

40-8081 

9207090226* 

40-8081 

9207090247* 

40-8081 

9207090250* 

40-8081 

9207090258* 

40-8081 

8909080133* 

FOIA 

9103120020* 

FOIA 

9105160037* 

FOIA 

9207200062* 

FOIA 

9207200088* 

FOIA 

9207200175* 

FOIA 

9207130062 

PRM 

9207290180* 

50-213 

9207070376 

71-390 

9207090209* 

ORG 

9207270048 

70-398 

9207150134* 

27-48 

9207130131* 

40-8027 

9207200065 

40-8027 

9207200114 

PR 

9207080182 

50-298 

9207130085 

50-298 

9207150233 

50-298 

9207170233 

50-298 

9207200143 

50-298 

9207200144* 

50-298 

9207210005 

50-298 

9207220373 

50-298 

9207220380* 

50-290 

9207280091 

50-290 

9207280126 

50-298 

9207300039 

50-298 

9207300043 

71-9071 

9207310155 

50-298 

9207200009 

WASTE MGT 

9207280230* 

CONTRACT 

9207080033* 

50-443 

9207100245 

50-443 

9207170012 

50-443 

9207160089 

PR 

9207270067 

PR 

9207270227 

50-354 

9207310170 

50-219 

9207230023 

PR 

9207270042 

PR 

9207020064 

50-498 

9207020064 

50-498 

9207020067* 

50-498 

9207020067* 

50-498 

9207020209 

40-8027 

9207280282 

FOIA 

9207290062 

PR 

9207020001 

50-220 

9207020002* 

50-220 

9207020163 

50-410 

9207080124 

50-410 

9207080198 

50-410 

9207100007 

50-220 

9207100009* 

50-220 

9207100044 

50-410 

9207100047* 

50-410 

9207140171 

50-410 

9207140252 

50-220 

9207150054 

50-220 

9207200237 

50-410 

9207220001 

50-410 

9207230155 

50-220 

9207240180 

50-220 

9207270189 

50-410 

9207270196 

50-220 

9207280007 

50-220 

9207280086 

50-220 

9207280086 

50-220 

9207290267 

50-220 

9207290267 

50-220 
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AUTHOR AFFILMTION 


North American Inspection, Inc. 

North Atlantic Energy Service Corp. 
(NAESCO) 


North Carolina Eastern Municipal Power 


North Carolina Electric Membership Corp. 
North Carolina Municipal Power Agencies 
North Carolina, State of 
North County Medi-Scan. Ltd., Vista, CA 

North Dakota, State of 
Northeast Nuclear Energy Co. 


Northeast Utilities 


ACCESSION 

SUBJECT 


NUUBER 

CATEGORY 


9207300179 

50-220 

Q 

9207300179 

50-220 

Q 

9207300263 

50-220 

F 

9207300263 

50-220 

F 

9207310090 

50-220 

P 

9207140003 

71-9056 


9207140004 

71-9033 


9207140006 

71-9135 


9207140007 

71-9127 


9207070002 

50-443 

V 

9207080139 

50-443 

R 

9207080140 

50-443 

P 

9207080234* 

50-443 

P 

9207100397 

50-443 

P 

9207130071 

50-443 

1 

9207150018 

50-443 

S 

9207150027 

50-443 

R 

9207170013 

50r443 

P 

9207170136 

50-443 

P 

9207210009 

50-443 

S 

9207220002 

50-443 

H 

9207240170 

50-443 

Q 

9207280059 

50-443 

S 

9207310053* 

50-324 

P 

9207080268* 

50-413 

, 

9207080272* 

50-413 

1 

9207020133* 

CONTRACT 


9207130001 

PRM 


9207080188 

PROJ 


9207010235 

50-245 

F 

9207020086 

50-336 

S 

9207060232 

50-213 

1 

9207060232 

50-213 

1 

9207070191 

50-423 

K 

9207080244 

50-336 

S 

9207100096* 

50-336 

H 

9207140019 

50-245 

P 

9207140020* 

50-245 

P 

9207140092 

50-336 

R 

9207140192 

50-336 

S 

9207140258 

50-336 

S 

9207150123 

50-245 

R 

9207150174 

50-423 

R 

9207150236 

50-213 

P 

9207150236 

50-213 

P 

9207150236 

50-213 

P 

9207150236 

50-213 

P 

9207160218 

50-213 

P 

9207160218 

50-213 

P 

9207160218 

50-213 

P 

9207160377 

50-245 

S 

9207170060 

50-245 

P 

9207200040 

50-336 

G 

9207200128 

50-245 

R 

9207200128 

50-245 

R 

9207200128 

50-245 

R 

9207200152 

50-213 

R 

9207200152 

50-213 

R 

9207200152 

50-213 

R 

9207200349* 

50-213 

R 

9207200352* 

50-213 

R 

9207220003 

50-213 

P 

9207240002 

50-423 

P 

9207240150 

50-336 

P 

9207240173 

50-423 

Q 

9207270098 

50-336 

G 

9207270103 

50-336 

Q 

9207280204 

50-245 

F 

9207280204 

50-245 

F 

9207290319 

50-245 

S 

9207310103 

50-213 

Q 

9207310103 

50-213 

Q 

9207310158 

50-245 

Q 

9207020086 

50-336 

S 

9207060232 

50-213 

1 

9207060232 

50-213 

1 

9207070191 

50-423 

K 

9207070317 

50-213 

F 

9207080032* 

50-443 

1 

9207080150 

50-213 

P 

9207080244 

50-336 

S 

9207140019 

50-245 

P 

9207140037 

50-213 

Q 

9207140092 

50-336 

R 

9207140192 

50-336 

S 

9207140258 

50-336 

S 

9207140272 

50-213 

P 


AUTHOR AFFILIATION ACCESSION 

NUiiBER 

9207150123 

9207150174 

9207150191 

9207150236 

9207150236 

9207150236 

9207160081 

9207160081 

9207160081 

9207160081 

9207160218 

9207160218 

9207160218 

9207160377 

9207170060 

9207170199 

9207200128 

9207200128 

9207200128 

9207200138* 

9207200152 

9207200152 

9207200152 

9207220003 

9207220003 

9207230053 

9207240002 

9207240150 

9207240173 

9207280204 

9207280204 

9207280234 

9207290319 

9207310103 

9207310103 

9207310152 

9207310158 

Northern States Power Co. 9207070008 

9207070311 

9207070311 

9207100237 

9207100280 

9207100280 

9207100290 

9207100290 

9207100293* 

9207100293* 

9207100295* 

9207100295* 

9207130102 

9207130102 

9207130178 

9207130178 

9207130207 

9207130236 

9207140233 

9207140234* 

9207140235 

9207140235 

9207140235 

9207160145 

9207170010 

9207170010 

9207170044 

9207170044 

9207170050 

9207170050 

9207170052* 

9207170052* 

9207170054* 

9207170064* 

9207170055 

9207200098 

9207200100* 

9207200274 

9207300058 

9207300157 

9207300211 

9207300267 

Northwest Power Planning Council 92071 501 81 * 

Nuclear Energy Services (NES) Manufactur 9207070354* 
Ing 

9207070359* 

9207070364* 

9207070378* 

9207070380* 

9207070386* 

9207070389* 

9207070395* 


SUBJECT 

CATEGORY 

50-245 

50-423 

50-213 

50-213 

50-213 

50-213 

50-245 

50-423 

50-423 

50-423 

50-213 

50-213 

50-213 

50-245 

50-245 

50-213 

50-245 

50-245 

50-245 

50-246 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-423 

50-336 

50-423 

50-245 

50-245 

50-245 

50-245 

50-213 

50-213 

50-213 

50-245 

50-263 

50-282 

50-282 

50-263 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-263 

50-282 

50-263 

50-263 

50-282 

50-282 

50-282 

50-263 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-282 

50-263 

50-282 

50-282 

50-282 

50-282 

50-263 

50-263 

50-282 

50-344 

FOIA 

FOfA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 
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AUTHOR AFFIUATION 


Nuclear Fuel Services. Inc. 


Nuclear Information & Resource Service 

Nuclear Logistics, Inc. (NLI) 

Nuclear Management & Resources Council 

(NUMARC) (formerly Nuclear Utility Mana 


Nuclear Medicine Consultants, San 
Francisco, CA 
Nuclear Metals. Inc. 

Nuclear Utility Backfitting & Reform 

Group 

Nuclear Waste Technical Review Board 
Oak Ridge National Laboratory 


Ohio Citizens for Responsible Energy 


Ohio Edison Co. 


Ohio Valley Hosp., Steubenville, OH 
Ohio, State of 

Omaha Public Power District 


Oregon, State of 

Organization fOr Economic Cooperation & 
Development 

PLQ, Inc. (formerly Pickard, Lowe & 
Gantck, Inc.) 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUUBER 

CATEGORY 



NUUBER 

CATEGORY 


9207070397* 

FOIA 



9207070262 

40-8027 


9207060087 

70-143 



9207230022 

40-8027 


9207060228 

70-143 



9207290041 

40-8027 


9207060233 

70-143 


Pacific Gas & Electric Co. 

9207060083 

50-275 

Q 

9207070166 

70-143 



9207070303 

50-275 

P 

9207080162 

70-143 



9207070303 

50-275 

P 

9207080231 

70-143 



9207070320 

50-275 

S 

9207150300 

70-143 



9207100363 

50-323 

S 

9207200190 

71-9247 



9207130029 

PR 


9207220408 

70-143 



9207130040 

50-275 

H 

9207270080 

PR 



9207140001 

50-323 

Q 

9207290059 

PR 



9207140323 

50-344 

R 

9207290066* 

PR 



9207150008 

50-275 

S 

9207150165 

50-382 

S 


9207160139 

50-275 

P 

9101220068* 

FOIA 



9207160139 

50-275 

P 





9207160148* 

50-275 

P 

9207010297 

REVIEW GR 

P 


9207160148* 

50-275 

P 

9207090140 

REVIEW GR 

P 


9207170242 

50-275 

F 

9207090141* 

REVIEW GR 

P 


9207170242 

50-275 

F 

9207130063 

PR 



9207170248* 

50-275 

F 

9207130065 

PR 



9207170248* 

50-275 

F 

9207160147 

PR 



9207170262 

50-275 

F 

9207170046 

REVIEW GR 

P 


9207170265* 

50-275 

F 

9207170047* 

REVIEW GR 

P 


9207170265* 

50-275 

F 

9207210010* 

REVIEW GR 

P 


9207200214 

50-275 

P 

9207210242 

PR 



9207210224 

50-275 

F 

9207230270 

REVIEW GR 

P 


9207210227* 

50-275 

F 

9207230271* 

REVIEW GR 

P 


9207210227* 

50-275 

F 

9207240012 

PR 



9207220022 

50-275 

F 

9207290285 

REVIEW GR 

P 


9207220050* 

50-275 

F 

9207310185 

REVIEW GR 

P 


9207220050* 

50-275 

F 

9207130018 

PRM 



9207220180 

50-275 

F 





9207220180 

50-275 

F 

9207270031 

PR 



9207220191* 

50-275 

F 

9207160076 

PR 



9207220191* 

50-275 

F 





9207220215 

50-275 

R 

9207230031 

PR 



9207220215 

50-275 

R 

9207080319 

WASTE MGT 



9207240131 

50-275 

R 

9207080323 

WASTE MGT 



9207240131 

50-275 

R 

9207100019* 

71-5740 



9207240240 

50-275 

Q 

9207140031 

NUREG 



9207240240 

50-275 

Q 

9207240230 

ORG 



9207270093 

50-275 

H 

9207270284 

50-329 

A 


9207270093 

50-275 

H 

9207130078 

PR 



9207270264 

50-275 

S 

9207230014 

PR 



9207270267* 

50-275 

S 

9207230026 

PR 



9207270360 

50-323 

S 

9207270045 

PR 



9207280090 

50-275 

S 

9207290084 

PR 



9207300066 

50-275 

S 

9207020141 

50-346 

M 


9207300070 

50-275 

S 

9207090012 

50-346 

M 


9207300094 

50-275 

F 

8901240231* 

FOIA 



9207300094 

50-275 

F 

9109240019* 

FOIA 



9207310221* 

50-293 

Q 

9207300289 

40-8724 


Pacific Medical Center. Seattle, WA 

9207130003 

PRM 


9207060177 

50-285 

S 

Pacific Nuclear Fuel Services, Inc. 

9207210130* 

50-317 

Y 

9207060178 

50-285 

V 

Pailen-Johnson Associates, Inc. 

9207100424* 

CONTRACT 


9207060237 

50-285 

P 

Parsons, Brinckerhoff, Quada & Douglas, 

9207020297* 

50-220 

F 

9207060264 

50-286 

S 

Inc. 




9207080073 

50-285 

Q 

Pathfinder Mines Corp. 

9207020172 

40-8981 


9207090201 

50-285 

P 

Pennsylvania Electric Co. 

9207150295* 

50-146 

P 

9207100136 

50-285 

P 

Pennsylvania Power & Light Co. 

9207070371 

50-387 

K 

9207100340 

50-285 

R 


9207070371 

50-387 

K 

9207100341* 

50-285 

R 


9207080133 

50-387 

P 

9207130107 

50-285 

P 


9207080133 

50-387 

P 

9207130109* 

50-285 

P 


9207080161 

50-388 

P 

9207130112* 

50-285 

P 


9207080166* 

50-388 

P 

9207150135 

50-285 

R 


9207080170* 

50-388 

P 

9207150287 

50-285 

S 


9207080172* 

50-388 

P 

9207160272 

50-285 

S 


9207080176* 

50-388 

P 

9207170233 

50-298 

S 


920‘'090167 

50-387 

Q 

9207200186 

50-285 

J 


9207090169 

50-387 

J 

9207230010 

PR 



9207130223 

50-387 

P 

9207230158 

50-285 

F 


9207140181 

50-387 

P 

9207270073 

PR 



9207160268 

50-387 

S 

9207270099 

50-285 

S 


9207200134 

50-387 

R 

9207280356 

50-285 

K 


9207200134 

50-387 

R 

9207290310 

50-285 

F 


9207200141 

50-387 

F 

0207290318 

50-285 

R 


9207220246 

50-387 

R 

9207290322 

50-285 

Q 


9207220245 

50-387 

R 

9207310160 

50-285 

P 


9207220314 

50-387 

R 

9207310163* 

50-285 

P 


9207220314 

50-387 

R 

9207310165 

50-285 

P 


9207220382 

60-387 

S 

9207310188 

50-285 

R 


9207230011 

50-387 

P 

9207310189* 

50-285 

R 


9207230092 

60-387 

K 

9207230224 

50-344 

Q 


9207230092 

60-387 

K 

9207270018 

MISC 



9207280016 

60-388 

P 





9207280017* 

60-388 

P 

9207010263 

40-8027 



9207280096 

50-387 

P 





9207280096 

50-387 

P 

9207060022* 

50-295 

K 


9207300229 

60-387 

Q 
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AUTHOR AFFIUATION 


Pennsylvania State Univ., University 
Park. PA 

Pennsylvania, Commonwealth of 
Philadelphia Electric Co. 


Piedmont Municipal Power Agency 
Pitts Radiological Associates, Columbia. 
SC 

Plain Dealer, Cleveland, OH 

Polyclinic Medical Center. Harrisburg, P 
Portland Cement Association 

Portland General Electric Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9207300229 

50-387 

Q 

9207310113 

50-387 

P 

9207310113 

50-387 

P 

9207310176 

50-387 

Q 

9207200140 

50-5 

H 

9207080021* 

50-352 

Q 

9207220306* 

50-412 

Q 

9207020310 

50-277 

F 

9207060257 

50-277 

P 

9207060257 

50-277 

P 

9207060257 

50-277 

P 

9207090009 

50-352 

Q 

9207090011 

50-352 

Q 

9207090011 

50-352 

Q 

9207090199 

50-352 

S 

9207100227 

50-277 

F 

9207130041 

PR 


9207150032 

50-353 

P 

9207150033* 

50-353 

P 

9207150124 

50-352 

P 

9207150124 

50-352 

P 

9207170038 

50-277 

P 

9207170038 

50-277 

P 

9207170039* 

50-277 

P 

9207170039* 

50-277 

P 

9207170076 

50-352 

R 

9207170113 

50-352 

S 

9207170119 

50-352 

S 

9207170230 

50-277 

F 

9207170230 

50-277 

F 

9207170237* 

50-277 

F 

9207170237* 

50-277 

F 

9207200002 

50-352 

P 

9207200002 

50-352 

P 

9207200003* 

50-352 

P 

9207200004* 

50-352 

P 

9207200093 

50-353 

S 

9207200156 

50-277 

P 

9207200156 

50-277 

P 

9207200184 

50-277 

R 

9207200220 

50-352 

Q 

9207200220 

50-352 

Q 

9207230039 

50-277 

V 

9207230039 

50-277 

V 

9207230044 

50-171 

P 

9207230044 

50-171 

P 

9207230044 

50-171 

P 

9207230153 

50-353 

S 

9207230164 

50-277 

P 

9207230164 

50-277 

P 

9207230166 

50-352 

S 

9207230168 

50-353 

S 

9207230172 

50-277 

P 

9207230172 

50-277 

P 

9207240144 

50-277 

K 

9207240144 

50-277 

K 

9207240185 

50-278 

S 

9207240211* 

50-277 

K 

9207270027 

50-278 

S 

9207270143 

50-352 

F 

9207280277 

50-277 

P 

9207280277 

50-277 

P 

9207280281* 

50-277 

P 

9207280281* 

50-277 

P 

9207280310 

50-277 

F 

9207290050 

PR 


9207300052 

50-352 

S 

9207300173 

50-272 

Q 

9207300224 

50-277 

Q 

9207310183 

50-277 

F 

9207310183 

50-277 

F 

9207080263* 

50-413 

1 

9207270076 

PRM 


9207150087 

FOIA 


9207200185 

FOIA 


9207270315 

FOIA 


9207270052 

PR 


9207230187* 

CONTRACT 


8710190190* 

50-344 

P 

9207060291 

50-344 

P 

9207060294* 

50-344 

P 

9207090109 

50-344 

F 

9207090154 

50-344 

S 

9207090182 

50-344 

S 

9207100396 

50-344 

P 

9207150148 

60-344 

P 

9207200173 

50-344 

S 


AUTHOR AFFILIATION 


Power Authority of the State of New York 
(New York Power Authority) 


Presbyterian-Univ. of Pennsylvania 
Medical Center, Philadelphia, 

Prime Motor Inn, Inc. 

Princeton Gamma-Tech. Inc. 

Public Citizen Litigation Group 
Public Service Co. of Coloracto 


Public Service Co. of New Hampshire 


Public Service Electric & Gas Co. of New 
Jersey 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9207200178* 

50-344 

S 

9207210234 

60-344 

F 

9207220157 

50-344 

S 

9207220248 

50-344 

P 

9207240248 

50-344 

S 

9207290367 

50-344 

F 

9207290376 

50-344 

F 

9207290397 

50-344 

F 

9207300091 

50-344 

S 

9207310221* 

50-293 

Q 

9207010024 

50-333 

F 

9207020136 

50-333 

S 

9207020144 

50-333 

S 

9207020156 

50-333 

S 

9207020295 

50-220 

F 

9207060128 

50-333 

F 

9207070139 

50-443 

F 

9207080249 

50-286 

Q 

9207130013 

50-286 

H 

9207130025 

PR 


9207140038 

50-333 

R 

9207140159 

50-333 

S 

9207140165 

50-333 

S 

9207140290 

50-333 

Q 

9207150029 

50-286 

S 

9207150107 

50-333 

F 

9207150141 

50-333 

P 

9207150282 

50-286 

R 

9207160170 

50-333 

R 

9207170089 

50-286 

P 

9207170089 

50-286 

P 

9207170161 

50-286 

S 

9207170164 

60-286 

S 

9207210336 

50-333 

Q 

9207220060 

50-333 

S 

9207220187 

50-333 

K 

9207220202* 

50-333 

K 

9207230121 

PR 


9207230148 

50-286 

S 

9207240092 

50-286 

K 

9207240231* 

50-286 

K 

9207270002 

50-333 

Q 

9207270003 

50-286 

P 

9207270004* 

50-286 

P 

9207270005* 

50-286 

P 

9207270249 

50-286 

Q 

9207270277 

50-286 

S 

9207280011 

50-333 

Q 

9207280295 

50-286 

S 

9207300076 

50-286 

s 

9207300168 

50-286 

Q 

9207310102 

50-333 

8 

9207310109 

50-333 

8 

9207310129 

50-333 

S 

9207310131 

50-286 

F 

9207130010 

PRM 


9207240242* 

CONTRACT 


9207160014 

71-633 


9207300167 

PR 


9207010011 

71-9216 


9207010021 

50-267 

P 

9207060192 

50-267 

F 

9207080012 

50-305 

P 

9207090001 

50-267 

R 

9207090005 

50-267 

F 

9207220256 

71-346 


9207220394 

50-267 

P 

9207280268 

50-267 

R 

9207280269* 

50-267 

R 

9207010174 

50-443 

S 

9207070425 

50-443 

F 

9207070426* 

50-443 

F 

9207080024 

50-443 

1 

9207080293 

50-443 

Q 

9207100245 

50-443 

F 

9207170138* 

50-443 

P 

9207010060 

50-354 

F 

9207060009 

50-354 

R 

9207060144 

50-354 

F 

9207060248 

50-354 

S 

9207070030 

60-272 

P 

9207070030 

50-272 

P 

9207070032* 

50-272 

P 

9207070035* 

50-272 

P 

9207070309 

50-354 

S 

9207070369 

50-272 

S 
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AUTHOR AFFILBATiON 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


9207070382 

50-272 

S 

San Antonio. TX 

9207100376* 

50-498 


9207080005 

50-354 

P 

San Luis Obispo. CA 

9207300205* 

50-275 


9207140280 

50-272 

P 

Sandia National Laboratories 

9207020318* 

WASTE MGT 


9207140280 

50-272 

P 


9207060085 

NUREG 


9207140283* 

50-272 

P 


9207070393* 

WASTE MGT 


9207140283* 

50-272 

P 


9207170247* 

FOIA 


9207140297 

50-354 

P 


9207170251* 

FOIA 


9207140298* 

50-354 

P 

Sargent & Lundy, Inc. 

9207070063* 

50-390 


9207160059 

50-272 

F 

9207070063* 

50-390 


9207160059 

50-272 

F 


9207070070* 

50-390 


9207170207 

50-354 

S 


9207070070* 

50-390 


9207200052 

50-272 

S 


9207070074* 

50-390 


9207200055 

50-272 

S 


9207070076* 

50-390 


9207200059 

50-311 

S 


9207070076* 

50-390 


9207200094 

50-354 

Q 


9207070082* 

50-390 


9207200113 

50-31 1 

S 


9207070082* 

50-390 


9207200194 

50-354 

R 


9207070088* 

50-390 


9207200201 

50-311 

S 


9207070088* 

50-390 


9207200215 

50-311 

R 


9207070094* 

50-390 


9207200291 

50-272 

S 

Sartrex Corp. 

9207090168* 

50-361 


9207200291 

50-272 

S 


9207090170* 

50-361 


9207200338 

9207210019 

50-272 

50-272 

R 

P 

Saxton Nuclear Experimental Corp. 

Science Applications International Corp. 
(formerly Science Applications, Inc.) 

9207070081 

9207010354* 

50-146 

TOPREP 


9207230147 

50-272 

P 




9207230147 

50-272 

P 

9207010356* 

TOPREP 


9207230299 

50-354 

F 


9207060085 

NUREG 


9207240001 

50-354 

Q 


9207140324* 

CONTRACT 


9207240099 

50-272 

P 

Scientific Ecology Group, Inc. 

Scioto Memorial Hosp., Portsmouth, OH 

9207300057 

71-9151 


9207240099 

50-272 

P 

8910200232* 

FOIA 


9207240103* 

50-272 

P 

Seafirst Bank 

9207150321 

50-397 


9207240103* 

50-272 

P 


9207150336 

50-397 


9207240141 

50-272 

F 

Senate 

9206170324* 

50-245 


9207240141 

50-272 

F 


9207100113* 

50-336 


9207240155 

50-272 

F 


9207100134* 

50-336 


9207240155 

50-272 

F 


9207100314* 

50-289 


9207240155 

50-272 

F 


9207140012* 

ORG 


9207240160 

50-354 

F 


9207170016* 

PR 


9207240162 

50-272 

F 


9207170026* 

PR 


9207240162 

50-272 

F 


9207170042* 

STATE PRO 


9207240162 

50-272 

F 


9207170053* 

PR 


9207240217 

50-272 

F 


9207170064* 

PR 


9207240217 

50-272 

F 


9207170122* 

ORG 


9207280132 

50-272 

K 


9207310218* 

50-266 


9207280177 

50-354 

S 

Sequoyah Fuels Corp. 

8806100278* 

FOIA 


9207280361 

50-272 

F 

9207010217 

40-8027 


9207280361 

50-272 

F 


9207010221 

40-8027 


9207290311 

50-272 

S 


9207020209 

40-8027 


9207300182 

50-272 

R 


9207060001 

40-8027 


9207300182 

50-272 

R 


9207060223 

40-8027 


9207310112 

50-272 

S 


9207060295 

40-8027 

Purdue Untv., West Lafayette, IN 

9207060039 

70-152 



9207070127 

40-8027 

9207060041* 

70-152 



9207070265 

40-8027 

Qualitest, Inc. 

9207080213 

71-715 



9207080002 

40-8027 

Quality Systems NDE, Ltd. 

Quivira Mining Co. 

9207220409 

71-721 



9207090166* 

40-8027 

9207080121 

40-8905 



9207130129 

40-8027 

Radiation Consultants. Inc. 

9207090149* 

71-740 



9207130186 

40-8027 

Radiology Consultants of Little Rock, 

9207270158 

PRM 



9207130189 

40-8027 

P.A., Little Rock. AR 





9207130192 

40-8027 

Reliability Engineering Services 

9207060193 

52-1 



9207130199 

40-8027 

Rensselaer Polytechnic Institute, Troy, 

9207010096 

70-920 



9207130203 

40-8027 

NY 





9207140040 

40-8027 


9207310119 

70-920 



9207140043* 

40-8027 

Reynolds Electrical & Engineering Co., 

9207160321* 

WASTE MGT 



9207150290 

40-8027 

Inc. 





9207150320 

40-8027 


9207160330* 

WASTE MGT 



9207170197 

40-8027 


9207160334* 

WASTE MGT 



9207220005 

40-8027 

Rhode Island, State of 

9207220276 

50-193 

P 


9207230007 

40-8027 


9207290313 

50-193 

P 


9207240004 

40-8027 


9207290315* 

50-193 

P 


9207270061 

40-8027 

Rochester Gas & Electric Corp. 

9207060004 

50-244 

P 


9207280006 

40-8027 


9207060005* 

50-244 

P 


9207280014 

40-8027 


9207060006* 

60-244 

P 


9207280227* 

40-8027 


9207080101* 

50-244 

Q 


9207290233 

40-8027 


9207080334 

50-244 

P 


9207310066 

40-8027 


9207090120 

50-244 

F 


9207310145 

40-8027 


9207090160 

50-244 

Q 


9207310251 

40-8027 


9207090179 

50-244 

F 

Shaw, Pittman, Potts & Trowbridge 

9207020141 

50-346 


9207220319 

50-244 

R 

9207060026 

50-312 


9207230070 

50-244 

S 


9207090012 

50-346 


9207310156 

50-244 

F 


9207100026 

50-312 

Rondout Associates, Inc. 

9207170256* 

CONTRACT 



9207130097 

PR 

Rosemount, Inc. 

9207080270 

PT21 



9207160094 

PR 

Rountree & Seagle 

9207160031 

PR 



9207270126 

50-312 

SCIENTECH, Inc. 

9207020325* 

CONTRACT 



9207270342 

FOIA 

SRB Technologies, Inc. 

9207310227 

XPORTLIC 


Shearer, D.M., MD 

9207270049 

PRM 

Sacramento Municipal Utility District 

9207100026 

50-312 

G 

Shieldalloy Metallurgical Corp. 

9207060205 

40-8948 


9207270126 

50-312 

G 

9207060208 

40-8948 

Safety & Reliability Optimization 

9207060085 

NUREG 


Siemens Corp. 

9207240167 

71-9151 

Services, Inc. 




Siemens Power Corp. (formerly Siemens 

9207060149 

70-1257 
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288 CORPORATE SOURCE INDEX 


AUTHOR AFFIUATION 

Nuclear Power Corp., Advanced Nuclear 

Sierra Club Legal Defense Fund, Inc. 
Small Business Administration 

South Carolina Electric & Gas Co. 


South C^olina, Unlv. of. Columbia, SC 
Southern California Edison Co. 


Southern Industrial Testing, Inc- 
Southem Nuclear Operating Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9207070300 

70-1257 


9207100219 

TOPREP 


9207100222* 

TOPREP 


9207270066 

QA999 


9207290431 

70-1257 


9207100273 

70-3070 


9207020325* 

CONTRACT 


9207100424* 

CONTRACT 


9207200150* 

CONTRACT 


9207230223* 

CONTRACT 


9207230289* 

CONTRACT 


9207020312 

50-395 

S 

9207070001 

50-395 

S 

9207070264 

50-395 

S 

9207070385 

50-395 

P 

9207070428 

50-395 

R 

9207080171 

50-395 

K 

9207140068 

50-395 

R 

9207140204 

50-395 

F 

9207170129 

50-395 

F 

9207200279 

50-395 

S 

9207210273 

50-395 

Q 

9207240178 

50-395 

Q 

9207270243 

50-395 

Q 

9207270322 

50-395 

P 

9207270324* 

50-395 

P 

9207280188 

50-395 

S 

9207070429* 

50-395 

R 

9207010046 

50-206 

P 

9207020327 

50-206 

P 

9207090162 

50-361 

P 

9207090300 

50-206 

P 

9207100408 

50-361 

P 

9207140271 

50-348 

F 

9207150211 

50-206 

P 

9207160090 

PR 


9207200218 

50-361 

S 

9207220222 

50-361 

R 

9207220222 

50-361 

R 

9207220234 

50-206 

R 

9207220255 

50-206 

F 

9207220255 

50-206 

F 

9207220255 

50-206 

F 

9207280332 

50-361 

S 

9207290255 

50-206 

S 

9207300148 

50-206 

Q 

9207300200 

50-361 

P 

9207300200 

50-361 

P 

,9207310153 

50-206 

Q 

9207310199 

50-206 

P 

9207310199 

50-206 

P 

9207310199 

50-206 

P 

9207310211* 

50-206 

P 

9207150289 

71-742 


9207160003* 

71-742 


9207060250 

50-348 

Q 

9207060250 

50-348 

Q 

9207060285 

50-348 

Q 

9207060285 

50-348 

Q 

9207070153 

50-348 

P 

9207070153 

50-348 

P 

9207070345 

50-348 

P 

9207080062 

50-348 

F 

9207080062 

50-348 

F 

9207130045 

50-348 

H 

9207130045 

50-348 

H 

9207150221 

50-424 

F 

9207160149 

50-364 

R 

9207160161 

50-348 

R 

9207170031 

50-348 

P 

9207200126 

50-348 

S 

9207200126 

50-348 

S 

9207210291 

50-348 

F 

9207210291 

50-348 

F 

9207210297* 

50-348 

F 

9207210297* 

50-348 

F 

9207210321 

50-348 

Q 

9207210321 

50-348 

Q 

9207220004 

50-348 

P 

9207220004 

60-348 

P 

9207220168 

50-364 

S 

9207270064 

PR 


9207280299 

50-348 

F 

9207280306* 

50-348 

F 

9207300041 

50-348 

F 

9207300282 

50-348 

Q 

9207310157 

50-348 

Q 

9207080110 

FOIA 



AUTHOR AFFILIATION 


Southwest Research Institute 
Spencer Chemicai Co. 


Spiegel & McDiarmid 

St. Elizabeth Hosp. Medical Center, 
Youngstown, OH 


St. Elizabeth Medical Center, Dayton, OH 


St. John’s Hosp. & Health Center, Santa 
Monica, CA 

St. Johns Mercy Medical Center, St. 
Louis. MO 

St Louis Univ., St Louis, MO 
St Luke’s Hosp., Cleveland, OH 


Stanford Univ., Stanford, CA 


State. Dept of 

State, Dept of. Bureau of Oceans & Inti 

Environmental & Scientific Affairs 

SteriGenics International (formerly 
Radiation Sterilizers, Inc.) 


Suburban General Hosp., Norristown, PA 
Sunbeam Corp. 

Syncor International Corp, 

Syracuse Univ., Syracuse, NY 
Systems. Sciences & Software 

Taunton Municipal Lighting Plant 
Technassociates, Inc. 

Technical Specialties, Inc. 

Technolo^ Services. Inc. 
Teledynelsotopes 

Tennessee Valley Authority 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9207020101* 

CONTRACT 

9207090289* 

40-1478 

9207090329* 

FOIA 

9207100025* 

40-1478 

9207100071* 

40-1478 

9207100079* 

40-1478 

9207100177* 

40-1478 

9207100179* 

40-1478 

9207100189* 

40-1478 

9207100205* 

40-1478 

9207100247* 

40-1478 

9207100248* 

40-1478 

9207100250* 

40-1478 

9207200235* 

FOIA 

9207200247* 

FOIA 

9207200253* 

FOIA 

9207200276* 

FOIA 

9207200283* 

FOIA 

9207200323* 

FOIA 

9207200325* 

FOIA 

9207200330* 

FOIA 

9207230285* 

40-2136 

9207230291* 

40-2136 

9207240050* 

70-340 

9207240069* 

70-340 

9207240073* 

70-146 

9207240086* 

70-340 

9207240089* 

FOIA 

9207240102* 

70-340 

9207100084 

50-346 

9007130058* 

FOIA 

9007130062* 

FOIA 

9007130084* 

FOIA 

9007130085* 

FOIA 

9007130087* 

FOIA 

9002260089* 

FOIA 

9104120100* 

FOIA 

9107260033* 

FOIA 

9207220044* 

FOIA 

9207220053* 

FOIA 

9207220059* 

FOIA 

9207220061* 

FOIA 

9207220067* 

FOIA 

9207220075* 

FOIA 

9207220089* 

FOIA 

9207220092* 

FOIA 

9207220096* 

FOIA 

9207220099* 

FOIA 

9207220102* 

FOIA 

9207220111* 

FOIA 

9207220128* 

FOIA 

9207130024 

PRM 

9207290069 

PR 

9207290249* 

CONTRACT 

8905180418* 

FOIA 

9207200180* 

FOIA 

9207200187* 

FOIA 

9207200193* 

FOIA 

9207200200* 

FOIA 

9207210154* 

FOIA 

9207220182 

50-275 

9207220182 

50-275 

9207230012 

50-275 

9207230012 

50-275 

9207130269 

XPORTLIC 

9207160162 

WASTE MGT 

9207010358 

XPORTLIC 

9207010360 

XPORTLIC 

9207080210 

71-524 

9207290263 

71-524 

9207290088 

PR 

9207070421 

40-8724 

9207160025 

PR 

9207290057 

PRM 

9207230165* 

CONTRACT 

9207080042* 

50-443 

9207020051* 

CONTRACT 

9207100427* 

CONTRACT 

9207230300* 

CONTRACT 

9207230016 

PR 

9207010035 

50-259 

9207060148 

50-327 

9207060148 

50-327 

9207060188 

50-390 


oo oo 
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AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 

9207060188 50-390 S 

9207060220* 50-327 P 

9207060220* 50-327 P 

9207060278 50-390 A 

9207060278 50-390 A 

9207070059 50-390 A 

9207070319 50-259 Q 

9207080222 50-327 S 

9207080246 50-328 S 

9207080354 50-327 V 

9207080354 50-327 V 

9207090172 50-327 V 

9207090172 50-327 V 

9207090177 50-259 P 

9207090345 50-327 F 

9207090345 50-327 F 

9207130057 PR 

9207130075 50-259 P 

9207130075 50-259 P 

9207130077* 50-259 P 

9207130077* 50-259 P 

9207140296 50-259 P 

9207150110 50-328 S 

9207160035 50-260 F 

9207160114 PR 

9207160157 50-259 R 

9207160341 50-328 P 

9207170068 50-390 A 

9207170068 50-390 A 

9207170071 50-390 A 

9207170071 50-390 A 

9207170208 50-390 Q 

9207170275 50-327 P 

9207170275 50-327 P 

9207170276* 50-327 P 

9207170276* 50-327 P 

9207200151 50-438 A 

9207200153 50-327 Q 

9207210213 50-259 F 

9207210213 50-259 F 

9207210328 50-327 R 

9207210328 50-327 R 

9207240138 50-259 P 

9207240138 50-259 P 

9207240138 50-259 P 

9207240149 50-259 Q 

9207240149 50-259 Q 

9207240149 50-259 Q 

9207240165 50-259 P 

9207240165 50-259 P 

9207240165 50-259 P 

9207240212 50-259 K 

9207240212 50-259 K 

9207240212 50-259 K 

9207240215* 50-259 K 

9207240215* 50-259 K 

9207240215* 50-259 K 

9207270008 50-259 P 

9207270008 50-259 P 

9207270008 50-259 P 

9207270010* 50-259 P 

9207270010* 50-259 P 

9207270010* 50-259 P 

9207290133 50-259 P 

9207290133 50-259 P 

9207290133 50-259 P 

9207290145* 50-259 P 

9207290145* 50-259 P 

9207290145* 50-259 P 

9207290165 PR 

9207290259 60-327 R 

9207290259 50-327 R 

9207300245 50-259 F 

9207300245 50-259 F 

9207300245 50-259 F 

9207300253 60-260 F 

9207310128 50-259 S 

9207310166 50-328 S 

Tennessee, State of 9207230021 PR 

9207310147 STATE PRO G 

9207310181 STATE PRO G 

Testing Laboratories, Inc. 9207130243 71-471 

9207130243 71-471 

9207130243 71-471 

9207130252* 71-471 

9207130262* 71-471 

9207130252* 71-471 

Texas Utilitjes Co. 9207220345 50-445 R 

Texas Utilities Electric Co. (TU 9207070056 50-445 S 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 

Electric) 

9207070061 50-445 

9207070194 50-445 

9207070235 50-445 

9207070383 50-445 

9207070383 50-445 

9207070399 50-445 

9207070399 50-445 

9207080113 50-445 

9207080113 50-445 

9207080116* 50-445 

9207080116* 50-445 

9207080317 50-446 

9207100208 50-445 

9207100208 50-445 

9207100210* 50-445 

9207100210* 50-445 

9207130136 50-445 

9207130136 50-445 

9207130137* 50-445 

9207130137* 50-445 

9207130214 50-445 

9207130214 50-445 

9207130238 50^446 

9207140275 50-445 

9207150005 50-445 

9207150005 50-445 

9207150182 50-445 

9207150182 50-445 

9207150317 50-446 

9207150317 50-445 

9207160323* 50-445 

9207150323* 50-445 

9207150343 50-445 

9207160083 PR 

9207160177 50-445 

9207160177 50-445 

9207170278 50-446 

9207200109 50-445 

9207230124 PR 

9207230276 50-445 

9207230276 50-445 

9207270057 50-445 

9207270057 50-445 

9207270060 50-445 

9207270060 50-445 

9207270068* 50-445 

9207270068* 50-445 

9207280106 50-445 

9207280159 50-446 

9207280168 50-446 

9207300146 50-446 

9207310104 50-445 

Texas, Univ. of, Houston, TX 9207270022 PRM 

Toledo Coalition for Safe Energy 9207220339 50-346 

Toledo Edison Co. 9207020141 50-346 

9207160095 50-346 

9207270011 50-346 

Transamerica Delaval, Inc. 9207060171 72-1005 

9207150286 71-9019 

Transnuclear, Inc. 9207140135 72-1005 

9207170209 71-3014 

9207310195 XPORTLIC 

Troutman, Sanders, Lockerman & Ashmore 9207280201 50-424 

U.S. Ecology. Inc. (formerly Nuclear 9207060052 27-48 

Engineering, inc.) 

9207080341 27-48 

9207090016 27-48 

9207160019 PR 

9207270014* 27-48 

9207270036 PR 

9207270043 PR 

9207310122 71-6144 

UMETCO Minerals Corp. 9207270079 40-8681 

US Council for Energy Awareness 9207270062 PR 

9207270127 PR 

Underwriters Laboratory, Inc. 9207230295* CONTRACT 

Union Electric Co. 9207020247 50-483 

9207080242 50-483 

9207090165 50-483 

9207130009 50-483 

9207140325 50-483 

9207170065 50-483 

9207210246 50-483 

9207220414 50-483 

9207230002 50-483 

9207230003* 50-483 

9207280284 50-483 

9207290191 PR 
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AUTHOR AFFILIATION 


Union of Soviet Socialist Republics 


United Illuminating Co. 

United Nuclear Corp. (subs, of UNC, Inc. 

Utah. State of 


Vermont Yankee Nuclear Power Corp. 


Veterans Admin. Hosp., Cleveland, OH 


Veterans Admin. Medical Center, 
Cincinnati, OH 

Veterans Admin. Medical Center, Dayton, 
OH 




ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9207310047 

50-483 

H 

9207310049 

50-483 

Q 

9207070162 

REVIEW GR 

P 

9207070168 

REVIEW GR 

P 

9207070173 

REVIEW GR 

P 

9207070178 

REVIEW GR 

P 

9207070181 

REVIEW GR 

P 

9207070202 

REVIEW GR 

P 

9207070209 

REVIEW GR 

P 

9207070212 

REVIEW GR 

P 

9207070234 

REVIEW GR 

P 

9207070241 

REVIEW GR 

P 

9207070245 

REVIEW GR 

P 

9207070248 

REVIEW GR 

P 

9207070253 

REVIEW GR 

P 

9207080028* 

50-443 

1 

9207230117* 

70-371 


9207230130* 

70-371 


9207300285 

70-371 


9207080047 

PR 


9207080054 

PR 


9207270129* 

40-8681 


9207060252 

50-271 

P 

9207060255* 

50-271 

P 

9207070050 

50-271 

Q 

9207080183 

50-271 

R 

9207090352 

50-271 

P 

9207140015 

50-271 

H 

9207160172 

50-271 

R 

9207160375 

50-271 

P 

9207160380* 

50-271 

P 

9207170032* 

50-271 

P 

9207200032 

50-271 

P 

9207220252 

50-271 

F 

9207230149 

50-271 

V 

9207270133 

50-271 

P 

9207270135* 

50-271 

P 

9207290300 

50-271 

F 

9207300099 

50-271 

Q 

9207310086 

50-271 

S 

9005020081* 

FOIA 


9207200216* 

FOIA 


9207200266* 

FOIA 


9207200272* 

FOIA 


9207200280* 

FOIA 


9207200282* 

FOIA 


9207200288* 

FOIA 


9207200308* 

FOIA 


9207210261* 

FOIA 


9207210270* 

FOIA 


9207210277* 

FOIA 


9207210283* 

FOIA 


9207210290* 

FOIA 


9207210308* 

FOIA 


9207220021* 

FOIA 


9207220027* 

FOIA 


9207220033* 

FOIA 


9109100117* 

FOIA 


8906130014* 

FOIA 


9110070059* 

FOIA 


9207200135* 

FOIA 


9207200204* 

FOIA 


9207200210* 

FOIA 


9207200227* 

FOIA 


9003220284* 

FOIA 


9207010127 

50-280 

P 

9207010133* 

50-280 

P 

9207010137 

60-339 

P 

9207010148* 

50-339 

P 

9207020139 

50-280 

P 

9207060202 

50-338 

P 

9207060227 

50-280 

P 

9207080003 

50-338 

S 

9207100117 

50-280 

S 

9207100385 

50-338 

S 

9207160026 

50-338 

Q 

9207150133 

50-338 

R 

9207160063* 

50-338 

R 

9207160063* 

50-338 

R 

9207160078* 

50-338 

R 

9207160078* 

50-338 

R 

9207170100 

50-280 

R 

9207170243 

50-338 

R 

9207170244* 

50-338 

R 

9207170244* 

50-338 

R 


AUTHOR AFRLIATION 


Virginia, Univ. of, Charlottesville. VA 


Voice Systems & Services, Inc. (VSSI) 
Volt Temporary Services 
WMG, Inc. (formerly Waste Management 
Group, Inc.) 

Washington Public Power Supply System 


Washington, Univ. of. Medical Center, 
Seattle, WA 

Weller, Wheelus & Green 
West Chicago, IL 

West Valley Nuclear Services Co., Inc. 


Westinghouse Electric Corp. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9207200066 

50-338 

9207200066 

50-338 

9207200068* 

50-338 

9207200068* 

50-338 

9207200117 

50-281 

9207200165 

50-339 

9207200167* 

50-339 

9207200169* 

50-339 

9207200170* 

50-339 

9207200209 

50-280 

9207200226 

50-338 

9207200226 

50-338 

9207220274 

50-339 

9207230018 

50-339 

9207230243 

50-338 

9207230243 

50-338 

9207240026 

50-280 

9207270020 

PR 

9207270050 

PR 

9207270074 

PR 

9207270325* 

50-280 

9207290419 

50-280 

9207300005 

50-280 

9207300012 

50-338 

9207100061 

50-62 

9207220333 

50-62 

9207280302* 

FOIA 

9207280171 

FOIA 

9207290071 

PR 

9207010075 

50-397 

9207020094 

50-397 

9207020098 

50-397 

9207020274 

50-397 

9207080280 

50-397 

9207090102 

50-460 

9207090178 

50-397 

9207100154 

50-397 

9207150065 

50-397 

9207150115 

50-397 

9207150304 

50-397 

9207150308* 

50-397 

9207160381 

50-397 

9207170009 

50-397 

9207170163 

50-397 

9207200083 

50-397 

9207200090* 

50-397 

9207200147 

50-397 

9207200148* 

50-397 

9207200164 

50-397 

9207200171* 

50-397 

9207200176* 

50-397 

9207220209 

50-397 

9207220242 

50-397 

9207220386 

50-397 

9207230019 

PR 

9207240201 

50-397 

9207270075 

50-397 

9207280255 

50-397 

9207310164 

50-397 

9207130043 

PRM 

9207140208 

FOIA 

9207200067 

40-2061 

9207090094 

50-201 

9207090156 

50-201 

9207070112 

PROJ 

9207070128 

70-1151 

9207080215 

TOPREP 

9207090099 

PROJ 

9207090101* 

PROJ 

9207090138 

PROJ 

9207090150* 

PROJ 

9207100401* 

50-344 

9207140278 

TOPREP 

9207150207 

PROJ 

9207150209* 

PROJ 

9207150218 

PROJ 

9207150220* 

PROJ 

9207160108 

PROJ 

9207160119* 

PROJ 

9207160131* 

PROJ 

9207160134* 

PROJ 

9207160135* 

PROJ 

9207160137* 

PROJ 

9207160141* 

PROJ 

9207170079* 

50-390 

9207170083* 

50-390 

9207200071 

PT21 


F 

F 


P 


A 

A 
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AUTHOR AFFIUATION 


Westinghouse Operating Plants Owners 
Group 

Whittar Industries. Ltd. dba Whittar 
Steel Strip (formerly Whittaker Corp.) 

Winfrith Technology Centre (United 
Kingdom) 

Winston & Strawn 


Wisconsin Electric Power Co. 


Wisconsin Public Service Corp. 


ACCESSION 

SUBJECT 


NUyBER 

CATEGORY 


9207200232 

PROJ 


9207200242* 

PROJ 


9207270337 

TOPREP 


9207270343* 

TOPREP 


9207280024 

PT21 


9207280261 * 

50-315 

P 

9207280271 * 

50-315 

P 

9207280338* 

FOIA 


9207280346* 

FOIA 


9207290375 

TOPREP 


9207290385* 

TOPREP 


9207280228 

TOPREP 


9207060160 

40-7455 


9207140017 

NUREG 


9207090015 

FOIA 


9207090082 

50-348 

G 

9207090102 

50-460 

G 

9207090118 

50-348 

G 

9207100096* 

50-336 

H 

9207160039 

PR 


9207160076 

PR 


9207200040 

50-336 

G 

9207200075 

70-3070 


9207200086* 

70-3070 


9207230031 

PR 


9207270091 

70-3070 


9207270098 

50-336 

G 

9207270103 

50-336 

G 

9207290100 

50-213 

P 

9207290109 

FOIA 


9207010243 

50-266 

P 

9207010342 

50-266 

Q 

9207010342 

50-266 

Q 

9207010345 

50-266 

Q 

9207010345 

50-266 

Q 

9207020219 

50-266 

S 

9207060190 

50-266 

S 

9207070017 

50-266 

K 

9207070017 

50-266 

K 

9207140301 

50-266 

R 

9207170253 

50-266 

P 

9207200248 

50-266 

S 

9207200252* 

50-266 

S 

9207220393 

50-301 

S 

9207270155 

50-266 

F 

9207270155 

50-266 

F 

9207280097 

50-266 

Q 

9207300036 

50-266 

S 

9207310137 

50-266 

P 

9207310137 

50-266 

P 

9207060189 

50-305 

P 

9207060230 

50-305 

P 

9207070343 

50-305 

Q 

9207100270 

50-305 

S 

9207130240 

50-305 

P 

9207140236 

50-305 

P 

9207140237* 

50-305 

P 

9207150168 

50-305 

R 


AUTHOR AFFILIATION 


Wisconsin, State of 
Wisconsin, Univ. of, Madison, Wt 
Wolf Creek Nuclear Operating Corp. 


Worsham, Forsythe, Sampels & Woolridge 
(formerly Worsham, Forsythe & Sampel^ 


X-Ray Co., Inc. 

Yankee Atomic Electric Co. 


Yuasa Exide, Inc. 

Zack Co. 

Zonar Corp. 

Zuckert, Scoutt, Rasenberger & Johnson 
de maximis, Inc. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9207170173 

50-305 

9207230258 

50-305 

9207240060 

50-305 

9207240116 

50-305 

9207240117* 

50-305 

9207240256* 

50-305 

9207270124 

50-305 

9207270139* 

60-305 

9207280074 

50-305 

9207290159 

60-305 

9207290190* 

50-305 

9207310214 

50-305 

9207020175* 

CONTRACT 

9207220196 

ACRS 

9207010029 

50-482 

9207070015 

50-482 

9207080165 

50-482 

9207140113 

60-482 

9207150157 

60-482 

9207150160* 

50-482 

9207150162* 

50-482 

9207150164* 

50-482 

9207150167* 

50-482 

9207150170* 

50-482 

9207150171* 

50-482 

9207150172* 

50-482 

9207160047 

PR 

9207160281 

50-482 

9207170167 

60-482 

9207170169* 

50-482 

9207170177* 

50-482 

9207210110 

50-482 

9207210248 

50-482 

9207130136 

50-445 

9207130136 

50-445 

9207130137* 

50-445 

9207130137* 

50-445 

9207150317 

50-445 

9207150317 

50-445 

9207150323* 

50-445 

9207150323* 

50-445 

9207160079 

71-744 

9207070012 

50-29 

9207070401 

50-29 

9207070408* 

50-29 

9207080266 

50-29 

9207130020 

50-271 

9207140314 

50-29 

9207160074 

PR 

9207160255 

50-29 

9207160257* 

60-29 

9207160264 

50-29 

9207230017 

50-29 

9207230047 

PR 

9207270246 

50-29 

9207280009 

50-29 

9207220141 

QA999 

9207140315* 

FOIA 

9207220384* 

CONTRACT 

9207270341 

FOIA 

9207230036 

40-8406 

9207230087* 

40-8406 
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REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example. 


REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

05-691-02-00 ROO 

9207270168* 

WASTE MGT 


05-S-46 R01 

9207270167* 

WASTE MGT 


3C38-0387-001 R01 

9207070063* 

50-390 

A 

3038-0387-002 R01 

9207070076* 

50-390 

A 

3038-1086-001 R01 

9207070070* 

50-390 

A 

3038-1086-002 001 

9207070074* 

50-390 

A 

7865.007-S-M-020 R02 

9207220138* 

50-324 

Q IEB-79-07 

86-1202153-01 

9207210201* 

50-269 

P 

92-1 

9207070429* 

50-395 

R 

92-11 

9207220150* 

WASTE MGT 

HLWR 

92-12 

9207090095* 

WASTE MGT 

HLWR 

92-E-0065-01 ROO 

9207300254* 

50-368 

P 

92050S 

9207310221* 

50-293 

Q 

990-1745 R14 

9207230281* 

50-289 

K 

A-MECH-ER-005 ROO 

9207060187* 

50-368 

P GL-92-01 

ANF-1358(NP)(A) 

9207100222* 

TOPREP 


BAW-2167 

9207100291* 

50-295 

P GL-92-01 

BAW-2168 

9207060203* 

50-338 

P GL-92-01 

BGE-01-126 R01 

9207210130* 

50-317 

Y 

CAR 92019 

9207140043* 

40-8027 


CEN-412 R01 

9207070147* 

TOPREP 


CNWRA 91-001 

9207010226* 

WASTE MGT 

HLWR 

COLR 92-8 ROO 

9207150308* 

50-397 

P 

CPC-2A R12 

9207310243* 

50-155 

P 

DC-SE-0001-SD R01 

9207310241* 

70-3070 


DOE/RW-0205 

9207020309* 

WASTE MGT 

HLWR 

EGG-PHY-10286 

9206030130* 

50-220 

p 

FCT-06-92-04-04.01 

9207170142* 

WASTE MGT 


GE-NE-1 87-37-0991 

9207300073* 

50-10 

P 

GNS B 1 12/91 E R01 

9207170255* 

PROJ 


GNS B 58/92 ROO 

9207170258* 

PROJ 


GP-R-213850 

9207310234* 

50-261 

P 

MPM-GL-692714 

9207100047* 

50-410 

P GL-92-01 

NE-876 ROO 

9207010148* 

50-339 

P 

NE-893 ROO 

9207010133* 

50-280 

P 

NE-895 ROO 

9207220274 

50-339 

P 92-453 

NISTIR4485 

9207090209* 

ORG 

NUMARC 92-01 

9207230271* 

REVIEW GR 

P 

NUMARC 93-01 R2A DRF 

9207210010* 

REVIEW GR 

P 

NUREG-0304 VI 7 N01 

9207270307 

NUREG 


NUREG-0540 VI 4 N04 

9207020031 

NUREG 


NUREG-0725 R08 

9207140034 

NUREG 


NUREG-0750 V35 101 

9207160275 

NUREG 


NUREG-0837 VI 2 N01 

9207020042 

NUREG 


NUREG-0847 S09 

9207140239 

50-390 

E 

NUREG-1456 

9207020033 

NUREG 


NUREG-14S8 

9207140291 

NUREG 


NUREG/BR-0045 R02 

9207020027 

NUREG 


NUREG/BR-0088 R02 

9207140229 

NUREG 


NUREG/BR-0117N92-2 

9207020022 

NUREG 


NUREG/CP-0119V03 AD 

9207140232 

NUREG 


NUREG/CP-0123 

9207270274 

NUREG 

EGG-2676 

NUREG/CR-3950 V07 

9207270321 

NUREG 

PNL-5210 

NUREG/CR-4551 V2R1P4 

9207060085 

NUREG 

SAND66-1309 

NUREG/CR-5445 

9207060042 

NUREG 

EGG-2662 

NUREG/CR-5672 V02 

9207060049 

NUREG 

EGG-2635 

NUREG/CR-5693 

9207060056 

NUREG 

BNL-NUREG-52263 

NUREG/CR-5720 

9207140288 

NUREG 

EGG-2643 

NUREG/CR-5805 

9207060061 

NUREG 

BNL-NUREG-52306 

NUREG/CR-5806 

9207060067 

NUREG 

BNL-NUREG-52307 

NUREG/CR-5819 

9207270295 

NUREG 

BNL-NUREG-62313 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION SUB- 


OTHER REPORT 


NUMBER 

JECT 


NUMBER 



CATE- 





GORY 



NUREG/CR-5854 

9207270318 

NUREG 



NUREG/CR-5860 

9207140031 

NUREG 


ORNLSUB821 76241 

NUREG/CR-5865 

9207060081 

NUREG 


EGG.pe7il 

NUREG/CR-5867 

9207270284 

50-329 

A ORNLSUB79777fl10 

NUREG/CR-5871 V01 

9207140273 

NUREG 


PNL-8064 

NUREG/CR-5875 

9207140266 

NUREG 


BNL-NUREG-52325 

NUREG/CR-5877 

9207140262 

NUREG 


BNL-NUREG-52328 

NUREG/CR-5885 

9207140248 

50-324 

P 

BNL-NUREG-52331 

NUREG/CR-5892 

9207140243 

NUREG 


UCRL-ID-1 10638 

NUREG/CR-6009 V02 

9207270263 

NUREG 


EGG-2682 

NUREG/IA-0071 

9207140017 

NUREG 


AEEW-M2555 

NUREG/IA-0080 

9207140022 

NUREG 



ORNL/NOAC-266 

9207020317* 

50-333 

P 


OSC-4747 

9207090093* 

50-269 

P 


OSC-4756 

9207090076* 

50-269 

P 


PECO-COLR-L1R4 ROO 

9207200003* 

50-352 

P 


PECO-COLR-L2R1 R03 

9207200004* 

50-352 

P 


PMPR 92-10 

9207230115* 

WASTE MGT 


HLWR 

REX - 92 

9207270283* 

50-313 

F 


RS-91-137 ROO 

9207240208* 

50-458 

P 


SASR 88-24 R01 

9207200158* 

50-277 

P 

DRF B1 3-01445-1 

SD 3526-004 RIO 

9207150205* 

50-320 

P 


SECY-92-171 

9205200311 

SECY 



SECY-92-184 

9205210293 

SECY 



SECY-92-186 

9205260121 

SECY 



SECY-92-187 

9205280108 

SECY 



SECY-92-192 

9207090245 

SECY 



SECY-92-193 

9207090255 

SECY 



SECY-92-194 

9206020284 

SECY 



SECY.92-204 

9206120040 

SECY 



SECY-92-212 

9206160264 

SECY 



SECY-92-217 

9206290076 

SECY 


GL-90-02 

SECY-92-220 

9206250196 

SECY 



SECY-92-226 

9207020283 

SECY 



SECY-92-227 

9207020129 

SECY 


IEB-92-001 

SECY-92-228 

9207020284 

50-10 

P 


SECY-92-231 

9207010299 

COMMISSIO 

N 


SECY-92-232 

9207020330 

SECY 



SECY-92-234 

9207060309 

SECY 



SECY-92-235 

9207100407 

SECY 



SECY-92-236 

9207220411 

COMMISSIO 

N 


SECY-92-242 

9207130007 

COMMISSIO 

N 


SECY-92-261 

9207210317 

COMMISSIO 

N 


SF-OP-01.1 ROO 

9207070082* 

50-390 

A 


SF-OP-01.7 R01 

9207070094* 

50-390 

A 


SF-OP-02.1 ROO 

9207070088* 

50-390 

A 


UMTRA-DOE/AL 350125. 

9207080224* 

WASTE MGT 



WCAP-11011 

9207080273* 

50-424 

P 


WCAP-11381 

9207080276* 

50-424 

P 


WCAP-13300 

9207170079* 

50-390 

A 


WCAP-13301 

9207170083* 

50-390 

A 


WCAP-13404 

9207160135* 

PROJ 



WCAP.13405 

9207160134* 

PROJ 



WCAP-8426 

9207100401* 

50-344 

P 


WCAP-8512 

9207280261* 

50-315 

P 


WVNS-TSR-044 ROO 

9207230030* 

PROJ 



YMP.92-13 

9207010165* 

WASTE MGT 


HLWR 

YMP.92-16 

9207080115* 

WASTE MGT 


HLWR 

YMP-92-17 

9207210153* 

WASTE MGT 


HLWR 

YMP-SR-92-012 

9207090356* 

WASTE MGT 


HLWR 

YMP.SR-92-014 

9207130162* 

WASTE MGT 


HLWR 

YMP-SR-92-017 

9207200149* 

WASTE MGT 


HLWR 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8204050127 

9207150108 

91/11/04 

FOIA 

9004100066 

9207200219 

91/11/07 

FOIA 

8208190047 

9207220323 

91/11/15 

50-373 P 

9004100070 

9207200219 

91/11/07 

FOIA 

8410090318 

9207160075 

91/11/04 

FOIA 

9004100072 

9207200219 

91/11/07 

FOIA 

8410090322 

9207160075 

91/11/04 

FOIA 

9004230293 

9207280328 

91/11/25 

FOIA 

8410090326 

9207160075 

91/11/04 

FOIA 

9005020076 

9207200219 

91/11/07 

FOIA 

8410090332 

9207160075 

91/11/04 

FOIA 

9005020080 

9207200219 

91/11/07 

FOIA 

8410090342 

9207160075 

91/11/04 

FOIA 

9005020081 

9207200219 

91/11/07 

FOIA 

8410090348 

9207160075 

91/11/04 

FOIA 

9005020082 

9207200219 

91/11/07 

FOIA 

8410090358 

9207160075 

91/11/04 

FOIA 

9005020095 

9207200219 

91/11/07 

FOIA 

8410090359 

9207160075 

91/11/04 

FOIA 

9005230194 

9207200219 

91/11/07 

FOIA 

8410090360 

9207160075 

91/11/04 

FOIA 

9005230196 

9207200219 

91/11/07 

FOIA 

8410090361 

9207160075 

91/11/04 

FOIA 

9007130009 

9207200219 

91/11/07 

FOIA 

8410090362 

9207160075 

91/11/04 

FOIA 

9007130010 

9207200219 

91/11/07 

FOIA 

8410090363 

9207160075 

91/11/04 

FOIA 

9007130012 

9207200219 

91/11/07 

FOIA 

8410090364 

9207160075 

91/11/04 

FOIA 

9007130058 

9207200219 

91/11/07 

FOIA 

8605190330 

9207080120 

91/10/11 

50-171 P 

9007130062 

9207200219 

91/11/07 

FOIA 

8607300180 

9207160075 

91/11/04 

FOIA 

9007130084 

9207200219 

91/11/07 

FOIA 

8607300184 

9207160075 

91/11/04 

FOIA 

9007130085 

9207200219 

91/11/07 

FOIA 

8607300187 

9207160075 

91/11/04 

FOIA 

9007130087 

9207200219 

91/11/07 

FOIA 

8704220130 

9207080132 

91/10/29 

FOIA 

9007190378 

9207200219 

91/11/07 

FOIA 

8704220146 

9207080132 

91/10/29 

FOIA 

9007250299 

9207200219 

91/11/07 

FOIA 

8704220158 

9207080132 

91/10/29 

FOIA 

9008060149 

9207200219 

91/11/07 

FOIA 

8704220166 

9207080132 

91/10/29 

FOIA 

9008060157 

9207200219 

91/11/07 

FOIA 

8704220187 

9207080132 

91/10/29 

FOIA 

9008070337 

9207200219 

91/11/07 

FOIA 

8706240090 

9207080132 

91/10/29 

FOIA 

9008070339 

9207200219 

91/11/07 

FOIA 

8710190190 

9207100396 

92/07/06 

50-344 P 

9008100157 

9207280210 

91/12/09 

50-424 

8806100278 

9207170048 

91/11/20 

FOIA 

9008220195 

9207200219 

91/11/07 

FOIA 

8812300104 

9207080153 

91/10/28 

FOIA 

9008220196 

9207200219 

91/11/07 

FOIA 

8901090278 

9207150092 

91/11/07 

27-48 

9012100200 

9207200219 

91/11/07 

FOIA 

8901100248 

9207170048 

91/11/20 

40-8027 

9012100204 

9207200219 

91/11/07 

FOIA 

8901190467 

9207200219 

91/11/07 

FOIA 

9012280074 

9207010322 

92/06/30 

ORG 

8901190471 

9207200219 

91/11/07 

FOIA 

9101020361 

9207200219 

91/11/07 

FOIA 

8901240231 

9207200219 

91/11/07 

FOIA 

9101110137 

9207200219 

91/11/07 

FOIA 

8904130552 

9207200219 

91/11/07 

FOIA 

9101110148 

9207200219 

91/11/07 

FOIA 

8905090349 

9207200219 

91/11/07 

FOIA 

9101220068 

9207170225 

91/11/13 

FOIA 

8905180415 

9207200219 

91/11/07 

FOIA 

9102120152 

9207200219 

91/11/07 

FOIA 

8905180418 

9207200219 

91/11/07 

FOIA 

9103080213 

9207160075 

91/11/04 

FOIA 

8906020038 

9207200219 

91/11/07 

FOIA 

9103120018 

9207200219 

91/11/07 

FOIA 

8906130014 

9207200219 

91/11/07 

FOIA 

9103120020 

9207200219 

91/11/07 

FOIA 

8906140094 

9207200219 

91/11/07 

FOIA 

9104120007 

9207200219 

91/11/07 

FOIA 

8906140096 

9207200219 

91/11/07 

FOIA 

9104120010 

9207200219 

91/11/07 

FOIA 

8906140118 

9207200219 

91/11/07 

FOIA 

9104120100 

9207200219 

91/11/07 

FOIA 

8906140123 

9207200219 

91/11/07 

FOIA 

9104160111 

9207200219 

91/11/07 

FOIA 

8906200184 

9207200219 

91/11/07 

FOIA 

9104160115 

9207200219 

91/11/07 

FOIA 

8906200186 

9207200219 

91/11/07 

FOIA 

9104290092 

9207170225 

91/11/13 

FOIA 

8906290222 

9207200219 

91/11/07 

FOIA 

9105020008 

9207200219 

91/11/07 

FOIA 

8906290225 

9207200219 

91/11/07 

FOIA 

9105020311 

9207200219 

91/11/07 

FOIA 

8906290227 

9207200219 

91/11/07 

FOIA 

9105020313 

9207200219 

91/11/07 

FOIA 

8908140157 

9207200219 

91/11/07 

FOIA 

9105080005 

9207200219 

91/11/07 

FOIA 

8906140269 

9207200219 

91/11/07 

FOIA 

9105140325 

9207200219 

91/11/07 

FOIA 

8909080133 

9207200219 

91/11/07 

FOIA 

9105150158 

9207200219 

91/11/07 

FOIA 

8910200232 

9207200219 

91/11/07 

FOIA 

9105150180 

9207200219 

91/11/07 

FOIA 

8912040039 

9207200219 

91/11/07 

FOIA 

9105160037 

9207200219 

91/11/07 

FOIA 

9001230162 

9207200219 

91/11/07 

FOIA 

9105230184 

9207200219 

91/11/07 

FOIA 

9001230206 

9207200219 

91/11/07 

FOIA 

9106180105 

9207200219 

91/11/07 

FOIA 

9002260089 

9207200219 

91/11/07 

FOIA 

9107160236 

9207200219 

91/11/07 

FOIA 

9003070064 

9207200219 

91/11/07 

FOIA 

9107160241 

9207200219 

91/11/07 

FOIA 

9003220284 

9207200219 

91/11/07 

FOIA 

9107260026 

9207200219 

91/11/07 

FOIA 

9003300183 

9207200219 

91/11/07 

FOIA 

9107260033 

9207200219 

91/11/07 

FOIA 

9003300184 

9207200219 

91/11/07 

FOIA 

9108020332 

9207200219 

91/11/07 

FOIA 
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9108150279 

9207160171 

91/11/08 

50-29 

P 

9207010357 

9207010348 

92/06/25 

TOPREP 


9108260056 

9207200219 

91/11/07 

FOIA 


9207020002 

9207020001 

92/06/29 

50-220 

K 

9108260059 

9207200219 

91/11/07 

FOIA 


9207020013 

9207020006 

92/06/22 

50-454 

P 

9109100106 

9207200219 

91/11/07 

FOIA 


9207020016 

9207020006 

92/06/22 

50-454 

P 

9109100117 

9207200219 

91/11/07 

FOIA 


9207020021 

9207020006 

92/06/22 

50-454 

P 

9109240016 

9207200219 

91/11/07 

FOIA 


9207020029 

9207020007 

92/06/18 

50-335 

Q 

9109240019 

9207200219 

91/11/07 

FOIA 


9207020030 

9207020023 

92/06/19 

50-255 

P 

9109270081 

9207200219 

91/11/07 

FOIA 


9207020035 

9207020023 

92/06/19 

50-255 

P 

9110070059 

9207200219 

91/11/07 

FOIA 


9207020038 

9207020025 

92/06/17 

50-424 

Q 

9110080002 

9207200219 

91/11/07 

FOIA 


9207020040 

9207020007 

92/06/18 

50-335 

Q 

9202190101 

9207230221 

92/07/17 

50-285 

Q 

9207020048 

9207020045 

92/06/25 

50-302 

P 

9202200212 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020049 

9207020045 

92/06/26 

50-302 

P 

9202200237 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020051 

9207020046 

92/06/17 

CONTRACT 


9202200247 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020056 

9207020025 

92/06/17 

50-424 

Q 

9202200254 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020058 

9207020055 

92/06/23 

CONTRACT 


9202200263 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020062 

9207020052 

92/06/22 

CONTRACT 


9202200270 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020063 

9207020060 

92/06/25 

50-302 

P 

9202200278 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020065 

9207020060 

92/06/25 

50-302 

P 

9202200318 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020067 

9207020064 

92/06/29 

50-498 

G 

9202200330 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020075 

9207020070 

92/06/10 

50-416 

Q 

9202200340 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020076 

9207020074 

92/06/18 

50-302 

Q 

9202200345 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020084 

9207020074 

92/06/18 

50-302 

Q 

9202200363 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020092 

9207020080 

92/06/23 

50-387 

P 

9202260112 

9207200192 

92/07/09 

REVIEW GR 

P 

9207020099 

9207020083 

92/06/19 

50-265 

S 

9202280331 

9207310093 

92/07/15 

50-255 

P 

9207020100 

9207020093 

92/06/17 

50-250 

Q 

9205200280 

9207200192 

92/07/09 

50-528 

P 

9207020101 

9207020090 

92/06/26 

CONTRACT 


9205290181 

9207280161 

92/07/16 

50-10 

F 

9207020114 

9207020113 

92/06/23 

50-454 

P 

9205290185 

9207280161 

92/07/16 

50-10 

F 

9207020124 

92070201 1 1 

92/06/12 

50-338 

Q 

9206030130 

9207240188 

92/07/13 

50-220 

P 

9207020126 

9207020120 

92/06/23 

CONTRACT 


9206040233 

9207170036 

92/06/01 

50-333 

H 

9207020133 

9207020131 

92/06/23 

CONTRACT 


9206100180 

9206100146 

92/06/02 

10CFR 


9207020135 

9207100126 

92/07/06 

50-317 

P 

9206100181 

9206100146 

92/06/02 

10CFR 


9207020142 

9207020138 

92/06/23 

CONTRACT 


9206150446 

9207170018 

92/06/10 

PR 


9207020150 

9207020146 

92/06/23 

CONTRACT 


9206160419 

9207020010 

92/06/23 

50-206 

F 

9207020157 

9207020111 

92/06/12 

50-338 

Q 

9206160422 

9207020010 

92/06/23 

50-206 

F 

9207020161 

9207020158 

92/06/23 

CONTRACT 


9206170062 

9207100083 

92/07/01 

50-263 

F 

9207020162 

9207020154 

92/06/18 

50-261 

Q 

9206170097 

9207020010 

92/06/23 

50-206 

F 

9207020169 

9207020167 

92/06/23 

CONTRACT 


9206170109 

9207100083 

92/07/01 

50-263 

F 

9207020175 

9207020171 

92/06/23 

CONTRACT 


9206170324 

9206170322 

92/06/11 

50-245 

U 

9207020179 

9207020168 

92/06/19 

70-27 


9207010022 

9207010020 

92/06/22 

50-461 

Q 

9207020181 

9207020159 

92/06/04 

50-269 

Q 

9207010033 

9207010025 

92/06/19 

50-289 

Q 

9207020182 

9207020173 

92/06/15 

50-259 

Q 

9207010036 

9207010034 

92/06/23 

50-293 

Q 

9207020198 

9207020191 

92/06/29 

50-312 

G 

9207010042 

9207010037 

92/06/25 

50-269 

Q 

9207020201 

9207020193 

92/06/25 

50-2 

P 

9207010044 

9207010041 

92/06/19 

50-352 

Q 

9207020202 

9207020193 

92/06/25 

50-2 

P 

9207010051 

9207010048 

92/06/19 

50-387 

Q 

9207020206 

9207020191 

92/06/29 

50-312 

G 

9207010052 

9207010057 

92/06/23 

40-8724 


9207020210 

9207020205 

92/06/11 

50-416 

Q 

9207010062 

9207010038 

92/06/15 

WASTE MGT 


9207020238 

9207020235 

92/06/09 

50-280 

Q 

9207010065 

9207010056 

92/06/24 

50-259 

Q 

9207020239 

9207020231 

92/06/29 

70-3070 


9207010069 

9207010064 

92/06/22 

50-277 

Q 

9207020243 

9207020237 

92/06/24 

50-206 

P 

9207010072 

9207010067 

92/06/19 

50-155 

Q 

9207020244 

9207020240 

92/06/25 

50-286 

P 

9207010073 

9207010066 

92/06/23 

50-331 

Q 

9207020245 

9207020237 

92/06/24 

50-206 

P 

9207010085 

9207010079 

92/06/22 

50-317 

Q 

9207020246 

9207020240 

92/06/25 

50-286 

P 

9207010086 

9207010082 

92/06/19 

50-277 

Q 

9207020253 

9207020249 

92/06/24 

50-387 

P 

9207010087 

9207010077 

92/06/23 

50-254 

Q 

9207020257 

9207020249 

92/06/24 

50-387 

P 

9207010090 

9207010088 

92/06/19 

50-220 

Q 

9207020259 

9207020255 

92/06/19 

50-321 

P 

9207010093 

9207010077 

92/06/23 

50-254 

Q 

9207020261 

9207020255 

92/06/19 

50-321 

P 

9207010097 

9207010091 

92/06/18 

50-320 

P 

9207020265 

9207020249 

92/06/24 

50-387 

P 

9207010100 

9207010091 

92/06/18 

50-320 

P 

9207020281 

9207020159 

92/06/04 

50-269 

Q 

9207010106 

9207010091 

92/06/18 

50-320 

P 

9207020286 

9207020275 

92/06/23 

CONTRACT 


9207010133 

9207010127 

92/06/24 

50-280 

P 

9207020297 

9207020295 

92/06/17 

50-220 

F 

9207010138 

9207010129 

92/06/24 

50-440 

P 

9207020302 

9207020296 

92/06/26 

CONTRACT 


9207010148 

9207010137 

92/06/26 

. 50-339 

P 

9207020303 

9207020298 

92/06/24 

50-151 

V 

9207010165 

9207010156 

92/06/23 

WASTE MGT 


9207020304 

9207020300 

92/06/19 

WASTE MGT 


9207010200 

9207010196 

92/06/20 

50-335 

Q 

9207020308 

9207020301 

92/06/24 

COMMISSIO 

N 

9207010226 

9207010215 

92/03/27 

WASTE MGT 


9207020309 

9207020300 

92/06/19 

WASTE MGT 


9207010231 

9207010220 

92/06/16 

40-8135 


9207020311 

9207020300 

92/06/19 

WASTE MGT 


9207010250 

9207010248 

92/06/17 

50-160 

Q 

9207020317 

9207020313 

92/06/25 

50-333 

P 

9207010252 

9207010251 

92/06/26 

50-331 

Q 

9207020318 

9207020300 

92/06/19 

WASTE MGT 


9207010253 

9207010245 

92/06/12 

50-327 

Q 

9207020319 

9207020316 

92/06/19 

COMMISSIO 

N 

9207010289 

9207010288 

92/06/12 

50-335 

Q 

9207020325 

9207020314 

92/05/08 

CONTRACT 


9207010290 

9207010284 

92/06/29 

50-445 

Q 

9207060005 

9207060004 

92/06/22 

50-244 

P 

9207010293 

9207010286 

92/05/22 

50-302 

Q 

9207060006 

9207060004 

92/06/22 

50-244 

P 

9207010303 

9207010286 

92/05/22 

50-302 

Q 

9207060008 

9207060007 

92/06/01 

62-1 


9207010306 

9207010301 

92/06/25 

ORG 


9207060013 

9207060010 

92/06/25 

50-295 

K 

9207010312 

9207010307 

92/06/22 

ORG 


9207060015 

9207060010 

92/06/25 

50-295 

K 

9207010323 

9207010318 

92/05/15 

50-390 

Q 

9207060016 

9207060010 

92/06/25 

50-295 

K 

9207010326 

9207010322 

92/06/30 

ORG 


9207060019 

9207060010 

92/06/25 

50-295 

K 

9207010327 

9207010325 

92/06/23 

50-423 

P 

9207060021 

9207060020 

92/07/06 

50-322 

W 

9207010329 

9207010325 

92/06/23 

50-423 

P 

9207060022 

9207060010 

92/06/25 

50-295 

K 

9207010331 

9207010320 

92/06/17 

50-413 

Q 

9207060024 

9207060010 

92/06/25 

50-295 

K 

9207010335 

9207010325 

92/06/23 

50-423 

P 

9207060028 

9207060010 

92/06/25 

50-295 

K 

9207010340 

9207010328 

92/06/18 

50-259 

Q 

9207060030 

9207060010 

92/06/25 

50-295 

K 

9207010343 

9207010337 

92/06/19 

50-440 

P 

9207060031 

9207060010 

92/06/25 

50-295 

K 

9207010344 

9207010339 

92/06/02 

50-369 

F 

9207060034 

9207060010 

92/06/25 

50-295 

K 

9207010346 

9207010328 

92/06/18 

50-259 

Q 

9207060037 

9207060010 

92/06/25 

50-295 

K 

9207010354 

9207010348 

92/06/25 

TOPREP 


9207060038 

9207060010 

92/06/25 

50-295 

K 

9207010356 

9207010348 

92/06/25 

TOPREP 


9207060040 

9207060010 

92/06/25 

50-295 

K 
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9207060041 

9207060039 

9207060044 

9207060033 

9207060058 

9207060010 

9207060064 

9207060010 

9207060068 

9207060010 

9207060070 

9207060010 

9207060072 

9207060010 

9207060074 

9207060010 

9207060084 

9207060010 

9207060086 

9207060082 

9207060091 

9207060010 

9207060093 

9207060010 

9207060094 

9207060090 

9207060095 

9207060010 

9207060096 

9207060010 

9207060099 

9207060010 

9207060102 

9207060098 

9207060104 

9207060010 

9207060106 

9207060103 

9207060106 

9207060010 

9207060109 

9207060010 

9207060111 

9207060103 

9207060112 

9207060010 

9207060113 

9207060010 

9207060114 

9207060010 

9207060116 

9207060010 

9207060117 

9207060010 

9207060119 

9207060010 

9207060123 

9207060118 

9207060124 

9207060010 

9207060125 

9207060118 

9207060126 

9207060010 

9207060129 

9207060010 

9207060130 

9207060010 

9207060131 

9207060127 

9207060132 

9207060010 

9207060133 

9207060010 

9207060139 

9207060136 

9207060153 

9207060151 

9207060166 

9207060163 

9207060176 

9207060172 

9207060181 

9207060180 

9207060187 

9207060186 

9207060203 

9207060202 

9207060206 

9207060169 

9207060209 

9207060169 

9207060214 

9207060210 

9207060219 

9207060169 

9207060220 

9207060148 

9207060222 

9207060218 

9207060240 

9207060238 

9207060255 

9207060252 

9207060259 

9207060249 

9207060263 

9207060261 

9207060281 

9207060277 

9207060284 

9207060277 

9207060294 

9207060291 

9207060297 

9207060293 

9207060300 

9207060293 

9207070004 

9207070003 

9207070016 

9207070013 

9207070019 

9207070013 

9207070028 

9207070024 

9207070032 

9207070030 

9207070033 

9207070025 

9207070035 

9207070030 

9207070037 

9207070031 

9207070047 

9207070044 

9207070051 

9207070044 

9207070052 

9207070038 

9207070058 

9207070055 

9207070060 

9207070054 

9207070063 

9207070059 

9207070064 

9207070054 

9207070070 

9207070059 

9207070074 

9207070059 

9207070075 

9207070071 

9207070076 

9207070059 

9207070082 

9207070059 

9207070088 

9207070059 

9207070089 

9207070068 

9207070093 

9207070078 

9207070094 

9207070059 

9207070095 

9207070091 

9207070099 

9207070092 

9207070100 

9207070078 

9207070103 

9207070092 


DATE 

SUBJECT 

ISSUED 

CATEGORY 

92/05/28 

70-152 


92/06/23 

50-387 

P 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/30 

50-356 

V 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/29 

50-5 

V 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/30 

50-151 

V 

92/06/25 

50-295 

K 

92/06/25 

40-8948 


92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

40-8948 


92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/26 

50-397 

P 

92/06/25 

50-295 

K 

92/06/26 

50-397 

P 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/26 

50-397 

P 

92/06/25 

50-295 

K 

92/06/25 

50-295 

K 

92/06/25 

50-255 

P 

92/07/01 

50-397 

P 

92/06/30 

50-298 

P 

92/06/30 

50-440 

P 

92/06/24 

WASTE MGT 


92/07/01 

50-368 

P 

92/06/29 

50-338 

P 

92/06/22 

50-443 

U 

92/06/22 

50-443 

U 

92/06/30 

50-423 

P 

92/06/22 

50-443 

U 

92/06/30 

50-327 

P 

92/05/06 

50-331 

F 

92/06/29 

50-213 

P 

92/07/01 

50-271 

P 

92/06/30 

50-443 

P 

92/06/29 

PROJ 


92/06/26 

50-413 

P 

92/06/26 

50-413 

P 

92/06/30 

50-344 

P 

92/06/29 

50-237 

P 

92/06/29 

50-237 

P 

92/07/01 

50-293 

P 

92/06/30 

50-317 

P 

92/06/30 

50-317 

P 

92/07/01 

50-387 

Q 

92/06/30 

50-272 

P 

92/07/01 

50-458 

Q 

92/06/30 

50-272 

P 

92/06/29 

50-322 

Q 

92/06/29 

50-220 

P 

92/06/29 

50-220 

P 

92/06/30 

50-458 

Q 

92/06/29 

50-219 

Q 

92/06/30 

50-458 

Q 

92/06/30 

50-390 

A 

92/06/30 

50-458 

Q 

92/06/30 

50-390 

A 

92/06/30 

50-390 

A 

92/06/30 

40-8027 


92/06/30 

50-390 

A 

92/06/30 

50-390 

A 

92/06/30 

50-390 

A 

92/07/01 

50-237 

P 

92/06/26 

50-295 

P 

92/06/30 

50-390 

A 

92/06/30 

50-458 

Q 

92/06/30 

50-482 

Q 

92/06/26 

50-295 

P 

92/06/30 

50-482 

Q 


ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DOCUMES^ 


9207070122 

9207070118 

9207070130 

9207070123 

9207070142 

9207070133 

9207070147 

9207070145 

9207070165 

9207070161 

9207070176 

9207070174 

9207070179 

9207070174 

9207070184 

9207070182 

9207070185 

9207070170 

9207070186 

9207070180 

9207070188 

9207070175 

9207070192 

9207070170 

9207070193 

9207070187 

9207070199 

9207070197 

9207070200 

9207070154 

9207070203 

9207070154 

9207070207 

9207070205 

9207070208 

9207070204 

9207070214 

9207070164 

9207070220 

9207070164 

9207070230 

9207070218 

9207070233 

9207070227 

9207070237 

9207070227 

9207070249 

9207070240 

9207070260 

9207070252 

9207070266 

9207070255 

9207070276 

9207070273 

9207070289 

9207070287 

9207070297 

9207070290 

9207070323 

9207070286 

9207070326 

9207070286 

9207070329 

9207070286 

9207070334 

9207070286 

9207070338 

9207070286 

9207070354 

9207070347 

9207070359 

9207070347 

9207070364 

9207070347 

9207070372 

9207070215 

9207070374 

9207070368 

9207070378 

9207070347 

9207070380 

9207070347 

9207070384 

9207070377 

9207070386 

9207070347 

9207070388 

9207070347 

9207070389 

9207070347 

9207070393 

9207070392 

9207070395 

9207070347 

9207070397 

9207070347 

9207070406 

9207070396 

9207070406 

9207070403 

9207070408 

9207070401 

9207070411 

9207070409 

9207070426 

9207070425 

9207070429 

9207070428 

9207080008 

9207080006 

9207080021 

9207080015 

9207080022 

9207080020 

9207080028 

9207080024 

9207080031 

9207080027 

9207080032 

9207080024 

9207080033 

9207080024 

9207080042 

9207080024 

9207080044 

9207080036 

9207080056 

9207080049 

9207080058 

9207080051 

9207080059 

9207080049 

9207080065 

9207080061 

9207080067 

9207080064 

9207080076 

9207080064 

9207080077 

9207080071 

9207080092 

9207080087 

9207080093 

9207080085 

9207080101 

9207080098 

9207080111 

9207080105 

9207080114 

9207080107 

9207080115 

9207080112 

9207080116 

9207080113 

9207080136 

9207080127 

9207080152 

9207080120 

9207080155 

9207080150 

9207080160 

9207080158 

9207080166 

9207080161 

9207080170 

9207080161 

9207080172 

9207080161 

9207080176 

9207080161 

9207080180 

9207060120 

9207080194 

9207080120 


date SUBJECT 

ISSUED CATEGORY 

92/07/02 50-382 Q 

92/06/30 50-317 Q 

81/09/15 50-263 Q 

92/06/25 TOPREP 

92/06/25 50-2 P 

92/06/24 50-461 Q 

92/06/24 50-461 Q 

92/06/26 50-305 Q 

92/07/07 50-10 R 

92/06/26 50-247 Q 

92/06/19 50-440 P 

92/07/07 50-10 R 

92/06/29 50-461 Q 

92/06/30 50-461 Q 

92/06/30 50-254 R 

92/06/30 50-254 

92/06/26 50-286 

92/06/30 50-305 

92/06/26 50-10 

92/06/26 50-10 

92/06/25 50-456 

92/06/26 50-10 

92/06/26 50-10 

92/06/26 50-454 

92/07/01 50-443 

92/06/29 50-454 

92/07/02 52-1 

92/07/01 50-247 

92/06/29 50-456 

91/09/30 FOIA 

91/09/30 FOIA 

91/09/30 FOIA 

91/09/30 FOIA 

91/09/30 FOIA 

91/10/21 FOIA 

91/10/21 FOIA 

91/10/21 FOIA 

92/06/29 50-395 

92/06/17 XPORTLIC 

91/10/21 FOIA 

91/10/21 FOIA 

92/06/30 50-285 

91/10/21 FOIA 

91/10/21 FOIA 

91/10/21 FOIA 

92/06/30 WASTE MGT 

91/10/21 FOIA 

91/10/21 FOIA 

92/06/26 50-293 

92/06/30 50-336 

92/07/02 50-29 

92/06/29 50-440 

92/06/30 50-443 

92/06/30 50-395 

92/06/29 40-8989 

92/06/25 50-352 

92/06/22 50-271 

92/06/29 50-443 

92/06/25 50-293 

92/06/29 50-443 

92/06/29 50-443 

92/06/29 50-443 

92/06/24 50-334 

92/06/30 70-3070 

92/06/25 50-352 

92/06/30 70-3070 

92/06/26 50-352 

92/06/25 50-220 

92/06/25 50-220 

92/06/26 50-219 

92/07/01 50-255 

92/06/22 50-245 

92/06/29 50-244 

92/06/25 50-456 

92/06/26 50-346 

92/06/29 WASTE MGT 

92/07/02 50-445 

92/06/26 50-331 

91/10/11 50-10 

92/06/25 50-213 

92/06/29 50-400 

92/06/30 50-388 

92/06/30 50-388 

62/06/30 50-388 

92/06/30 50-388 

91/10/11 50-341 

91/10/11 50-250 
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ACCESSION NUMBER 


ACCESSION NUiyiBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

9207080199 

9207080195 

92/06/22 

70-135 

9207080200 

9207080120 

91/10/11 

50-259 

9207080207 

9207080120 

91/10/11 

50-267 

9207080224 

9207080137 

92/06/25 

WASTE MGT 

9207080226 

9207080223 

92/07/06 

40-8027 

9207080228 

9207080225 

92/06/30 

70-3070 

9207080229 

9207080223 

92/07/06 

40-8027 

9207080234 

9207080140 

92/07/01 

50-443 

9207080254 

9207080252 

92/07/02 

50-313 

9207080255 

9207080252 

92/07/02 

50-313 

9207080256 

9207080250 

92/07/01 

50-261 

9207080257 

9207080120 

91/10/11 

50-10 

9207080263 

9207080259 

92/06/30 

50-413 

9207080265 

9207080120 

91/10/11 

50-293 

9207080268 

9207080259 

92/06/30 

50-413 

9207080269 

9207080120 

91/10/11 

50-255 

9207080272 

9207080259 

92/06/30 

50-413 

9207080273 

9206300215 

92/06/25 

50-424 

9207080276 

9206300215 

92/06/25 

50-424 

9207080279 

9207080120 

91/10/11 

50-312 

9207080283 

9207080120 

91/10/11 

50-171 

9207080285 

9207080281 

91/10/28 

FOIA 

9207080287 

9207080286 

92/07/06 

50-266 

9207080289 

9207080286 

92/07/06 

50-266 

9207080291 

9207080120 

91/10/11 

50-10 

9207080296 

9207080295 

92/06/24 

70-28 

9207080307 

9207080281 

91/10/28 

FOIA 

9207080322 

9207080301 

92/07/06 

50-458 

9207080327 

9207080321 

92/06/25 

71-9156 

9207080329 

9207080301 

92/07/06 

50-458 

9207080331 

9207080281 

91/10/28 

FOIA 

9207080332 

9207080321 

92/06/25 

71-9156 

9207080342 

9207080339 

92/07/06 

71-9239 

9207080346 

9207080281 

91/10/28 

FOIA 

9207080351 

9207080120 

91/10/11 

50-312 

9207080356 

9207080120 

91/10/11 

50-259 

9207090017 

9207090014 

92/06/30 

50-254 

9207090022 

9207090014 

92/06/30 

50-254 

9207090025 

9207090014 

92/06/30 

50-254 

9207090028 

9207090026 

92/07/02 

70-27 

9207090030 

9207090014 

92/06/30 

50-254 

9207090032 

9207090014 

92/06/30 

50-254 

9207090034 

9207090026 

92/07/02 

70-27 

9207090035 

9207090014 

92/06/30 

50-254 

9207090036 

9207090027 

92/07/06 

50-313 

9207090038 

9207090014 

92/06/30 

50-254 

9207090039 

9207090014 

92/06/30 

50-254 

9207090042 

9207090014 

92/06/30 

50-254 

9207090044 

9207080120 

91/10/11 

50-171 

9207090045 

9207090014 

92/06/30 

50-254 

9207090046 

9207090026 

92/07/02 

70-27 

9207090049 

9207090014 

92/06/30 

50-254 

9207090050 

9207080120 

91/10/11 

50-293 

9207090051 

9207090014 

92/06/30 

50-254 

9207090053 

9207090014 

92/06/30 

50-254 

9207090055 

9207080120 

91/10/11 

50-267 

9207090056 

9207090014 

92/06/30 

50-254 

9207090059 

9207080120 

91/10/11 

50-220 

9207090060 

9207090014 

92/06/30 

50-254 

9207090061 

9207090014 

92/06/30 

50-254 

9207090063 

9207080120 

91/10/11 

50-285 

9207090066 

9207090014 

92/06/30 

50-254 

9207090067 

9207080120 

91/10/11 

50-250 


9207080120 

91/10/11 

50-10 


9207090014 

92/06/30 

50-254 



92/06/30 

50-254 



91/10/11 

50-341 



92/07/01 

50-269 



92/06/30 

50-254 



91/10/11 

50-10 



92/06/30 

50-254 



92/06/30 

50-254 



92/06/30 

50-254 



92/07/01 

50-269 



92/06/23 

WASTE MGT 



91/10/30 

40-8027 


P 

P 


P 

Q 

Q 

Q 

P 

I 

P 

I 

P 

I 

P 

P 

P 

P 

H 

H 

P 


Q 

Q 


P 

P 

K 

K 

K 


K 

K 

K 

Q 

K 

K 

K 

P 

K 


K 

P 

K 

K 

P 

K 

P 

K 

K 

P 

K 

P 

P 

K 

K 

P 

P 

K 

P 

K 

K 

K 

P 


P 


iT 


R P 


P 


ENCLOSURE 


9207090150 

9207090167 

9207090166 

9207090168 

9207090170 

9207090190 

9207090191 

9207090209 

9207090210 

9207090212 

9207090214 

9207090215 

9207090222 

9207090226 

9207090227 

9207090230 

9207090231 

9207090233 

9207090236 

9207090237 

9207090240 

9207090247 

9207090248 

9207090250 

9207090251 

9207090253 

9207090256 

9207090257 

9207090258 

9207090259 

9207090263 

9207090265 

9207090266 

9207090267 

9207090271 

9207090276 

92C7090279 

9207090289 

9207090292 

9207090295 

9207090296 

9207090306 

9207090311 

9207090320 

9207090324 

9207090325 

9207090328 

9207090329 

9207090330 

9207090332 

9207090333 

9207090338 

9207090341 

9207090343 

9207090344 

9207090346 

9207090347 

9207090350 

9207090351 

9207090353 

9207090356 

9207100002 

9207100008 

9207100009 

9207100011 

9207100014 

9207100018 

9207100019 

9207100021 

9207100022 

9207100023 

9207100025 

9207100027 

9207100028 

9207100030 

9207100033 

9207100035 

9207100037 

9207100039 

9207100040 

9207100043 

9207100046 

9207100047 

9207100052 

9207100053 

9207100056 

9207100066 


PRINCIPAL 

DOCUMENT 


9207090138 

9207090155 

9207090163 

9207090162 

9207090162 

9207090186 

9207090180 

9207090205 

9207090115 

9207090208 

920709021 1 
9207090208 
9207090115 
9207090115 
9207090225 

9207090115 

9207090216 

9207090115 

9207090115 

9207080120 

9207090235 

9207090115 

9207080120 

9207090115 

9207090241 

9207090243 

9207090249 

9207090216 

9207090115 

9207090243 

9207090216 

9207090260 

9207090228 

9207080120 

9207090216 

9207090274 

9207090277 

9207090216 

9207090115 

9207090216 

9207090290 

9207090216 

9207090115 

9207090309 

9207090321 

9207090322 

9207090321 

9207090216 

9207090322 

9207090317 

9207090216 

9207090115 

9207090115 

9207090340 

9207090340 

9207090115 

9207090115 

9207090336 

9207090115 

9207090349 

9207090355 

9207100001 

9207090216 

9207100007 

9207090216 

9207090115 

9207090216 

9207100015 

9207090216 

9207090115 

9207100015 

9207090216 

9207090115 

9207100015 

9207090216 

9207100015 

9207090115 

9207100029 

9207090216 

9207100029 

9207090115 

9207090115 

9207100044 

9207100032 

9207090115 

9207100048 

9207090115 


DATE 

ISSUED 

92/06/30 

92/06/29 

91/11/01 

92/07/06 

92/07/06 

92/06/30 

92/06/25 

92/07/01 

91/10/16 

92/06/24 

92/06/17 

92/06/24 

91/10/16 

91/10/16 

92/06/24 

91/10/16 

91/10/08 

91/10/16 

91/10/16 

91/10/11 

92/07/01 

91/10/16 

91/10/11 

91/10/16 

91/11/01 

92/07/02 

91/10/07 

91/10/08 

91/10/16 

92/07/02 

91/10/08 

92/07/02 

92/06/29 

91/10/11 

91/10/08 

92/06/29 

92/07/02 

91/10/08 

91/10/16 

91/10/08 

92/06/26 

91/10/08 

91/10/16 

92/06/18 

92/06/29 

92/06/10 

92/06/29 

91/10/08 

92/06/10 

92/07/08 

91/10/08 

91/10/16 

91/10/16 

92/07/02 

92/07/02 

91/10/16 

91/10/16 

92/06/16 

91/10/16 

92/06/16 

92/06/19 

92/07/06 

91/10/08 

92/07/02 

91/10/08 

91/10/16 

91/10/08 

92/06/04 

91/10/08 

91/10/16 

92/06/04 

91/10/08 

91/10/16 

92/06/04 

91/10/08 

92/06/04 

91/10/16 

92/06/29 

91/10/08 

92/06/29 

91/10/16 

91/10/16 

92/07/02 

91/10/31 

91/10/16 

92/06/22 

91/10/16 


SUBJECT 

CATEGORY 

PROJ 

50-237 P 

40-8027 

50-361 P 

50-361 P 

WASTE MGT 

CONTRACT 

ORG 

40-8081 

70-698 

50-528 Q 

70-698 

40-8081 

40-8081 

40-8868 

40-8081 

70-712 

40-8081 

40-8081 

50-220 P 

50-443 Q 

40-8081 

50-220 P 

40-8081 

FOIA 

50-272 Q 

FOIA 
70-712 
40-8081 

50-272 Q 

FOIA 

50-237 Q 

PROJ 

50-171 P 

FOIA 

70- 734 

50-373 Q 

40-1478 
40-8081 
40-1478 

50-280 P 

FOIA 
40-8081 
50-275 
50-445 

50-397 
50-445 
FOIA 
50-397 
50-219 

40-1478 
40-7603 
40-7603 
50-237 
50-237 

40-7603 
40-7603 
50-528 Q 

40-7603 

50-528 Q 

WASTE MGT 

XPORTLIC 

40-1478 

50-220 P 

40-1478 

40-7603 

40-1478 

71- 5740 
40-1478 
40-7603 

71-5740 

40-1478 

40-7603 

71-5740 

40-1478 

71-5740 

40-7603 

50-397 P 

40-1478 

50-397 P 

40-7603 

40-7603 

50-410 P 

FOIA 

40-7603 

WASTE MGT 
40-7603 
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ACCESSION NyHBER 


ACCESSION NUiyiBER 


ENCLOSURE 

PRINCIPAL 

oocyyENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9207100071 

9207100073 

9207090216 

9207100067 

91/10/08 

92/07/02 

40-1478 

50-206 

Q 

9207100427 

9207130054 

9207130077 

9207130094 

9207130109 

9207100425 

92/07/01 

CONTRACT 

9207100077 

9207100078 

9207100079 

9207100072 

9207090115 

9207090216 

92/07/02 

91/10/16 

91/10/08 

50-260 

40-7603 

40-1478 

P 

9207130039 

9207130075 

9207130093 

9207130107 

92/07/06 

92/07/02 

92/07/07 

92/06/25 

WASTE MGT 
50-259 
70-1113 
50-285 

9207100080 

9207100082 

9207100085 

9207100087 

9207100088 

9207100072 

9207090115 

9207090216 

9207100074 

9207090115 

92/07/02 

91/10/16 

91/10/08 

92/07/06 

91/10/16 

50-260 

40-7603 

40-1478 

50-334 

40-7603 

P 

F 

9207130112 

9207130131 

9207130137 

9207130162 

9207130174 

9207130107 

9207130115 

9207130136 

9207130157 

9207130173 

92/06/25 

92/07/07 

92/06/30 

92/07/01 

92/07/06 

50-285 
40-8027 
50-445 
WASTE MGT 
70-3070 

9207100093 

9207100096 

9207100098 

9207100101 

9207100102 

9207090115 

9207100086 

9207090216 

9207100086 

9207100097 

91/10/16 

92/07/08 

91/10/08 

92/07/08 

92/07/06 

40-7603 

50-336 

40-1478 

50-336 

50-277 

H 

H 

P 

9207130176 

9207130187 

9207130200 

9207130209 

9207130220 

9207130175 

9207130181 

9207130193 

9207130204 

9207130216 

92/07/08 

92/06/22 

92/07/01 

92/07/01 

92/07/06 

50-461 

CONTRACT 

CONTRACT 

50-346 

50-320 

9207100105 

9207100106 

9207100107 

9207100108 

9207100109 

9207090216 

9207100086 

9207090115 

9207090216 

9207100099 

91/10/08 

92/07/08 

91/10/16 

91/10/08 

92/07/02 

40-1478 

50-336 

FOIA 

40-1478 

70-3070 

H 

9207130252 

9207130254 

9207130265 

9207130267 

9207140009 

9207130243 

9207130243 

9207130261 

9207130261 

9207140008 

92/07/01 

92/07/01 

92/07/08 

92/07/08 

92/06/17 

71-471 

71-471 

WASTE MGT 
WASTE MGT 
WASTE MGT 

9207100111 

9207100112 

9207100113 

9207100114 

9207100115 

9207100076 

9207100100 

9207100086 

9207100099 

9207100086 

92/07/02 

92/07/01 

92/07/08 

92/07/02 

92/07/08 

50-29 

50-454 

50-336 

70-3070 

50-336 

F 

Q 

H 

H 

9207140010 

9207140012 

9207140020 

9207140026 

9207140035 

9207140005 

9207140011 

9207140019 

9207140024 

9207140028 

92/06/24 

92/06/18 

92/06/30 

92/07/13 

92/06/23 

50-348 

ORG 

50-245 

71-5797 

50-395 

9207100116 

9207100118 

9207100121 

9207100125 

9207100127 

9207100097 

9207100086 

9207100086 

9207100120 

9207100122 

92/07/06 

92/07/08 

92/07/08 

92/07/02 

92/07/02 

50-277 

50-336 

50-336 

50-387 

50-155 

P 

H 

H 

Q 

Q 

9207140036 

9207140043 

9207140044 

9207140050 

9207140065 

9207140030 

9207140040 

9207140030 

9207140039 

9207140059 

92/07/01 

92/07/07 

92/07/01 

92/07/02 

92/06/29 

50-280 

40-8027 

50-280 

50-305 

50-413 

9207100129 

9207100130 

9207100131 

9207100134 

9207100135 

9207100124 

9207090216 

9207100086 

9207100086 

9207100128 

92/07/01 

91/10/08 

92/07/08 

92/07/08 

92/07/02 

50-373 

40-1478 

50-336 

50-336 

50-29 

P 

H 

H 

P 

9207140075 

9207140079 

9207140085 

9207140086 

9207140087 

9207140072 

9207140071 

9207140071 

9207140077 

9207140083 

92/07/07 

92/06/29 

92/06/29 

92/06/30 

92/07/12 

50-346 

50-369 

50-369 

70-3070 

50-390 

9207100138 

9207100141 

9207100144 

9207100153 

9207100157 

9207090216 

9207100086 

9207090216 

9207090216 

9207090020 

91/10/08 

92/07/08 

91/10/08 

91/10/08 

91/11/13 

40-1478 

50-336 

40-1478 

40-1478 

FOIA 

H 

9207140088 

9207140089 

9207140097 

9207140098 

9207140100 

9207140078 

9207140072 

9207140090 

9207140091 

9207140094 

92/06/30 

92/07/07 

92/06/30 

92/06/29 

92/07/02 

50-400 

50-346 

70-3070 

50-348 

50-259 

9207100161 

9207100169 

9207100172 

9207100177 

9207100179 

9207100143 

9207100143 

9207100168 

9207090216 

9207090216 

92/07/07 

92/07/07 

92/06/29 

91/10/08 

91/10/08 

50-445 

50-445 

50-461 

40-1478 

40-1478 

Q 

Q 

Q 

9207140102 

9207140107 

9207140108 

9207140111 

9207140112 

9207140094 

9207140101 

9207140105 

9207140084 

9207140106 

92/07/02 

92/06/30 

92/07/02 

92/06/30 

92/06/29 

50-259 

50-302 

50-461 

50-266 

50-390 

9207100189 

9207100194 

9207100197 

9207100200 

9207100205 

9207090216 

9207090216 

9207090216 

9207100188 

9207090216 

91/10/08 

91/10/08 

91/10/08 

92/06/19 

91/10/08 

40-1478 

40-1478 

40-1478 

50-275 

40-1478 

Q 

9207140114 

9207140120 

9207140122 

9207140123 

9207140125 

9207140109 

9207140115 

9207140117 

9207140119 

9207140121 

92/07/02 

92/07/07 

92/07/01 

92/06/29 

92/07/02 

50-324 

50-282 

70-27 

70-1151 

50-400 1 

9207100210 

9207100222 

9207100224 

9207100230 

9207100241 

9207100208 

9207100219 

9207100223 

9207100229 

9207100234 

92/06/30 

92/06/25 

92/07/02 

92/07/01 

92/06/25 

50-445 

TOPREP 

XPORTLIC 

XPORTLIC 

50-286 

P 

P 

9207140134 

9207140136 

9207140139 

9207140143 

9207140147 

9207140127 

9207140130 

9207140132 

9207140138 

9207140127 

92/06/30 

92/07/07 

92/06/29 

92/07/09 

92/06/30 

70-143 

50-331 

50-369 1 

50-440 1 

70-143 

9207100242 

9207100246 

9207100247 

9207100248 

9207100250 

9207090216 

9207100234 

9207090216 

9207090216 

9207090216 

91/10/08 

92/06/25 

91/10/08 

91/10/08 

91/10/08 

40-1478 

50-286 

40-1478 

40-1478 

40-1478 

P 

9207140148 

9207140149 

9207140150 

9207140151 

9207140161 

9207140129 

9207140138 

9207140146 

9207140129 

9207140116 

92/07/02 

92/07/09 

92/07/02 

92/07/02 

92/06/26 

50-440 ( 

50-440 ( 

50-373 1 

50-440 ( 

50-250 ( 

9207100254 

9207100256 

9207100261 

9207100262 

9207100265 

9207090216 

9207090216 

9207090216 

9207090216 

9207090216 

91/10/08 

91/10/08 

91/10/08 

91/10/08 

91/10/08 

40-1478 

40-1478 

70-712 

70-712 

70-712 


9207140166 

9207140172 

9207140182 

9207140187 

9207140191 

9207140163 

9207140168 

9207090115 

9207140186 

9207090216 

92/07/08 

92/07/02 

91/10/16 

92/06/23 

91/10/08 

50-498 { 

50-390 ( 

40-6811 

50-302 

70-712 

9207100267 

9207100269 

9207100279 

9207100291 

9207100292 

9207090216 

9207090216 

9207090115 

9207100283 

9207100287 

91/10/08 

91/10/08 

91/10/16 

92/07/02 

92/07/08 

70-712 

70-712 

40-6811 

50-295 

50-219 

P 

P 

9207140193 

9207140196 

9207140214 

9207140216 

9207140217 

9207090216 

9207090216 

9207090216 

9207140211 

9207090216 

91/10/08 

91/10/08 

91/10/08 

91/11/05 

91/10/08 

40-1478 

40-1478 

70-712 

FOIA 

70-712 

9207100293 

9207100295 

9207100306 

9207100308 

9207100314 

9207100290 

9207100290 

9207100297 

9207100217 

9207100309 

92/06/15 

92/06/15 

92/07/02 

91/11/05 

92/07/02 

50-282 

50-282 

50-331 

FOIA 

50-289 

P 

P 

Q 

H 

9207140218 

9207140220 

9207140223 

9207140225 

9207140228 

9207090216 

9207090216 

9207090216 

9207090216 

9207140227 

91/10/08 

91/10/08 

91/10/08 

91/10/08 

92/07/08 

70-712 

70-712 

70-712 

40-1478 

50-374 

9207100317 

9207100321 

9207100326 

9207100341 

9207100356 

9207100313 

9207100217 

9207100217 

9207100340 

9207100348 

92/07/02 

91/11/06 

91/11/06 

92/06/26 

92/07/07 

60-165 

FOIA 

FOIA 

50-285 

50-498 

Q 

R 

9207140234 

9207140237 

9207140236 

9207140241 

9207140244 

9207140233 

9207140236 

9207090216 

9207140240 

9207090216 

92/07/08 

92/07/08 

91/10/08 

92/07/09 

91/10/08 

50-263 

50-305 

40-1478 

50-368 

70-712 

9207100370 

9207100371 

9207100375 

9207100401 

9207100404 

9207100348 

9207080120 

9207100348 

9207100396 

9207100393 

92/07/07 

91/10/11 

92/07/07 

92/07/06 

92/07/02 

50-498 

50-220 

50-498 

60-344 

CONTRACT 

P 

P 

9207140247 

9207140249 

9207140251 

9207140256 

9207140257 

9207090216 

9207090216 

9207140250 

9207140202 

9207090216 

91/10/08 

91/10/08 

92/07/09 

92/07/07 

91/10/08 

70-712 

70-712 

50-416 

40-8027 

70-712 

9207100424 

9207100426 

9207100419 

9207100422 

92/06/30 

92/07/01 

CONTRACT 
WASTE MGT 


9207140259 

9207140261 

9207140202 

9207090216 

92/07/07 

91/10/08 

40-8027 

70-712 
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9207140263 

9207140202 

92/07/07 

40-8027 


9207150199 

9207090216 

91/10/08 

70-712 


9207140265 

9207090216 

91/10/08 

70-712 


9207150200 

9207150198 

92/07/02 

50-374 

P 

9207140267 

9207140142 

92/07/07 

50-410 

V 

9207150201 

9207090216 

91/10/08 

70-712 


9207140269 

9207140211 

91/11/05 

FOIA 


9207150205 

9207150202 

92/07/08 

50-320 

P 

9207140270 

9207140202 

92/07/07 

40-8027 


9207150206 

9207090216 

91/10/08 

70-712 


9207140274 

9207090216 

91/10/08 

FOIA 


9207150208 

9207090216 

91/10/08 

70-712 


9207140277 

9207140211 

91/11/05 

FOIA 


9207150209 

9207150207 

92/07/08 

PROJ 


9207140282 

9207090216 

91/10/08 

40-1478 


9207150210 

9207090216 

91/10/08 

70-712 


9207140283 

9207140280 

92/07/08 

50-272 

P 

9207150213 

9207150212 

92/07/08 

50-458 

S 

9207140284 

9207140211 

91/11/05 

FOIA 


9207150219 

9207150217 

92/06/30 

50-397 

Q 

9207140287 

9207140202 

92/07/07 

40-8027 


9207150220 

9207150218 

92/06/30 

PROJ 


9207140289 

9207140211 

91/11/05 

FOIA 


9207150222 

9207150217 

92/06/30 

50-397 

Q 

9207140295 

9207140293 

92/06/26 

50-280 

P 

9207150224 

9207090216 

91/10/08 

70-712 


9207140298 

9207140297 

92/07/08 

50-354 

P 

9207150226 

9207150225 

92/06/25 

50-397 

Q 

9207140306 

9207140304 

92/06/24 

50-280 

P 

9207150227 

9207090216 

91/10/08 

70-712 


9207140309 

9207140307 

91/11/06 

FOIA 


9207150228 

9207150225 

92/06/25 

60-397 

Q 

9207140310 

9207140281 

91/10/30 

FOIA 


9207150230 

9207090216 

91/10/08 

40-1478 


9207140313 

9207140281 

91/10/30 

50-461 

Q 

9207150232 

9207090216 

91/10/08 

70-712 


9207140315 

9207140281 

91/10/30 

FOIA 


9207150238 

9207090216 

91/10/08 

70-712 


9207140320 

9207140281 

91/10/30 

FOIA 


9207150243 

9207090216 

91/10/08 

70-712 


9207140324 

9207140321 

92/07/03 

CONTRACT 


9207150244 

9207150242 

92/07/10 

50-309 

P 

9207140327 

9207140326 

92/07/06 

50-352 

V 

9207150249 

9207090216 

91/10/08 

40-1478 


9207140329 

9207140328 

92/07/08 

CONTRACT 


9207150253 

9207150251 

92/07/08 

50-346 

p 

9207150016 

9207150012 

92/07/09 

50-456 

Q 

9207150254 

9207090216 

91/10/08 

40-1478 


9207150021 

9207140153 

92/07/08 

50-374 

Q 

9207150259 

9207090216 

91/10/08 

40-1478 


9207150022 

9207150020 

92/07/09 

50-368 

P 

9207150266 

9207090216 

91/10/08 

40-1478 


9207150031 

9207090216 

91/10/08 

40-1478 


9207150271 

9207090216 

91/10/08 

40-1478 


9207150033 

9207150032 

92/07/07 

50-353 

P 

9207150273 

9207090216 

91/10/08 

70-712 


9207150034 

9207150028 

92/07/10 

50-237 

Q 

9207150276 

9207090216 

91/10/08 

70-712 


9207150036 

9207090216 

91/10/08 

40-1478 


9207150281 

9207090216 

91/10/08 

40-1478 


9207150038 

9207150035 

92/07/06 

50-293 

Q 

9207150284 

9207090216 

91/10/08 

40-1478 


9207150040 

9207090216 

91/10/08 

70-712 


9207150288 

9207090216 

91/10/08 

40-1478 


9207150045 

9207150039 

92/07/10 

50-331 

Q 

9207150293 

9207150291 

92/07/07 

40-8794 


9207150047 

9207090216 

91/10/08 

40-1478 


9207150295 

9207150256 

92/07/01 

50-146 

P 

9207150049 

9207150039 

92/07/10 

50-331 

Q 

9207150296 

9207150291 

92/07/07 

40-8794 


9207150056 

9207140281 

91/10/30 

50-329 

A 

9207150299 

9207090216 

91/10/08 

40-1478 


9207150057 

9207090216 

91/10/08 

40-1478 


9207150308 

9207150304 

92/07/06 

50-397 

P 

9207150061 

9207090216 

91/10/08 

70-712 


9207150310 

9207090216 

91/10/08 

40-1478 


9207150066 

9207090216 

91/10/08 

40-1478 


9207150311 

9207090216 

91/10/08 

FOIA 


9207150072 

9207140281 

91/10/30 

50-329 

A 

9207150315 

9207150307 

92/06/09 

70-1257 


9207150078 

9207150074 

92/07/06 

50-245 

Q 

9207150323 

9207150317 

92/07/13 

50-445 

M 

9207150079 

9207140281 

91/10/30 

50-329 

A 

9207150327 

9207150322 

92/06/09 

50-288 

Q 

9207150080 

9207090216 

91/10/08 

70-140 


9207150332 

9207150309 

92/06/22 

ORG 


9207150081 

9207150077 

92/07/09 

70-1113 


9207150334 

9207150330 

92/07/09 

50-395 

Q 

9207150082 

9207150077 

92/07/09 

70-1113 


9207150339 

9207150337 

92/06/05 

70-1257 


9207150083 

9207090216 

91/10/08 

70-140 


9207150341 

9207150337 

92/06/05 

70-1257 


9207150085 

9207150077 

92/07/09 

70-1113 


9207150348 

9207150347 

92/07/09 

50-201 

P 

9207150086 

9207090216 

91/10/08 

70-140 


9207150349 

9207150347 

92/07/09 

50-201 

P 

9207150094 

9207150091 

92/07/10 

CONTRACT 


9207160003 

9207150289 

92/07/09 

71-742 


9207150095 

9207140281 

91/10/30 

50-329 

A 

9207160020 

9207160017 

92/07/01 

50-275 

P 

9207150098 

9207090216 

91/10/08 

70-140 


9207160022 

9207160016 

92/06/26 

50-348 

Q 

9207150099 

9207090216 

91/10/08 

70-140 


9207160027 

9207160017 

92/07/01 

50-275 

P 

9207150100 

9207140281 

91/10/30 

50-329 

A 

9207160032 

9207160016 

92/06/26 

50-348 

Q 

9207150102 

9207090216 

91/10/08 

70-712 


9207160042 

9207160029 

92/07/09 

50-443 

Q 

9207150103 

9207140281 

91/10/30 

50-329 

A 

9207160050 

9207160043 

92/07/01 

50-206 

P 

9207150104 

9207150092 

91/11/07 

FOIA 


9207160057 

9207160043 

92/07/01 

50-206 

P 

9207150109 

9207150092 

91/11/07 

FOIA 


9207160063 

9207150133 

92/07/10 

50-338 

R 

9207150113 

9207150111 

92/07/10 

71-354 


9207160069 

9207160065 

92/06/29 

50-206 

P 

9207150117 

9207140281 

91/10/30 

FOIA 


9207160071 

9207160065 

92/06/29 

50-206 

P 

9207150121 

9207150092 

91/11/07 

27-48 


9207160078 

9207150133 

92/07/10 

50-338 

R 

9207150122 

9207140281 

91/10/30 

FOIA 


9207160084 

9207160082 

92/07/07 

50-313 

P 

9207150128 

9207150092 

91/11/07 

27-48 


9207160085 

9207160082 

92/07/07 

50-313 

P 

9207150129 

9207150126 

92/07/10 

71-737 


9207160088 

9207160075 

91/11/04 

FOIA 


9207150134 

9207150092 

91/11/07 

27-48 


9207160092 

9207160086 

92/07/09 

40-8989 


9207150138 

9207150131 

92/07/10 

71-249 


9207160096 

9207160075 

91/11/04 

FOIA 


9207150140 

9207150092 

91/11/07 

FOIA 


9207160097 

9207160091 

92/06/25 

50-440 

P 

9207150147 

9207150145 

92/07/10 

71-736 


9207160102 

9207160086 

92/07/09 

40-8989 


9207150152 

9207150143 

92/07/10 

70-824 


9207160116 

9207090216 

91/10/08 

40-1478 


9207150154 

9207090216 

91/10/08 

70-140 


9207160117 

9207160110 

91/11/07 

40-8027 


9207150156 

9207090216 

91/10/08 

70-140 


9207160119 

9207160108 

92/06/26 

PROJ 


9207150160 

9207150157 

92/07/08 

50-482 

R 

9207160120 

9207160075 

91/11/04 

FOIA 


9207150161 

9207090216 

91/10/08 

70-140 


9207160124 

9207160075 

91/11/04 

FOIA 


9207150162 

9207150157 

92/07/08 

50-482 

R 

9207160126 

9207090216 

91/10/08 

FOIA 


9207150164 

9207150157 

92/07/08 

50-482 

R 

9207160128 

9207160075 

91/11/04 

FOIA 


9207150167 

9207150157 

92/07/08 

50-482 

R 

9207160131 

9207160108 

92/06/26 

PROJ 


9207150169 

9207090216 

91/10/08 

70-712 


9207160132 

9207090216 

91/10/08 

40-1478 


9207150170 

9207150157 

92/07/08 

50-482 

R 

9207160134 

9207160108 

92/06/26 

PROJ 


9207150171 

9207150157 

92/07/08 

50-482 

R 

9207160135 

9207160108 

92/06/26 

PROJ 


9207150172 

9207150157 

92/07/08 

50-482 

R 

9207160137 

9207160108 

92/06/26 

PROJ 


9207150177 

9207090216 

91/10/08 

70-712 


9207160138 

9207090216 

91/10/08 

40-1478 


9207150178 

9207150163 

92/07/10 

70-1201 


9207160141 

9207160108 

92/06/26 

PROJ 


9207150179 

9207150176 

92/07/07 

50-373 

P 

9207160144 

9207090216 

91/10/08 

70-712 


9207150181 

9207150148 

92/06/30 

50-344 

P 

9207160148 

9207160139 

92/07/09 

50-275 

P 

9207150103 

9207090216 

91/10/08 

FOIA 


9207160150 

9207090216 

91/10/08 

FOIA 


9207150184 

9207090216 

91/10/08 

70-712 


9207160153 

9207090216 

91/10/08 

40-1478 


9207150188 

9207090216 

91/10/08 

70-712 


9207160154 

9207160100 

92/07/08 

50-272 

Q 

9207150192 

9207090216 

91/10/08 

70-712 


9207160155 

9207160075 

91/11/04 

FOIA 
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9207160160 

9207090216 

91/10/08 

70-925 


9207170042 

9207170033 

92/06/09 

STATE PRO 

9207160163 

9207160100 

92/07/08 

50-272 

Q 

9207170045 

9207170041 

92/07/02 

50-286 

9207160164 

9207160075 

91/11/04 

FOIA 


9207170047 

9207170046 

92/06/24 

REVIEW GR 

9207160168 

9207090216 

91/10/08 

40-1478 


9207170051 

9207170041 

92/07/02 

50-286 

9207160186 

9207160184 

92/07/09 

50-286 

P 

9207170052 

9207170050 

92/07/13 

50-282 

9207160190 

9207160184 

92/07/09 

60-286 

P 

9207170053 

9207170028 

92/06/02 

PR 

9207160198 

9207090216 

91/10/08 

40-1478 


9207170064 

9207170050 

92/07/13 

50-282 

9207160203 

9207160195 

92/07/09 

50-223 

Q 

9207170057 

9207170048 

91/11/20 

40-8027 

9207160204 

9207160193 

91/11/12 

40-8027 


9207170064 

9207170058 

92/06/25 

PR 

9207160206 

9207090216 

91/10/08 

40-1478 


9207170074 

9207170043 

92/07/02 

50-410 

9207160208 

9207160205 

92/07/06 

50-254 

P 

9207170077 

9207160075 

91/11/04 

FOIA 

9207160209 

9207090216 

91/10/08 

40-1478 


9207170079 

9207170071 

92/07/17 

50-390 

9207160213 

9207160075 

91/11/04 

FOIA 


9207170080 

9206120307 

92/06/01 

40-8778 

9207160219 

9207160075 

91/11/04 

FOIA 


9207170083 

9207170071 

92/07/17 

50-390 

9207160220 

9207160200 

91/11/13 

FOIA 


9207170090 

9207160075 

91/11/04 

FOIA 

9207160223 

9207160075 

91/11/04 

FOIA 


9207170096 

9207170088 

92/07/02 

50-443 

9207160224 

9207090216 

91/10/08 

FOIA 


9207170122 

9207170109 

92/06/02 

ORG 

9207160226 

9207160075 

91/11/04 

FOIA 


9207170138 

9207170136 

92/07/10 

50-443 

9207160230 

9207090216 

91/10/08 

FOIA 


9207170142 

9207170140 

92/07/15 

WASTE MGT 

9207160235 

9207090216 

91/10/08 

FOIA 


9207170149 

9207170140 

92/07/15 

WASTE MGT 

9207160236 

9207160225 

92/07/10 

50-498 

Q 

9207170152 

9207170143 

92/06/21 

50-413 

9207160246 

9207160225 

92/07/10 

50-498 

Q 

9207170159 

9207170156 

92/07/15 

70-687 

9207160247 

9207090216 

91/10/08 

40-1478 


9207170169 

9207170167 

92/07/13 

50-482 

9207160252 

9207090216 

91/10/08 

40-1478 


9207170176 

9207170171 

92/07/13 

50-341 

9207160254 

9207160251 

92/07/02 

70-1100 


9207170177 

9207170167 

92/07/13 

50-482 

9207160256 

9207160249 

92/07/02 

50-456 

R 

9207170183 

9207170180 

92/07/06 

50-315 

9207160257 

9207160255 

92/07/08 

50-29 

P 

9207170186 

9207170184 

92/07/10 

50-331 

9207160258 

9207090216 

91/10/08 

FOIA 


9207170188 

9207170184 

92/07/10 

50-331 

9207160259 

9207160249 

92/07/02 

50-456 

R 

9207170196 

9207170195 

92/07/08 

50-295 

9207160263 

9207090216 

91/10/08 

40-1478 


9207170201 

9207170198 

92/07/07 

50-335 

9207160266 

9207090216 

91/10/08 

40-1478 


9207170218 

9207170216 

92/07/02 

50-461 

9207160269 

9207090216 

91/10/08 

40-1478 


9207170220 

9207170217 

92/07/13 

50-27 

9207160270 

9207160267 

92/06/26 

STATE PRO 

Q 

9207170221 

9207170215 

92/07/14 

71-62 

9207160278 

9207160273 

92/07/08 

72-1007 


9207170227 

9207170215 

92/07/14 

71-62 

9207160279 

9207090216 

91/10/08 

40-1478 


9207170228 

9207170223 

92/07/13 

50-266 

9207160282 

9207160280 

92/07/10 

50-286 

Q 

9207170229 

9207170214 

92/07/10 

50-271 

9207160283 

9207160280 

92/07/10 

50-286 

Q 

9207170231 

9207170225 

91/11/13 

FOIA 

9207160287 

9207090216 

91/10/08 

40-1478 


9207170236 

9207170232 

92/07/10 

50-352 

9207160288 

9207160286 

92/07/09 

50-29 

Q 

9207170237 

9207170230 

92/06/19 

50-277 

9207160289 

9207090216 

91/10/08 

40-1478 


9207170241 

9207170240 

92/07/10 

50-461 

9207160292 

9207090216 

91/10/08 

40-1478 


9207170244 

9207170243 

92/07/09 

50-338 

9207160293 

9207090216 

91/10/08 

40-1478 


9207170245 

9207170239 

92/05/21 

PROJ 

9207160295 

9207090216 

91/10/08 

40-1478 


9207170247 

9207170225 

91/11/13 

FOIA 

9207160296 

9207160291 

92/07/10 

50-382 

Q 

9207170248 

9207170242 

92/06/11 

50-275 

9207160298 

9207090216 

91/10/08 

40-1478 


9207170251 

9207170225 

91/11/13 

FOIA 

9207160300 

9207160297 

92/07/14 

50-390 

A 

9207170254 

9207170225 

91/11/13 

FOIA 

9207160301 

9207150108 

91/11/04 

FOIA 


9207170255 

9207170239 

92/05/21 

PROJ 

9207160303 

9207090216 

91/10/08 

40-1478 


9207170256 

9207170252 

92/07/06 

CONTRACT 

9207160306 

9207160304 

92/07/13 

50-259 

P 

9207170258 

9207170239 

92/05/21 

PROJ 

9207160310 

9207090216 

91/10/08 

40-1478 


9207170259 

9207170250 

92/07/13 

50-245 

9207160312 

9207160294 

92/07/10 

50-313 

P 

9207170265 

9207170262 

92/06/26 

50-275 

9207160313 

9207090216 

91/10/08 

40-1478 


9207170276 

9207170275 

92/07/14 

50-327 

9207160318 

9207090216 

91/10/08 

40-1478 


9207170277 

9207170274 

92/07/15 

50-313 

9207160319 

9207160308 

92/07/10 

50-498 

Q 

9207200003 

9207200002 

92/07/02 

50-352 

9207160320 

9207090216 

91/10/08 

40-1478 


9207200004 

9207200002 

92/07/02 

50-352 

9207160321 

9207160307 

92/07/10 

WASTE MQT 


9207200013 

9207200012 

92/06/30 

CONTRACT 

9207160323 

9207090216 

91/10/08 

FOIA 


9207200019 

9207200017 

92/07/14 

50-368 

9207160326 

9207160075 

91/11/04 

FOIA 


9207200024 

9207200021 

92/07/07 

52-2 

9207160327 

9207150108 

91/11/04 

FOIA 


9207200030 

9207200028 

92/07/14 

50-445 

9207160329 

9207090216 

91/10/08 

40-1478 


9207200034 

9207200028 

92/07/14 

50445 

9207160330 

9207160307 

92/07/10 

WASTE MQT 


9207200046 

9207200041 

91/11/06 

40-8027 

9207160334 

9207160307 

92/07/10 

WASTE MQT 


9207200049 

9207200043 

92/06/03 

PR 

9207160336 

9207090216 

91/10/08 

40-1478 


9207200060 

9207200045 

92/07/09 

50-2 

9207160337 

9207160075 

91/11/04 

FOIA 


9207200063 

9207200043 

92/06/03 

PR 

9207160343 

9207160075 

91/11/04 

FOIA 


9207200056 

9207200051 

92/07/13 

50-269 

9207160363 

9207160359 

92/06/25 

50-286 

P 

9207200067 

9207200043 

92/06/03 

PR 

9207160365 

9207100137 

92/07/06 

52-1 


9207200062 

9207200054 

91/11/13 

FOIA 

9207160366 

9207160359 

92/06/25 

50-286 

P 

9207200068 

9207200066 

92/07/16 

50-338 

9207160369 

9207160076 

91/11/04 

FOIA 


9207200079 

9207200075 

92/07/08 

70-3070 

9207160371 

9207160075 

91/11/04 

FOIA 


9207200081 

9207200075 

92/07/08 

70-3070 

9207160380 

9207160375 

92/07/10 

60-271 

P 

9207200082 

9207200078 

92/07/17 

50-321 

9207160384 

9207160076 

91/11/04 

FOIA 


9207200084 

9207200076 

92/07/08 

70-3070 

9207160387 

9207160386 

92/07/09 

50-327 

P 

9207200086 

9207200075 

92/07/08 

70-3070 

9207160388 

9207160366 

92/07/09 

50-327 

P 

9207200088 

9207200054 

91/11/13 

FOIA 

9207170002 

9207170001 

92/07/14 

71-632 


9207200090 

9207200083 

92/07/13 

50-397 

9207170004 

9207170003 

92/07/14 

71-742 


9207200100 

9207200098 

92/07/07 

50-282 

9207170014 

9207160346 

92/06/22 

50-321 

Q 

9207200119 

9207200112 

92/07/13 

50-267 

9207170016 

9207170016 

92/06/11 

PR 


9207200127 

9207200123 

92/07/13 

50-317 

9207170019 

9207170018 

92/06/10 

PR 


9207200130 

9207200123 

92/07/13 

50-317 

9207170023 

9207170021 

92/07/09 

60-219 

Q 

9207200135 

9207200054 

91/11/13 

FOIA 

9207170025 

9207170021 

92/07/09 

50-219 

Q 

9207200136 

9207200128 

92/07/13 

50-245 

9207170026 

9207020228 

92/06/22 

PR 


9207200144 

9207200143 

92/07/14 

50-298 

9207170027 

9207170022 

92/07/10 

50-213 

Q 

9207200146 

9207200104 

91/11/13 

FOIA 

9207170029 

9207170024 

92/06/30 

50-219 

Q 

9207200146 

9207200147 

92/07/16 

50-397 

9207170032 

9207170030 

92/07/01 

60-271 

P 

9207200149 

9207200145 

92/07/13 

WASTE MQT 

9207170039 

9207170038 

92/07/09 

50-277 

P 

9207200150 

9207200136 

92/07/14 

CONTRACT 

9207170040 

9207170037 

92/06/30 

NUREG 


9207200158 

9207200156 

92/07/10 

60-277 
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302 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRWCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUHENT 

BSSUEO 

CATEGORY 


OOCUHENT 

ISSUED 

CATEGORY 

9207200160 

9207200152 

92/07/13 

50-213 

R 

9207210090 

9207210086 

92/07/15 

50-354 

9207200167 

9207200165 

92/07/16 

50-339 

Q 

9207210097 

9207210093 

92/07/15 

50-369 

9207200168 

9207200157 

92/07/10 

CONTRACT 


9207210101 

9207200219 

91/11/07 

FOIA 

9207200169 

9207200165 

92/07/16 

50-339 

Q 

9207210105 

9207210103 

92/07/02 

50-206 

9207200170 

9207200165 

92/07/16 

50-339 

Q 

9207210107 

9207210093 

92/07/15 

50-369 

9207200171 

9207200164 

92/06/10 

50-397 

R 

9207210115 

9207210106 

92/07/13 

50-245 

9207200172 

9207200161 

92/07/08 

40-7604 


9207210117 

9207210112 

92/07/03 

50-206 

9207200175 

9207200054 

91/11/13 

FOIA 


9207210120 

9207210114 

92/07/13 

50-333 

9207200176 

9207200164 

92/06/10 

50-397 

R 

9207210125 

9207210114 

92/07/13 

50-333 

9207200178 

9207200173 

92/06/24 

50-344 

S 

9207210126 

9207210123 

92/06/30 

50-344 

9207200180 

9207200054 

91/11/13 

FOIA 


9207210130 

9207210116 

92/07/16 

50-317 

9207200182 

9207200161 

92/07/08 

40-7604 


9207210133 

9207210129 

92/06/29 

50-528 

9207200187 

9207200054 

91/11/13 

FOIA 


9207210146 

9207210131 

92/07/16 

50-498 

9207200193 

9207200054 

91/11/13 

FOIA 


9207210153 

9207210145 

92/07/10 

WASTE MGT 

9207200197 

9207200192 

92/07/09 

REVIEW GR 

P 

9207210154 

9207200219 

91/11/07 

FOIA 

9207200200 

9207200054 

91/11/13 

FOIA 


9207210160 

9207200199 

92/07/13 

50-269 

9207200202 

9207200192 

92/07/09 

REVIEW GR 

P 

9207210174 

9207210170 

92/07/15 

50-293 

9207200204 

9207200054 

91/11/13 

FOIA 


9207210177 

9207210170 

92/07/15 

50-293 

9207200210 

9207200054 

91/11/13 

FOIA 


9207210199 

9207210194 

92/07/14 

50-245 

9207200211 

9207200192 

92/07/09 

REVIEW GR 

P 

9207210201 

9207210189 

92/07/09 

50-269 

9207200216 

9207200054 

91/11/13 

FOIA 


9207210223 

9207200219 

91/11/07 

FOIA 

9207200217 

9207200213 

92/07/15 

50-317 

P 

9207210227 

9207210224 

92/06/22 

50-275 

9207200224 

9207200192 

92/07/09 

REVIEW GR 

P 

9207210237 

9207210231 

92/07/15 

50-269 

9207200227 

9207200054 

91/11/13 

FOIA 


9207210240 

9207210231 

92/07/15 

50-269 

9207200235 

9207200208 

91/10/31 

FOIA 


9207210244 

9207200219 

91/11/07 

FOIA 

9207200238 

9207200234 

92/07/14 

50-237 

P 

9207210250 

9207210247 

92/07/09 

50-461 

9207200242 

9207200232 

92/07/07 

PROJ 


9207210261 

9207200054 

91/11/13 

FOIA 

9207200243 

9207200219 

91/11/07 

FOIA 


9207210262 

9207200208 

91/10/31 

70-146 

9207200245 

9207200208 

91/10/31 

FOIA 


9207210265 

9207150108 

91/11/04 

FOIA 

9207200247 

9207200208 

91/10/31 

FOIA 


9207210266 

9207200208 

91/10/31 

70-146 

9207200250 

9207200054 

91/11/13 

FOIA 


9207210270 

9207200054 

91/11/13 

FOIA 

9207200251 

9207200219 

91/11/07 

FOIA 


9207210276 

9207200219 

91/11/07 

FOIA 

9207200252 

9207200248 

92/07/09 

50-266 

s 

9207210277 

9207200054 

91/11/13 

FOIA 

9207200253 

9207200208 

91/10/31 

FOIA 


9207210279 

9207150108 

91/11/04 

FOIA 

9207200256 

9207200054 

91/11/13 

FOIA 


9207210283 

9207200054 

91/11/13 

FOIA 

9207200257 

9207200255 

92/07/14 

50-287 

Q 

9207210290 

9207200054 

91/11/13 

FOIA 

9207200259 

9207200208 

91/10/31 

FOIA 


9207210294 

9207200208 

91/10/31 

70-146 

9207200263 

9207200219 

91/11/07 

FOIA 


9207210297 

9207210291 

92/07/07 

50-348 

9207200266 

9207200054 

91/11/13 

FOIA 


9207210299 

9207210284 

92/07/15 

50-220 

9207200268 

9207200208 

91/10/31 

FOIA 


9207210300 

9207150108 

91/11/04 

FOIA 

9207200272 

9207200054 

91/11/13 

FOIA 


9207210301 

9207200219 

91/11/07 

FOIA 

9207200276 

9207200208 

91/10/31 

FOIA 


9207210305 

9207200208 

91/10/31 

70-146 

9207200280 

9207200054 

91/11/13 

FOIA 


9207210308 

9207200054 

91/11/13 

FOIA 

9207200281 

9207200208 

91/10/31 

FOIA 


9207210311 

9207200208 

91/10/31 

70-146 

9207200282 

9207200054 

91/11/13 

FOIA 


9207210316 

9207150108 

91/11/04 

FOIA 

9207200283 

9207200208 

91/10/31 

FOIA 


9207210318 

9207200219 

91/11/07 

FOIA 

9207200288 

9207200054 

91/11/13 

FOIA 


9207210323 

9207210239 

92/07/13 

70-3070 

9207200298 

9207200192 

92/07/09 

REVIEW GR 

P 

9207210335 

9207200219 

91/11/07 

FOIA 

9207200299 

9207200292 

92/06/30 

CONTRACT 


9207220007 

9207220006 

92/07/15 

50-327 

9207200306 

9207200302 

92/07/02 

50-220 

H 

9207220021 

9207200054 

91/11/13 

FOIA 

9207200308 

9207200054 

91/11/13 

FOIA 


9207220027 

9207200054 

91/11/13 

FOIA 

9207200309 

9207200219 

91/11/07 

FOIA 


9207220033 

9207200054 

91/11/13 

FOIA 

9207200310 

9207200208 

91/10/31 

FOIA 


9207220035 

9207220030 

92/07/14 

70-3072 

9207200311 

9207200302 

92/07/02 

50-220 

H 

9207220039 

9207220030 

92/07/14 

70-3072 

9207200314 

9207200302 

92/07/02 

50-220 

H 

9207220044 

9207200054 

91/11/13 

FOIA 

9207200316 

9207200208 

91/10/31 

FOIA 


9207220050 

9207220022 

92/04/08 

50-275 

9207200317 

9207200104 

91/11/13 

FOIA 


9207220053 

9207200054 

91/11/13 

FOIA 

9207200318 

9207200313 

92/06/25 

50-341 

P 

9207220055 

9207200208 

91/10/31 

70-146 

9207200323 

9207200208 

91/10/31 

FOIA 


9207220059 

9207200054 

91/11/13 

FOIA 

9207200324 

9207200313 

92/06/25 

50-341 

P 

9207220061 

9207200054 

91/11/13 

FOIA 

9207200325 

9207200208 

91/10/31 

FOIA 


9207220062 

9207200208 

91/10/31 

70-146 

9207200326 

9207200219 

91/11/07 

FOIA 


9207220067 

9207200054 

91/11/13 

FOIA 

9207200330 

9207200208 

91/10/31 

FOIA 


9207220072 

9207220058 

92/07/08 

WASTE MGT 

9207200332 

9207200219 

91/11/07 

FOIA 


9207220075 

9207200054 

91/11/13 

FOIA 

9207200337 

9207200219 

91/11/07 

FOIA 


9207220082 

9207200208 

91/10/31 

70-146 

9207200341 

9207200208 

91/10/31 

FOIA 


9207220085 

9207200208 

91/10/31 

70-36 

9207200344 

9207200152 

92/07/13 

50-213 

R 

9207220089 

9207200054 

91/11/13 

FOIA 

9207200346 

9207200208 

91/10/31 

FOIA 


9207220090 

9207200208 

91/10/31 

70-146 

9207200348 

9207200345 

92/07/09 

50-424 

P 

9207220092 

9207200054 

91/11/13 

FOIA 

9207200349 

9207200152 

92/07/13 

50-213 

R 

9207220093 

9207200208 

91/10/31 

70-146 

9207200350 

9207200345 

92/07/09 

50-424 

P 

9207220096 

9207200054 

91/11/13 

FOIA 

9207200351 

9207200219 

91/11/07 

FOIA 


9207220097 

9207200208 

91/10/31 

70-146 

9207200352 

9207200152 

92/07/13 

50-213 

R 

9207220099 

9207200054 

91/11/13 

FOIA 

9207210004 

9207210002 

92/06/29 

50-528 

Q 

9207220101 

9207200208 

91/10/31 

70-146 

9207210007 

9207210002 

92/06/29 

50-528 

Q 

9207220102 

9207200054 

91/11/13 

FOIA 

9207210010 

9207210006 

92/07/13 

REVIEW GR 

P 

9207220105 

9207200208 

91/10/31 

70-146 

9207210013 

9207200208 

91/10/31 

70-146 


9207220106 

9207220103 

92/05/19 

STATE PRO 

9207210015 

9207200208 

91/10/31 

70-146 


9207220107 

9207200208 

91/10/31 

70-146 

9207210025 

9207200219 

91/11/07 

FOIA 


9207220110 

9207200208 

91/10/31 

70-146 

9207210027 

9207210020 

92/07/17 

50-445 

V 

9207220111 

9207200054 

91/11/13 

FOIA 

9207210037 

9207210029 

92/07/16 

STATE PRO 

G 

9207220114 

9207200208 

91/10/31 

70-146 

9207210051 

9207210045 

92/07/17 

40-1341 


9207220117 

9207200208 

91/10/31 

70-146 

9207210063 

9207210049 

92/07/15 

50-413 

R 

9207220120 

9207200208 

91/10/31 

70-146 

9207210068 

9207210056 

92/07/16 

50-255 

Q 

9207220124 

9207200208 

91/10/31 

70-146 

9207210069 

9207210059 

92/07/16 

50-313 

Q 

9207220126 

9207220121 

92/07/01 

50-413 

9207210075 

9207210049 

92/07/15 

50-413 

R 

9207220128 

9207200054 

91/11/13 

FOIA 

9207210076 

9207210059 

92/07/16 

50-313 

Q 

9207220130 

9207200208 

91/10/31 

70-146 


Otj-dOO 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 303 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


9207220132 

9207220136 

9207220138 

9207220142 

9207220146 

9207220149 

9207220150 

9207220152 

9207220155 

9207220156 

9207220158 

9207220162 

9207220164 

9207220167 

9207220169 

9207220170 

9207220172 

9207220173 

9207220177 

9207220179 

9207220181 

9207220184 

9207220188 

9207220189 

9207220190 

9207220191 

9207220193 

9207220195 

9207220202 

9207220207 

9207220208 

9207220210 

9207220211 

9207220214 

9207220220 

9207220223 

9207220227 

9207220229 

9207220230 

9207220232 

9207220235 

9207220236 

9207220238 

9207220250 

9207220260 

9207220266 

9207220269 

9207220271 

9207220272 

9207220277 

9207220278 

9207220280 

9207220284 

9207220288 

9207220292 

9207220296 

9207220298 

9207220301 

9207220303 

9207220306 

9207220312 

9207220317 

9207220320 

9207220324 

9207220332 

9207220338 

9207220340 

9207220341 

9207220346 

9207220348 

9207220352 

9207220355 

8207220356 

9207220358 

9207220360 

9207220363 

9207220364 

9207220365 

9207220367 

9207220370 

9207220371 

9207220372 

9207220376 

9207220378 

9207220380 

9207220381 

9207220383 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


9207140222 

9207200054 

9207220129 

9207200054 

92/07/10 

91/11/13 

92/07/16 

91/11/13 

50-322 

FOIA 

50-324 

FOIA 

W 

Q 

9207220384 

9207220385 

9207220390 

9207220391 

9207220392 

9207220342 

9207220323 

9207200208 

92/06/29 

91/11/15 

91/10/31 

CONTRACT 

50-329 

70-146 

9207220140 

92/07/16 

50-266 

Q 

9207220323 

9207200219 

91/11/15 

91/11/07 

50-329 

FOIA 

9207200219 

9207220080 

9207200208 

91/11/07 

92/07/14 

91/10/31 

FOIA 

WASTE MGT 
70-146 


9207220395 

9207220398 

9207220399 

9207220403 

9207220406 

9207220323 

9207220323 

91/11/15 

91/11/15 

FOIA 

50-329 

9207200219 

9207200208 

91/11/07 

91/10/31 

FOIA 

70-146 


9207220323 

9207220323 

9207200219 

91/11/15 

91/11/15 

91/11/07 

50-329 

FOIA 

FOIA 

9207200219 

9207200208 

9207200054 

9207200208 

91/11/07 

91/10/31 

91/11/13 

91/10/31 

FOIA 

70-146 

FOIA 

70-146 


9207220412 

9207220419 

9207220420 

9207220422 

9207220424 

9207200208 

9207200208 

9207200208 

91/10/31 

91/10/31 

91/10/31 

70-146 

70-146 

70-146 

9207200208 

91/10/31 

70-146 


9207200208 

9207220423 

91/10/31 

92/07/17 

70-146 

50-483 

9207220161 

9207200054 

9207200208 

9207200208 

9207200054 

92/07/16 

91/11/13 

91/10/31 

91/10/31 

91/11/13 

WASTE MGT 
FOIA 

70-146 

70-146 

FOIA 


9207220425 

9207230003 

9207230027 

9207230030 

9207230032 

9207220423 

9207230002 

9207200208 

9207230029 

9207200208 

92/07/17 

92/07/15 

91/10/31 

92/07/14 

91/10/31 

50-483 

50-483 

70-146 

PROJ 

70-146 

9207200104 

9207200208 

9207220165 

9207200208 

9207220165 

91/11/13 

91/10/31 

92/07/15 

91/10/31 

92/07/15 

FOIA 

70-146 

50-261 

70-146 

60-261 

P 

P 

9207230035 

9207230038 

9207230040 

9207230045 

9207230046 

9207200208 

9207200208 

9207200208 

9207200208 

9207200208 

91/10/31 

91/10/31 

91/10/31 

91/10/31 

91/10/31 

70-146 

70-146 

70-146 

70-146 

70-146 

9207220180 

9207200219 

9207200054 

9207220187 

9207220201 

92/06/11 

91/11/07 

91/11/13 

92/07/17 

92/07/13 

50-275 

FOIA 

FOIA 

60-333 
WASTE MGT 

F 

K 

9207230050 

9207230054 

9207230056 

9207230057 

9207230059 

9207200208 

9207200208 

9207230053 

9207200208 

9207200208 

91/10/31 

91/10/31 

92/07/15 

91/10/31 

91/10/31 

70-146 

70-146 

50-213 

70-146 

70-146 

9207220205 

9207220205 

9207200208 

9207220201 

9207200208 

92/07/15 

92/07/15 

91/10/31 

92/07/13 

91/10/31 

50-247 

50-247 

70-146 
WASTE MGT 
70-146 

P 

P 

9207230061 

9207230063 

9207230064 

9207230066 

9207230067 

9207200208 

9207150108 

9207230060 

9207200208 

9207200208 

91/10/31 

91/11/04 

92/07/17 

91/10/31 

91/10/31 

70-146 

FOIA 

50-293 

70-146 

70-146 

9207200208 

9207200208 

9207220226 

9207200208 

9207220226 

91/10/31 

91/10/31 

92/07/15 

91/10/31 

92/07/15 

70-146 

70-146 

50-266 

70-146 

50-206 

P 

P 

9207230069 

9207230072 

9207230073 

9207230075 

9207230078 

9207200208 

9207200208 

9207200208 

9207200208 

9207200208 

91/10/31 

91/10/31 

91/10/31 

91/10/31 

91/10/31 

70-146 

70-146 

70-146 

70-146 

70-146 

9207200208 

9207200054 

9207200208 

9207200219 

9207200219 

91/10/31 

91/11/13 

91/10/31 

91/11/07 

91/11/07 

70-146 

FOIA 

70-146 

FOIA 

FOIA 


9207230080 

9207230081 

9207230087 

9207230088 

9207230090 

9207200208 

9207230074 

9207230071 

9207200208 

9207200200 

91/10/31 

92/07/20 

92/05/13 

91/10/31 

91/10/31 

70-146 

50-182 

40-8406 

70-146 

70-146 

9207220265 

9207220264 

9207220267 

9207220270 

9207200208 

92/07/16 

92/07/14 

92/07/16 

92/07/14 

91/10/31 

50-263 

50-387 

50-156 

40-8943 

70-146 

Q 

P 

F 

9207230097 

9207230090 

9207230099 

9207230100 

9207230101 

9207230094 

9207230093 

9207230094 

9207230096 

9207230096 

92/07/14 

92/03/20 

92/07/14 

92/07/17 

92/07/17 

50-387 

ORG 

50-387 

50-326 

50-530 

9207200219 

9207200208 

9207220281 

9207200208 

9207200219 

91/11/07 

91/10/31 

92/07/14 

91/10/31 

91/11/07 

FOIA 

70-146 

50-413 

70-146 

FOIA 

P 

9207230102 

9207230107 

9207230112 

9207230113 

9207230114 

9207230093 

9207230106 

9207230110 

9207200208 

9207150108 

92/03/20 

92/07/17 

92/07/21 

91/10/31 

91/11/04 

ORG 

50-407 
WASTE MGT 
70-146 

FOIA 

9207200208 

9207220212 

9207220299 

9207200208 

9207220305 

91/10/31 

92/07/14 

92/07/16 

91/10/31 

92/07/10 

70-146 

50-367 

50-334 

70-146 

50-412 

P 

Q 

Q 

9207230115 

9207230117 

9207230119 

9207230122 

9207230126 

9207230110 

9207230104 

9207200200 

9207200208 

9207200208 

92/07/21 

92/07/14 

91/10/31 

91/10/31 

91/10/31 

WASTE MGT 
70-371 

70-146 

70-146 

70-146 

9207220309 

9207220313 

9207200208 

9207200208 

9207220323 

91/11/15 

92/07/15 

91/10/31 

91/10/31 

91/11/16 

FOIA 

50-265 

70-146 

70-146 

60-329 

P 

Q 

9207230127 

9207230129 

9207230130 

9207230131 

9207230133 

9207150108 

9207200208 

9207230104 

9207220380 

9207150100 

91/11/04 

91/10/31 

92/07/14 

92/07/16 

91/11/04 

FOIA 

70-146 

70-371 

50-424 

FOIA 

9207200208 

9207220323 

9207220337 

9207220323 

9207220323 

91/10/31 

91/11/15 

92/07/16 

91/11/15 

91/11/15 

70-146 

50-329 

50-289 

50-329 

60-329 

Q 

Q 

Q 

Q 

9207230136 

9207230137 

9207230141 

9207230163 

9207230166 

9207230132 

9207230132 

920716010$ 

9207230166 

9207230160 

92/07/15 

92/07/16 

91/11/04 

92/07/16 

92/07/16 

50-369 

50-389 

FOIA 

50-259 

CONTRACT 

9207220323 

9207210137 

9207200208 

9207220323 

9207200208 

91/11/16 

92/07/07 

91/10/31 

91/11/15 

91/10/31 

60-329 

60-440 

70-146 

50-481 

70-146 

Q 

P 

P 

9207230167 

9207230170 

9207230173 

0207230176 

9207230176 

9207200208 

9207200208 

9207200208 

9207200208 

9207200208 

91/10/31 

91/10/31 

91/10/31 

91/10/31 

91/10/31 

70-146 

70-146 

70-146 

70-146 

70-146 

9207220323 

9207220367 

9207200219 

9207220323 

9207220366 

91/11/16 

92/07/13 

91/11/07 

91/11/15 

92/07/17 

50-329 

50-220 

POIA 

FOIA 

50-59 

Q 

P 

V 

9207230178 

9207230181 

9207230183 

9207230186 

9207230167 

9207200208 

9207200208 

9207200208 

9207200208 

9207230180 

91/10/31 

01/10/31 

91/10/31 

91/10/31 

92/07/16 

70-146 

70-146 

70-146 

70-146 

CONTRACT 

9207220323 

9207220362 

9207220323 

9207220323 

9207220373 

91/11/16 

92/07/06 

91/11/16 

91/11/16 

92/06/22 

FOIA 

50-206 

FOIA 

FOIA 

50-298 

V 

F 

9207230188 

9207230189 

92071^192 

9^7230194 

9207'230195 

9207200208 

9207290208 

9207200208 

91^7230165 

9207200208 

91/10/31 

91/10/31 

91/10/31 

92/07/17 

91/10/31 

70-146 

70-146 

70-146 

50-220 

70-146 

9207200219 

9207200208 

91/11/07 

91/10/31 

FOIA 

70-148' 


9207230196 

9^7230197 

9207200208 

9207200208 

91/10/31 

91/10/31 

70-148 

70-146 
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ENCLOSURE 

PRINCIPAL 
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DOCUMENT 

ISSUED 
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9207230199 

9207200208 

91/10/31 

70-146 


9207240126 

9207240121 

92/07/20 

50-530 

9207230202 

9207230201 

92/07/20 

70-1 100 


9207240127 

9207240121 

92/07/20 

50-530 

9207230204 

9207150108 

91/11/04 

FOIA 


9207240132 

9207200219 

91/11/07 

FOIA 

9207230205 

9207230201 

92/07/20 

70-1100 


9207240137 

9207240128 

92/07/17 

50-321 

9207230206 

9207230201 

92/07/20 

70-1100 


9207240140 

9207200219 

91/11/07 

FOIA 

9207230208 

9207150108 

91/11/04 

FOIA 


9207240147 

9207200219 

91/11/07 

FOIA 

9207230213 

9207230211 

92/07/20 

70-1257 


9207240154 

9207240153 

92/07/15 

50-440 

9207230214 

9207230211 

92/07/20 

70-1257 


9207240156 

9207210116 

92/07/16 

50-317 

9207230215 

9207150108 

91/11/04 

FOIA 


9207240159 

9207200219 

91/11/07 

FOIA 

9207230217 

9207230211 

92/07/20 

70-1257 


9207240164 

9207200219 

91/11/07 

FOIA 

9207230223 

9207230190 

92/06/29 

CONTRACT 


9207240176 

9207200219 

91/11/07 

FOIA 

9207230225 

9207200208 

91/10/31 

70-146 


9207240179 

9207200219 

91/11/07 

FOIA 

9207230230 

9207230184 

92/07/15 

50-317 

Q 

9207240182 

9207240181 

92/07/16 

50-302 

9207230231 

9207150108 

91/11/04 

FOIA 


9207240196 

9207200219 

91/11/07 

FOIA 

9207230232 

9207200208 

91/10/31 

70-J46 


9207240207 

9207200219 

91/11/07 

FOIA 

9207230234 

9207200208 

91/10/31 

70-146 


9207240208 

9207240206 

92/07/20 

50-458 

9207230238 

9207200208 

91/10/31 

70-146 


9207240210 

9207080068 

92/06/29 

40-3392 

9207230239 

9207200208 

91/10/31 

70-146 


9207240211 

9207240144 

92/07/20 

50-277 

9207230241 

9207200208 

91/10/31 

70-146 


9207240213 

9207200219 

91/11/07 

FOIA 

9207230244 

9207200208 

91/10/31 

70-146 


9207240215 

9207240212 

92/07/22 

50-259 

9207230247 

9207200208 

91/10/31 

70-146 


9207240219 

9207200219 

91/11/07 

FOIA 

9207230250 

9207200208 

91/10/31 

70-146 


9207240231 

9207240092 

92/07/17 

50-286 

9207230254 

9207200208 

91/10/31 

70-146 


9207240236 

9207200219 

91/11/07 

FOIA 

9207230256 

9207200208 

91/10/31 

70-146 


9207240242 

9207240239 

92/07/10 

CONTRACT 

9207230257 

9207150108 

91/11/04 

FOIA 


9207240256 

9207240060 

92/07/17 

50-305 

9207230264 

9207230251 

92/07/17 

50-400 

P 

9207270004 

9207270003 

92/07/17 

50-286 

9207230265 

9207200208 

91/10/31 

70-146 


9207270005 

9207270003 

92/07/17 

50-286 

9207230267 

9207150108 

91/11/04 

FOIA 


9207270010 

9207270008 

92/07/20 

50-259 

9207230269 

9207200208 

91/10/31 

70-146 


9207270014 

9207270013 

92/07/17 

27-48 

9207230271 

9207230270 

92/05/01 

REVIEW GR 

P 

9207270019 

9207270012 

92/06/29 

50-269 

9207230281 

9207230263 

92/07/14 

50-289 

K 

9207270024 

9207270016 

92/06/19 

50-324 

9207230283 

9207230263 

92/07/14 

50-289 

K 

9207270030 

9207270016 

92/06/19 

50-324 

9207230284 

9207200208 

91/10/31 

40-2136 


9207270032 

9207270025 

92/06/12 

50-369 

9207230286 

9207200208 

91/10/31 

40-2136 


9207270041 

9207270035 

92/06/24 

50-400 

9207230288 

9207200208 

91/10/31 

40-2136 


9207270068 

9207270060 

92/07/20 

50-445 

9207230289 

9207230282 

92/07/20 

CONTRACT 


9207270071 

9207270056 

92/06/12 

50-269 

9207230291 

9207200208 

91/10/31 

40-2136 


9207270077 

9207270056 

92/06/12 

50-269 

9207230294 

9207200208 

91/10/31 

40-2136 


9207270089 

9207270078 

92/06/22 

50-395 

9207230295 

9207230293 

92/07/06 

CONTRACT 


9207270092 

9207270078 

92/06/22 

50-395 

9207230298 

9207200208 

91/10/31 

40-2136 


9207270104 

9207270101 

92/06/23 

50-321 

9207230300 

9207230297 

92/07/17 

CONTRACT 


9207270105 

9207270096 

92/07/15 

STATE PRO 

9207230301 

9207200208 

91/10/31 

40-1478 


9207270106 

9207270100 

92/07/02 

50-369 

9207240011 

9207240010 

92/07/20 

40-8027 


9207270109 

9207270097 

92/07/13 

STATE PRO 

9207240025 

9207200208 

91/10/31 

40-2136 


9207270110 

9207270101 

92/06/23 

50-321 

9207240028 

9207200208 

91/10/31 

FOIA 


9207270121 

9207270117 

92/07/06 

50-259 

9207240029 

9207240021 

92/07/20 

50-482 

Q 

9207270125 

9207270118 

92/07/09 

50-397 

9207240031 

9207200208 

91/10/31 

40-2136 


9207270129 

9207270122 

92/07/17 

40-8681 

9207240032 

9207200208 

9.1/10/31 

40-2136 


9207270135 

9207270133 

92/07/21 

50-271 

9207240041 

9207240037 

92/07/16 

50-458 

P 

9207270.139 

9207270124 

92/07/22 

50-305 

9207240043 

9207240036 

92/07/22 

50-407 

V 

9207270147 

9207270142 

92/07/22 

WASTE MGT 

9207240044 

9207200208 

91/10/31 

70-146 


9207270153 

9207270149 

92/07/07 

50-397 

9207240048 

9207200208 

91/10/31 

70-340 


9207270156 

9207270136 

92/07/22 

50-313 

9207240050 

9207200208 

91/10/31 

70-340 


9207270160 

9207270136 

92/07/22 

50-313 

9207240051 

9207200219 

91/11/07 

FOIA 


9207270162 

9207270136 

92/07/22 

50-313 

9207240052 

9207200208 

91/10/31 

70-340 


9207270166 

9207270136 

92/07/22 

50-313 

9207240056 

9207200208 

91/10/31 

70-340 


9207270167 

9207270165 

92/07/21 

WASTE MGT 

9207240057 

9207240053 

92/07/21 

CONTRACT 


9207270168 

9207270165 

92/07/21 

WASTE MGT 

9207240059 

9207200208 

91/10/31 

70-340 


9207270173 

9207270136 

92/07/22 

50-313 

9207240063 

9207200208 

91/10/31 

70-340 


9207270177 

9207270136 

92/07/22 

50-313 

9207240064 

9207200219 

91/11/07 

FOIA 


9207270178 

9207270176 

92/07/21 

50-245 

9207240067 

9207200208 

91/10/31 

70-340 


9207270180 

9207270136 

92/07/22 

50-313 

9207240071 

9207200208 

91/10/31 

70-146 


9207270182 

9207270136 

92/07/22 

50-313 

9207240073 

9207200208 

91/10/31 

70-146 


9207270184 

9207270136 

92/07/22 

50-313 

9207240074 

9207200219 

91/11/07 

FOIA 


9207270186 

9207270136 

92/07/22 

50-313 

9207240075 

9207200208 

91/10/31 

70-146 


9207270190 

9207270136 

92/07/22 

50-313 

9207240077 

9207240072 

92/07/15 

40-6622 


9207270193 

9207270136 

92/07/22 

50-313 

9207240078 

9207200208 

91/10/31 

70-340 


9207270202 

9207270136 

92/07/22 

50-313 

9207240082 

9207200208 

91/10/31 

40-1478 


9207270205 

9207270136 

92/07/22 

50-313 

9207240085 

9207240081 

92/07/20 

50-458 

Q 

9207270207 

9207270136 

92/07/22 

50-313 

9207240086 

9207200208 

91/10/31 

70-340 


9207270208 

9207270136 

92/07/22 

50-313 

9207240088 

9207200219 

91/11/07 

FOIA 


9207270211 

9207270136 

92/07/22 

50-313 

9207240089 

9207200208 

91/10/31 

FOIA 


9207270213 

9207270136 

92/07/22 

50-313 

9207240093 

9207200208 

91/10/31 

70-340 


9207270222 

9207270136 

92/07/22 

50-313 

9207240094 

9207200208 

91/10/31 

70-340 


9207270226 

9207270136 

92/07/22 

50-313 

9207240095 

9207200219 

91/11/07 

FOIA 


9207270228 

9207270136 

92/07/22 

50-313 

9207240096 

9207240090 

92/07/22 

71-741 


9207270231 

9207270136 

92/07/22 

50-313 

9207240098 

9207200208 

91/10/31 

70-340 


9207270233 

9207270136 

92/07/22 

50-313 

9207240100 

9207200219 

91/11/07 

FOIA 


9207270237 

9207270136 

92/07/22 

50-313 

9207240101 

9207200208 

91/10/31 

70-340 


9207270239 

9207270136 

92/07/22 

50-313 

9207240102 

9207200208 

91/10/31 

70-340 


9207270241 

9207270136 

92/07/22 

50-313 

9207240103 

9207240099 

92/07/16 

50-272 

P 

9207270244 

9207270136 

92/07/22 

50-313 

9207240108 

9207200208 

91/10/31 

70-340 


9207270248 

9207270136 

92/07/22 

50-313 

9207240112 

9207200219 

91/11/07 

FOIA 


9207270250 

9207270136 

92/07/22 

50-313 

9207240113 

9207240110 

92/07/16 

71-482 


9207270251 

9207270136 

92/07/22 

50-313 

9207240114 

9207200208 

91/10/31 

70-340 


9207270253 

9207270136 

92/07/22 

50-313 

9207240115 

9207200208 

91/10/31 

70-340 


9207270254 

9207270136 

92/07/22 

50-313 

9207240117 

9207240116 

92/07/17 

50-305 

P 

9207270256 

9207270136 

92/07/22 

50-313 


oaooa- ooooo cdocdoo O 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9207270259 

9207270136 

92/07/22 

50-313 

K 

9207280352 

9207280349 

92/07/21 

50-309 

9207270261 

9207270136 

92/07/22 

50-313 

K 

9207280354 

9207280349 

92/07/21 

50-309 

9207270266 

9207270136 

92/07/22 

50-313 

K 

9207280358 

9207280321 

92/07/23 

40-2253 

9207270267 

9207270264 

92/07/20 

50-275 

S 

9207280360 

9207280321 

92/07/23 

40-2253 

9207270268 

9207270136 

92/07/22 

50-313 

K 

9207280365 

9207280321 

92/07/23 

40-2253 

9207270270 

9207270265 

92/07/06 

50-528 

Q 

9207280368 

9207280321 

92/07/23 

40-2253 

9207270276 

9207270265 

92/07/06 

50-528 

Q 

9207280370 

9207280321 

92/07/23 

40-2253 

9207270281 

9207270265 

92/07/06 

50-528 

Q 

9207280373 

9207280364 

92/07/22 

50-315 

9207270283 

9207270279 

92/03/26 

50-313 

F 

9207280375 

9207280321 

92/07/23 

40-2253 

9207270291 

9207270286 

92/07/07 

50-275 

Q 

9207280377 

9207280366 

91/11/27 

FOIA 

9207270296 

9207270286 

92/07/07 

50-275 

Q 

9207280380 

9207280321 

92/07/23 

40-2253 

9207270324 

9207270322 

92/07/22 

50-395 

P 

9207280387 

9207280378 

91/11/27 

FOIA 

9207270325 

9207270302 

91/11/13 

50-280 

P 

9207280389 

9207280321 

92/07/23 

40-2253 

9207270343 

9207270337 

92/06/25 

TOPREP 


9207280393 

9207280321 

92/07/23 

40-2253 

9207270346 

9207270310 

91/12/03 

40-8027 


9207290064 

9207290044 

92/07/24 

CONTRACT 

9207270348 

9207270329 

92/07/21 

70-27 


9207290066 

9207290059 

92/07/17 

PR 

9207270350 

9207270095 

92/07/08 

50-416 

F 

9207290074 

9207290070 

92/07/23 

50-445 

9207270353 

9207270310 

91/12/03 

40-8027 


9207290080 

9207290075 

92/07/01 

52-1 

9207270355 

9207270344 

91/11/19 

FOIA 


9207290083 

9207290075 

92/07/01 

52-1 

9207270361 

9207270333 

91/11/14 

FOIA 


9207290085 

9207290075 

92/07/01 

52-1 

9207280017 

9207280016 

92/07/21 

50-388 

P 

9207290087 

9207290081 

92/07/23 

50-382 

9207280035 

9207280029 

92/07/17 

50-263 

Q 

9207290089 

9207290075 

92/07/01 

52-1 

9207280045 

9207280037 

92/07/22 

50-382 

Q 

9207290092 

9207290075 

92/07/01 

52-1 

9207280049 

9207280044 

92/07/15 

50-443 

Q 

9207290095 

9207290075 

92/07/01 

52-1 

9207280062 

9207280052 

92/07/22 

50-313 

Q 

9207290098 

9207290075 

92/07/01 

52-1 

9207280064 

9207280056 

92/07/10 

50-2 

Q 

9207290107 

9207290101 

92/07/21 

50-400 

9207280072 

9207280052 

92/07/22 

50-313 

Q 

9207290118 

9207290115 

91/12/19 

50-213 

9207280073 

9207280068 

92/07/16 

70-371 


9207290126 

9207290120 

92/07/09 

50-282 

9207280075 

9207280069 

92/07/10 

50-346 

Q 

9207290134 

9207290115 

91/12/19 

50-213 

9207280079 

9207280068 

92/07/16 

70-371 


9207290135 

9207290120 

92/07/09 

50-282 

9207280080 

9207280069 

92/07/10 

50-346 

Q 

9207290140 

9207290115 

91/12/19 

50-213 

9207280098 

9207280095 

92/07/18 

50-443 

Q 

9207290145 

9207290133 

92/07/23 

50-259 

9207280105 

9207280100 

92/07/20 

50-272 

Q 

9207290147 

9207290115 

91/12/19 

50-213 

9207280123 

9207280114 

92/07/17 

50-155 

Q 

9207290153 

9207290148 

92/07/15 

50-255 

9207280133 

9207280119 

92/07/20 

50-245 

Q 

9207290156 

9207290115 

91/12/19 

50-213 

9207280146 

9207280139 

92/07/22 

50-313 

P 

9207290158 

9207290148 

92/07/15 

50-255 

9207280148 

9207280141 

92/07/20 

50-220 

Q 

9207290160 

9207290154 

92/07/21 

50-271 

9207280155 

9207280141 

92/07/20 

50-220 

Q 

9207290166 

9207290154 

92/07/21 

50-271 

9207280172 

9207280166 

92/07/21 

50-445 

Q 

9207290172 

9207290168 

92/07/23 

50-302 

9207280175 

9207280170 

92/07/20 

50-277 

Q 

9207290175 

9207290168 

92/07/23 

50-302 

9207280185 

9207280180 

92/07/18 

50-286 

Q 

9207290180 

9207290115 

91/12/19 

50-213 

9207280186 

9207280183 

91/12/09 

FOIA 


9207290190 

9207290159 

92/07/24 

50-305 

9207280194 

9207270302 

91/11/13 

50-280 

F 

9207290192 

9207290115 

91/12/19 

50-213 

9207280195 

9207280192 

92/07/20 

50-387 

Q 

9207290197 

9207290115 

91/12/19 

50-213 

9207280196 

9207270302 

91/11/13 

50-280 

P 

9207290199 

9207270113 

92/07/10 

PRM 

9207280214 

9207270302 

91/11/13 

50-280 

F 

9207290200 

9207290195 

92/07/23 

50-302 

9207280215 

9207280208 

92/07/22 

50-237 

Q 

9207290202 

9207290195 

92/07/23 

50-302 

9207280218 

9207280210 

91/12/09 

50-424 

O 

9207290206 

9207290115 

91/12/19 

50-213 

9207280222 

9207280219 

92/07/23 

50-315 

Q 

9207290210 

9207290115 

91/12/19 

50-213 

9207280225 

9207280210 

91/12/09 

50-424 

0 

9207290218 

9207290216 

92/07/24 

50-336 

9207280227 

9207280206 

91/11/19 

40-8027 


9207290219 

9207290216 

92/07/24 

50-336 

9207280230 

9207280226 

92/07/22 

CONTRACT 


9207290237 

9207290235 

92/07/22 

50-331 

9207280232 

9207280210 

91/12/09 

50-424 

0 

9207290239 

9207290235 

92/07/22 

50-331 

9207280237 

9207280235 

92/07/21 

50-271 

P 

9207290240 

9207290231 

92/07/22 

70-1100 

9207280238 

9207280235 

92/07/21 

50-271 

P 

9207290249 

9207290247 

92/07/17 

CONTRACT 

9207280242 

9207280241 

92/07/23 

71-6386 


9207290274 

9207290115 

91/12/19 

50-213 

9207280254 

9207280224 

92/07/22 

50-245 

Q 

9207290277 

9207290115 

91/12/19 

50-213 

9207280256 

9207280224 

92/07/22 

50-245 

Q 

9207290281 

9207290115 

91/12/19 

50-213 

9207280261 

9207280249 

92/07/13 

50-315 

P 

9207290292 

9207290115 

91/12/19 

50-213 

9207280266 

9207280262 

92/07/22 

50-368 

P 

9207290315 

9207290313 

92/07/23 

50-193 

9207280269 

9207280268 

92/07/22 

50-267 

R 

9207290356 

9207290351 

92/07/23 

50-454 

9207280271 

9207280249 

92/07/13 

50-315 

P 

9207290385 

9207290375 

92/07/17 

TOPREP 

9207280272 

9207280267 

92/07/21 

50-271 

Q 

9207300010 

9207300004 

92/07/24 

50-482 

9207280278 

9207280270 

92/07/20 

50-425 

P 

9207300018 

9207300004 

92/07/24 

50-482 

9207280281 

9207280277 

92/07/20 

50-277 

P 

9207300060 

9207300049 

92/07/24 

50-298 

9207280286 

9207280285 

92/07/10 

50-228 

R 

9207300069 

9207300063 

92/07/22 

50-293 

9207280290 

9207280288 

92/07/21 

50-237 

Q 

9207300072 

9207300040 

92/07/18 

50-247 

9207280291 

9207280287 

91/11/19 

FOIA 


9207300073 

9207300067 

92/07/21 

50-10 

9207280302 

9207280298 

91/11/27 

FOIA 


9207300081 

9207300075 

92/07/23 

50-400 

9207280306 

9207280299 

92/07/08 

50-348 

F 

9207300141 

9207300136 

92/07/22 

50-295 

9207280307 

9207280305 

92/07/21 

50-461 

Q 

9207300153 

9207300149 

92/07/17 

50-373 

9207280312 

9207280308 

92/07/22 

50-155 

Q 

9207300163 

9207300160 

92/07/22 

50-440 

9207280315 

9207280305 

92/07/21 

50-461 

Q 

9207300187 

9207300184 

92/07/27 

50-254 

9207280316 

9207280308 

92/07/22 

50-155 

Q 

9207300205 

9207300094 

92/07/08 

50-275 

9207280320 

9207280317 

92/07/23 

50-280 

F 

9207300231 

9207300228 

92/07/22 

50-368 

9207280324 

9207280319 

92/07/22 

50-237 

Q 

9207300247 

9207300244 

92/07/22 

WASTE MQT 

9207280326 

9207200219 

91/11/07 

FOIA 


9207300250 

9207300240 

92/07/23 

WASTE MGT 

9207280327 

9207280321 

92/07/23 

40-2253 


9207300252 

9207300085 

92/07/20 

50-269 

9207280338 

9207280331 

91/11/15 

FO'A 


6207300254 

9207300246 

92/07/24 

50-368 

9207280340 

9207280335 

92/07/22 

50-29 

P 

9207300264 

9207300260 

92/07/23 

50-29 

9207280342 

9207280335 

92/07/22 

50-29 

P 

9207300265 

9207300243 

92/07/23 

PR 

9207280343 

9207280321 

92/07/23 

40-2253 


9207300281 

9207300243 

92/07/23 

PR 

9207280345 

9207280319 

92/07/22 

60-237 

Q 

9207300286 

9207300284 

92/07/22 

50-270 

9207280348 

9207280331 

91/11/15 

FOIA 


9207310002 

9207310001 

92/07/24 

60-16 

9207280347 

9207280336 

92/07/22 

50-289 

P 

9207310004 

9207310003 

92/07/26 

50-2 

9207280350 

9207280336 

92/07/22 

50-289 

P 

9207310006 

9207310005 

92/07/27 

50-373 

9207280351 

9207280321 

92/07/23 

40-2253 


9207310008 

9207310007 

92/07/27 

50-305 


P 

P 


K 


Q 


Q 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 


P 

P 

P 

P 

P 

P 

P 

P 


P 

P 

P 

P 

P 

R 

Q 

Q 

Q 

Q 

Q 

P 

Q 

P 

P 

P 

Q 

f 

P 


P 

P 

P 


P 

Q 

Q 

Q 

Q 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9207310013 

9207310016 

9207310020 

9207310026 

9207310037 

9207310012 

9207310010 

9207310015 

9207310021 

9207310034 

92/07/24 

92/07/22 

92/07/22 

92/07/22 

92/07/07 

50-315 V 

WASTE MGT 
50-285 Q 

50-325 P 

50-369 F 

9207310053 

9207310067 

9207310077 

9207310078 

9207310084 

9207310048 

9207310062 

9207310062 

9207310075 

9207310081 

92/07/24 

92/07/23 

92/07/23 

92/07/24 

92/07/23 

50-324 P 

PR 

PR 

50-313 P 

50-123 P 

9207310094 

9207310096 

9207310099 

9207310106 

9207310082 

9207310082 

9207310082 

9207310093 

92/07/23 

92/07/23 

92/07/23 

92/07/15 

50-262 W 

50-262 W 

50-262 W 

50-255 P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

9207310163 

9207310160 

92/07/23 

50-285 

P 

9207310189 

9207310188 

92/07/27 

50-285 

R 

9207310193 

9207310190 

92/07/17 

COMMISSIO 

N 

9207310211 

9207310199 

92/07/27 

50-206 

P 

9207310218 

9207310215 

92/07/27 

50-266 

H 

9207310221 

9207310219 

92/07/24 

50-293 

Q 

9207310234 

9207310231 

92/07/29 

50-261 

P 

9207310236 

9207310229 

92/07/24 

50-29 

F 

9207310240 

9207310237 

92/06/11 

50-322 

W 

9207310241 

9207310232 

92/07/29 

70-3070 


9207310243 

9207310235 

92/07/27 

50-155 

P 

9207310247 

9207310237 

92/06/11 

50-322 

W 

9207310248 

9207310232 

92/07/29 

70-3070 


9208170129 

9207300170 

92/07/22 

70-143 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 


This category follows the application from submission to 
the day preceding the issuance of an operating license. It 
includes all correspondence and documents with sub- 
stantive technical content that do not fall into other spe- 
cific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction 
permit application. 

3. Amendments and changes submitted by applicants 
and licensees. 

4. NRC questions, requests for additional informa- 
tion, and applicant responses. 

5. Early site review. 

6. Correspondence and documents relating to unre- 
solved design and construction issues. 

7. Meeting announcements and summaries of meet- 
ing discussions on issues of item 6. 


8. Correspondence regarding the utility Preliminary 
Safety Analysis Report (PSAR). 


9. Information on laws and changes in regulations or 
policy that affect the status of the application (Na- 
tional Environmental Policy Act (NEPA), Water 
Quahty Improvement Act, Water Pollution Con- 
trol Act, etc.). 


10. Construction Permit, amendments, and corre- 
spondence relating to the construction permit and 
related orders issued by the Office of Nuclear Re- 
actor Regulation (NRR show cause and modifica- 
tions) not involving the Atomic Safety Licensing 
and Appeal Board. 

1 1. Scheduling of license application submission or re- 
view. 


12. Environmental review information (other environ- 
mental documents are filed in Categories C, D, P, 
or R). 

13. Seismic qualification review teams (SQRT) reports 
and related correspondence. 

14. Application for operating license. 

15. General Information submitted with operating li- 
cense application. 

16. Amendments and changes submitted by applicants 
and licensees. 

17. Correspondence regarding the utility Final Safely 
Analysis Report (FSAR) and the Updated Find 
Safely Analysis Report (USAR). 


18. Correspondence and documentation on generic 
technical matters highlighted by an event at an- 
other facility which may affect the subject facility; 
not covered by an IE Bulletin. 
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DEFINITIONS OF DOCKET 50 CATEGORIES 


19. Safety Evaluation Reports (SERs) on specific 
generic issues. 


20. Reports of site visits. 


21. Backup technical documents (e.g., topical reports) 
submitted in support of the application. 

22. Proposed equipment failure/instructions. 

23. NRC’s changes in internal organizational struc- 
ture. 


B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORTS (PSAR) AND AMENDMENTS 


AH related correspondence is filed in Category A. 2. Amendments and changes to the PSAR. 

1 n- 1 - ■ cy c ^ A 1 ■ r, ^/nc^A-ns t* 3. Tiansmittal and acknowledgment letters. 

1. Prehmmaiy Safety Analysis Report (PSAR) sub-; ^ 

mitted by utility (formerly called Hazards Sum- 
mary Report or Safety Analysis Report). 4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND 

CORRESPONDENCE 


1. Environmental Report (ER) submitted by the 
utility. 


2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgment letters. 

4. Information on scheduling of submittal or review 
ofER. 


5. NRC questions, requests for additional informa- 
tion, and applicant responses. 


6. Federal Register notices dtmg the availability of 
items 1 and 2. 


7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings 
where the primary subject of discussion is the ER. 

9. Correspondence relating to certification of pollu- 
tion control devices. 

NOTE: Other environmental documents are filed in 
Categories A, D, P, or R. 
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D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND 
FES), SUPPLEMENTS AND CORRESPONDENCE 


1. Draft and Final Environmental (Impact) State- 
ments (DES and FES) prepared by NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other Federal, State, and local 
government agencies; organizations; and inter- 
ested individuals. 

5. Transmittal and acknowledgment letters. 

6. Documents related to NRC review of environ- 
mental issues or of the ER obtained for purposes of 
writing the environmental statements. 


7. Backup technical documents submitted in connec- 
tion with above. 


8. Federal Register notices citing availability of items 

1 and 2. 


9. Reports of site visits to obtain information for the 
DES or FES. 


10. Meeting announcements or reports of meetings 
where the primary subject of discussion is the DES 
or FES. 


NOTE: Other environmental documents and corre- 
spondence are filed in Categories A, C, P, or R. 


E. NRC SAFETY EVALUATION REPORTS (SER), SUPPLEMENTS AND 

CORRESPONDENCE 


1. Formal Safety Evaluation Report (SER) prepared 
by NRC (formerly called NRC-AEC Hazard 
Analysis Report) in review of PSAR. 

2. Supplements to the SER. 

3. Correspondence relating to the SER and supple-, 
ments. 

4. Federal Register notices citing availability of items 
1 and 2.. 

5. Information on scheduling of SER submittals and 
review. 


6. Requests for additional information for use in pre- 

paring SER; responses to such requests. 


7. Meeting aimouncements or reports of meetings 
where the primary subject of discussion is the SER. 


8. Transmittal and acknowledgment letters. 


NOTE: Other documents dealing with specific safety- 
related issues are filed in Categories A F. or W, 
depending on the phase of the licensing 
process. 
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F. SECURITY, MEDICAL, EMERGENCY, AND HRE PROTECTION PLANS 


All plans in this category are individual submissions. 
Emergency and Fire Protection Plans submitted as part 
of the licensing application are filed in this category. 

1. Fire Hazard Protection Plans and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Health Physics Program and its review. 

5. Emergency Plans. 


6. Correspondence relating to aforementioned plans. 


7. Supplements, changes, and revisions to plans. 


8. Correspondence and dcxmmentation relating to 
Appendix R of 10 CFR Part 50 (fire protection), 
guard training, emergency response centers, and 
emergency preparedness. 


9. Transmittal and acknowledgment letters. 


10. Meeting announcements and reports of meetings 
where the primary subject of discussion is related 
to the aforementioned plans and topics covered in 
item 8. 


G. LEGAL AND ADJUDICATORY CORRESPONDENCE 


This category contains all non-antitrust legal and ad- 
judicatory dcxjumentation, except for transcripts, brief- 
ings, and testimony, which are filed in Category T. Show- 
cause orders and modification orders issued by the 
Office of Nuclear Reactor Regulation (NRR) (not be- 
fore the Board) are filed in Categories A and P. Exhibits 
for proceedings (Hearings) are available only on micro- 
ficdie (1984 to present) in the PDR, but upon request pa- 
per files are available to the PDR from the Docketing 
and Service Branch, Office of the Secretary. 


1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and licensing Appeal Board 
(ASLAB) hearing-related documents. 


2. Federal Register notices regarding hearings. 


3. Requests to make appearances at hearings. 


4. Motions, briefs, arguments, statements, and re- 
lated correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, 
FES) to the Boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 


8. Petitions for Commission action. 


9. Legal filings and Commission orders and decisions 
resulting from item 8. 

NOTE: Since 1982, letters of concern, support, or op- 
position for an plants are filed in a General 
Public Comments folder. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bear- 
ing on the status of the application or license. Items that 
have no substantive technical content and administra- 
tive documents are included. 

1. Change of address notifications (external only). 

2. Changes in structure of organization (external 
only). 

3. Changes in service lists. 

4. NRC requests to applicants for additional copies of 
documents- 

5. Correspondence from the public requesting infor- 
mation about the facility and NRC responses. 

. 6. Correspondence on strictly administrative matters. 


7. Letters of support, concern, or opposition to the 
facility. 

8. Correspondence regarding the Local Public Docu- 
ment Rooms (LPDRs). 

9. Professional qualification statements not pertain- 
ing to the hearing process. 

10. Constituent, organizational, or utility correspon- 
dence forwarded by Congressman to NRC for re- 
sponse. ' 

11. Resolutions passed by State and local governing 
bodies (e.g., town councils). 

NOTE: Since 1982, letters of concern, support, or opr 
position for all plants are filed in a General 
Public Comments folder. 


I. FINANCIAL INFORMATION 


This category contains all fmandal information except 
that submitted as part of the application or its amend- 
ments or relating to the imposition of civil penalties. 

1. Company atmual reports, auditor statements, and 
stock prospectuses for all companies holding own- 
ership. 


2. Separately submitted financial information and re- 
lated correspondence. 

3. Transcripts and testimony before State commis- 
sions pertinent to financial information requested 
by NRC. 


J. INSURANCE AND INDEMNITY INFORMATION 


1. Indemnity agreements and amendments. 

2. Endorsements of insurance policies. 


3. Other correspondence regarding indemnity and in- 

surance matters. 
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K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR), UPDATED FINAL SAFETY 
ANALYSIS REPORTS (USAR), AND AMENDMENTS 


1. Final Safety Analysis Report (FSAR), (formerly 
called Final Hazards Summary Report), submitted 
by the utility. 


2. Updated Final Safety Analysis Report (USAR) 
submitted by the utility and periodically updated to 
incorporate new information or modifications to 
the facility. 


3. Amendments and changes to the FSAR and 
USAR. 


4. Federal Register notices citing availability of the 
FSAR and amendments. 


5. Transmittal and acknowledgment letters. 

6. Certificates of service to the FSAR and USAR. 


NOTE: All related correspondence falls in Category A 
or P. Emergency and Fire Protection Plans sub- 
mitted as part of the licensing application are 
filed in Category F. 


L. LIMITED WORK AUTHORIZATIONS (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Lim- 
ited Work Authorizations (LWAs) whereby applicants 
can carry out limited site preparation and construction 
prior to the grantmg of a Construction Permit. 


1. Limited Work Authorizations (LWAs) and 
amendments 

2. Correspondence pertaining to work performed un- 
der LWAs. 


M. ANTITRUST REVIEWS AND ANTITRUST CORRESPONDENCE 


1. Documents submitted as part of the application for sion is antitrust matters, 

a Constraction Permit and Operating License 
entitled “Information Requested by the Attorney 
General for Antitrust Review”. 

3. All antitrust proceedmg documents, except for 
hearing transcripts, testimony, and briefings, which 
hie primary topic of discus- are filed in Category N. 


EARING TRANSCRIPTS, TESTIMONY, AND BRIEFINGS 


■anscripts of hearings, testimony, and briefings in antitrust matters. Related 
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O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 

CORRESPONDENCE 


This category contains plant-specific documents per- 
taining to ACRS safety reviews. 

1. ACRS reports relating to facility license applica- 
tions. 


2. Announcement of ACRS meetings relating to fa- 
cility license applications, including description of 
meeting agendas. 


3. Statements and written testimony of ACRS mem- 
bers or presented by individuals at ACRS proceed- 


ings, relating to both facility license applications 
and safety-related matters. 

4. Technical correspondence, and memoranda to and 

from ACRS, induding transmittal and acknowl- 
edgment letters relating to facility license applica- 
tions. 


NOTE: For generic and document-specific safety- 
related material, transcripts of ACRS subcom- 
mittee and full committee meetings, minutes, 
and ACRS reports (consultant, contract, and 
letter), see ACRS file category. 


P. OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Application/Con- 
struction Stage (Category A) file for general technical 
items dated from the issuance of the operating license to 
the application for termination of the license. 

1. Operating license, amendments, proposed amend- 
ments, changes, and related correspondence. 

2. Show-cause and modification orders issued by 
NRR (not before the Board) for the operating li- 
cense. 

3. Technical specifications and changes. 

4. Backup technical documents (e.g., topical reports) 
submitted in support of items 1 and 2. 

5. Federal Register notices citing availability of item 1 
and the FSAR. 


6. Correspondence regarding the utility Final Safely 
Analysis Report (FSAR) and/or the Updated Final 
Safety Analysis Report (USAR). 


7. All general technical correspondence, meeting an- 
nouncements or meeting summaries relating to 
Technical Specifications, the Operating license or 
technical issues arising after the issuance of the 
Operating License. 


8. Correspondence regarding codes (e.g., American 
Society of Mechanical Engineers), regulations, 
laws, or changes in policy that may tiffect plant op- 
eration or bear on the Operating License. 


9. Information on the Standard Review Plan (STP). 


10. Results of surveys or tests conducted in accordance 
with the Technical Specifications (not periodic re- 
ports, which fall in Category R). 


11. Correspondence relating to NRC’s Systematic 
Evaluation Program (SEP). 
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12. Owner’s group meeting announcements and re- 
ports. 

13. Quality assurance information. 

14. Environmental matters (technical). 

15. Seismic qualification review team (SQRT) reports 
and related correspondence. 

16. Emergency core cooling system documents. 

17. Radioaaive waste information excluding onsite 
storage of low-level waste, filed in Category X, and 
independent spent fuel installations of high-level 
waste, filed in Category Y. 

18. Correspondence regarding expansion of spent fuel 
storage pool. 


19; Start-up test reports. 

20. Correspondence and documentation on generic 
technical matters highlighted by an event at an- 
other facility which may affect the subject facility; 
not covered by an IE Bulletin. 

21. SERs on spedfic generic issues. 

22. Proposed equipment failure/instructions. 

23. Inservice testing (not inspections). 

24. Reports of site visits. 

25. Application to voluntarily surrender license, dis- 
mantle, and dispose of component parts. 

26. Changes in NRC’s internal organizational struc- 
ture. 


Q. INSPECTION REPORTS, RESPONSE TO BULLETINS, CIRCULARS AND 
INFORMATION NOTICES, CIVIL PENALTIES, AND RELATED CORRESPONDENCE 


1. Inspection reports. 7. 


2. Responses to IE Bulletins (formerly called Regula- 

tory Operations (RO) Bulletins), Circulars (not 
published since 1981) and Information Notices. 


3. Responses by applicant to EE correspondence. 

9. 

4- Annlirant’s/tptprminatinq^of proprietary nature of 

11 . 


12 . 


Correspondence and orders relating to imposition 
and payment of civil penalties, including Notifica- 
tion of Significant Enforcement Actions (ENs). 

Any correspondence relating to inspection and en- 
forcements that does not specifically relate to inci- 
dents or events as defined in Category S. 

Health physics inspections/appraisals. 

Emergency preparedness inspections/appraisals. 

Inspections and related correspondence from the 
International Atomic Energy Agency. 

Systematic Assessment of Licensee Performance 
(SALP). 
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13. Construction Appraisal Team/Construction As- 
sessment Team (CAT) reports. 

A. Integrated Design Inspection (IDI) reports. 

B. Independent Design Verification Program 
(ID VP) reports. 

14. Notice of significant licensee meetings. 


15. Performance Appraisal Team (PAT) reports. 

16. LicenseeA^endor interface inspections. 

17. Correspondence relating to items 12, 13, 14, 15 and 
16. 

NOTE; For IE Bulletins and Information Notices, see 
I&E file series. 


R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


This category includes periodic reports of a routine na- 
ture. 

1. Monthly, semiaimual, or annual operating reports 
(other than fiuiancial) for construction and operat- 
ing stages. 

2. Periodic environmental monitoring, effluent test- 
ing, or similar reports. 

3. Periodic personnel exposure reports. 


4. Periodic nonconformance reports (issued pursuant 

to Board orders). 


5. Operational Logbooks on Environmental Data, 
Radiological Data, operating log on plant systems 
core, plant status sununary sheets. 


6. Correspondence or other documents relating to 
the items listed. 


S. REPORTABLE OCCURRENCES, PNOs, PNSs, AND RELATED CORRESPONDENCE 


This category contains aU materials relating to abnor- 
mal, unusual, reportable, or nonroutine occurrences or 
events. These include: 

1. AU 24-hour, 10-day, 30-day, interim and final Li- 
censee Event Reports (LERs) and foUow-up corre- 
spondence (also called Incident Reports, Abnor- 
mal Occurrence Reports and Reportable 
Occurrences). 


2. Potential or possible reportable Deficienqr Re- 
ports and related correspondence. 


3. Individual Personnel Exposure Reports. 


4. Construction Deficiency Reports submitted under 
10 CFR 50.55(e). 

5. Preliminary Notification of Occurrence (PNOs) 
and Preliirdnary Notification of Safeguards Events 
(PNs). 

6. Environmental Technical Specifications Violation 
Reports and Environmental Event Reports. 

7. Part 21 Reports or Defects and Noncompliance. 

8. Correspondence or other documents relating to 
items 1-7. 
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NOTE: For PNOs and PNSs, see I&E file series. 


T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 


This category contains all word-for-word transcripts, 
testimony, and briefings, except for congressional mat- 
ters (Category V), and antitrust matters (Category N). 

1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and 
ASLAB. 

3. Commission meeting transcripts. 


4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at 
Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Corrections to above items. 

NOTE: Transcripts on specific dockets are also filed on 
ACRS and 9.21 files series. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


1. Statements and testimony before Congress or be- 
fore bodies/conunittees appointed by the Execu- 
tive or Legislative Branches. 

2. Information supplied for the record of Congres- 
sional hearings. 

3. Correspondence to and from Congress and the Ex- 
ecutive Branch on other than constituent response 
matters. 


4. Correspondence to or from State Legislative bod- 
ies. 


NOTE: This category contains correspondence on sub- 
stantive matters. Routine responses to con- 
stituent inquiries are filed in Category H. 


V. LICENSING OF OPERATORS AND RELATED CORRESPONDENCE 


1. Information bearing on licensing operators and 3. Correspondence pertaining to operator examina- 

shift engineers. tions. 

2. Power plant examination summary sheet. 


NTreKrr-fi540 


A-IO 










APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


W. DECOMMISSIONING DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Operating License 
Stage (Category P) file for general technical items from 
the order for termination of the operating license on- 
ward. 


1. Order granting authority to dismantle/decommis- 
sion. 


2. Technical documents submitted, such as; Decom- 
missioning Plan, Dismantling Plan, Environmental 


Report on Dismantling, Safety Analysis Report on 
Decommissioning. 

3. Documents relating to disposal of radioactive ma- 
terial and decontamination of the site. 

4. Other correspondence relating to decommission- 
ing. 

5. All documentation relating to the ongoing opera- 
tion of the plant, formerly filed in Category P. 


X. ONSITE STORAGE OF LOW-LEVEL WASTE 


1. License application, license, proposed amend- 
ments and amendments to store low-level waste at 
a commercial reactor. 

2. All related correspondence and reports. 


NOTE: These documents will also have a Nuclear Ma- 
terials Safety and Safeguards (NMSS) license 
or Docket-30 number associated with the 
Docket-50 number. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 


1. License applications, licenses, amendments and 
proposed amendments to possess power reactor 
spent fuel and other radioactive materials associ- 
ated with spent storage in an independent spent 
fuel storage installation. (Such spent fuel storage 
installations may be on a reactor site or at a sepa- 
rate site.) 


2. All related correspondence and reports to the 
above. 

NOTE: These documents will have an NMSS license 
and/or a Docket-72 number. For these instal- 
lations on a reactor site, the associated 
Docket-50 number also has been identified. 
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10 CFR— Commission Meeting Records 


Contains documentation pertaining to open and closed 

Commission meetings. 

1. Sunshine Act Federal Register notices. 

2. FuU, written explanation of closed meetings. 

3. Certification by the General Counsel on closed 
meetings. 

4. Commission Determination Statements signed by 
the Secretary regarding the public disclosure of 
transcripts of Commission meetings. 


5. Verbatim unofficial and official transcripts or por- 
tions of transcripts of open and closed Commission 
meetings made publicly available in accordance 
with provisions of 10 CFR Part 9, the Sunshine Act, 
and Commission policies. 

6. Enclosures to released transcripts, including appli- 
cable viewgraphs, staff papers, and staff correspon- 
dence. 

7. Staff Requirements Memoranda for open meet- 
ings; memoranda of record; record of votes of 
Commissioners bn items under consideration af 
meetings. 


ACRS— Advisory Committee on Reactor Safeguards 


This category contains documents pertaining to safety- 
related areas reviewed by ACRS. ACRS serves as an in- 
dependent advisory committee to the Commission. 


1. ACRS reports relating to safety-related matters. 


2. Announcements of ACRS meetings relating to 
safety-related matters, mdudmg description of 
meeting agendas. 

3. Transcripts of ACRS subcommittee and full com- 
mittee meetings relating to both facility license ap- 
plications and safety-related matters. 


4. Statements and written testimony of ACRS mem- 
bers or presented by individuals at ACRS proceed- 


ings related to both facility license applications and 
safety-related matters. 

5. Minutes of ACRS subcommittee and full commit- 
tee meetings relating to both facility license appli- 
cation and safety-related matters. 

6. ACRS consultant reports, comments and related 
correspondence relating to both facility Ucense ap- 
plications and safety-related matters. 

7. Technical correspondence, and memoranda to and 
from ACRS pertaining to safety-related matters. 

8. General correspondence and related material 
about ACRS, but not authored by ACRS or its con- 
sultants. 
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NOTE: For Docket-spedfic technical correspondence, 
memoranda and announcements of ACRS 
meetings, see category O of Docket 50 series. 


ADVCM— NRC Advisory Committees 


This category contains documentation pertaining to the 
responsibilities of all NRC advisory committees other 
than the Advisory Committee on Reactor Safeguards. 
Documents in this category include: 

1. Charters of each advisory committee. 

2. Meeting armouncements; description of meeting 
agenda. 


3. Minutes and verbatim transcripts of committee 
meetings. 


4. Committee-generated reports, memoranda, and 
correspondence that are publicly available. 


5. Comnuittee-related correspondence. 


COMMISSION— NRC Commissioner Correspondence 


Contains documentation pertaining to the daily conduct 
of Commission business in the Office of the Commis- 
sion. 


1. Incoming and outgoing Commission-level corre- 
spondence to and from the Commissioners relating 
to official NRC business, including reports and 
other enclosures to the aforementioned. 


2. Travel vouchers, telephone logs and official ap- 
pointment calendars of participating Commis- 
sioner (placed in the PDR at the discretion of indi- 
vidual Commissioners). 


3. Speeches, interviews, and testiniony given Iqr Com- 
missioners at meetings, symposia, and Congres- 
sional hearings. 

4. Weekly Information Reports (SECY series num- 
ber) prepared the Executive Director for Op- 
erations (EDO) for the Commissioners, providing 
a summary of k^ events and items of interest un- 
dertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10 
CFR 9.7. For all other staff papers with a 
SECY series designation prepared for Com- 
mission review, see SECY file category. 


CONTRACT— NRC Contracts and Modifications 


Contains documentation pertaining to AEC and NRC 
contracts, grants, and Interagency Agreements. 
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1. Notification of contracts and grant execution, 2. Contractual documents and modifications to con- 
spedfying contract number; project title; contrac- tracts, 

tor name; contract type; funding and period of per- 
formance. 


FOIA— Freedom of Information Act Requests and Appeals 


Contains requests for agency records and information 
about records released in accordance with the provisions 
of the Freedom of Information Act (FOIA), or denial. 

1. Requests made under the FOIA for NRC records 
(each is assigned a sequential identification num- 
ber based on the year that the request is made, so 
that 89-100 refers to the 100th FOIA request 
made in 1989). 


2. Correspondence between the NRC and the re- 
quester relevant to the processing, appeal, denial 
or granting of an FOIA request, and appeal of a 
denial. 


3. Records or portions thereof released in response 
to FOIA requests made under FOIA appeals. 


GEN TECH IS -Generic Technical Issues 


Contains records pertaining to unresolved safety issues 
of a generic nature that are being analyzed by the NRC 
Office of Nuclear Reactor Regulation (NRR). 

1. Draft reports of action plans to accomplish generic 

tasks in the NRR program. 


2. Correspondence with industry and within NRC dis- 


cussing methodologies, analyses, the program and 
technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks 
addressing related aspects of Generic Technical Is- 
sues. 


I&E— Inspection and Enforcement Issuances 


Contains bulletins, circulars and information notices 
that are issued ly the NRC Office responsible for In- 
spection and Eirforcement. These issuances describe 
some event that has occurred at a facility that may re- 
quire some follow-up action by the licensee. Also in- 
cluded in this category are draft bulletins and informa- 
tion notices (I&E Misc), Preliminary Notifications of 
Events or Unusual Occurrences (PNOs), Preliminary 
Notifications of Safeguards 

Events or Unusual Occurrences (PNSs), and Notifica- 
tions of Significant Enforcement Actions (ENs). 


1. I&E Circulars, which describe an event at a li- 
censed facility and are informational in nature (dis- 
continued in 1981). 

2. I&E Information Notices, which are similar to cir- 
culars but are preliminary in nature and issued 
shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a li- 
censed facility and request all recipients to perform 
certain actions as a result of that event. 
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4. Draft I&E Bulletins and Information Notices 
which are being considered for issuance, and re- 
lated comments and evaluations. 


5. Preliminary Notifications of Events or Unusual 
Occurrences (PNOs), which provide updated in- 
formation of an event of safety or public interest. 


6. Preliminary Notifications of Safeguards Events or 


■ Unusual Occurrences (PNSs), which provide early 
notice of events of possible safety significance. 

7. Notification of Significant Enforcement Actions 
(ENs), which provide information on a Notice of 
Violation and Proposed Imposition of Civil Penal- 
ties. 


NOTE: For utility responses to such issuances and re- 
lated correspondence, see Categories Q and S 
of file. 


MISC— Public Document Miscellaneous 


Contains documents about topics not included in the scope of the other non-docketed categories. 


NUREG— Staff and Contractor Formal Reports, Conference Proceedings, Brochures, and 

Related Correspondence 


Formal reports on regulatoiy, technical, and administra- 
tive issues of interest to staff, industry, other Govern- 
mental entities, and the public are published in the 
NUREG series. 


1. Results of licensing studies of specific plants or fa- 
dlities preliminary to licensing actions. 

2. Results of analyses of general or specific problems 
of a regulatory or technical nature that are of inter- 
est to a major segment of the industry. 


3. Action and review plans, as well as guidance, for 
meeting NRC requirements. 


4. Task force reports on specific topics. 

5. Proceeding of conferences and workshops. 


6. Management and program analysis reports. 


7. Statistical analyses that are of interest to the staff, 
the industry, and the public. 


8. Administrative reports that are of interest to the 
staff, the industry, and the public. 


9. Correspondence from industry, government, and 
the public commenting on reports. 


10. Internal NRC memoranda summarizing meetings 
or discussions pertaining to the contents of the re- 
ports. 


NOTE: NUREG reports on specific plants or facilities 
are filed in Docket 50 Categories A, P, E, or D. 
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ORG— Organization File 


Contains correspondence with professional organiza- 
tions, Government agencies, and associations with 
which NRC is in contact; records other than Regulatory 
Guides that pertain to NRC’s activities in standards de- 
velopment; records pertaining to specific NRC offices; 
and emergency petitions not assigned Petition for 
Rulemaking (PRM) numbers that request the Commis- 
sion to take immediate action on some issue. 

1. Meeting summaries and technical correspondence 
between NRC and professional associations and 
international bodies, such as the Atomic Industrial. 
Forum and the International Atomic Energy 
Agency. 

2. Correspondence between NRC’s Office of Nu- 
clear Regulatory Research and other Goverrunent 


agencies in which both parties have joint regulatory 
responsibility; e.g., EPAhas authority to control all 
radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between 
NRC and Congress, and other technical corre- 
spondence dealing with the role and activities of 
the Office of Nuclear Regulatory Research in de- 
veloping standards. 

NOTE: For Regulatory Guides and comments on 
Regulatory Guides issued by the NRC Office of 
Nuclear Regulatory Research, see the 
REGGD file category. For petitions for 
rulemaking filed by the public to amend, re- 
scind or change an NRC regulation, see the 
PRM file category. 


PR— Proposed Rule 


Contains records dealing with NRC staff proposals to 
adopt, amend, or repeal a Commission regulation. Pro- 
posed Rules (PRs) can be initiated as a result of a Com- 
mission directive; a staff proposal; or as a result of a 
Commission determination that sufficient grounds exist 
for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. 

1. Federal Register notice stating the terms or sub- 
stance of the proposed rule, or a specification of 
the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Draft and generic proposed roles and Federal Reg- 
ister notices (PR Misc.). 


4. Comments, statements, information, opinions, or 
arguments on the proposed change to a part of the 
Code of Federal Regulations, Title 10. 


5. Requests from the nuclear industry, organizations, 

and other parties for written interpretation of the 
PR. 


NOTE: For staff recommendations to the Commission 
on whether a PR should be adopted, see the 
SECY file category. For Commission review of 
staff recommendations, see the 10 CFR 9.7 file 
category. 
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PRM— Petition for Rulemaking 


Contains records dealing with petitions filed with the 
Commission by an outside parly to issue, amend or re- 
scind an NRC regulation. 


1. Petitions filed by any interested person or parly to 

issue, amend, or rescind an NRC regulation. 


2. Federal Register notice of the filing of the petition. 


3. Correspondence between NRC and the Petitioner 
relevant to the status and substance of the petition. 


4. Conunents from the nuclear industry, professional 
associations, public interest groups, and others in 
favor of or in opposition to the PRM. 

5. Statements, motions, orders, and correspondence 
dealing with emergency petitions filed by parties 
on such topics as fire protection and a reanalysis of 
the capacity of operating U.S. plants to withstand 
earthquakes. 

NOTE: For staff recommendations to the Commission- 
ers on whether the PRM should be denied or 
issued as a Proposed Rule, see the SECY file 
category. For Commission review of staff rec- 
ommendations, see the 10 CFR 9.7 file cate- 
gory. 


PRO J — Projects 


Contains records pertaining to two classes of projects: 
(1) commercial nuclear power plants for which NRC has 
full licensing responsibilities; and (2) Government- 
owned reactors for which NRC provides technical ex- 
pertise and occasional review. Both classes are identi- 
fied with a “P” prefix, followed by a series of numbers. 

1. “Pre-docketed” conunercial nuclear power plants 

These files contain all documentation up until the time 
that the NRC considers the application and the Safely 
Analysis Report (PSAR) is submitted by the utility com- 
plete enough for staff review. The unit is then assigned a 
docket number and the file transferred to the 
Docket-50 series category. 

The documents are grouped together in categories, des- 
ignated Ity alphabetic characters. These are the same 
categories as those used for the Docket-50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 


2. Meeting notices, summaries and correspon- 
dence discussing the completeness and ade- 
quacy of the Preliminary Mety Analysis Re- 
port (PSAR). 

3. Applicant Quality Assurance ManuaL 

4. Early site review information. 

5. Backup technical documents submitted in 
support of the application. 

6. Early site visits. 

B. Utility Preliminary Safety Analysis Report 

(PSAR) and Amendments 

1. PSAR submitted by the utility. 

2. Amendments and change to the PSAR. 

3. Transmittal and acknowledgment letters. 
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G. Adjudicatory Correspondence 

1. Motions, briefs, orders, etc., pertaining to 
pre-hearing conferences, if any. 

M, Antitrust Correspondence 

1. Submittals and related materials pertaining 
to the antitrust review. 

Q* Inspection Reports 

1. Inspection reports of the applicant quality as- 
surance program. 


; 2. Notices of deviations. 

3. Follow-up correspondence resolving devia- 
tions dted. 

2. Government-owned reactors 


Meeting summaries and technical correspondence be- 
tween NRC and other Government technical people re- 
lating to test reactors, critical experiments, and Depart- 
ment of Defense (DOD) reactors on U.S. Naval ships 
and other sites. 


FT 21-10 CFR Part 21 Deficiency Reports 


Deficiency reports submitted in compliance with Part 21 
of Title 10 of the Code of Federal Regulations. 


1. Reports by firms involved in the nuclear industry 
reporting noncompliance with NRC regulations or 
the existence of defects which could create a sub- 
stantial safety hazard. 


2. Correspondence pertaining to the NRC review of 
reports to assess the possibility of generic defects. 

3. NRC inspection reports of defects dted. 

4. Correspondence specifying appropriate follow-up 
actions taken by the Agenry. 


QA 999— Quality Assurance Inspections 


Contains inspection reports of vendor licensee interface 
from vendor’s view, vendor products, vendor programs 
including equipment environmental qualification test- 
ing, and follow-up correspondence. Each vendor is as- 
signed a docket number and is a part of the Q A 999 se- 
ries. 


Vendors are defined as companies, both U.S. and for- 
eign, that are engaged in the design, manufacture, or 
testing of both nudear components, or Applying serv- 
ices to the nuclear industry. The controlling criteria are 
found in 10 CFR Part 21, 10 CFR Part 50, PSAR and 
FSAR submitted by utilities for specific facilities, and 
vendor QA Topical Reports. 


1. NRC inspection reports of vendor facilities that 
cover the design, fabrication and testing of compo- 
nents for use in nudear facilities and vendor/licen- 
see interface. 

2. Notices of deviation. 

3. Vendor corredive actions and other follow-up cor- 
respondence associated with resolution of inspec- 
tion findings. 

NOTE: For vendor licensee interface inspection from 
licensee’s view, see Docket 50 Category Q. 
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REGGD-Regulatoiy Guides 


Contains new and revised Regulatory Guides and re- 
lated correspondence. These guides describe to the in- 
dustry and to the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC regula- 
tions. They also delineate techniques used by the staff in 
evaluating specific problems or postulated accidents or 
provide guidance to applicants. 


1. Federal Register notices aimouncing the issuance 
and availability of a proposed Regulatory Guide. 


2. Revised or newly issued Regulatory Guides. 


3. NRC value/impact assessment. 


4. Comments submitted by the nuclear industry and 
interested members of the public regarding a pro- 
posed Regulatory Guide. 


5. Summary of meetings held in the NRC to discuss 
proposed Regulatory Guides. 


NOTE: For documentation pertaining to other work 
products and activities of the NRC Office of 
Nuclear Regulatory Research, which is respon- 
sible for standards development, see the Or- 
ganization (ORG) file category. Industry codes 
and standards dted in Regulatory Guides are 
available for reference use only in the NRC li- 
brary. 


RES— Research and Technical Assistance Reports 


Contains reports, generally interim, submitted by NRC 
contractors providing research and technical assistance 
to the Commission. It also includes documentation per- 
taining to research activities of the Commission. 


1. Techmcd letter reports provide information on the 
technical aspects of work by contractors or other 
govenunent agencies and their contractors. These 
letter reports may consist of transmittal letters 
with interim or filial informal reports attached, or 
the technical information may be incorporated in 
the body of the letter. The form and frequency of 
“reporting is specified in the Contraa Statement of 
Work. 


a. Interim technical letter reports provide infor- 
mation on the technical aspects of the work at 
various stages and form a basis for develop- 
ment of the formal reports required by the 
contract. Interim technical letter reports may 
include, but are not limited to, informal (in- 
terim) progress reports, "quick-look” reports, 
data reports, project descriptions, pretest 


predictions, model verifications, experiment 
safety analyses, experiment operating proce- 
dures, facility certification reports, and test 
results. 

b. Final tedmical letter reports are prepared to 
record the results of contract work that com- 
prises review and evaluation of the work of 
others or work to be used ly the staff in the 
licensing and regulation process. These tech- 
nical letter reports are not followed a for- 

mal report. 

2. which may be periodic pro- 

gress reports on long-term projects of final reports, 
are published in the NUREG/CR series. These re- 
ports are final products of research, original inves- 
tigations, or significant compilations of informa- 
tion, or th^ may be progress reports. 


3. Research Jrtformatkm Letters (RILs) summarize re- 
search information for staff use. Thqr are prepared 
in the NRC Office of Nuclear Regulatory Re- 
search (RES). 
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4. Conference Proceedings report the information pre- 
sented at conferences sponsored or co-sponsored 
by NRC. Sponsorship or co-sponsorship by NRC 
requires that the subjects covered be of interest 
and value to NRC. 


NOTE: For final reports of research conducted by con- 
tractors and conference proceedings, see 
NUREG reports series file. See also the 
WMRES file for research reports on disposal 
of high level waste. 


REVIEW GRP-Research Review Groups 


Contains records pertaining to the activities of internal 
and esctemal Research Review Groups. Such groups 
provide a broad base of technical expertise to aid man- 
agement in reviewing research in defined technical ar- 
eas. They review and comment on research plans and 
predicted results of major experiments, the validity and 
applicability of research results; possible redirection of 
research projects; new research projects; and priorities 
within the technical areas covered by the Research Pre- 
view Group. 

1. Agendas for quarterly Review Group meetings. 

2. Summary minutes of Review Group meetings rep- 
resenting views expressed, including dissenting 
views. 


3. Research plans and predicted results of major ex- 
periments and presentations by research contrac- 
tors. 


4. Comments on meetings from attendees, including 
representatives from contractors, universities, ven- 
dors, and other agencies. 


5. Internal memoranda relating to topics under dis- 
cussion. 


6. Correspondence related to items 1 through 5. 


RM — Rulemakings 


Contains records pertaining to public hearings held on 
proposed changes to the Conmlission’s regulations. 
Hearings are instituted at the discretion of the Commis- 
sion based on the importance and the magnitude of the 
subject under consideration. 

1. Designations of the presiding officer and any spe- 
cial directions for the conduct of the hearing. 

2. Notifications of Hearing Board meetings. 


3. Petitions, motions, testimony, and statements sub- 
mitted by parties to the hearings. 

4. Hearing Board orders and rulings. 

5. Technical reports submitted as evidence in the pro- 
ceedings. 

6. Reports, if any, of the special Board to the Com- 
mission regarding the subject proceeding. 


SECY- Staff Papers (Generally Referred to as SECY Papers) Before the Commission 


Includes staff papers prepared for the information or 1. Policy Issue Papers are used to present matters re- 
approval of the Commission. They are assigned a SECY lating to policy formulation, 

report series code. 
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2. Rulemaking Issue Papers are used to present 
rulemaking activities of the Commission. 


3. Adjudicatory Issue Papers are used to present mat- 
ters relating to the granting, suspending, revoking 
or amending of licenses, or construction permits 
for nuclear power plants, and activities in which the 
Commission has an interest. 

4. Information Papers are used to provide informa- 
tion to the Commission, Some (e.g., the weekly re- 
port of the Executive Director for Operations) pro- 
vide general information about agency activities 
without specific reference to policy formulation, 
rulemaking, or adjudication. 


These categories of staff papers may be issued as one of 
the following: (a) a Commission Meeting paper to be 
discmssed at a Commission meeting; (b) an Affirmation 
paper which does not require interactive discnission 
among the Commissioners in a Commission meeting, 
but by law must be voted upon by the Commissioners in 


the presence of each otheq (c) a Notation Vote paper 
which does not require interactive discussion among all 
Commissioners or formal vote in a meeting, therely 
lending itself to a written notation prcx:ess; (d) a Nega- 
tive Consent paper which contains issues which the 
Commission would like brought to its attention before 
action is taken but which do not require the formality of 
a Commission vote, and (e) Information Papers which 
provide information to the Commission and do not call 
for any action by the Commission. 

As a general practice, papers that are regularly released 
to the public include those that are the subject of discus- 
sion at a public meeting of the Commission and those 
that address unclassified matters pertaining to the ex- 
port and import of nuclear equipment and material. 

NOTE: For Weekly Information Reports prepared by 
the NRC Office of the Executive Director for 
Operations to the Commission providing a 
summary of kqr events and items of interest un- 
dertaken ly st^ and program offices, see the 
Commission Correspondence file. 


STATE PROG-State Programs 


Contains records that pertain to the Commission’s rela- 
tions with State Governments. Areas covered include: 
(1) the State ^reements Program, whereby States may 
assume certain of the NRC’s regulatory authority over 
nuclear materials; and (2) a wide range of liaison and co- 
operative activities regarding such functions as licensing 
and siting. 

1. Correspondence between and among NRC Office 
of Governmental and Public Affairs and State offi- 
cials, mostly State liaison officers and radiation 
control management health offidals, re ga r ding : 

a. Cooperative programs in such technical areas 
as radiological incidents, water quality, radio- 
active waste disposal, and transportation sur- 
veillance. 

b. NRC review of Agreement State radiation 
control program. 


c. Technical assistance to Agreement States in 
reviewing applications, compliance actions, 
developing regulations, and in other areas. 

2. Agendas, reports, and transcripts of regional work- 
shops and training programs on current matters of 
policy and regulations, i.e., decommissioning and 
radioactive waste disposal. 

3. State Legislative Reports (discontinued as of De- 
cember 1984). 


4. Agreement State licensing Statistics Reports (dis- 
continued as of December 1984). 

NOTE: For specific uranium milling and mining pro- 
jects in which the Agenqr is providing technical 
assistance to States, see the Projects series file 
category. 
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TOPREP— Topical and Vendor Reports and Correspondence 


Contains Topical Reports, generally of a technical ge- 
neric nature, submitted by vendors, and correspondence 
pertaining to the NRC review of these reports. Vendor- 
related correspondence that is not docket-specific and 
documents generated by vendor-related Owner’s 
Groups are also included in this category. 


1. Topical reports, dealing with such technical mat- 
ters as specifications, testing, and safety that are 
submitted by architects, engineers and other ven- 
dors. 


2. Revisions, modifications, and amendments to 
Topical Reports. 


3. Correspondence between NRC and vendors per- 
taining to the review of submittals. 

4. Meeting agendas, summaries, minutes and corre- 
spondence pertinent to vendor activities, pro- 
grams, methodologies, and design criteria. 

5. Vendor-related Owner’s Group meeting an- 
nouncements, agendas, summaries, reports, and 
correspondence. 

NOTE: For reports submitted by utilities that are writ- 
ten by vendors on their behalf and that relate to 
docketed cases, see the categories for the dock- 
et series. 


WASH-AEC-Issued Formal Reports and Correspondence 


Formal reports that were issued by the U.S. Atomic En- 
ergy Commission (AEC) Headquarters staff which cany 
the WASH series code and correspondence pertaining 
to those reports. The WASH series, which consisted of 


administrative, scientific, and technical reports, ended 
in 1975 but correspondence is occasionally generated 
which refers to WASH reports. Post-1975 mC-issued 
formal reports carry the NUREG series designation. 


WM— Waste Management Documents 


Contains records dealing with the activities of the NRC 
Division of High-Level Waste Management. Each topic 
has been assigned a unique number, prefixed 1^ the let- 
ters “WM.” Documents in these fdes include: 

1. NRC and DOE prelicensing activities regarding 
the disposal of high-level waste in geologic reposi- 
tories, pursuant to the Nuclear Waste Policy Act of 
1982. 

a. Technical high-level waste site prelicensing 
documentation. 


b. Meeting agendas, minutes, and backup docu- 
ments of DOE/NRC meetings in which DOE 
presents information on its geologic explora- 
tion program to identify sites for nuclear 
waste repositories. 

c. Briefings by DOE on research being con- 
ducted on nuclear waste management. 

2. NRC reviews of the site-by-site implementation of 

DOE’S program for uranium mill tailings remedial 
actions, pursuant to the Uranium Mill Tailings Ra- 
diation Control Act of 1978. 
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3. Correspondence and comments between NRC and 5. ; Correspondence from citizens and other non-gov- 
the Environmental Protection Agency (EPA) per- emment organizations for the above items, 

taining to the high-level waste standard. 


4. NRC topical report reviews and associated corre- 
spondence. 


NOTE: For contractor research on waste management 
activities, see the WMRES category. 


WMRES— Waste Management and Research Reports 


Contains interim and final reports, and correspondence 
between NRC and its contractors regarding prelicensing 
activities in the area of high-level disposal in geologic re- 
positories, including: 

1. Periodic contractor progress reports. 

2. Trip reports. 


3. Draft and final reports submitted for NRC review 
or information. 


4. Correspondence between NRC staff and contrac- 
tors related to technical questions or issues to be 
resolved. 


XPORTLIC— Export and Import Licenses 


Contains records relating to the issuance of licenses to 

export or import nuclear facilities and materials. 

1. license applications and amendments to export or 
import special nuclear material, source material, 
byproduct material, reactors, nuclear facility com- 
ponents, or reactor materials. 

2. Correspondence between NRC and applicant or li- 
censee pertaining to the review or status of a pend- 
ing application or license amendment. 

3. Commission letters requesting Executive Branch 
(e.g., U.S. Department of State) views. 

4. Review and findings of the Executive Branch on 
whether issuance of a license would be inimical to 
the common defense and security of the United 
States. 


5. Correspondence to and from foreign governments, 
international organizations, and members of the 
public. 

6. Hearing records and decisions. 

7. Memoranda from the office of the Secretary to the 
Executive Director for Operations (EDO) regard- 
ing the Commission decision on issuance of a pro- 
posed license. 

8. licenses, license amendments, and license renew- 
als for types specified in item 1. 

NOTE: For transcripts of Commission meetings and 
papers submitted for Commissioner considera- 
tion or information, see the 10 CFR 9.21 and 
SECY-series files. 
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